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PREFACE 

This book has been written as a comprehensive, self-explanatory reference hand- 
book for the benefit of all who have an interest in the design and application of radio 
receivers or audio amplifiers. Everything outside this field — television^, radio trans- 
mission, radar, industrial electronics, test equipment and so on — has been excluded 
to limit the book to a reasonable size. 

An effort has been made to produce a handbook which, in its own sphere, is as self- 
contained as possible. Extensive references to other sources of information have 
been included for the reader who might require additional detail. 

The success of the previous edition, of which over 280,000 copies have been sold 
throughout the world, encouraged Amalgamated Wireless Valve Company Pty. Ltd., 
to undertake the compilation of the present up-to-date edition which is more com- 
plete, great pains having been taken to fill in many of the gaps in the data published 
hitherto. This has involved a considerable amoimt of both experimental and an- 
alytical work by the editor and by engineers assisting in the project. Some original 
work, previously unpublished, has been included. 

Although the various chapters have been written by individual authors, all are truly 
the result of team work, each having been carefully and critically examined by several 
other engineers specializing in that particular field. In this way the accuracy of 
mathematical calculations and of individual statements was checked and re-checked 
to ensure that the reader would not be misinformed. 

I wish to express my grateful thanks to Mr. R. Lambie, Manager, Mr. D. M. 
Sutherland, Works Manager, and to the following collaborating engineers — 

J. E. Bailey, Dr. W. G. Baker, D. Barnett, J. D. G. Barrett, Dr. G. Builder, 
N. V. C. Cansick, W. N. Christiansen, Dr. E. R. Dalziel, K. G. Dean, H. L. 
Downing, J. Gilchrist, I. C Hansen, R. Herbert, F. Holloway, I. Hood, D. G. 
Lindsay, W. S. McGuire, E. J. Packer, J. Pritchard, R. J. Rawlings, B. Sandel, 
J. Stacey, R. D. Stewart, J. E. Telfer, R. Vine, E. Watkinson. 

I also wish to express my thanks to Mr. R. Ainsworth for his invaluable work in 
sub-editing and assistance in indexing and to Mr. R. H. Aston for compiling data. 

F. Langford- Smith 

Amalgamated Wireless Valve Company Pty. Ltd. 



NOTES 

References to valve types are to the prototype {e.g. 6J7) and include all equivalent 
types {e.g. 6J7-G, 6J7-GT etc.) unless otherwise indicated. 

If any errors are noted, please write to the Editor, Radiotron Designer's Handbook, 
Amalgamated Wireless Valve Co. Pty. Ltd., 47 York Street, Sydney, Australia. 
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SECTION 1 : ELECTRICITY AND EMISSION 

The proper understanding of the radio valve in its various applications requires 
some knowledge of the characteristics of the electron and its companion bodies which 
make up the complete structure of atoms and molecules. 

All matter is composed of molecules which are the smallest particles preserving 
the individual characteristics of the substance. For example, water is made up of 
molecules that are bovmd together by the forces operating between them. Molecules 
are composed of atoms that are themselves made up of still smaller particles. Ac- 
cording to the usual simplified theory, which is sufficient for this purpose, atoms 
may be pictured as having a central nucleus aroimd which rotate one or more electrons 
in much the same manner as the planets move around the sun. In the case of the 
atom, however, there are frequently several electrons in each orbit. The innermost 
orbit may have up to 2, the second orbit up to 8, the third orbit up to 18, the fourth 
orbit up to 32, with decreasing nimibers in the outermost orbits (which on'y occur 
with elements of high " atomic numbers ")• We do not know the precise shape 
and positions of the orbits and modem theory speaks of them as " energy levels " 
or "shells." The electrons forming the innermost shell are closely bound to the 
nucleus but the forces become progressively less in the outer shells. Moreover, 
the number of electrons in the outermost shell may be less than the maximum number 
that this shell is capable of accommodating. In this case, the substance would be 
chemically active ; examples of such are sodium and potassium. 

In a metal the various atoms are situated in close proximity to one another, so 
that the electrons in the outermost shells have forces acting upon them both from 
their " parent " nucleus and their near neighbour. Some electrons are free to move 
about throughout the substance and are, therefore, called " free electrons." If an 
electric potential is applied between two points in the metal, the number of electrons 
moving from the negative to the positive point will be greater than those moving in 
the opposite direction. This constitutes an electric current, since each electron 
carries an electric charge. The charge on the electron is defined as unit negative 
charge and the accepted direction of current flow is opposite to the net electron 
movement. 
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It is interesting to note that the total current flow, equivalent to the total move- 
ments of all the free electrons, irrespective of their directionSj is very much greater 
than that which occurs under any normal conditions of electric current flow. The 
directions of movement are such that the external effects of one are generally cancelled 
by those of another. Thus, in a metal, the oft-quoted picture of a flow of electrons 
from the negative to the positive terminal is only a partial truth and apt to be mis- 
leading. The velocity of the free electrons is very much less than that of the electric 
current being of the order of only a few centimetres per second. The electron 
current may be pictured as the successive impacts betvyeen one electron and another 
in the direction of the current. In an insulator the number of free electrons is 
practically zero, so that electric conduction does not take place. In a partial insulator 
the number of free electrons is quite small. 

The nucleus is a very complex body, including one or more protons vrhich may 
be combined v?ith a number of neutrons*. The proton has a positive charge equal 
and opposite to the charge on an electron but its mass is very much greater than that 
of an electron. The simplest possible atom consists of one proton forming the nucleus 
with one electron in an orbit around it — this is the hydrogen atom. Helium consists 
of two protons and two neutrons in the nucleus, with two electrons rotating in orbits. 
The neutron has a mass slightly greater than that of a proton, but the neutron has 
no electric charge. An example of a more complicated atom is that of potassium 
which has 19 protons and 20 neutrons in the nucleus, thus having a positive charge 
of 19 units. The number of electrons in the orbits is 19, thus giving zero charge 
for the atom as a whole, this being the normal condition of any atom. The common 
form of uranium has 92 protons and 146 neutrons in the nucleus, with 92 electrons 
rotating in orbits. 

Under normal circumstances no electrons leave the surface or a substance since 
the forces of attraction towards the centre of the body are too great. As the tem- 
perature of the substance is raised, the velocity of the free electrons increases and 
eventually, at a temperature which varies from one substance to another, some of the 
free electrons leave the surface and may be attracted to a positive electrode in a vacuum. 
This phenomenon is known as thermionic emission since its emission takes place 
under the influence of heating. There are other types of emission such as photo 
emission that occur when the surface of the substance is influenced by light, or 
secondary emission when the surface is bombarded by electrons. 

The radio valve makes use of thermionic emission in conjimction with associated 
circuits for the purpose of producing amplification or oscillation. The most common 
types of radio valves have hot cathodes, either in the form of a filament or an indirectly- 
heated cathode. Many transmitting valves have filaments such as nmgsten or 
thoriated-ttrngsten, but nearly all receiving valves have what is known as an oside 
coated filament or cathode. The filament, or cathode sleeve, is usually made of 
nickel or an alloy containing a large percentage of nickel and this is coated with a 
mixture of barium and strontium carbonates that, during the manufacture of the 
valve, are ttuned into oxides. A valve having an oxide-coated cathode has a very 
high degree of emission as compared with other forms of emitters but requires very 
great care during manufacture since it is readily poisoned by certain impurities which 
may be present in the cathode itself or which may be driven out in the form of gas 
from the bulb or the other electrodes. 

Oxide-coated cathodes are generally operated at an average temperature of about 
1050° Kelvin (777° C) which looks a dull red. Temperatures much above 1100°K 
generally cause a short life, while those below 960 °K are very susceptible to poisoning 
of the emission, and require careful attention to maintain a very high vacutmi. 

The thermionic valve is normally operated with its anodef current considerably 
less than the maximum emission produced by its cathode. In the case of one having 
a pure timgsten filament no damage is done to the filament if all the electrons emitted 



•This is in accordance with the theory generally held at the time of writing j it is, however, subject 
to later modification. 

tThe anode (also called the plate) is the positive electrode ; the cathode is the negative electrode. 
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ate drawn away immediately to the anode. This is not so, howeverj with oside coated 
cathodes and these, for a long life and satisfactory service, require a total emission 
very much greater than that drawn under operating conditions. In such a case a 
cloud of electrons accumulates a short distance from the surface of the cathode and 
supplies the electrons that go to the anode. This space charge as it is calledj is 
like a reservoir of water that supplies varying requirements but is itself replenished 
at an average rate. The space charge forms a protection to the cathode coating against 
bombardment and high electrostatic fields, while it also limits the current which would 
otherwise be drawn by a positive voltage on the anode. If the electron emission 
from the cathode is insufficient to build up this " space charge," the cathode coating 
is called upon to supply high peak currents that may do permanent injury to the coat- 
ing and in extreme cases may even cause sputtering or arcing. 

In multi-grid valves, if one grid has a positive potential and the next succeeding 
grid (proceeding from cathode to plate) has a negative potential, there tends to be 
formed an additional space charge. This outer space charge behaves as a source of 
electrons for the outer electrodes, and is known as a virtual cathode. 

An oxide-coated cathode, operated under proper conditions, is self-rejuvenating 
and may have an extremely long working life. The life is, therefore, largely governed 
by the excess emission over the peak current required in normal operation. 

A valve having a large cathode area and small cathode current may have, under 
ideal conditions, a life of the order of 50 000 hours, whereas one having extremely 
limited surface area, such as a tiny battery valve, may have a working life of less than 
1000 hours. 

Under normal conditions a valve should be operated with its filament or heater 
at the recommended voltage j in the case of an oxide coated valve it is possible to 
have fluctuations of the order of 10% up or down without seriously affecting the 
life or characteristics of the valve [see Chapter 3 Sect. l(iv)D]. The average voltage 
should, however, be maintained at the correct value. If the filament or cathode is 
operated continuously with a higher voltage than that recommended, some of the 
coating material is evaporated and permanently lost, thus reducing the life of the valve. 
Moreover, some of this vapour tends to deposit on the grid and give rise to what is 
knovm as grid emission when the grid itself emits electrons and draws current 
commonly known as negative grid current [for measurement see Chapter 3 Sect. 3 
(iv)A]. 

If the filament or heater is operated for long periods at reduced voltages, the effect 
is a reduction in emission, but no damage is generally done to the valve unless the 
cathode currents are sufficient to exhaust the " space charge." Low cathode tem- 
perature is, therefore, permissible provided that the anode current is reduced in the 
proper proportion. 

During the working life of the valve, its emission usually increases over the early 
period, reaches a maximum at an age which varies from valve to valve and from one 
manufacturer to another, and then begins to fall. The user does not generally suffer 
any detriment until the emission is insufficient to provide peak currents without 
distortion. 

Tests for the measurement of the emission of an oxide-coated cathode are described 
in Chapter 3 Sect. 3(ii)f. 

If a slight amount of gas is present some of the electrons will collide with atoms 
of the gas and may knock off one or more electrons, which will serve to increase the 
anode current, leaving atoms deficient in electrons. These are known as positive 
ions since they carry a positive charge (brought about by the loss of electrons), and 
the process is known as ionization. The positive ions are attracted by the negative 
cathode, and being comparatively massive, they tend to bombard the cathode coating 
in spite of the protection formed by the space charge. 

Some types of rectifiers (e.g. OZ4) have no heaters, and the oxide-coated cathode 
is initially heated by ion bombardment ; this flow of current is sufficient to raise the 
cathode temperature so as to enable it to emit electrons in the usual maimer. The 
gas is an inert variety at reduced pressure. Although some types of gaseous thermionic 
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rectifiers will operate (once they have been thoroughly heated) without any filament 
or heater voltage, this is likely to cause early failure through loss of emission. 

Most thermionic valves are vacuum types and operate under a very high degree 
of vacuiim. This is produced during manufacture by a combination of vacuum 
pumps and is made permanent by the flashing of a small amount of " getter " which 
remains in the bulb ready to combine with any impurities which may be driven oS 
duria^ life. Valves coming through on the production line are all tested for gas by 
measuring the negative grid current under operating conditions ; methods of testing 
are described in Chapter 3 Sect. 3(iv)A, where some values of maximum negative 
grid current are also given. If a valve has been on the shelf for a long time, it fre- 
quiently Shows a higher gas current, but this may usually be reduced to normal by 
operating the valve under normal conditions, with a low resistance connection between 
grid and cathode, for a short period. When a valve is slightly gassy, it usually shows 
a blue glow (ionization) between cathode and anode. In extreme cases this may 
extend outside the ends of the electrodes^ but a valve in such condition should be 
regarded with suspicion and tested before being used in any equipment, as it might 
do serious damage. A slight crack may permit a very small amount of air to enter 
the bulb, giving rise to a pink/violet glow which may readily be identified by any one 
familiar with it ; this is a sign of immediate end of life. 

The anode current of a thermionic valve is not perfectly steady, since it is brought 
about by a flow of electrons from the cathode. When a valve is followed by very 
high gain ampUfiers, the rushing noise heard in the loudspeaker is partly caused by 
the electrons in the valve, and partly by a somewhat similar effect (referred to as the 
"thermal agitation" or "Johnson noise") principally in the resistance in the grid 
circuit of the first valve— see Chapter 4 Sect. 9(i)l, and Chapter 18 Sect. 2(ii). This 
question of valve noise is dealt with in Chapter 18 Sect. 2(ii)c and Chapter 23 Sect. 6. 

Some valves show a fluorescence on the inside of the bulb, which may fluctuate 
when the valve is operating. This is perfectly harmless and may be distinguished 
from blue glow by its position in the valve. In occasional cases fluorescence may also 
be. observed on the surfaces of the mica supports inside the valve. 

SECTION 2 : THE COMPONENT PARTS OF RADIO VALVES 

(t) Ftlamems, cathodes and heaters (it) Grids (f») Plates (no) Bulbs (o) Volt- 
ages with valve operation. 

(i) Filaments, Cathodes and Heaters 

Cathodes are of two main types — directly heated and indirectly heated. Directly- 
heated cathodes are in the form of filaments which consists of a core of wire through 
which the filament current is passed, the wire being coated with the usual emissive 
coating. Filaments are the most economical form of cathodes so far as concerns 
the power necessary to heat the cathode. They are, therefore, used in most applica- 
tions for operation from batteries, particularly dry batteries, and for special applica- 
tions in which very quick beatii^ is required. Filaments are also used in many 
types of pov/er rectifiers and power triodes, where the special properties of the filament 
make it more suitable. 

Valves having filaments should preferably b& mounted vdth the filament vertical, 
but if it is necessary to mount them horizontally, they should be arranged so that the 
plane of the filament of V or W shaped filaments is vertical ; this reduces the chance 
of the filament touching the grid. , 

All filament-type valves having close spacing between filament and grid have a 
filament tension spring, usually mounted at the top of the valve. Some typical 
filament arrangements are indicated in Fig. 1 .1 where A shows a single " V " shape 
filament suspended by means of a top-hook at the apex, B shows a " W " shape vrith 
two top hooks and C a single strand filament with tension spring as used in 1 -4 volt 
valves. 
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Indirectly-heated cathodes consist of a cathode sleeve surrounding a heater. The 
cathode sleeve may have a variety of shapes, including round (D), elliptical (E) and 
rectangular (F) cross section. They are usually fitted with a light ribbon tag for 
connection to the lead going to the base pin. 

FILAMENTS I -H CATHODES HEATERS 

A 8C0EF G H 

FIG. I.I 

Pig. 1.1. A,BiC types of filaments ; D,E,F types of cathodes ; G, H types of 

heaters. 

In an indirectly-heated valve, the function of the heater is solely to heat the cathode. 
No emission should take place from the heater and the insulation between heater 
and cathode should be good. The heater is generally made of tungsten or a tungsten 
alloy wire coated witn a substance capable of providing the necessary insulation at 
high temperature, such as alundum. In all applications where hum is likely to be 
troublesome, the heater is preferably of the double helical type, as G in Fig. 1.1. 
Power valves and other types having elUptical or rectangular cathode sleeves, often 
employ a folded heater as in H. These are hot generally suitable for use in very low 
level amplifiers whether for radio or audio frequencies. 

(ii) Grids 

Grids are constructed of very tine wire wound around one, two or four side rods — 
two being by far the most conmion. Some valves have two, three, four or five grids 
inside one another, but all of these are similar in general form although different in 
dimensions. 

In the case of some grids it is necessary to take precautions to limit the grid tem- 
perature either to avoid grid emission, in the case of control grids, or to limit the grid 
temperature to prevent the formation of gas, in the case of screen grids. These may, 
for better heat radiation, be fitted with copper side rods and blackened radiators either 
above or below the other electrodes. Grids are numbered in order from the cathode 
outwards, so that No. 1 grid will be the one closest to the cathode. No. 2 grid the one 
adjacent to it, and No. 3 the one further out again. 

(iii) Plates 

The plate of a receiving valve is the anode or positive electrode. It may be in one 
of a great number of shapes, dependent on the particular application of the valve. 
The plates of power valves and rectifiers are frequently blackened to increase their 
heat radiation and thereby reduce their temperature. 

(iv) Bulbs 

The inside surfaces of glass bulbs are frequendy blackened. This has the effects 
of making them more or less conductive, thereby reducing the tendency to develop 
static charges, and reducing the tendency towards secondary emission from the bulb. 

(v) Voltages with valve operation 

All voltages in radio valves are taken with respect to the cathode, in the case of 
indirectly-heated valves, and the negative end of the filament with directly-heated 
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valves. The cathode is usually earthed or is approximately at earth potentiali so 
that this convention is easy to follow vmder normal conditions. In some cases, as 
for example phase splitters or cathode followers, the cathode is at a potential con- 
siderably above earth and care should be taken to avoid errors. 

Some directly-heated valves may be operated with their filaments on a.c. supply, 
usually with the centre tap of the filament circuit treated as a cathode. In all such 
cases the valve data emphasize the fact that the filament is intended for operation 
on a.c. The plate characteristics are usually drawn with d.c. on the filament and 
these nurves may be applied to a.c. operation by increasing the bias voltage by half 
the filament voltage. 

In cases where resistors or other impedances are coimected between the positive 
electrodes and the supply voltages, the electrode voltages (e.g. Ef,, E^^ are the voltages 
existing between those electrodes and cathode under operating conditions. The 
supply voltages are distinguished by the symbols JSj 6, £ ^ c 2 etc. See the list of sjTnbols 
in Chapter 38 Sect. 6. 

For further information on valve operation see Chapter 3 Sect. 1 . 



(t) Diodes (ii) Triodes (m) Tetrodes (tv) Pentodes (v) Pentode power amplifiers 
(w) Combined valves (vii) Pentagrid converters. 

(i) Diodes 

A diode is the simplest type of radio valve consisting of two electrodes only, the 
cathode and anode (or plate). The cathode may be either directly or indirectly 
heated and the valve may be either very small, as for a signal deteaor, large as for a 
power rectifier, or any intermediate size. One or two diodes are frequently used in 
combination with a triode or pentode a-f amplifier as the second detector in receivers ; 
in most of these cases, a common cathode is used. For some purposes it is necessary 
to have two diode units with separate cathodes, as in type 6H6. Amplifier types with 
three diodes, some with a common cathode and others with separate cathodes, have 



also been manufactured for special purposes. Fig. 1,2 shows the circuit of a diode 
valve in which battery A is used to heat the filament or heater, and battery B to apply 
a positive potential to the anode through the load resistor. The plate current is 
measured by a milliammeter connected as shown, and the direction of current flow 
is from the positive end of battery B towards the anode, this being the opposite of the 
electron current flow. It should be noted that the negative end of battery B is re- 
turned to the negative end of battery A in accordance with the usual convention. It 
would be quite permissible to connect the negative end of the battery B to the positive 
end of battery A so as to get the benefit of the voltage A applied to the anode, but 
in this case, the total voltage applied to the anode would be A -|- B. If voltage of 
battery B is reversed, it will be noted that the plate current is zero, thus indicating 
the rectification that takes place in a diode. If an alternating voltage is applied, 
current will only flow during the half-cycles when the anode is positive. This is 
called a half-wave rectifier since it is only capable of rectifying one half of the cycle. 



SECTION 3 : TYPES OF RADIO VALVES 




Fig, 1.2. Fundamental circuit 
including diode, A and B bat- 
teries and load resistor. 
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Full wave* rectifiers are manufactured with two anodes and a common cathode and 
these are arranged in the circuit so that one diode conducts during one half-cycle 
and the other during the other half-cycle, 
(ii) Triodes 

A triode is a three electrode valve, the electrodes being the cathode, grid and anode 
(or plate). The grid serves to control the plate current flow, and if the grid is made 
sufficiently negative the plate current is reduced to zero. The voltage on the grid is 
controlled by battery C in Fig. 1.3, the other part of the circuit being as for the diode 
in Fig. 1.2. When the grid is negative with respect to the cathode, it does not draw 
appreciable current ; this is the normal condition as a class Ai amplifier. Although 
an indirectly heated cathode has been shown in this instance, a directly heated valve 
could equally well have been used. The heater in Fig. 1.3 may be supplied either 
from an a.c. or d.c. source, which should preferably be coimected to the cathode or 
as close as possible to cathode potential. 

As the grid is made more negative, so the plate current is decreased and when the 
grid is made more positive the plate current is increased. A triode is, therefore, 
capable of converting a voltage change at the grid into a change of power in the load 
resistor. It may also be used as a voltage amplifier or oscillator. 



OHIO ^ 
(INPUT) 5 
RESISTORS 



ID 



-<2) 



PLATE OJRRE 




LOAD 
RESISTOR 



Fig. 1.3. Fundamental circuit 
including indirectly-heated triode, 
B and C batteries, and load 
resistor in plate circuit. 



(iii) Tetrodes 

The capacitance between the grid and plate can be reduced by mounting an addi- 
tional electrode, generally called the screen or screen grid, between the grid and plate. 
The valve thus has four electrodes, hence the name tetrode. The function of the 
screen is to act as an electrostatic shield between grid and plate, thus reducing the 
grid-to-plate capacitance. The screen is conneaed to a positive potential (although 
less than that of the plate) in order to counteract the blocking effect which it would 
otherwise have on the plate current— see Fig. 1.4. Owing to the comparatively 
large spaces between the wires in the screen, most of the electrons from the cathode 
pass through the screen to the plate. So long as the plate voltage is higher than the 
screen voltage, the plate current depends primarily on the screen voltage and only 
to a slight extent on the plate voltage. This construction makes possible a much 
higher ampUfication than with a triode, and the lower grid-to-plate capacitance makes 
the high gain practicable at radio frequencies without instability. 



ANODE 
(PLAT£)l 



Fig. 1.4. Fundamental circuit 
including indirectly-heated tet- 
rode, B and C batteries, and 
load resistor in plate circuit. 




(iv) Pentodes 

Electrons striking the plate with sufficient velocities may dislodge other electrons 
and so cause what is known as " secondary emission." In the case of tetrodes, when 



•These are sometimes called biphase half-wave rectifiers. 
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the plate voltage swings down to a low value under working conditions, the screen 
may be instantaneously at a higher positive potential than the plate, and hence the 
secondary electrons are attracted to the screen. This has the effea of lowering the 
plate current over the region of low plate voltage and thus limits the permissible 
plate voltage swing. This effect is avoided when a suppressor is inserted between 
screen and plate. The suppressor is normally conneaed vo the cathode as in Fig. 1 .5. 
Owing to its negative potential with respect to the plate, the suppressor retards the 
movements of secondary electrons and diverts them back to the plate. 

A valve with three grids is known as a pentode because it has five electrodes. Pen- 
todes are commonly used as radio frequency amplifiers and as power amplifiers. 
Pentode r-f amplifiers are of two main varieties, those having a sharp cut-off* charac- 
teristic and those having a remote cut-off*. Valves having sharp cut-off charac- 
teristics are generally used as audio frequency voltage amplifiers and anode bend 
deteaors, while remote cut-off valves are used as r-f and i-f amplifiers. The 



remote cut-off characteristic permits the application of automatic volume control 
with a minimum of distortion ; this subject is treated in detail in Chapter 27 Sect. 3, 

(v) Pcntedc power amplifiers 

Pentode power amplifiers are commonly used in receiving sets to produce a-f power 
outputs from about 1 Watt up to about 5 watts. They differ from r-f amplifiers in 
that no particular precautions are made to provide screening, and they are designed 
for handling higher plate currents and screen voltages. In principle, however, both 
types are identical and any r-f pentode may be used as a low-power a-f amplifier. 

Beam power valves with " aligned^' grids do not require a third grid to give 
characteristics resembling those of a power pentode ; a typical structure is shown in 
Fig. 1.6. Some " kinkless " tetrodes are also used as r-f and i-f amplifiers. All of 
these may be treated as being, in most respects, equivalent to pentodes. 

(vi) Combined valves 

Many combinations of valves have been made. Two triodes are frequently mounted 
in one envelope to form a " twin triode." One or more diodes are frequently com- 
bined with triodes and pentodes to form second detectors. A combination of triode 
and pentode in one envelope is also fairly common, one application being as a fre- 
quency changer. Other combinations are triode-hexodes and triode-heptodes, all 
of which are primarily intended for use as frequency changers or " converters." In 
these, the triode grid is generally conneaed internally to No. 3 grid in the hexode or 
heptode to provide the necessary mixing of the oscillator and signal voltages. A 
hexode has fovu' grids while the heptode has five, the outermost of which is a sup- 
pressor ftmctioriing in the same manner as in a pentode. 

In addition to this wide range of combinations, entirely different valves may be 
combined in one envelope to save space in very small receivers. This is a practice 
which appears to be dying out, particularly as the envelope size becomes smaller. 

(vii) Pentagrid converters 

Pentagrids are valves having 5 grids, so that they are really heptodes, but the name 
pentagrid appears to make a convenient distinction between valves in this group 

*Sharp cut-off indicates that the plate-current characteristic is as straight as it can be made. A re- 
mote cut-off characteristic indicates that the plate current does not become zero until the grid voltage 
is made very much negative (usually over 30 volts). 




Fig. 1.5. Fundamental circuit 
including indirectly-heated pen- 
tode, B and C batteries, and 
load resistor in plate circuit. 
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ELECTRON BEAM SHEETS FORMED BY GRID WIRES 

Fig, 1 .6. Internal structure of type 6L6 or 807 aligned grid beam power valve {diagram 

by counesy of R.C.A.). 

(which do not normally require external oscillators) and those of the hexode or heptodc 
" mixer " type which are used with separate oscillators. Pentagrid converters are 
of two main groups, the first of these being the 6A8 type of construction which in- 
corporates an oscillator grid and oscillator anode (" anode grid ") as part of the main 
cathode stream. The other group comprises the 6SA7, 6BE6 and 1R5 type of con- 
struction which has no separate oscillator anode, the screen grid serving a dual pur- 
pose. The various types of pentagrid converters are described in detail in Chapter 25. 



SECTION 4 : MAXIMUM RATINGS AND TOLERANCES 

(«) Maximum ratings and their interpretation (ii') Tolerances. 

(i) Maximum ratings and their interpretation 

Maximum ratings are of two types — the Absolute Maximum system and the Design 
Centre system. These are described in detail in Chapter 3 Sect. l(iv). 

(ii) Tolerances 

All valves are tested in the factory for a number of characteristics, these usually 
including plate current, screen current, negative grid current, mutual conduaance, 
noise and micropliony, as well as having lo pass visual inspccilon icsts for appearance. 
For methods of testing see Chapter 3. As with any other components such as re- 
sistors or capacitors, the characteristics can only be maintained within certain toler- 
ances. For example, a resistor may be bought with a tolerance of plus or minus 
10% or 20% ; closer tolerances may be purchased at a higher price. 

The subject of tolerances in valve characteristics is covered in detail in Chapter 3 
Sect. 2(iii). 

Special care should be taken in the screen circuits of beam power amplifiers since 
in these the screen currents may vary from zero to twice the average figure. Any 
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screen voltage dropping resistor is undesirable with such valves and if the screen is 
required to be operated at a lower voltage than the plate, it should be supplied from 
a voltage divider having a bleed current of preferably 5 times the nominal screen 
current. Alternatively, the screen voltage should be determined for the extreme cases 
of zero and twice nominal screen current. 




Fig. 1 .7. Filament current versus 
filament voltage for a valve 
having a 1.4 volt 50 milliatnpere 
filament. 



|.0 M !■? 1-3 !•« I'S 1-6 1-7 
FILAMENT VOLTS 

FIG. 1.7 



The heater voltage should be maintained at an average voltage equal to the recom- 
mended voltage, thus leaving a margin of plus or minus 10% for line fluctuations 
under normal conditions — see Chapter 3 Sect. l(iv)D. If any wider variation is 
required, this will involve decreased maximum grid circuit resistance for a higher 
heater voltage and decreased plate current for lower heater voltage. 



SECTION 5 : FILAMENT ANT. HEATER VOLTAGE/CURRENT 
CHARACTERISTICS 

A valve filament or heater operates at such a temperature that its resistance when 
hot is much greater than its resistance when cold. The current /voltage characteristic 
is curved and does not follow Ohm's Law. Two typical examples are Fig. 1.7 for 
a battery valve and Fig. 35.14 for an indirectly-heated valve. Approximate curves 
for general use, on a percentage basis, arc given in Fig. 1 .8 incluaing also dissipation 
in watts and temperature (Ref. 7). Filament and heater ratings are covered in Chapter 
3 Sect. 1. 

SECTION 6 : VALVE NUMBERING SYSTEMS 

Receiving valves having the American numbering follow two main systems. The 
first of these is the numerical system, which is the older, and the second the R.MJV. 
system. Originally various manufacturers produced the same valve under different 
type numbers such as 135, 235, 335, 435 etc. This was improved upon by dropping 
the first figure and using only the two latter figures, e.g. 35. 

All the more recent American releases follow the R.M. A. system (Ref. 8) of which 
a typical example is 6A8-GT. In this system the first figure indicates the approxi- 
mate filament or heater voltage— 6 indicates a voltage between 5-6 and 6-6 volts, 
while 5 indicates a voltage between 4-6 and 5-6 volts ; 1 indicates a voltage in excess 
of 0 and including 1 -6 volts, while 0 indicates a cold cathode. Lock-in types in the 
6-3 volt range are given the first figure 7 (this being the " nominal " voltage), but 
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the nonnal operating voltages remain at 6-3 volts. In the case of tapped filaments 
or heaters the first figiire indicates the total voltage with both sections in series. 

The second symbol is a letter which is allotted in sequence commencing with A, 
except that I and O are not used j rectifiers follow the sequence backwards com- 
mencing at Z. When all the single letters of a group are exhausted, the system then 
proceeds with two lettters commencing with AB ; combinations of identical letters 
are not normally used. The single-ended a.c. range has a first letter S while the second 
letter may be that of the nearest equivalent in the double-ended range — e.g. type 
6SK7 is the nearest single-ended equivalent to type 6K7. Another special case is the 
first letter L which is used for lock-in types in the battery range. 



MOl 




7S BO 90 lOO lie IJO IS 

PER CENT OF BASIC VOLTAGE 



Fig. 1.8. Filament or heater current, dissipation and temperature plotted against 
filament or heater voltage, per cent {Ref. 7). 
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The final figure denotes the number of " useful elements " brought out to an 
external connection. 

The envelope of a metal valve, the metal base of a lock-in valve, and internal shield- 
ing having its separate and exclusive terminal(s) are counted as useful elements. 
A filament or heater counts as one useful element, except that a tapped filament or 
heater of two or more sections of unequal rated section voltages or currents counts 
as two useful elements. An octal-based glass valve having n useful elements exclusive 
of those coimected to Pin No. 1 is counted as having n + 1 useful elements. Elements 
connected to terminals identified as " internal connection, do not use " do not count 
as useful elements. Combinations of one or more elements connected to the same 
terminal or terminals are counted as one useful element. For example a directly 
heated triode with a non-octal base is denoted by 3 j an indirectly-heated triode, 
with a non-octal base is designated by 4 ; a directly-heated tetrode with a non-octal 
base is designated by 4. A pentode with the suppressor internally connected to 
filament or cathode is nimibered as a tetrode. A metal envelope or octal-based glass 
triode with an indirectly-heated cathode is designated by 5, a tetrode (or pentode with 
the suppressor internally coimected) by 6, and a triode-^exode converter usually by 8. 

The sufiix after the hyphen denotes the type of construction used. In general, 
metal valves, lock-in types and miniatmre types have no suffixes, but octal-based glass 
valves types are given the suffix G for the larger glass bulb or GT for the smaller 
parallel-sided T9 bulb. The letter M indicates a metal-coated glass envelope and 
octal base. X indicates a " low loss " base composed of material having a loss factor 
of 0 035 maximum (determination of loss factor to be in accordance with ASTM 
Designation D-150-41T). The letter Y indicates an intermediate-loss base com- 
posed of material having a loss factor of 0 1 maximum. The letter W indicates 
a mihtary type. The letters, A,B,C,D,E and F assigned in that order indicate a 
later and modified version which can be substituted for any previous version but not 
vice versa. 
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SECTION 1 : VALVE COEFFICIENTS 

(Otherwise known as Constants, Parameters or Factors) 

The triode or multigrid radio valve is a device which allows, under certain operating 
conditions, an amplified replica of a voltage applied between grid and cathode to 
appear across an impedance placed between plate and cathode. 

A valve, in itself, does not provide amplification of the applied grid-to-cathode 
voltage. The amplified voltage across the load impedance is due to the action of 
the valve in controlling the power available from the power supply. The amount 
of power which can be so controlled is determined by the operating conditions and 
the characteristics of the valve and of its associated circuits. 

The maximum voltage amplification which a valve is capable of giving under ideal 
conditions is called the amplification factor, generally designated by the Greek symbol 
II (mu). This is not truly constant under all conditions (except for an imaginary 
" ideal valve ") and varies slightly with grid bias and plate voltage in the case of a 
triode, and is very far from being constant with most multi-electrode valves. 

The amplification factor (/x) is the ratio of the incremental* change in plate 
voltage to the incremental change in control grid voltage in the opposite direction, 
under the conditions that the plate current remains unchanged, and all other electrode 
voltages are maintained constant. 

There are two other principal Valve Coefficients, known as the mutual conductance 
and the plate resistance (or anode resistance), the values of these also being somewhat 
dependent upon the applied voltages. 

*An incremental change of voltage applied to an electrode may be taketi as indicating a chance so 
amall that the curvature of the characteristics may be neglected. For the mathematical ueatmem of 
rate of change, see Chapter 6 Sect. 7(i) and (ii). For treatment of valve coetficients as partial differentials 
see Chapter 2 Sect. 9(ix). 
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The mutual conductance (or grid-plate transconductance) is the incremental 
change in plate current divided by the incremental change in the control-grid voltage 
producing it, under the condition that all other voltages remain unchanged. 

The plate resistancet is the incremental change in plate voltage divided by the 
incremental change in plate current vshich it produces, the other voltages remaining 
constant. 

There is a relationship between these three principal valve coefficients, which is 
exact provided that all have been measured at the same operating point, 

1^ = gn,. Tp, 

org„ == — , 



The calculation of these " valve coefficients " from the characteristic curves is 
given in Section 2 of this Chapter, while their direa measurement is described in 
Chapter 3 Sect. 3, The mathematical derivation of these coeflacients and their 
relationship to one another are given in Section 9 of this Chapter, as is also the repre- 
sentation of valve coefficients in the form of partial differentials. 

The reciprocals of two of these coefficients are occasionally used— 

~ = D where D is called the Durchgriff (or Penetration Factor) and which 

may be expressed as a percentage. 
— = Si: where is called the Plate Conductance fsee also below). 
Other valve coefficients are described below : — 

The Mu-Factor, of which the amplification factor is a special case, is the ratio 
of the incremental change in any one electrode voltage to the incremental change in 
any other electrode voltage, under the conditions that a specified current remains 
unchanged and that all other electrode voltages are maintained constant. Examples 
are 

The Conductance (g) is the incremental change in current to any electrode divided 
by the incremental change in voltage to the same electrode, all other voltages remain- 
ing unchanged. 

Examples are grid conductance (g,,), plate conductance (g^). 

Transconductance is the incremental change in current to any electrode divided 
by the incremental change in voltage to another electrode, under the condition that 
all other voltages remain xmchan^ed. A special case is the grid-plate transconductance 
which is known as the mutud conductance. Another example is the plate-grid 
transconductance (g„). 

Conversion transconductance {S c) is associated with mixer (frequency changing ) 
valves, and is the incremental change in intermediate-frequency plate current divided 
by the incremental change in radio-frequency signal-grid voltage producing it. 

The Resistance (r) of any electrode is the reciprocal of the conductance ; for 
example plate resistance is the reciprocal of plate conductance, 

Perveance (G) is the relation between the space-charge-limited cathode current 
and the three-halves power of the anode voltage. It is independent of the electrode 
voltages and currents, so long as the three-halves law holds : 

G = 

The measurement of perveance is covered in Chapter 3 Sect. 3(vi)E. 



tThis is strictly the " variational plate resistance " and must be <iistin(?uished from the d c Dlate 
resistance. ' ' *^ 
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SECTION 2 : CHARACTERISTIC CURVES 



(i) Plate characteristics (ii) Mutual characteristics (iii) Grid current characteristics 
(iv) Suppressor characteristics (p) Constant current curves (vi) " G " curves (vii) 
Drift of characteristics during life (viii) Effect of heater-voltage variation. 

It is convenient to set down the measured characteristics of a valve in the form of 
curves. These are thus a record of the actual currents which flow in a given valve 
when the specified voltages are applied. 

The curves published by the valve manufacturers are those of an " average " valve, 
and any one valve may differ from them within the limits of the manufacturing toler- 
ances. 



The method of measuriag-the plate and grid currents of a triode valve is shown in 
Fig. 2.1 in which a tapping on the grid bias battery is returned to the cathode so as 
to permit either positive or negative voltages to be connected to the grid. The grid 
microammeter and voltmeter should be of the centre-zero type, or provision made 
for reversal of polarity. For more elaborate testing see Chapter 3 Sect. 3. 

(i) Plate characteristics 

The Plate Characteristic may be drawn by maintaining the grid at some constant 
voltage, varying the plate voltage step-by-step from zero up to the maximum available, 
and nodng the plate current for each step of plate voltage. These readings may then 
be plotted on graph paper with the plate voltage horizontal and plate current vertical. 
This procedure may be repeated for other values of grid voltage to complete the Plate 
Characteristic Family. 

The Plate Characteristic Family for a typical triode is shown in Fig. 2.2. It 
is assumed that the plate voltage has been selected as 180 volts, and the grid bias 
—4 volts. By drawing a vertical line from 180 volts on the Et axis (point K), the 
quiescent operating point Q will be determined by its intersection with the 
" Et = —4" curve. By referring Q to the vertical scale (/j) the plate current is 
found to be 6mA. The plate resistance at the point Q is found by drawing a tangent 
(EF) to the curve for B, = —4 so that it touches the curve at Q. 

The plate resistance (r,) at the point Q is then EK in volts (65) divided by QK 
in amperes (6 mA = 0.006 A) or 10 800 ohms. 

The amplification factor (/i) is the change of plate voltage divided by the change 
of grid voltage for constant plate current. Line CD is drawn horizontally through Q, 
and represents a line of constant plate current. Points C and D represent grid volt- 
ages of —2 and —6, and correspond to plate voltages of 142 and 218 respectively. 
The value of /** is therefore (218 — 142) plate volts divided by a change of 4 grid 
volts, this being 76/4 or 19. 

The mutual conductance (;„) is the change of plate current divided by the change 
of grid voltage for constant plate voltage. Line AB, which is drawn vertically through 
Q, represents constant plate voltage. Point A corresponds to 9.6 mA, while point B 
corresponds to 2.6 mA, giving a difference of 7 mA. Since points A and B also 
differ by 4 volts grid bias, the mutual conductance* is 7 mA divided by 4 volts, which 
is 1.75 mA/volt or 1750 micromhos. 

•The value so determined u not exacUy the value which would be obulned with a very small swing, 
but is sufficiently accurate for most practical puqKMCs. 




Fig. 2.1. Method of measuring the 
plate and grid currents of a triode 
valve. 





Fig. 2.3. Plate charact- 
eristics of a pentode, for 
one fixed screen voltage. 



The plate characteristics of a pentode for one fixed screen voltage are shown 
in Fig. 2.3. Owing to the high plate resistance of a pentode the slope cf the portion 
of the curves above the " knee " is frequently so flat that it is necessary to draw ex- 
tended tangents to the ciirves as at A, B and Q. A horizontal line may be drawn 
through Q to intersect the tangents at A and B at points C and D. As with a triode, 
points A and B are vertically above and below Q. The mutual conductance is AB 
(4.1 mA) divided by 4 volts change of grid bias, that is 1.025 mA/V or 1025 micromhos. 
The amplification factor is the change of plate voltage (CD = 447 volts) divided by 
the change of grid voltage (4 voks) or 111.7. The plate resistance is EK/QK, i.e. 
180/0.001 65 or 109 000 ohms. 

The plate characteristics of a beam tetrode are somewhat similar to those 
of a pentode except that the " knee " tends to be more pronounced at high values 
of plate cimrent. 

The plate characteristics of a screen-grid or tetrode are in the upper portion 
similar to a pentode, but the " knee " occurs at a plate voltage slightly greater than 
the screen voltage and operation below the " knee " is normally inadvisable due to 
instability. 

The plate and screen characteristics of a pentode are shown in Fig. 2.4j 
from which it will be seen that the total cathode (plate + screen) ciurrent for any 
fixed grid bias is nearly constant, except at low plate voltages, and that the plate 
current increases at the expense of the screen, and vice versa. A pentode is frequently 
described as a " constant-current device," but the plate current is not so nearly con- 
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stant as the combination of plate and screen currents, witli fixed grid bias and screen 
voltage. 

(ii) Mutual characteristicsf 

The Mutual Characteristics may be drawn by maintaining the plate voltage con- 
stant, and varying the grid from the extreme negative to the extreme positive voltage 
desired. For any particular plate voltage, there is a negative grid voltage at which 
the plate current becomes zero ; this is called the point of plate current cut-off, and 
any increase of grid voltage in the negative direction has no eflfect on the plate current, 
which remains zero. If the mutual characteristic were perfectiy straight, the point 
of plate current cut-off would be at a grid voltage at Et/ ix; in reality, it occurs at 
a point slighdy more negative, owing to the curved foot of the characteristic. 




Fig. 2.4. Plate and screen char- 
acteristics for a pentode, viilh 
fixed screen and grid voltages, 
showing also the cathode current 
curve which is the sum of the 
plate and screen currents at all 
plate voltages. 
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Fig. 2.5. Mutual characteristics 
of a triode, with one curve for 
each of five fixed plate voltages. 



The Mutual Characteristics of a triode are shown in Fig. 2.5. Each curve 
corresponds to a constant plate voltage. Let P be a point on the ii„ = 250 curve, 
and let us endeavour to find out what information is available from the curves. The 
bias corresponding to P is given by R ( — 6 volts) and the piate current is given by 
S (6 mA). Let now a triangle ABC be constructed so that AP ~ PC, AB is vertical, 
CB is horizontal and point B comes on the E„ = 200 curve. 

The mutual conductance is given by AB/BC or 2-32 mA/4 volts, which is 0-580 
mA/volt or 580 micromhos. Thus the slope of the characteristic is the mutual 
condu ctance.** 

tAtso known arTransfer Characteriftics. 

•*This simple construction assumes thai A P C rs a straight line. In practice it is shplitW curved but 
the construction gives a very close approximation to she slope at po;nt P because the slope of the tangent 
at P is approximately the slope of ihe chord joininK A and C. 
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The amplification. lactor is given by the change of plate voltage divided by the 
change of grid voltage for constant plate current, that is 

= ^» - ■^"2 ^^ti - -g^ ^ 250 - 200 ^ J2.5 
~ CB AE, ~ 4 

The plate resistance is given by the change of plate voltage divided by the change 
of plate current for constant grid voltage ; that is 

^ ^ - ^o'- = EiLJlA^^ = - = 21 600 ohms. 
AB Ah 2-32 X 10-3 

These curves hold only if there is no series resistance in the plate circuit. They 
could therefore be used for a transformer-coupled amplifier provided that the primary 
of the transformer had negligible resistance. In the present form they could not be 
used to predict the operation under dynamic conditions. The static operation point 
P may, however, be located by their use. 

The mutual characteristics of a pentode, for a fixed screen voltage, are very 
similar to those of a triode except that each curve applies to a different value of screen 
(instead of plate) voltage. The plate voltage of pentodes having high plate resistance 
has only a very minor effect on the plate current, provided that it does not come 
below the screen voltage. 




Fig. 2.7. Mutual characteristics of a pentode, with constant plate voltage, and five 

fixed screen voltages. 
Fig. 2.8. Screen current mutual characteristics of a pentode {same as for Pig. 2.7). 

The Mutual Characteristic Family for a typical pentode is shown in Fig. 
2.7, and the correspondii^ screen current characteristics in Fig. 2.8. 

The resemblance between the shapes of the plate and screen characteristics is 
very close, and there is an almost constant ratio between the plate and screen currents 
along each curve. 

(iii) Grid current characteristics 

Positive grid current in a perfectly hard indirectly-heated valve usually commences 
to flow when the grid is slightly negative (point Y in Fig. 2.9) and increases rapidly 
as the grid is made more positive (Curve A). The position of point .Y is affected 
both by the contact potential between grid and cathode and also by the initial electron 
velocity of emission j the latter is a function of the plate and grid voltages and the 
amplification factor of the valve, and will therefore vary slightly as the electrode 



2.2 



(iii) GRID CURRENT CHARACTERISTICS 



19 



voltages are changed. The gri4 current commencement point in perfectly hard 
battery valves is usually slightly positive, so that they may be operated at zero bias 
with negligible positive grid current (Curve B). 

A typical valve at its normal negative bias will have negative (or reverse) grid current 
which is the sum of gas (ionization) current, leakage current and grid primary emission 
current. If the two latter are negligibly small, negative grid current (i.e. gas current) 
will be roughly proportional to the plate current, and will increase with the pressiu'e 
of gas in the valve. If the plate current is maintained constant, the gas current varies 
approximately as the square of the plate voltage ; reduced cathode temperature has 
little effect on this relationship (Ref. A12). See Chapter 1 Sect. 1 for general in- 
formation regarding gas current and Chapter 3 Sect. 3(iv)A for the measurement of 
reverse grid current. 

References to grid current characteristics — A 12, HI, H2. 




Fig. 2.9. Grid current characteristics of a triode or pentode. 

Curve C shows the gas (ionization) current alone, and the solid line D is the com- 
bination of curves A and C, this being the grid current characteristic of a typical 
indirectly heated valve with a slight amount of gas. The maximum negative grid 
current occurs at a value of grid bias approximately equal to that of the grid current 
commencement point of the same valve if it could be made perfectly hard (point Y). 
The point of zero grid current (X) differs from the point of grid current commence- 
ment in a perfectly hard valve (Y). 

The grid current cross-over point (X) in a new indirectly heated valve is usually 
between zero and — 1 0 volt, and some slight variations in the value are to be expected 
diuring life. Change of contact potential between grid and cathode results in a corres- 
ponding shift of the mutual cilaracteristics ; a change of contact potential in the 
direction which makes the grid current cross-over point move in the positive direction 
during the life of the valve will lesult in decreased plate current, which may be quite 
serious in a high-mu triode operating on a low plate supply voltage. This is one 
reason why grid leak bias (with a grid resistor of about 5 or 10 megohms) is often used 
with such valves, so that the operating point is maintained in the same relation to 
the mutual characteristic. 

In battery type valves the grid current cross-over point may be either positive or 
negative and designers should allow for some valves with negative values, particularly 
in cases of low screen voltage operation. 
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Contact potential is only one of several effects acting on the grid to change the 
cross-over point (X)— the others include gas current, grid (primary) emission, leakage, 
and the internal electron velocity of emission. 

The grid variational conductance is equal to the slope of the grid characteristic 
at the operating point. The conductance increases rapidly as the grid voltage is made 
less than that corresponding to point Y, irrespective of the value of ionization current, 
so that input circuit damping due to the flovi' of electrons from cathode to grid (i.e. 
the positive component of the grid current) occurs in a typical valve even when the 
grid current is zero or negative (grid voltages betvi'een X and Y in Fig. 2.9). It is 
possible for the damping on the positive peaks of applied input voltage to be 
quite serious even when the microammeter reads zero. This point is applied 
in connection with r.c. triodes in Chapter 12 Sect. 2(iv). 

If the valve has a leakage path between grid and cathode, the leakage current 
is given by the line OF, wliich must be added to the gas current to give the grid current 
characteristic G. If it has leakage between grid and plate (or screen) the leakage 
current is given by the line HJ, which intersects the horizontal axis at a positive voltage 
equal to the plate (or screen) voltage ; this also must be added to the other components 
to provide the grid current characteristic. The combined leakage currents may be 
measured by biasing the grid beyond the point of plate current cut-off provided that 
the grid emission is negligibly small — otherwise see below. 

Grid emission with a negative grid is the primary emission 
of electrons due to grid heating from both cathode and plate 
(or screen) ; it graduaDy increases as the valve becomes 
warmer during operation. It increases the total negative grid 
current ard is included with leakage currents in the 
total negative grid current indicated by a valve tester. 
For methods of testing to discriminate between the 
various components of negative grid current, see 
Chapter 3 Sect. 3(iv)A. 

Negative-grid load lines 

When a valve is operated with a fixed 
negative grid bias, but has a total grid 
circuit resistance ii„, the 
actual voltage on the grid 
may differ from the applied 
bias due to grid current. If 
negative grid current is pre- 
sent the condition will be as 
shovra in Fig. 2.10 in which 
OA represents the applied 
bias. The plate current 
operating point with no grid 
current will obviously be Q 
but if the grid current 
characteristic is as shovra, 
the grid operating point 
will be B and the plate 
operating point Q'. Point 
B is determined by the intersection of the grid current characteristic and a load line 
having a slope of —l/R,. The shift in grid bias due to voltage drop across R, will 
be AEei or R„.Ici- The operating point can obviously never be swung beycnd the 
grid-current cross-over point C, so that the static plate current can never go beyond D 
(Fig. 2.10) due to negative grid current. 




Fig. 2.10. Grid current characteristics with 
grid loadlines. 
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If valve is operated with its grid completely open-circuited, the operating point 
will be at D, since this is the oniy point corresponding to zero grid current, unless 
the grid charaaeristic has a second point of zero grid current at a positive grid voltage 
(see under grid blocking). 

If the valve is operated witii zero bias, that is with the grid resistor returned to 
cathode, the grid static operating point will be at E, the intersection of the grid current 
characteristic and the grid loadline through O. If the valve is one with positive 
cross-over point, operating at zero bias, tlie grid static operating point will occm- at F. 

In all cases considered above, the operating points are for static conditions, and 
any large signal vcllages applied to the grid may have an effect in shifting the operating 
point. If the signal voltage swings the grid sufficiently to draw positive grid current, 
the operating point will shift as the result of rectified current flowing through R,. 

The cHect of negative grid current on the maximum grid circuit resistance and the 
operation of a-f amplifiers is described in Chapter 12 Sect. 2(iii) and (iv) ; Sect. 3Civ)C 
and (v); also Chapter 13 Sect. 10(i). 

Fig. 2.11. Grid current characteristics 
indicacing the possibility of "grid 
blocking" with a valve operating at 



Zero bias. 




Positive grid voltages and grid blocking 

When the grid is made positive, it is bombarded by electrons which cause it to 
increase in temperature, and it may have both primary and secondary electron 
emission. This current is in a direction opposite to that of positive grid current 
flow, and may result in a slight kink in the grid characteristic, or may be severe enough 
to cause the grid current in this region to become negative. A typical case of the 
severe type is shovra in Fig. 2.11, in which the greatest negative grid current occurs 
at a positive grid voltage of 70 or 80 volts. Such a valve is capable of " grid blocking " 
if the grid is swimg sufficiently positive, and if the grid circuit resistance is high 
enough. Grid blockmg can only occur if the grid loadline cuts the negative loop of 
grid current. In Fig. 2.11 the 0-1 megohm loadline cuts it at points A and B, but 
point A is imstable and the grid will jump on to point B and remain there until the 
valve is switched olf, or the grid circuit resistance decreased imtil the grid loadline 
no longer cuts the curv<^ (e.g. 0.04 megohm in Fig. 2.11). 

(iv) Suppressor characteristics 

In some pentodes, the suppressor is brought out to a separate pin, and may be used 
for some special purposes. Fig. 2.12 shows the mutual characteristics of a pentode 
suitable for suppressor modulation, although typical of any pentode. The curves 
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are in the shape of a fan pivoted at the 
cut-olf point, with the slope controlled 
by the suppressor voltage. The curves 
of electrode currents versus suppressor 
voltage are given in Fig. 2.13, and in- 
dicate that the plate current curve rises 
fairly steadily from the point of cut-off 
at a high negative voltage but flattens 
out while still at a negative suppressor 
voltage. The screen current falls as 
the plate current rises, as would be 
expected, and the suppressor current 
commences at a slight positive voltage, 
although in this case it becomes negative 
at high voltages due to secondary 
emission. 

The suppressor is occasionally used 
as a detector in receivers, instead of a 
diode, but its rectification efficiency is 
low, since the internal resistance is of 
the order of 20 000 ohms. 

In remote cut-off r-f pentodes the 
suppressor is sometimes used to provide 
a more rapid cut-off characteristic. A 
family of mutual conductance and 
plate resistance curves for a typical 
remote cut-oS pentode are given in 
Fig. 2.14. 

It will be seen the mutual conduct- 
ance for any fixed control grid voltage 
(say Eci = —3) may be reduced by 
making the suppressor voltage nega- 
tive. This has the additional effect, 
however of decreasing the plate resist- 
ance from 0.8 megohm (at Ea = 0) 
to 35 000 ohms at = -37, for 
Eci = —3 volts. The initial rate 
of reduction is very steep, and occurs 
with all values of control grid voltage. 




Pig. 2.13. Suppressor characteristics of 
a pentode (6SJ7) for fixed control grid, 
screen and plate voltages. 



FIS. 2.12 




Pig. 2.12. Mutual characteristics of 
a pentode (6SJ7) for various suppressor 
voltages. 



If the suppressor grid has the same 
bias control voltage as the control grid, 
the control characteristic will be as 
shown by the cmrve marked " E^ — 
Ecu," but in this case the plate resist- 
ance, although initially slightly lower 
for Ec3 = -3 than for E,g = 0, rises 
rapidly as E^ = E^ is made more 
negative. 

(v) Constant current curves 

The third principal type of valve 
characteristic is known as the " Con- 
stant Current " Characteristic. A 
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typical family of Constant Ciurent Curves is shown in Fig. 2.15, these being 
for a typical triode (type 801). The slope of the curves indicates the ampli- 
fication faaor, and the slope of the loadline indicates the stage voltage gain. 
The operating point is fixed definitely by a knowledge of plate and grid supply volt- 
ages, but the loadline is only straight when both plate and grid voltages follow the 
same law (e.g., both sine wave). Distortion results in curved characteristics, so that 
this form of representation is i^t very useful except for tuned-grid tuned-plate or 
" tank-circuit " coupled r-f amplifiers. Constant Current Curves may be drawn 
by transferring points from the other published characteristics. For a full treatment 

the reader is referred to fis. j.i4 

I — I I I I 

(1) Mouromtself, I. E., and H. N. 
Kozanowski " Analysis of the 
operation of vacuum tubes as Class 
C Amplifiers" Proc. I.R.E. 23.7 
(July, 1935) 752 : also 24.4 (April, 
1936^ 654, 

(2) Everest, F. A., " Making life more 
simple " Radio 221 (July, 1937) 26. 

(3) "Reference Data for Radio En- 
gineers " (2nd edition, Federal 
Telephone and Radio Corporation, 
New York, 1946). 



(vi) «G" curves 

Curves of constant g„ and are 
plotted for a typical triode in Fig. 
13.9B. These are helpful in calculating 
the voltage gain of resistance-coupled 
triodes and, to a less extent, pentodes, 
and in other applications. (Refs. B14, 
B22, B31, B32). 




SUPPRESSOR VOLTS 

Fig. 2.14. Suppressor characteristics of a 
remote cut-off pentode (6C77-G) for fixed 
screen and plate voltages. 



(vii) Drift of characteristics 
during life 

During the life of a valve there is 
always a slow drift which is particularly 
apparent in the plate and screen 
currents, mutual conductance, negative grid c»jrrent and the contact potential point. 
The direction of drift sometimes reverses one or more times during life. It is as- 
sumed here that the valve is operated at constant applied voltages throughout its life. 

In general, the grid current crossover point (Fig. 2.9) tends to drift in the positive 
direction during life. The movement of the contact potential point results in a 
shift of the mutual characteristics which in turn has the effect of reducing the plate 
current which flows at a fixed grid bias. 

Life tests have been carried out (Ref. A12) for a period of 3200 hours on type 6SL7 
high-mu twin ttiodes. The recorded characteristic was the grid voltage to give a 
plate current of 0-1 mA with a plate voltage of 75 volts. The maximum drift was 
0-6 volt (ftom — 1-65 to —1-05 volts), but the majority of the valves did not go out- 
side the limits —1-5 to - 1-1 volt (0'4 volt drift). In most cases the drift was gener- 
ally in a positive direction, but there were two exceptions (out of a total of twelve 
units) which showed a general tendency to drift in the negative direction for the first 
hundred hours or so and then to drift in the positive direction, ending up at approxi- 
mately the same values where they began. However, even those having a positive 
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general direction showed rapid changes in the rate of change, and usually at least 
one temporary reversal of direction. 

It was found that mininium drift occurred for plate currents between 0- 1 and 1 -0 nxA 
for indirectly-heated tytJes, or between 10 and 100 /xA for small filament types. 

This drift occurs in diodes and all types of amplifying valves, being particularly 
noticeable in its effects on high-mu triodes (on account of the short grid base) and on 
power amplifiers (on account of the decrease in maximum power output). In direct- 
coupled amplifiers this drift becomes serious, the first stage being the one most affected. 

Most of the drift usually occurs during the first hundred hours of operation. If 
stability is required it is advisable to age the valves for at least 2 days, but in some 
cases this does not cure the rapid drift. Reference A12, pp. 730-733. 




Pig. 2.15. Constant current characteristics for a typical small transmitting triode (801). 
Pig. 2.16. Triode plate characteristics with leadlines for five vatues of load resistance. 



(viii) Effect of heater-voltage variation 

When a valve is being operated §o that the plate current is small compared with 
the total cathode emission, an increase in heater voltage normally causes an increase 
in plate current, which may be brought back to its original value by an increased 
negative bias. With indirectly-heated cathodes the increase in negative bias is approxi- 
mately 0-2 volt for a 20% increase in heater voltage, whether the valve is a diode, 
triode or multi-grid valve (Ref. A12, p. 421). 

This effect is serious in d-c amplifiers ; there are methods for cancelling the effect 
(Ref. A12, p. 458). 



SECTION 3 : RESISTANCE-LOADED AMPLIFIERS 

(i) Triodes (ii) Pentodes. 
(i) Triodes 

When there is a resistance load in the plate circuit, the voltage actually on the plate 
is less than that of the supply voltage by the drop in the load resistor, 

P» ~ Pm — ^L^b. 

This equation may be represented by what is known as a Load Line on the plate 
characteristics. Since the load is a pure resistance it will obey Ohm's Law, a:id the 
relationship between current and voltage will be a straight line j the loadline will 
therefore be a straight line. 
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The static operating point is the intersection of the loadline and the appropriate 
characteristic curve. Fig. 2.16 shows several loadlines, corresponding to different 
load resistors, drawn on a plate characteristic family. Zero load resistance is indicated 
by a vertical loadline, while a horizontal line indicates infinite resistance. 

A loadh'ne tnay be drawn quite independently of the plate characteristics, as in Fig. 
2.17. The point B is the plate supply voltage Ea (in this case 300 V); the slope* of 
the loadline AB = -l/Ri and therefore AO = E^/R^^ (in this case 300/50 000 = 
0-006 A = 6 mA). The voltage actually on the plate can only be equal to when 
the current is zero (point B). At point A the voltage across the valve is zero and the 
whole supply voltage is across R ; this is what happens when the valve is short- 
circuited from plate to cathode. The plate current (Eit,/R[) which flows under these 
conditions is used as a reference basis for the correct operation of a resistance coupled 
amplifier (Chapter 12). As the plate voltage, under high level dynamic conditions, 
must swing about the operating point, the latter must be somewhere in the region of 
the middle of AB ; the plate current would then be in the region of 0-5 Ea/Ri^ and 
the plate voltage 0-5 En — in other words, the supply voltage is roughly divided equally 
between the valve and the load resistance. Actually, the operating point may be 
anywhere within the limits 0'4 and 0-85 times Ett/R l — see Chapter 12 Sect. 2(vi) 
and Sect. 3(vi). 

In most resistance-loaded amplifiers, the plate is coupled by a capacitor to the grid 
of the following valve, which has a grid resistor i?, to earth. This resistor acts as a 
load on the previous valve, but only imder d3mamic conditions. In Fig. 2.18 the 
loadline AB is drawn, as in Fig, 2.17, and the operating point Q is fixed by selecting 
the grid bias (here —6 volts). Through Q is then dravra another line CD having a 
slope of —{l/Ri^ + 1/Rg) ; this is the dynamic loadline, and is used for determining 
the voltage gain, maximum output voltage and distortion (Chapter 12). 




The dynamic characteristic is the effective mutual characteristic when the valve 
has a resistive load in the plate circuitf. Wliile the slope of the mutual characteristic 
is g„ or nA,, the slope of the djTiamic characteristic Is fi/irv + ^l)- Owing to 
(r, + Ri) being more nearly constant than r„, the dynamic characteristic is more 
nearly straight than the mutual characteristic. 

•The slope of AB is negative •since the plate voltjge is the difference between the supply voltage and 
the voluge drop in R and the inverted form (.l/RO is due to (he way in which the valve characteniucs 
■i-c drawn with current vcnicaliy and voitage hori^^ontally. The slope of AB is often loosely spoken 
i as being the resistance of .the negative sign and inverted form being understood. 

+It does not make allowance for the following grid rcurstor, and does not iherefore correspond to 
the dynamic loadline. It is, of course, pot^sible to derive from the dynamic loadline a modifiea dynamic 
characteristic which does make allowance for the grid resistor. 
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A typical dynamic characteristic is shown in Fig. 2.19 applying to a supply voltage 
of 250 volts and load resistance 0-1 megohm ; the mutual characteristics are shown 
with dashed lines. 

The dynamic characteristic may be drawn by transferring points from along the 
loadline in the plate characteristic to the mutual characteristic. An alternative 
method making use of the mutual characteristic is as follows — 

When the plate current is zero, the voltage drop in the load resistance is zero, and 
the plate voltage is equal to the supply voltage (250). For the plate voltage to be 
200 volts, there must be a drop of 50 volts in the load resistor (100 000 ohms) and the 
plate current must therefore be 50/100 000 or 0-5 mA, and so on. A table may be 
prepared for ease of calculation : 



Plate Voltage Drop in Plate Current 

Voltage Load Resistor ( = volts drop/i? ^ 

250 0 0 

200 50 0-5 mA. 

150 100 1 0 mA. 

100 150 1-5 mA. 

50 200 2 0 mA. 



It will be seen that this table is not aifected by the shape of the valve characteristics. 
The dynamic characteristic may then be ploned by taking the intersections of the 
various plate voltage curves widi the plate current values given in the table. 

The dynamic characteristic of a triode is very nearly straight along the central 
portion, with curves at both ends, the " upper bend " being always in the positive 
grid current region. 



DYNAMIC CHARACTERISTIC / 
FOR Eb » 240. / 

Rl-IMA. / ^ 



— 2»M A 




lb 
mA 




FIO.2-20 

Fig. 2.19. Triode dynamic characteristic (solid line) for resistanu loading. 
Fig. 2.20. Illustrating power dissipation in a resistance-loaded triode. 

Refer to Chapter 12 for further information on resistance coupled amplifiers. 

When a resistance-loaded triode is operated under steady conditions, the power 
dissipation is indicated by Fig. 2.20. The area of the rectangle OCDB represents 
the total power (£(,(, /^o) drawn from the plate supply. The area of the rectangle 
OCQK represents the plate dissipation of the valve (Hso/fo) and the area of the rect- 
angle KQDB represents the dissipation in the load resistor (£ss — Ei,a) = Ito'Ri- 
Under dynamic conditions the plate dissipation decreases by the amount of power 
output, and the load resistor dissipation increases by the same amount, provided that 
there is no a.c. shunt load and that there is no distortion. The case of transformer- 
coupled loads is treated in Chapter 13. 



(ii) Pentodes 

Pentodes with resistive loads are treated in the same manner as triodes, the only 
complication being the screen voltage which must be selected at some suitable value 
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and maintained constant (Fig. 2.21). The operating point as an amplifier will norm- 
ally, as with a ttiode, be in the region of the middle of the loadline so that the voltage 
across the valve and that across will be approximately the same. The only 
special case is with very low values of jR ^ (e.g. 20 000 ohms) where grid current 
occurs at approximately Ec\ =0, thereby limiting the useful pan of the loadline. 

ty-0-avw.T5 
SCREEN VOLTS-nO 




Fig. 2.21. Loadlines of resistance-loaded pentode. 
Fig. 2.22. Triode plate characteristics and loadline with transformer-coupled load. 



With any value of screen vokagCj and any value of load resistanccj it is possible 
to select a grid bias voltage which will give normal operation as an amplifier. With 
load resistance of 01 megohm and above, pentodes give dynamic characteristics 
which closely resemble the shape of triode dynamic characteristics with slightly 
greater curvature at the lower end ; at the upper end, provided that the screen voltage 
is not too lowj the pentode has a curved portion where the triode runs into grid current. 
The top bend of the pentode dynamic characteristic is often used in preference to 
the bottom bend for plate detection — see Chapter 27 Sect. l(ii)C. 

For further information on resistance coupled pentode amplifiers, reference should 
be made to Chapter 12 Sect. 3. 



SECTION 4 : TRANSFORMER-COUPLED AMPLIFffiRS 

(»■) With resistive load, (ii) Effect of primary resistance {Hi) With i-f voltage amplifiers 
(iv) R-F amplifiers with sliding screen (v) Cathode loadlines (vi) With reactive loads. 

(i) With resistive load 

When the load resistance is coupled to the valve by an ideal transformer, there is 
no direct voltage drop between the supply voltage and the plate. The slope cf the 
loadline, as before, is — 1/i?^ but the loadfine must be lifted so that it passes through 
the operating point. Fig. 2.22 shows a typical triode with Ex, = 250 volts, and 
Ec = —10 volts, thus determining the static operating point Q. The loadline AQB 
is then drawn through Q with a slope corresponding to a resistance of 30 000 ohms. 
It is not taken beyond point A = 0) because in this case it is intended to be a 
Class A amplifier, operating without grid current. It is not taken beyond B because 
this is the limit of swing in the downward direction corresponding to A in the upward 
direction and having twice the bias of point Q (i.e. —20 volts). Of course, AB could 
be projected upwards and downwards if it were desired to increase the grid swing 
without regard to grid current or distortion. 
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(ii) Effect of primary resistance 

If the primary circuit includes resistance, the point Q must be determined by draw- 
ing through £(, a straight line with a slope of — where R' includes all resistances 
in the primary circuit other than the plate resistance of the valve. R' will include 
the d.c. resistance of the transformer primary winding and any equivalent internal 
resistance of the plate supply source. Fig. 2.23 is a typical example, with R' = 1500 
ohms, from which point Q can be determined as previously. The total a.c. load on 
the valve is then (R^ + R'), in this case 31 500 ohms, which will give the slope of 
AQB. In these examples it is assumed that fixed bias is used, and that the negative 
side of the supply voltage is applied directly to the cathode of the valve. 

(iii) Witli i-f voltage amplifiers 

I-F amplifiers., when correctly tuned, operate with the valve working into practically 
a resistive load. I-F and r-f amplifier valves are in two principal groups — sharp 
cut-off and remote cut-off. 

Sharp cut-off r-f pentodes operate in much the same manner as a-f pentodes, and 
the timed transformer in the plate circuit reduces any distortion which might occur 
through non-linearity of the characteristics. The d.c. resistance of the transformer 
is usually so small that it may be neglected and the loadline drawn through Q with a 
slope corresponding to the dynamic load resistance of the transformer (including 
its secondary load, if any, referred to the primary). 




Fig. 2.23. Triode plate characteristics and loadlines with transformer-coupled load, 

allovnng for the resistance of the primary winding. 
Pig. 2.24. Plate characteristics of typical remote cut-off pentode with fixed screen and 

suppressor voltages. 

Remote cut-off r-f pentodes are similar, except that the mutual characteristics are 
curved, and the distortion is greater. Fig. 2.24 shows the plate characteristics of a 
typical remote cut-off pentode, with Et = 250 volts. Two loadlines (AQB, A' Q' B') 
have been drawn for grid bias voltages of —3 and — 12 volts respectively, with a slope 
corresponding to a load resistance of 200 000 ohms, as for an i-f amplifier. This 
application of the loadline is not entirely valid, although it gives some useful informa- 
tion, since the timed plate circuit acts as a " flywheel " to improve the linearity and 
reduce the distortion. This is a case in which constant current curves could be 
used with advantage. However, the ordinary plate characteristics at least indicate 
the importance of a high Q (high dynamic resistance) second i-f transformer if it 
is desired to obtain high output voltages at even moderately high negative bias volt- 
ages ; a steeper loadline would reach plate current cut-off at the high voltage peak. 

(iv) R-F Amplifiers with sliding screen 

Remote cut-off pentodes may have their cut-off points made even more remote 
by supplying the screen from a higher voltage (generally the plate supply) through a 
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Pig. 2.25. Plate current characteristic of remote cut-off pentode with "sliding screen." 
The straight lines indicate the mutual conductances at several points. 

resistor designed to provide the correct screen voltage for the nonnal (minimuin bias) 
operating condition. The screen requires to be by-passed to the cathode. 

The same method may be used with a sharp cut-off pentode to provide a longer 
grid base. This does not make it possible to obtain the same results as with a pro- 
perly designed remote cut-off pentode, although it does increase the maximum input 
voltage which can be handled with a limited distortion. It is important to remember 
that the extended plate current characteristic curve obtained by this method cannot 
be used to determine the dsmamic slope, since the laner is higher than would be cal- 
culated from the characteristic. This is demonstrated in Fig. 2.25 which shows the 
" sliding screen " plate current characteristic, with straight lines drawn to indicate 
the mutual conductance at several points. 

The procedure for deriving the " sliding screen " plate current cliaracteris- 
tic from the fixed voltage data is as follows — 

Let plate and screen current curves be available for screen voltages of 50, 75, 100 
and 125 volts (Fig. 2.26) and take the case with a series screen resistor (R,) of 250 000 
ohms from a supply voltage of 300. 

En Pirov* hi** Point £eit Point l„t 



50 V 250 V 10 mA A -01 E 3-7 mA 

75 225 0-9 B -1-7 F 315 

100 200 0-8 C -3-3 G 2-6 

125 175 0-7 D -5-2 H 21 

*Tbe voltage drop in the Jicreen resistance 300 -Ec2. 



tDerived from the screen charactenstics and transferred to the plate characteristics. 
^Derived trom the plate characteristics. 

(v) Cathode loadlines 

The static operating point with cathode self bias may be determined graphically 
by the use of the mutual charaaeristic. The mutual characteristic of a triode shown 
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in Fig. 2.27 applies to the voltage between plate and cathode — the total supply voltage 
will be greater by the drop in the cathode resistor Rt. 

Through O should be drawn a straight line OD, having a slope of — 1/Rt ohms. 
The point P where OD intersects the curve corresponding to the plate-to-cathode 
voltage (here 250 V) will be the static operating point, with a bias —Bei and plate 
current Im- 

In the case of pentodes, with equal plate and screen voltages, the " triode " mutual 
characteristic should be used, if available. With the plate voltage higher than the 
screen voltage, the triode mutual characteristic may be used as a fairly close approxi- 
mation, provided that the triode cxirve selected is for a voltage the same as the screen 
voltage. 

Alternatively, pentodes may be treated as for triodes, except that the slope of OD 
should be 

where h and /„2 may be taken to a sufficient degree of accuracy as being the values 
under published conditions. The plate current (/j') may then be read from the curve, 
and the screen current calculated from the ratio of screen to plate currents. 

For the use of cathode loadlines with resistance coupled triodes and pentodes, 
refer to Chapter 12. 




(vi) With reactive loads 

When the load on the secondary of the transformer is not purely resistive, the load- 
line is normally in the form of an ellipse instead of a straight line. Fig. 2.28 shows 
three different examples of elliptical loadlines for purely reactive loads. A purely 
capacitive load has exactly the same shape of loadline as a purely inductive one, but 
the direction of rotation of the point is opposite, as indicated by the arrows. Curve A 
is for a high reactance, curve B for an intermediate value of reactance, and curve C 
for a low reactance. In each case the maximum current is Eo/Xo where E, is the 
peak voltage across the reactance and X» = for the inductive case, and = l/aiC 
for the capacitive case. The voltage E^ is shown as negative to the right of O, so 
as to be suitable for applying directly to the plate characteristics of the valve. 
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For convenience in application, the horizontal and vertical scales should be the 
same as in the valve characteristics to which the loadline is to be applied. For example, 
if on the plate characteristics one square represents 1 mA in the vertical direction and 
25 V in the horizontal direction, the same proportion should be maintained for the 
elliptical loadline. Having drawn the ellipse for any convenient value of £„, it may 
be expanded or contracted in size, without changing its shape (that is the ratio of the 
major to the minor axis when both are measured in inches). 

(a) Resistance and inductance in series 

The load is more commonly a combina- 
tion of resistance and reactance. When 
the load is a resistance in series with 
an inductive reactance a>L, the maximum 
current through both will be /„ and the 
procedure is to draw both the straight re- 
sistive loadline for i?jr (AB in Fig. 2.29) 
and the elliptical loadline for oiL, and then 
to combine them in series. It will be seen 
that in Fig. 2.29 the peak current of the 
ellipse and of the resistive loadline are 
identical (/„). 

To combine these in series, it is neces- 
sary to consider the phase relations. When 
the current is a maximum (OE), the voltage 
drop across i?^ is a maximum (AE) and 
that across L is zero, because there is 90" 
phase difference between the voltage and 
current : the total voltage drop across Rj^ 
and L in series is therefore AE and point A 
is on the desired loadline. When the current is zero, the voltage drop across i?^ 
is zero, and that across L is OC ; the total voltage drop is therefore OC, and point C 
is on the desired loadline. At any intermediate point (OF) with current increasing 
the voltage drop across i? ^ is FG, and that across L is FH, so that the total drop is 




Fig. 2.28, Three examples of elliptical 
loadlines for purely reactive loads. 




FIG. 2 29 

Fig. 2.29. Resistive loadline (JR. j) ; inductive loadline (wL) ; and elliptical resultant 
for Rj^ in series with o>L {dashed curve). 

FJ = FG -t- FH. With similar procedure in the other three quadrants, the com- 
bined loadline is shovm to be an ellipse CJADB which is tilted, or rotated in the 
clockwise direction as compared with the original ellipse. The maximum voltage 
drop is greater than that across either or L alone, as would be expected. 



32 



(vi) WITH REACTIVE LOADS 



2.4 



If an elliptical loadline is known, as for example the dashed ellipse of Fig. 2.29, 
its series components may readily be determined. Mark points A and B where the 
ellipse reaches its maximum and minimum current values, then draw the line AB ; 
the slope of AB gives R ^. Mark O as the centre of the line AB ; draw COD hori- 
zontally to cut the ellipse at points C and D. 

Then <oL = £„//„ ohms, 

where Eo — voltage corresponding to length CD 
and /« = current (in amperes) corresponding to max. vertical height of 
ellipse above line COD. 

Alternatively 

Length of horizontal chord of ellipse through O, in volts 



Maximum vertical extent of ellipse, in amperes 



(b) Resistance and inductance in parallel 

When the load is a resistance R[^in parallel with an inductive reactance uiL, the 
maximum voltage across both will be E„, and the resistive loadline and reactive ellipse 
may be drawn as for the series connection. In this case, however, the currents have 
to be added. In Fir, 2.30 the maximum current through is CK (corresponding 
to +Eo), while the maximum current through L is OE. When the voltage is zero 
and increasing, the current through is zero, and that through L is the 
minimum value OP ; point P is therefore on the desired loadline. When 
the voltage is its positive maximum (OC), the current through R^^ is CK and 
that through L is zero ; point K is therefore on the desired loadline. Simil- 
arly with points E and M. At an intermediate value, when the voltage is negative 
and approaching zero (OR), the current through Ri is RS, and that through L is 
RT ; the total current is therefore RT + RS = RW, and W is on the desired loadline. 
The loadline is therefore the ellipse PKEMW. 



Fig. 2.30. Resistive loadline 
(i? / ); inductive loadline (solid 
ellipse) ; and elliptical re- 
sultant for R[^ in parallel 
with to J (dashed curve). 
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If an elliptical loadline is known, as for example the dashed ellipse of Fig. 2.30, 
its parallel components may readily be determined. Mark points K and M where 
the ellipse reaches its maximum and minimimi voltage values, then draw the line KM ; 
the slope of KM gives R ^. Mark O as the centre of the line KM ; draw EOF vertic- 
ally to cut the ellipse at points E and P. 

Then uiL — ohms, 
where E„ — voltage difference between points O and K, 
and = current corresponding to length OE, in amperes. 



Alternatively 

cuL 



Maximum hor izontal length of ellipse, in volts 
Length of vertical chord of ellipse through O, in amperes 



(c) Resistance and capacitance 

A similar shape of loadline is obtained when the inductance is replaced by a capacit- 
ance of equal reactance, except that the direction of rotation is opposite. 
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(d) Applying elliptical leadlines to characteristics 

The elliptical loadlines derived by the methods described above may be applied 
to the plate characteristics of a valve, but it is first necessary to enlarge or reduce their 
size imtil they just fit between grid voltage curves corresponding to extreme swing 




Fig. 2.31. Triode plate characteristics with elliptical loadlines corresponding to resistance 
25 000 ohms in series with reactance of IB 000 ohms. 

in each direction. The examples taken have all been based on an arbitrary current 
(/„) or voltage (£o)j which may be made larger or smaller as desired. In Fig. 2.31 
there is shown the elliptical loadline corresponding to a resistance of 25 000 ohms in 
series with a reactance of 18 000 ohms, on triode plate characteristics with Et — 250 
volts, = — 10 volts and peak grid amplitude £„„ = 8 volts. 




Fig. 2.32. Beam power amplifier plate characteristics with elliptical loadline corres- 
ponding to a resistance of 4750 ohms in parallel with a reactance of 23 000 ohms. 

Fig. 2.32 shows a typical beam power amplifier with an elliptical loadline with a 
resistive load of 4750 ohms shunted by a reactance of 23 000 ohms. The plate volt- 
age is 250 volts, grid bias —12-5 volts, and grid swing from 0 to —25 volts.. 
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In all applications of elliptical leadlines to characteristics, the shape of the ellipse 
(i.e. the ratio of its major to its minor axis) and the slope of the major axis are deter- 
mined solely by the nature of the load. The ellipse can be imagined as being slowly 
blown up, like a balloon, until it just touches without cutting the two curves of extreme 
voltage swing. If there is no distortion, the centre of the ellipse will coincide with 
the quiescent working point, but in the general case the centre of the ellipse will be 
slightly displaced. 



SECTION 5 : TRIODE OPERATION OF PENTODES 

(0 Triode operation of pentodes (ii) Examples of transconductance calculation (Hi) 
Triode amplification factor (iv) Plate resistance (v) Connection of suppressor grid. 

(i) Triode operation of pentodes 

Any pentode may be operated as a triode, provided that none of the maximum 
ratings is exceeded, and the characteristics may readily be calculated if not otherwise 
available. 

When the cathode current of a valve is shared by two collecting electrodes (e.g. 
plate and screen) the mutual conductance of the whole cathode stream (i.e. the " triode 
g„ ") is shared in the same proportion as is the current. 



Let /fc 




cathode current 


^ C2 




screen current 


h 




plate current 






pentode transconductance (to the plate) 


gt 




triode transconductance (with screen and plate tied together) 


and g. 




screen transconductance (with pentode operation). 


Then 






gt 




gm + gs (by definition) 



(1) 

(2) 

and g^/gt = (3) 
If it is desired to find the screen transconductance, this can be derived from the 
expression 

g./gm = IcJh (4) 
or g,/g, = (5) 

(ii) Examples of transconductance calculation 

Example 1 : Type 6J7-G as a pentode with 100 volts on both screen and plate, 
and with a grid bias of —3 volts, has the following characteristics : — 

Transconductance 1185 micromhos 

Plate Current 2 0 mA 

Screen Current 0-5 mA 

It is readily seen that the cathode current (see equation 1 above) is given by 

= 0-5 + 20 = 2-5mA. 
The triode transconductance is calculated by inverting equation (3) above, 

gt/gm = In/ lb ■ 

Therefore ?,/1185 = 2-5/2 0 
and gi — 1482 micromhos. 

The example selected was purposely chosen so as to have equal plate and screen 
voltages. Under these conditions the method is exact, and the calculated triode 
mutual conductance applies to the same conditions of plate and grid voltages as for 
the pentode operation (in this example 100 volts and —3 volts respectively). 

Example 2 : Type 6J7-G as a pentode with 250 volts on the plate, 100 volts on 
the screen, and —3 volts grid bias. 

In this case a similar method may be used, but it is necessary to make an assumption 
which is only approximately correct. Its accuracy is generally good enough for most 
purposes, the error being within about 5% for most conditions. 
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The assumption (or approximation) which must be made is — That the plate citrrent 
of a pentode valve does not change as the plate voltage is increased from the same voltage 
as that of the screen up to the voltage for pentode operation. 

This assumption means, in essence, that the plate resistance is considered to be 
infinite — a reasonable approximation for most r-f pentodes, and not seriously in 
error for power pentodes and beam power valves. 

In this typical example we can take the published characteristics, and. assume that 
the plate current and transconductance are the same for 100 as for 250 volts On the 
plate. From then on the procedure is exactly as in the previous example. It is 
important to note that the calculated triode characteristics only apply for a triode 
plate voltage of 100 volts and a grid bias of —3 volts. 

Example 3 : To find the screen transconductance tmder the conditions of Example 1 . 
From eqn. (2) we may derive the expression — 

g.-^gt-gm^ 1482 - 1185 
= 297 micromhos. 
This could equally well have been derived from eqn. (4) or (5). 

(iii) Triode amplification factor 

The triode amplification factor (if not available from any other source) may be 
calculated by the following approximate method. 

Let lit ~ triode amplification factor 

= negative grid voltage at which the plate current just cuts off 
and Ect — screen voltage. 

Then y., = B^JE^^ approx. (6) 

For example, with type 6J7-G having a screen voltage of 100 volts, the grid bias 
for cut-off is indicated on the data sheet as being —7 volts approx. This is the normal 
grid bias for complete plate current cut-off, but it is not very siutable for our purpose 
since equation ("6) is based on the assumption that the characteristic is straight, whereas 
it is severely curved as it approaches cut-off. The preferable procedure is to refer 
to the plate current-grid voltage characteristic, and to draw a straight line making a 
tangent to the curve at the working point — in this case with a screen voltage of 100 
volts and grid bias —3 volts. When this is done, it will be seen that the tangent 
cuts the zero plate current line at about —5 volts grid bias. If this figure is used, 
as being much more accurate than the previous value of —7 volts, the triode amplifica- 
tion factor will be 

= 100/5 = 20. 

Alternatively, if only the plate characteristics are available, much the same result 
may be obtained by observing the grid bias for the lowest curve, which is generally 
very close to plate current cut-off. 

In the case of remote cut-off characteristics it is essential to adopt the tangent 
method, and the result will only apply to the particular point of operation, since the 
triode amplification factor varies along the curve. 

The ampUfication factor of the screen grid in a pentode valve with respect to the 
control grid is almost exactly the same as the triode amplification factor. 

The amplification factor of the plate of a pentode valve with respect to its screen 
grid may be calculated from the expression — 

_ n-) 

where /iai-v = pentode amplification factor 
and fios-p = screen grid-plate mu factor. 

This expression can only be used when the pentode amplification factor is known. 
If this is not published, it may be determined from a knowledge of the plate resistance 
and mutual conductance. If the former is not published, it may be derived graphic- 
ally ; this derivation is only very approximate in the case of sharp cut-off r-f pentodes, 
since the characteristics are nearly horizontal straight lines. 
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For example type 6AU6 has the following published values — 

and : H^o'^S^' } « 250, = 125, = -1 v 



from which (i = 6675. 
But M 01. 1,2 = 36 approx. 
Therefore la^j.^ = 6675/36 = 185 approx. 



(iv) Plate resistance 

The " plate resistance " of each electrode (plate or screen) in the case of pentode 
operation, and the " triode plate resistance " when plate and screen are tied together, 
may be i-alculated from the corresponding values of ft and 

(v) Connection of suppressor grid 

The suppressor may be connected either to cathode or to the screen and plate, 
with negligible effect on the usual static characteristics. Some valves have the sup- 
pressor internally connected to the cathode, so that there is no alternative. In other 
cases, connection to cathode slightly increases the output capacitance. In low level 
amplifiers, connection of the suppressor to cathode may give lower noise in certain 
cases if there is a high resistance leakage path from suppressor to cathode ; similarly 
its connection to screen and plate will give lower noise if there is leakage to the latter 
electrodes. 



SECTION 6 : CONVERSION FACTORS, AND THE CALCULATION 
OF CHARACTERISTICS OTHER THAN THOSE PUBLISHED 

(0 The basis of valve conversion factors (ji) The use of valve conversion factors (Hi) 
The calculation of valve characteristics other than those published (iv) The effect of 
changes in operating conditions. 

Conversion Factors provide a simple approximate means of calculating the prin- 
cipal vaive characteristics when all the voltages are changed by the same factor. It is 
possible to make certain additional calculations so as to allow for the voltage of one 
electrode differing from this strict proportionality. 

(i) The basis of valve conversion factors 

Valve Conversion Factors are based on the well-known mathematical expression 

of vaive characteristics 

/,, = A{E^ - ii.E,)- (1) 
where = plate current 

iif, ^ plate voltage 

E c = grid voltage 

A ~ n constant depending upon the type of valve 
= amplification factor 
and X = an exponent, with a value of approximately 1-5 over the nearly straight 
portion of the characteristics. 
If we are concerned merely with changes in the voltages and currents, then we can 
reduce the expression to the form 

oc {E, - ixE,)-. (2) 
Now if we agree to change the grid voltage in the same proportion as the plate 
voltage, we obtain the very simple form 

hozEi". (3) 
Finally, if we take x as 1-5 or 3/2, we have the approximation 

h QC ^s''". (4) 
Put into words, this means that the plate current of a valve varies approximately 
as the three-halves power of the plate voltage, provided that the grid voltage is varied 
in the same proportion as the plate voltage. 
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The same result may be obtained with pentodes, provided that both the grid and 
screen voltages are varied in the same proportion as the plate voltage. This result 
is the basis of Valve Conversion Factors, so that we must always remember that their 
use is restricted to cases in which all the electrode voltages are changed in the same 
proportion. 

Let be the factor by which all the voltages are changed (i.e. grid, screen, and 
plate), and let be the new plate current. 

Then // OC (5) 

But = Ft.h 
Where Fi is the factor by which the plate current is changed. 

Therefore oc (F,.E^yi\ (6) 

From the combination of (4) and (6) it will be seen that 

Fi = F/l^ (7) 
Now the power output is proportional to the product of plate voltage and plate 
current so that 

Po oc E,.I, (8) 

and P„' oc{P,.E,){P,.I,) (9) 

so that P/ ac F,.F( (Ei.I;,) (10) 

ocF,.Fj(P„). (11) 

We may therefore say that the power conversion factor Fp is given by the expression 

F, = Pe.Fi. (12) 

Therefore = F (13) 

The mutual conductance is given by 

change of plate current 
change of grid voltage 
Therefore = F^/F , = F,"'/F, = P,i. (14) 

The Plate Resistance is given by 

change of plate voltage 

Y :r= ___________ 

change of plate current 

Therefore Fr = FJPi = P JF F f^. (15) 
This also applies similarly to the load resistance and cathode bias resistance. 
We may therefore summarize our results so far : — 

Pi = F.'i' (7) 

Fp = Fe'" (13) 

F,„ = F.i (14) 

Pr = Fr* (15) 
These are shown in graphical form on the Conversion Factor Chart (Fig. 2.32A). 



(ii) The use of valve conversion factors 

It is important to remember that the conversion factors may only be used when all 
the voltages (grid, screen and plate) are changed simultaneously by the same factor. 
If it is required to make any other adjustments, these may be carried out before or 
after using conversion factors, by following the method given vmder (iii) below. 

Conversion factors may be used on any type of valve whether triode, pentode or 
beam tetrode, and in any class of operation whether class A, class ABl, class AB2 or 
class C. 

The use of conversion factors is necessarily an approximation, so that errors will 
occur which become progressively greater as the voltage factor becomes greater. 
In general it may be taken that voltage conversion factors down to about 0-7 and up 
to about 1-5 times will be approximately correct. When the voltage factors are 
extended beyond these limits down to 0-5 and up to 2 0, the accuracy becomes con- 
siderably less, and any further extension becomes only a rough indication. 
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VOLTAGE CONVERSION FACTOR [Fg] 
Fig. 2.32A. Conversion factor chart {by courtesy of R.C.A.). 



The example given below is a straightforward case of a pentode valve whose charac- 
teristics are given for certain voltages and which it is desired to operate at a lower 
plate voltage. 

Plate and screen voltage ^50 volts 

Control grid voltage _15 yolts 

Plate current 30 mA 
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Screen current 6 mA 

Mutual conductance 2,000 (xmhos 

Power Output 2-5 watts. 

It is required to determine the optimum operating conditions for a plate voltage 
of 200 volts. 

The Voltage Conversion Factor (F^) == 200/250 = 0-8. 

The new screen voltage will be 0-8 x 250 = 200 volts. 

The new control grid voltage will be —(0-8 X 15) = —12 volts. 

Reference to the chart then gives the following : 

Current Conversion Factor 0-72 

Mutual Conductance Conversion Factor (F, „) 0-89 

Power Output Conversion Factor (P^) 0-57 

The new plate current will be 0-72 X 30 = 21-6 mA. 

The new screen current will be 0 72 X 6 = 4-3 mA, 

The new mutual conductance will be 0-89 X 2000 = 1780 /xmhos. 

The new power output will be 0-57 x 2-5 = 1-42 watts. 

There are two effects not taken into account by conversion factors. The first 
is contact potential, but its effects only become serious for small grid bias voltages. 
The second is secondary emission, which occurs with the old type of tetrode at low 
plate voltages j in such a case the use of conversion factors should be limited to regions 
of the plate characteristic in which the plate voltage is greater than the screen voltage. 
With beam power amplifiers the region of both low plate currents and low plate 
voltages should also be avoided for similar reasons. 

The application of conversion factors to resistance-capacitance-coupled triodes 
and pentodes is covered in Chapter 12 Sect. 2(x) and Sect. 3(x) respectively. 



FIG. 2. 33 




Pig. 2,33. Zero bias plate characteristics for type 807 beam power amplifier with six 
values of screen voltage {Ref. E2). 



Greater accuracy in the use of conversion factors over a wide range of screen voltages 
may be obtained, if curves are available for zero bias at a number of different screen 
voltages as in Fig. 2.33 (Ref, E2). 

When the plate, screen, and grid voltages of a pentode or beam power amplifier 
are multiplied by the same voltage conversion factor, the ratio of the plate current 
at a given grid bias to that at zero bias does not change. In order to convert a given 
family of plate characteristics to a new screen voltage condition, it is therefore only 
necessary to have a zero-bias plate characteristic for the screen voltage of interest. 
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Example 

Suppose that the family of plate characteristics shown in Fig. 2.34, which obtains 
for a screen voltage of 250 volts, is to be converted for a screen voltage of 300 volts. 
The zero-bias plate characteristic for = 300 volts, which is shown in Fig. 2.33, 
is replotted as the upper curve in Fig. 2.35. 

Since all bias values shown in Fig. 2.34 must be multiplied by 300/250 = 1'2, 
corresponding plate characteristics for the new family obtain for bias values that are 
20 per cent, higher than those shown in Fig, 2.34. Consider the conversion of 
— 10-voli characteristic of Fig. 2.34. At a plate voltage of 250 volts in Fig. 2.34, 
AB/AC = 100/187 = 0-535. On the new characteristic in Fig. 2.35 which corres- 
ponds to a bias of —12 volts, A'B'/A'C must also equal 0-535 at Et = 300 volts. 
Therefore, A'B' = 0-535 x A'C. From the given zero-bias characteristic of Fig. 
2.35, A'C = 244at£„ = 300 volts; hence A'B' = 131 milliamperes. hx.Et = 200 
volts in Fig. 2.34 DE/DF = 98/183 = 0-535. Therefore, at Et = 200 X 1-2 = 
240 volts in Fig. 2.35, D'E' = 0-535 x 238 = 127 milliamperes. This process 
is repeated for a number of plate voltages and a smooth curve is drawn through the 
points on the new characteristic. 



FIG . 2 . 34 




PLATE VOLTS 



Pig. 2.34. Plate characteristics for type 807 with fixed screen voltage and eight values 
of grid voltage (Ref. E2). 

The factor 0-535 can be used for the — 10-volt characteristic at plate voltages 
greater than that at which the knee on the zero-bias characteristic of Fig. 2.34 occurs ; 
for plate voltages in the immediate region of the knee, a new factor should be deter- 
mined for each point. The plate characteristics of Fig. 2.34 should not be converted 
to the left of the dashed line of Fig. 2.34 because of space-charge effects. This 
limitation is not a serious one, however, because the region over which the valve 
usually operates can be converted with sufficient accuracy for most applications. The 
converted plate characteristic of Fig. 2.35 for Eci = —30 volts was obtained in a 
similar manner to that for Eci = —12 volts. 

The curves of Fig. 2.35 were checked under dynamic conditions by means of a 
cathode-ray tube and the dotted portions show regions where measured results de- 
parted from calculated results. 

(iii) The calculation of valve characteristics other than those pub- 
lished 

It is frequently desired to make minor modifications in the operating conditions 
of a valve, such as by a slight increase or decrease of the plate voltage, change in grid 



2.6 



(iii) CALCULATION OF CHARACTERISTICS 



41 



bias or load resistance. It is proposed to describe the effects which these changes 
will have on the other characteristics of the valve. 
The procedure to be adopted is summarized below ; — 

FIG. 2 .35 




PLATE VOLTS (tk) 

Fig. 2.35. Derived plate characteristics for type 807 with different screen voltage, 
making use of Figs. 2.33 and 2.34 with conversion factors {Ref. E2). 

(a) In the absence of valve curves 

Triode — Use conversion factors to adjust the plate voltage to its new value, and 
apply the correct conversion factors to all other characteristics ; then adjust the grid 
bias to its desired new value by the method given below, and iinally adjust the load 
resistance. 

Pentode or beam power amplifier — Use conversion factors to adjust the screen 
voltage to its new value, and apply the correct conversion factors to all other charac- 
teristics ; then adjust the plate voltage to the desired new value by the method given 
below ; then adjust the grid bias to its desired new value, and finally adjust the load 
resistance. 

(b) When valve curves are available 

Triode with no d.c. load resistance in the plate circuit ; Refer to the pub- 
lished characteristics to find the maximum plate dissipation ; calculate the maximum 
plate current which can be permitted at the desired new plate voltage ; select a suit- 
able plate current for the particular application (which must not exceed the maxi- 
mum) ; and refer to the curves to iind the grid bias to give the desired plate current. 

If the valve is a power amplifier, the load resistance may be determined by one of 
the methods described in Chapter 13 [e.g. triodes Sect. 2(iii) ; pentodes Sect. 3(iii)A]. 

Triode with resistor in plate circuit : Use conversion factors, with adjustments 
as required in accordance with the method given in (iv) below. 

Pentode or beam power amplifier : If curves are available for the published 
value of screen voltage, use the method in (iv) below to obtain the characteristics 
for a plate voltage such that, when conversion factors are applied, the plate voltage 
is the desired value. For example, if curves and characteristics are available for 
plate and screen voltages of 250 volts, and it is desired to determine the characteristics 
for a plate voltage of 360 volts and screen voltage of 300 volts : firstly determine the 
characteristics for a plate voltage of 300 and screen voltage of 250 ; then apply voltage 
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conversion factors of 1-2 to the plate, screen and grid voltages so as to provide the 
desired conditions. 

If curves are available for the new value of screen voltagCj use conversion factors 
to bring the screen voltage to the desired value, then apply the method below to adjust 
the plate voltage, load resistance and grid bias. 

(iv) The effect of changes in operating conditions 

(A) Effect of Change of Plate Voltages of Pentodes and Beam Power 

Amplifiers 

(a) On plate current 

The plate current of a pentode or beam power valve is approximately constant over 
a wide range of plate voltages, provided that the plate voltage is maintained above the 
" knee " of the curve. The increase of plate current caused by an increase in plate 
voltage from Em to JSjz is given by the expression 

Alh = = ■ (.lo) 

r J) 

In many cases the plate characteristic cxurves are available, and the change in plate 
current may be read from the curves. 

(b) On screen current 

In the case of both pentodes and beam power valves the total cathode current 
(i.e., plate plut screen currents) is approximately constant over a wide range of plate 
voltages (see Fig. 2,4). The increase in plate current from En to Ei,2 is approxi- 
mately equal to the decrease in screen current over the same range. 



F1S.S.36 




Pig. 2.36. Plate characteristics of power pentode illustrating effect of change of plate 

voltage. 



(c) On load resistance and power output 

The plate characteristics of a typical power pentode are shown in Fig. 2.36 in which 
/ji is the " published " plate current at plate voltage En and grid bias —Eci- The 
loadline MPJ swings up to at = 0 and down to at 2Ecu the assumption 
being made that the 2Eci curve is straight and horizontal over the range of plate 
voltages in which we are interested. 

If the plate voltage is increased to Eb2, the new loadline will be MP'H, the point M 
being common to both, since it is at the knee of the characteristic. The quiescent 
operating point P' is at a higher plate current than P, the difference being A I v. 
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Since the power output is proportional to the area of the triangle under the loadline, 
it is also proportional to the value of the load resistance, all triangles having ML as a 
common side. It may readily be shown that 



and 

Therefore 



R/ = 



-^61 "~ 




^ max 


- hi 




F 


^ max " 




^ P . 


n ^ mi 



R, 



^max ^ it 



(17) 



which is also the ratio of the output powers 
is neglected as an approximation, then 



mtn * max 

If J„2 = lii or the rise of plate current 



Em ~ E„ 



R,. 


E Di Emin 




s an example, apply this to type 6V6-GT under the following conditions — 




Published 


Desired 




Condition 


Condition 


Plate voltage 


250 


300 V 


Screen voltage 


250 


250 V 


Grid voltage 


~-12-5 


-12-5 V 


Load resistance 


5000 


(see below) ohms 


Plate ciurrent (/n) 


47 


48* mA 


Peak plate current 


90* 


90* mA 


Min. plate current (7„„„) 


8* 


8* mA 


Min. plate voltage 


35 


35 V 


Power output 


4-5 


(see below) W 



(18) 



*From curve. 

Using equation (17)- 

Rr 



300 -35 90 - 47 



265 
215' 



43 

42' 



1-26 



whence R^' - 1-26 X 5000 



250 - 35 90 - 48 
6300 ohms. 

The increase of power output is in proportion to the increase in load resistance, 
i.e. P„ = 4-5 X 1-26 === 5-66 watts. 

This method is remarkably accvirate when there is very small rectification in the 
plate circuit, as is usuJly the case with power pentodes. With beam power amplifiers 
of the 6L6 and 807 class, in which the rectification is considerable (strong second 
harmonic component), the " corrected " loadline should be used as a basis, and the 
values of I„ax, hi and should be those corresponding to the corrected loadline. 

If the rise in plate current (Ah) is considerable, the point P' will be above the 
centre point of the loadline MH, and there will be an appreciable amount of second 
harmonic distortion ; this may be reduced to zero (if desired) by increasing the load 
resistance slightly. 

(B) Effect of change of load resistance 

In a r.c.c. triode the effect of a change in ^ on stage gain is very slight, provided 
that i?i > 5r„. In any case where the change caimot be neglected, eqn. (7) of 
Chapter 12 Sect. 2 may be used to calculate stage gain. 

In a r.c.c. pentode the effect of a change in /? ^ on stage gain is given by eqn. (7) 
of Chapter 12 Sect. 3, bearing in mind that the mutual conductance at the operating 
plate current is increased when i?£ is decreased. As a rough approximation, the 
voltage gain is proportional to the load resistance. If optimum operating conditions 
are to be obtained, conversion factors should be applied to the whole amplifier — 
see Chapter 12 Sect. 3(x)C. 
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(C) Effect of change of grid bias 

In any valve which is being operated with fixed voltages on all electrodes and without 
any resistance in any of the electrode circuits, a change of grid bias will result in a 
change of plate current as given by the expression 

Ah = AE, X g.„, (19) 
where Ah = increase of plate current, 

A£c = change of grid bias in the positive direction, 
and g„ — mutual conductance of valve at the operating plate current. 

In most practical cases, however, the valve is being operated with an impedance 
in the plate circuit and in some cases also in the screen circuit. The effect of a change 
in grid bias is therefore treated separately for each practical case. 

(a) On resistance-coupled triodes 

In this case a plate load resistor is used, resulting in a considerable voltage drop 
and a decrease in the effective slope of the valve. 

The change in plate ciu:rent brought about by a change in grid bias is given by the 
expression 

Ah = AEc X i^/Cr^ + Ri) (20) 
where fi = amplirication factor of valve at the operating point, 

rp =- plate resistance of valve at the operating point, 
and i? i = resistance of plate load resistor. 

(b) On resistance-coupled pentodes 

The change of plate current with grid bias is given by the expression. 

Ah = AE, X (21) 
where gd = dynamic transconductance at the operating point, 

= slope of dynamic characteristic at the operating point. 

The change of screen current (with fairly low screen voltages) is approximately 
proportional to the plate current up to plate currents of 0-6 EaJR [ and the change 
in screen current is given by the expression 

Ah2 = Ah <Jci/h) approx. (22) 
where /,2 = screen current 
and = plate supply voltage. 

For further information on resistance coupled valves, see Chapter 12, Sects. 2 and 3. 

(c) On i-f or r-f amplifier 

In this case there is no d.c. load resistor and the full supply voltage reaches the 
plate of the valve. The change of plate current is given by eqn. (19) while the change 
in screen oirrent may be calculated from the ratio of screen and plate ciurrents, which 
remains approximately constant. The voltage gain is proportional to the mutual 
conductance* of the valve, and is therefore a maximum for the highest plate ciurent 
at the minimimi bias. A decrease in bias will therefore normally result in increased 
gain, while increased bias will result in decreased gain. The limit to increased gain 
is set by the plate or screen dissipation of the valve, by positive grid current, and, in 
some circuits, by instability. In most cases the mutual conductance curves are pub- 
lished so as to enable the change of gain to be calculated. 

(d) On power valves 

This subject is covered in detail in Chapter 13. 



•The voltage gain is also affected by the plate resistance, but this is qiute a secondary effect unless 
the plate resistance is less than 0.5 megohm. In most remote cut-off pentodes the plate resistance falls 
rapidly as the bias is decreased towards the minimum bias, but this is more than counterbalanced bv the 
rise in mutual conductance. ' 



2.7 



(i) CONSTANT VOLTAGE EQUIVALENT CIRCUIT 



45 



SECTION 7 . VALVE EQUIVALENT CIRCUITS AND VECTORS 

(0 Constant voltage equivalent circuit (ii) Constant current equivalent circuit (iti) 
Valve vectors. 

Much useful information can be derived from an equivalent circuit of a valve, even 
though this may only be valid under limited conditions. The equivalent circuit is 
only a convenient fiction, and it must be remembered that it is the plate supply which, 
in reality, supplies the power — the valve merely controls the current by its varying 
d.c. plate resistance. The equivalent circuit is merely a device to produce jn the 
load the same a.c. currents and voltages which are produced by the valve when alter- 
nating voltages are applied to its grid. 





Fig. 2.37. {A) Equivalent 
circuit of valve using constant 
voltage generator (B) Equiva- 
lent circuit of valve and load. 



(i) Constant voltage equivalent circuit 

The simplest equivalent circuit treats the valve as an a.c. generator of constant 
r.m.s. voltage tiE,, which is applied through an internal generator resistance' r^ 
(Fig. 2.37A). This is valid for small alternating voltages (under which conditions 
the characteristics are practically uniform) but is of no assistance in determining 
direct currents or voltages, phase angles or operating conditions. It is also limited 
to frequencies at which the effects of capacitances are negligible. 

This may be elaborated, as in Fig. 2.37B, with the inclusion of the input circuit 
GK and the load Z ^ . The input voltage E, is shown by the ± signs to be such that 
the grid is instantaneously positive, and the plate negative (whh respect to the cathode) 
at the same instant. It is assumed that the grid is biased sufficiently to prevent grid 
current flow. 

The current flowing through the load Z produces across the load a voltage Ej^ 
which is of opposite sign to E,. It will be noted that the " fictitious " voltage i^E, 
is opposite m sign to E„ ahhough /x is positive ; this apparent inversion is a conse- 
quence of treating the valve as an a.c. generator. 

In the simplest case, is a resistance i?^. We can then derive the foUowing 
relationships — 

^E, = (r^ +- i?i)/p W 
E, = -/.i^,= -^£,--^^ (2) 

E, , ■ • t^R-L (Vi 
and — s- = voltage gam = — ^ 

If the load is made up of a resistor R ^ and an inductor X ^ in series — 
Complex Values Scalar Values 

Z, = /?i + jXj^ V Rr' + ^l' 

Jii. = (r, 4 i?x. + J^l) V(r , + R + X^\h (5) 

^ _ _ l<Rl- +-''-^^^ = t :lj^hL+ ^'-^ (6) 

E, ~ r,+R^+jX^ ^(J, + Rj)' + X^^ 

and similarly for any other type of load. 
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The interelectrode capacitances are shown in the equivalent circuit of Fig. 2.38, 
and may be taken as including the stray circuit capacitances. This circuit may be 
applied at frequencies up lo nearly 10 Mc/s, beyond which the inductances of the 
leads and electrodes become appreciable. It may also be applied to a screen grid 
(tetrode) or pentode, provided that the screen is completely by-passed to the cathode ; 
in this case C,t, becomes the input capacitance (JC^.^ + C^..^) and becomes 
the output capacitance (Cj, to all other electrodes). 

(ii) Constant current equivalent circuit 

An altertmtive form of representation is the constant current generator equivalent 
circuit (Fig. 2.39), this being more generally convenient for pentodes, in which the 
plate resistance is very high. Either circuit is equally valid for both triodes and 
pentodes. 




Pig. 2.38. Equivalent circuit of 
valve on load, with interelectrode 
capacitances. 



Pig. 2.39. Equivalent circuit of 
valve on load, using constant 
current generator. 



Pig. 2.40. Equivalent circuit of 
valve on load, using constant 
current generator, with inter- 
electrode capacitances. 



K K 
FIG. 2-40 



In the constant voltage generator equivaleat circuit, the current varies with load 
impedance and plate resistance ; in the constant current equivalent circuit, the voltage 
across the load and plate resistance varies with load impedance and plate resistance. 

A constant current generator equivalent circuit, in wliich account is taken of 
capacitances, is shown in Fig. 2.40. This circmt may be , applied at frequencies 
up to nearly 10 Mc/s, beyond which the inductances of the leads become appreciable. 
It vrill be seen that Cj, j (which may be taken to include all capacitances from plate 
to cathode, and the output capacitance of a pentode) is shunted across both r , and Z^. 
In the case of a resistance-capacitance coupled stage, 2"^ would be the resultant of 
R, and (following grid resistor) in parallel. 

Maximum power output is obtained when the valve works into a load resistance 
equal to its plate resistance provided that the valve is linear and completely distortion- 
less over the whole range of its working, and also that it is unlimited by maximum 
electrode dissipations or grid current. In practice, of course, these conditions do 
not hold and the load resistance is made greater than the plate resistance. 

At frequencies of 10 Mc/s and above, the effects of the inductance of connecting 
leads (both internal and external to the valve) become appreciable. Although it 
is possible to draw an equivalent circuit for frequencies up to 100 Mc/s, in which 
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each capacitance is split into an electrode part and a circuit part (Ref. B21 Fig. 38) 
the circuit is too complicated for analysis, and the new circuit elements that have 
been introduced cannot be measured directly from the external terminals alone. 

At frequencies above about 50 Mc/s, transit time effects also become appreciable. 
The circuit which is commonly used for frequencies above 50 Mc/s is Fig. 2.47 in 
which the valve is treated as a four terminal network with two input and two output 
terminals. This is described in Sect. 8(iii)e. 



VOLTACCS. 




Pig. 2.41. Voltage and current 
relationships in a resistance- 
loaded valve. 




oi 1 — 1 ' 

TIME 

""10.2-41 

(iii) Valve vectors 

Vectors [see Chapter 6 Sect. 5(iv)] may be used to illustrate the voltage and current 
relationships in a valvcj but great care must be taken on account of the special con- 
ditions. Vectors are normally restricted to the representation of the a.c. voltages and 
currents when the grid is excited with 9 sine-wave voltage limited to such a value that 
the operation is linear. The grid and output voltages (with respect to the cathode) 
are normally of opposite polarity when the load is resistive ; under the conditions 
noted above this is almost the same as being 180° out of phase except there is no half- 
cycle time lag between them. 

The voltage and current relationships for a resistance loaded valve are shown in 
Fig. 2.41 ; peak total plate current occurs with peak positive grid voltage and results 
in maximum voltage across the load (e^) and minimum voltage from plate to cathode 
(«!,). It will be seen that e^ + e^ Ett (the supply voltage) under all conditions^ 
and that e j is naturally measured in the downward direction from E^,,. If only 
alternating components are considered, a negative peak e, corresponds to a positive 
peak and a negative peak e If the supply voltage En is omitted from the equival- 
ent circuit, we are left with e, = - 

Each case must be considered individually and the vectors drawn to accord with 
the conditions. The only general rule is that E,, and nE, are always either in phase 
or of opposite phase. 

Fig. 2.42 shows the vector diagram (drawn with respect to the cathode) of an 
amphfying valve with a resistance load and a.c. grid excitation. Commencing with 
the grid-to-cathode voltage E,„ the vector iiE„ is drawn in the same direction but is 
fi times as large. The output voltage E , is also in the same direction as n£„, but 
smaller by the value I„r„. All of these voltages are with respect to the cathode and 
the centre-point of the vector diagram has accordingly been marked K. The a.c. 
component of the plate current (/„) is in phase with E,, since E, is the voltage drop 
which it produces in R, . The grid-to-plate voltage E, is the sum of E, and E„ 
owing to the phase reversal between grid and plate. 
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Fig. 2.42. Equivalent circuit and vector diagram of resistance-loaded valve. 
Fig. 2.43. Vector diagram of valve with resistance load and capacitance from grid to 

plate. 

Fig. 2.44. Vector diagram of valve with partially inductive load and capacitance from 

grid to plate. 

When the equivalent circuit includes more than one mesh, it is usual to proceed 
around each mesh in turn, using some impedance, common to both, as the link 
between each pair of meshes. For example Fig. 2.43 shows a valve with a capacitor 
C,„ from grid to plate, and a resistive load. Firstly, set down jB^ in any convenient 
direction (here taken horizontally to the right) and in the same direction ; then 
draw I, leading by approximately 90° (actually /„ leads E, by 90 °1 and complete the 
parellelogram to find the resultant current ; then draw I^r^ in the same direction 
as and complete the parallelogram to find the resultant /ni?,— this completes the 
first mesh. Finally take E, along ^lE, and complete the parallelogram to find the 
resultant of E, and E j^, which will be .E,. 
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If the load is partially inductive (Fig. 2.44) the plate current and I^r^ lag behind 
Ej^ and the resultant nE,, is determined by the parallelogram j E, and E combine 
to give the resultant E, ; leads Ec by 90°, and I ^ is determined by completing 
the parallelogram of which I,, is one side and the resultant. 




FIG. 2-45 



Fig. 2.45. Vector diagram of valve with partially capacitive load and capacitance 

from grid to plate. 

With a partially capacitive load (Fig. 2.45) the plate current and I^r^ lead E ^, and 
the resultant jiE, is determined by the parallelogram ; E, and £^ combine to give 
the resultant Ec \ !<, leads B „ by 90 °, and is determined by completing the parallelo- 
gram of which I e is one side and the resultant. 



SECTION 8 : VALVE AD2VUTTANCES 

(i) Grid input impedance and admittance (ii) Admittance coefficients {Hi) The com- 
ponents of grid admittance — Input resistance — Input capacitance — Grid input admittance 
(a) with plate-grid capacitance coupling ; (Jb) with both plate-grid and grid-cathode 
capacitance coupling ; (c) with grid-screen capacitance coupling ; (<i) with electron transit 
time ; (e) equivalent circuit based on admittances (iv) Typical values of short-circuit 
input conductance (v) Change of short-circuit-input capacitance with transconductance 
(vi) Grid-cathode capacitance (vii) Input capacitances of pentodes (published values) 
{viii) Grid-plate capacitance. 

(i) Grid input impedance and admittance 

When a valve is used at low audio frequencies, it is sometimes assumed that the 
grid input impedance is infinite. In most cases, however, this assumption leads to 
serious error, and careful attention is desirable to both its static and dynamic im- 
pedances. 

As with any other impedance (see Chapter 4 Sect. 6) it may be divided into its 
various components : — 

Component Normal Reciprocal 

Resistive Grid input resistance (rj conductance ig,) 

Reactive Grid input reactance (X„) susceptance (B,) 

Resultant Grid input impedance {Z,) admittance {Y ,) 

Normal values are measm-ed in ohms, while reciprocal values are measured in 
reciprocal ohms (mhos). It is interesting to note that 

a resistance of ") fa conductance of 

a reactance of >• is equivalent to -(a susceptance of 

an impedance of J L^" admittance of 

1 megohm 1 micromho 

01 megohm 10 micromhos 

10 000 ohms 100 micromhos 

{1000 micromhos 
= 1 mA/volt 
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The following relationships hold : 

li',! = Vg/ + ii,' = ^/\Z,\, y, =g, -VjB, - \/Z, (3) 
Similar relationships hold for other electrodes. 

It is usual to carry out calculations with admittances, even though the resultant 
may then have to be changed to the form of an impedance. With a number of con- 
ductances (or susceptances) in parallel, the total conductance (or susceptance) is found 
by adding all together, with due regard to positive and negative quantities ". — 

e.g. = gi + + gs + . ■ ■ + gk (4) 
= B, + ^2 + + ■ • . + B„ (5) 
Inductive reactance is regaided as positive. 
Capacitive reactance is regarded as negative. 
Inductive susceptance is regarded as positive. 
Capacitive susceptance is regarded as negative. 
With Complex Notation (see Chapter 6 Sect. 6) we have 

Z, = R, +jX„ Y, = g, -jB,. (6) 

(The " i " merely indicates a vector at 90° which must be added vectorially.) 

(ii) Admittance coefficients 

The operation of a valve may be expressed by the two equations 

i^=Ae,+B e, (7) 
i, = Ce, + D (8) 
where A, B, C and D are complex values determined by the valve characteristics, 
being in the form of admittances and known as the Admittance Coefficients. The 
effect of these Admittance Coefficients may be imderstood more easily by considering 
two special cases, one with a short-circuited output (i.e. short-circuited from plate 
to cathode) and the other with a short-circuited input (i.e. short-circuited from grid 
to cathode). 

Case 1 : Short-circuited output (e, = 0). 

From equation (7), ^ A eg 

From equation (8), ig = C Cg 
where A is defined as the short-circuit forward admittance, 
and C is defined as the short-circuit input admittance. 
Case 2 : Short-circuited input (e„ = 0). 

From equation (7), — B 

From equation (8), <„ = Z) 
where B is defined as the short-circuit output admittance, 
and D is defined as the short-circuit feedback admittance. 

At frequencies up to about 10 Mc/s, the Admittance Coefficients are given approxi- 
mately by : 

Short-circuit forward admittance (.A) = gm — }<"Cg^ ^ g„ (9) 
Short-circuit output admittance (B) = l/r, + juiiC^^ + C„p) (10) 
Short-circuit input admittance (C) = l/r, +jai(Cgt + C^p) (11) 
Short-circuit feedback admittance (D) = Jf^Cgp (12) 
If the grid is negatively biased to prevent the flow of positive grid current, the grid 
resistance r, becomes very high, and l /r, may be negligible in the expression for C. 

At frequencies above 10 Mc/s the Admittance Coefficients are somewhat modified, 
the capacitances and admittances containing a term which is proportional to the square 
of the frequency. 

The short-circuit forward admittance (A) is affected by the transit time of electrons 
and the inductance of the cathode lead, thus causing a phase shift between anode 
current and grid voltage. This is treated in detail in Chapter 23 Sect. 5. 
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The short-circuit output admittance (B) is affected by the reduction in which 
occurs with increasing frequency due to the capacitances and inductances of the 
electiodes. The capacitance term is practically constant. 

The short-circuit input admittance (C) is affected by the transit time of electrons, 
the inductances of the electrodes (particularly the cathode) and the capacitance be- 
tween grid and cathode. The capacitance term is practically constant. 

The 5 hort-circuit feedback admittance (D) remains purely reactive even at very high 
frequencies, although it changes from capacitive at low frequencies, through zero, 
to inductive at high frequencies. This can cause instability in certain circumstances. 

(iii) The components of grid admittance 
Input resistance may be due to several causes : 

1. Leakage between the grid and other electrodes. 

2. Negative grid current (caused by gas or grid emission). 

3. Positive grid current (may be avoided by negative grid bias). 

4. Coupling between the grid and any other electrode presenting an impedance 
to the input frequency (e.g. C„). 

5. Transit time of the electrons between cathode and grid (at very high trequencies 
only). 

Input capacitance (Cf„; is dependent on several factors : 

1. The static (cold) capacitance (Gt) from the grid to all other electrodes, except 
the plate. 

For a pentode, C, = C^ft + Cai-nt (13) 
For a triodci C. = C„t. (14) 

2. The very slight increase in capacitance caused by thermal expansion of the 
cathode (0-1 to 0-6 fiiiF for the majority of r-f pentodes). 

3. The increase in capacitance caused by the space charge and by conduction 
(0-5 to 2-4 n ftp for r-f pentodes). 

4. Coupling between the grid and any other electrode presenting an impedance 
to the input frequency ; this holds both with capacitive and inductive reactance 
(Miller Effect — see below). 

5. Transit time of the electrons between cathode and grid (at very high frequencies 
only). 

References to change of input capacitance : B13, B15, B16, B17, CI, C4, C5. 

The measurement of interelectrode capacitances is covered in Chapter 3 Sect. 3(ii)g, 
together with some general oommentb and a list of references to their significance 
and measurement. 



Grid Input Admittance 

(a) With plate-grid capacitance coupling 

In the circuit of Fig. 2.46A, in which C,i.» and C,,.,^ are not considered, it may 
be shown* that 

r = J- = (g. + Gj^)" + (Bj, + g„)^ ^jg^ 

' B,^[s„ . Bi^ + B,^(,g, + + gj] 

and 

r - ^- ^"^(g" + + gm) {gy + G J + (J3^ + B.,)] 
' oy (.g„ + Gi)' + (Bi -I- B„)> 

where = l/r„ == + jB j_ = 1/2 1, B„, = 1/Xc„ = 
As an approximation, if g^ << G j^, and B j^, 

r = — = — ? when the load is inductive (17; 

^ — when the load is capacitive (18) 



•Sturley, K. R. " Radio Receiver Design, Part 1 " fChapman & Hall, London, 1943) p. 37 et stg 
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1 + 



gm Gr 



(19) 



When B is infinite, i.e. when Z =■ 0, is infinite and C, = C,,. 
When the load is inductive, the input resistance is usually negative, thus tending 
to become regenerative, although for values of B ^ between 0 and 

-Bgt, (gj. + <5i + gm)/gm, 

the input resistance is positive. 

When the load is capacitive, the input resistance is always positive, thus causing 
degeneration. 

As an approximation, if Bj^ ■< g^andBg^ {g„ + G^), the positive and negative 

minimum values of r, are given by 

, 2(g,+.G,) 
Tg (mm) (5s! ± - 

and these occur at B 

CB+ 




(20) 



FIG. 2-4C A. 



OB- 



nG.2-46B. 



pig. 2.46. Conditions for deriving input admittance {A) with plate-grid capacitance 
coupling (B) general case including cathode circuit impedance. 



Similarly, the maximum value of the input capacitance is given by 



C, (max) = C,j, 
B. 



1 + 



gm rp Rj 



= C„ 



1 + 



(21) 



which occurs at B = — B,„. This is the well known " Miller Effect " [see Chapter 
12 Sect. 2(xi) for a-f amplifiers]. The effect on the tuning of r-f amplifiers is treated 
in Chapter 23 Sect. 5, and on i-f amplifiers in Chapter 26 Sect. 7. 

In the circuit of Fig. 2.46B, which includes an impedance in the cathode circuit, 
with the screen decoupled to the cathode, the input resistance is given approximately by 



Gr' + B, 



1 + 



gm(gm + 2Gt ) 

G,' +B,2 



(22) 



gff g nJ^ gv^ I 

where B ,^ and are neglected in comparison with the othei components, and 
{BjGt — BtGj) is very small. Thus the reflected resistance is increased, and the 
damping decreased, as the result of the insertion of Zt. 
The input capacitance under these conditions is given by 



( Gi^+gJGL+Bj^^ _ gJg„^G^ + j-„(GtG^ -BtB^tf 
(Gi'' +Bi^)[(G,+^„)^ +B/] 



which is less than with Z^ = O. 

If the screen is by-passed to the cathode. 



G,^+B, 



1 + 



gtigt + 2Gt) 
G/ +Bt'' 



o'j — C, 



( G^ + gJG^ +B^^ 
G,^ + B,« 



gMi^ Gl + g. (GtG^ - Bfij)] 
(Gi«+Bi»)[(G, +|',)^ + B/] 



(23) 



(24) 



(25) 
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where gt = triode gm (whole cathode current) 
= gm (/» + /.a)//». 

(b) With both plate-grid and grid-cathode capacitance coupling 

The circuit is as Fig. 2.46B with the addition of a capacitance C,» between grid 
and cathode. The input resistance is given by 

r KG,+gJ^ + B,^][G^' +Bj^'] 

' gJB.^i^iGu' +B,') -B„B,iGj^' +Bl')] ^ ' 
This becomes infinite when B^^Bj^iG^:' + Bt') = B,t,B^Gj^ + B which 

is the condition for input resistance neutralization (see Chapter 26 Sect. 8 for' i-f 
amplifiers). This condition may be put into the form 

Bgic Cgi, Lp 

Thus, by including an inductance = Lt C„j,/C„.„ between the load and the 
plate, the input resistance may be increased to a very high value. The same effect 
may also be achieved by means of an inductance in the screen circuit. 
The input capacitance under the conditions of Fig. 2»46B is given approximately by 

C|,„ C„t(Gj + g^ 



+ C,^+g, 



(28) 



_Gi_^+B^^ {Gu+g„y+Bu 
If^m •< Gt it is possible to prevent change of input capacitance wheng„ is varied 
(for example with a.v.c), by making 

G gy Rjc 

(c) With grid-screen capacitance coupling 

Conditions as in Fig. 2.46B, but with screen by-pass capacitor. 



Gff Gg 



'(gg^ + G, + ggi.„)(g,i + G,) + BIB. + B„.,j)" 



(30) 



(£,8 + G.y + {JB, + Bgr.o^Y 
where = screen conductance, 

gax-m — grid-screen transconductance, 
and B„i.|,8 = susceptance due to capacitance from g\ to g2. 

In an r-f amplifier, B,i.gi and {,g,i + G.) may usually be neglected in comparison 
with B„ and thus 

' when B, is inductive (31) 



when B, is capacitive (32) 



The input resistance may be made infinite by making 

Cai-,s/Cgjc — Li/L, (33) 

(d) With electron transit time 

This subject is treated fully in Chapter 23 Sect. 5. 

(e) Equivalent circuit based on admittances 

In determining valve admittances at frequencies higher than approximately 10 Mc/s, 
it is not practicable to introduce voltages or measure them directly at the electrodes 
of a valve. The lead inductances and interelectrode capacitances form a network 
too complex for exact analysis. The most practical method of avoiding such diffi- 
culties is to consider the valve, the socket, and the associated by-pass or filter circuits 
as a unit, and to select a pair of accessible input terminals and a pair of accessible 
output terminals as points of reference for measurements. When such a unit is 
considered as a linear amplifier, it is possible to calculate performance in terms of 
four admittance coefficients. These are : 
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y,-,. — short-circuit input admittance 

= admittance measured between input terminals when the output ter- 
minals are short-circuited for the signal frequency. 
Yf„, — short-circuit forward admittance 

= value of current at output terminals divided by the voltage between 
the input terminals^ when the output terminals are short-circuited 
for the signal frequency. 
F<,„, = short-circuit output admittance 

= admittance measured between output terminals when the input ter- 
minals are short-circuited for the signal frequency. 
Yfi = short-circuit feedback admittance 

= value of current at the input terminals divided by the voltage between 
the output terminals, when the input terminals are short-circuited 
for the signal frequency. 
Each of these admittances can be considered as the sum of a real conductance 
component and an imaginary susceptance component. In the cases of the input and 
output admittances, the susceptance components are nearly always positive (unless 
the valve is used above its resonant frequency) and it is, therefore, common practice 
to present the susceptance data in terms of equivalent capacitance values.' The 
short-circuit input capacitance is the value of the short-circuit input susceptance 
divided by 2w times the frequency. The capacitance values are more convenient 
to work with than the susceptance values because they vary less rapidly with frequency 
and because they are directly additive to the capacitances used in the circuits ordinarily 
connected to the input and output terminals. However, when frequencies higher 
than 200 Mc/s and resonant lines used as tuning elements are involved, the use of 
susceptance values may be preferable. 




FIG. 2-47 



Fig. 2.47. Alternative farm of equivalent circuit for deriving input admittance. 

In Fig. 2.47 the short-circuit input admittance is represented by a resistor r, and 
a capacitor G, in parallel across the input terminals. The value of r, is equal to the 
reciprocal of the short-circuit input conductance and the value of C„ is equal to the 
short-circuit input capacitance. The short-circuit output admittance is represented 
by a similar combination of and C„ across the output terminals. 

Since the input and output circuits are separated, allowance may be made for their 
interaction by an additional constant current generator in each. A constant current 
generator is shown at the output terminals producing a current equal to the product 
of the short-circuit forward admittance and the input voltage. A similar generator 
is shown at the input terminals producing a current equal to the product of the short- 
circuit feedback admittance and the output voltage. 

The principal differences in the performance of receiving valves at high and low 
frequencies can be attributed to the variations of the shon-circuit input conductance 
with frequency. The other short-circuit admittance coefficients, however, contribute 
to the input admittance actually observed in an operating circuit as follows : 

Voltage gain {A) = '^"'^ „ „ „ (34) 

Added current at input terminals due to presence of load = e^A Yf^. (35^ 
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Phase angle of added component = phase angle of voltage gain + phase angle 
of feedback admittance. (36) 
Grid input admittance (7,) = Yi„ + AY,t 

- + V — irv ^^^^ 

^ out ~r ■* I, 

See also Ref. B21. 

The measurement of the four short-circuit admittances is covered in Chapter 3 
Sect. 3(vi) A, B, C and D and also Refs. B17, B21. 



(iv) Typical values of short-circuit input conductance 

Pentodes tested imder typical operating conditions (Ref. B17). 



Type Input conductance approx. (micromhos) Muttial 





/ = 50 


60 


80 


100 


120 


150 Mc/s 


Conductance 
/^mhos 


6AB7 


200 


310 


600 


980 






5000 


6AC7 


380 


600 


1200 


1970 






9000 


6AG5 


100 


145 


280 


326 


480 




5000 


6AK5 


40 


57 


92 


134 


185 




5100 


6AU6 


180 


280 


490 


759 


1100 




5200 


6BA6 


150 


230 


410 


603 


950 




4400 


6CB6 


125 


170 


300 


460 


(Ref. B20) 




6200 


6BJ6 








275 


(Ref. B19) 




3800 


6SG7 


190 


270 


430 


604 


670 




4700 


6SH7 


200 


300 


470 


632 


880 




4900 


6SJ7 




260 


380 


528 






1650 


6SK7 


138 


190 


320 


503 


660 




2000 


9001 






44 


60 


96 


14] 


1400 


9003 






48 


66 


100 


145 


1800 


Z77 


110 at 45 Mc/s 


(Data from M.O.V.) 




7500 



(v) Change of short-circuit input capacitance with transconductance 

(/ = 100 Mc/s). Ref. B17 unless otherwise indicated. 



Increase in capacitance (.ii/iF) from cut-off 



Type 


to g„ = 1000 


2000 


4000 


Typical operation 












^mhos 


6AB7 


0-55 


10 


1-7 


1-8 


5000 


6AC7 


0-65 


1-2 


1-8 


2-4 


9000 


6AG5 


0-5 


0-8 


1-25 


1-4 


5000 


6AK5 


0-3 


0-6 


10 


1-1 


5100 


6AU6 


0-6 


11 


20 


2-5 


5200 


6BA6 


0-75 


1-4 


2-2 


2-2 


4400 


6BH6 (Ref. B18) 








1-8 


4600 


6CB6 (Ref. B20) 








1-54 


6200 


6BJ6 (Ref. 319) 








1-6 


3800 


6SG7 


0.8 


1-5 


2-2 


2-3 


4700 


6SH7 


075 


1-3 


205 


2-3 


4900 


6SJ7 


0-8 






1-0 


1650 


6SK7 


0-65 


118 




1-2 


2000 


9001 


0-35 






0-5 


1400 


9003 


0-39 






0-5 


1800 


Z77 (M.O.V.) 








2-2 


7500 


Limits 


0-3-0'8 


0-6-1 5 


10-2-2 


0-43-2-38 
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Value of unbypassed cathode resistor needed for complete compensation 
of input capacitance change with bias change (Ref. B18) 

Unbypassed 



Valve 


Interelectrode capacitances 


cathode 


Gain factor* 


type 








resistor 




6BA6 


5-5 nfiF 


5-0 (tfiF 


0 0035 ^lnF 


100 ohms 


0-62 


6AU6 


5-5 


50 


0 0035 


85 


0'61 


6AG5 


6-5 


1-8 


0025 


50 


0-75 


6AK5 


4-0 


2-8 


002 


50 


0-75 


6BJ6 


4-5 


5-5 


00035 


135 


0-59 


6BH6 


5-4 


4-4 


00035 


110 


0'59 


Z77 


7-4 


31 


0009 


60 


0-64 



♦degeneration due to unbypassed cathode resistor (see below), 
gain with cathode unbypassed 



Gain factor = 



gain with cathode by-passed 
1 



(38) 

" 1 + /c2)//. ^^^^ 

where Ru = cathode resistor for complete compensation of input capacitance 
change with bias 

AC 

Cgltgm (h + lc2)/h 

AC = change in input capacitance in farads from normal operating con- 
dition to cut-off, 

Cgt = grid-to-cathode capacitance in farads measured with valve cold, 
g„ = mutual conductance in mhos at normal operating condition, 
/j = direct plate current in amperes 
/j2 = direct screen current in amperes. 



and 



(vi) Grid-cathode capacitance 

The mathematical treatment of the effects of grid-cathode capacitance has been 
given above. Methods of neutralization are described in Chapter 26 Sect. 8. 

The published grid-plate capacitances are usually in the form of a maximum value, 
without any indication of the minimum or average value. In some cases the average 
is fairly close to the maximum, while in others it may be considerably less. The 
average value is likely to vary from one batch to another, and from one manufacturer 
to another. Equipment should be designed to avoid instability with the maximum 
value, although fixed neutralization should be adjusted on an average value, determined 
by a test on a representative quantity of valves. 

Effect of electrode voltages on grid-cathode capacitance — see Ref. B23. 

(vii) Input capacitances of pentodes (published values) 

1. Indirectly heated ^^liF 

High slope r-f (metal) 8 to 11 

Ordinary metal r-f \ 

All glass and miniature r-f J ^ 

Small power amplifiers 5 to 6 

Ordinary power amplifiers 6-5 to 10 

Large power amplifiers 10 to 15 
Pentode section of diode-pentodes : 

Metal 5 5 to 6-5 

Glass 3 to 5-5 

2. Directly heated 

2 volt r-f pentodes 5 to 6 

1-4 volt r-f pentodes 2-2 to 3-6 

2 volt power pentodes 8 

1-4 volt power pentodes 4.5 5.5 
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(viii) Grid-plate capacitance 

The grid-plate capacitance decreases with increasing plate current. Eventually 
the rate of change becomes very small and even tends to become positive. The 
total change in triodes does not usually exceed 0 06 fiti.F for high-mu types, or 0-13 
fj/iF for low-mu voltage ampUfiers, although it may exceed 2 ji^F in the case of 
triode power amplifiers (Ref. B13). 



SECTION 9 : MATHEMATICAL RELATIONSHIPS 

(() General (it) Resistance load (m) Power and efficiency {iv) Series expansion ; 
resistance load (») Series expansion ; general case (vi) The equivalent plate circuit 
theorem (vii) Dynamic load line — general case (viii) Valve networks — general case 
(ix) Valve coefficients as partial differentials (x) Valve characteristics at lota plate 
currents. 

(1) General 

Valve characteristics may be represented mathematically as well as graphically 
(see Chapter 6 for mathematical theory). 

The plate (or space) current is a function (F) of the plate and grid voltages and may 
be expressed exactly as 

ib = F(es + tiec + e^) (1) 
where «i is the equivalent voltage which would produce the same effect on the plate 
current as the combined effects of the initial electron velocitj' of emission together 
with the contact potentials. The amplification factor ft is not necessarily constant. 
There will be a small current flow due to ej when e „ and e „ are both zero. 

As an approximation, when and ne^ are large, Ci may be neglected. The func- 
tion in eqn. (1) may also be expressed approximately in the form 

i„ ^ K(e, + fLe^r (2) 
in which iiT is a constant. The value of n varies from about 1-5 to 2-5 over the usual 
operating range of electrode voltages, but is often assumed to be 1'5 (e.g. Conversion 
Factors) over the region of nearly-straight characteristics, and 2 0 in the region of 
the bottom bend (e.g. detection). We may take the total differential* of eqn. (2), 

di, = ^de, + ^-^de, (3) 
Ofij dec 

which expresses the change in i^ which occurs when and Cc change simultaneously. 
Now^ee (ix) below — provided that the valve is being operated entirely in the region 
in which n, g„ and r„ are constant, 

dii 1 , dih 

= _ and -5- = g„, 
dei, dee 

so that di„ = — dct +g„de,. (4) 

r^ 

If it, is held constant, 

— dei + gmdcc ^ 0, 
»■» 

and thus ^„r„ = - ^ (t\ constant) (5) 

dec 

whence ^„rj = ij. [see (ix) below]. (6) 
The treatment so far has been on the basis of the total instantaneous voltages and 
currents, ct, e„ ii, i it is now necessary to distinguish more precisely between the 
steady (d.c.) and varying (signal) voltages and currents. 



•Fot total differentiation see Chapter 6 Sect. 7(ii). 
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Instantaneous total values «s it h 

Steady (d.c.) values £50 -Etc Ii« 

Instantaneous varying values «b ' n 

Varying (a.c.) values (r.m.s.) 

Supply voltages Ei,i E^c 

For definitions of symbols refer to the list in Chapter 38 Sect. 6. 

In norma! operation each of the voltages and currents is made up of a steady and 
a varying component : 

ti — I bo + in 

= E^o + y (7) 

Eqn. (4) may therefore be extended in the form 

diho + U) = - diEi, + e,) + g„d(E,, + e,). 

But the differentials of constants are zero, and the relation between rhe varying com- 
ponents may be expressed in the form 

.•^ = f£ 4- (8) 

or = '.^±±^ . (9) 

This only holds under the condition that ft, gm and are constant over the operating 
region. 

(ii) Resistance load 

If there is a resistance load (R j) in the plate circuit, 

et + ej^ = (10) 
where e i[ is the instantaneous total voltage across R ^. 
Breaking down into steady and varying components, 

+ + + «i) = (in 
where is the instantaneous varying voltage across Rjj 
and Ex^\s the steady (d.c.) voltage across i?^. 

Under steady conditions = = 0, and therefore 
Now, by Ohm's Law, Ei = ItRi 

Therefore = E,,-E, ^2) 

Eqn. (12) represents a straight line on the plate characteristics, passing through the 
points 

Et = Eti,, Ii = 0 and Ei = 0, /s = Ea/Ru 
in other words, the leadline. 

The quiescent operating point must satisfy both the equation for the valve charac- 
teristics (1) and that for the loadline (12), therefore 

P(.ei + t^e, + e,) = ^" ~ (13) 

Under varying conditions, neglecting steady components, we may derive from 
equation (11) the relation 

+ e, = 0 

i.e. e, = -ej. (14) 

Also e £ = i,Rj^ by Ohm's Law, 
Therefore e„ = (15) 
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Substituting this value of in equation (9) we obtain 



i.e. = (16) 

which is a fundamentally important relation but which holds only in the region where 
li, gm and Tp are constant. 

Substituting — (eqn. 14) in place of e, in equation (9) we obtain, for the valve 
alone, 

i.e. Bj, = ixe, -- ij, r„ (17) 

which is the basis of the constant voltage generator equivalent circuit as in 
Sect. 7(i). 

Eqn. (17) may be put into the form 

ej, = r^(£„e, - i„). (18) 
This voltage e across the valve and the load can be developed by means of a current 
^„ « „> passed through r , in the opposite directior? to i„ so that the total current through 
rp is (.gm — ip)- Eqn. (18) is the basis of the constant current equivalent 
circuit as in Sect. 7(ii). 

The voltage gain (A) of an amplitying stage with a load resistance i?£ is 



A = 







ipR L 1 


I^Rl 






e, il 


rp + Rl 



When the load is an impedance Zj,, the voltage gain may be shown to be 

A ' 









Tp + 2i 




1 + TplZ.^ 



where and Z are complex values (see Chapter 6). 
Vi Zj ^ i?^ + jXjj the scalar value of A is given by 



The voltage gain may also be put into the alternative form 



gm 



(19) 
(20) 

(21) 

^22) 
(23) 



(iii) Power and efficiency 

When the operation of a valve as a Class A, amplifier is perfectly linear we may 
derive* the following : — 
Zero-Signal : 



Plate CTirrent 








Power input from plate supply 




= Ebb 


Ibo- 


D.C. power absorbed in load 


Pa. 




R L ~ Elc Ibo 


Quiescent plate dissipation 


Pp. 


= 


J bo- 


But 


Eli 


= Ebo 


+ El„. 


Therefore 


Pti 


= Eto 


lb, + El, Ibo- 






— Ppo 


+ Pdc- 



Signal Condition : 

Average value of total input = Pa — E it I bo (25) 
which is constant irrespective of the signal voltage. 

•After book by M.I.T. Staff " AppUed Electronics " (John WUey & Sons Inc. New York, 1943) 
pp. 419-425. 
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Power absorbed by load = P ^ 
J o 

J O 



(26) 



2)7 



i.e. = 



where P„ 



•2i7 1 

h,'Rj_d(wt) + 2; 

o 

+ 0 + 

J'.ic + Pa. 
*27r 

0 

r2n 



C2n 1 



1 



1 



Plate dissipation P„ = x- 



£5! jrf(a)t) 



j,;''i«id(wO (27) 

(28) 
(29) 

(30) 



From eqns. (28) and (29) it will be seen that the power absorbed by the load increases 
when the signal voltage increases, but the power input remains steady ; the plate 
dissipation therefore decreases as the power output increases, 

i.e. Pp = P,„-P[^ (31) 
from {2f>\ (28) = E^Jto - E ,_Jto - Pa. (32) 

= Eyu^bo P ai: 

— Pqio Pad (33) 

where Pj,^ = E,oh<.- 

That is to say, the plate dissipation (P„) is equal to the apparent d.c. power input 
to the valve iPp„) minus the a.c. power output. 

power output 



The plate efficiency 17 ^ = 



d.c. power input 

P ac 



(34) 



For non- linear operation 



Eili 



(35) 



With sinusoidal grid excitation, linear Class Ai valve operation and resistive load, 
P., = EJ, = 

Applying equation (16), 

Differentiating with respect to i? ^ and equating to zero in order to find the condition 
for maximum power output. 



dP„ 
dR, 



i.e. when (r^ + jRJ" -2i?j.(r„ + R j) =0 

or when Rj^=r^ 
and the maximum power output is 



(37) 
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= (38) 

The factor fi.gn is a figure of merit for power triodes. 

If the load is an impedance (Z^ = iJ^ -|- /X^) the condition for maximum power 
output is when 

i?i = Vr„» -f (39) 
In the general case, with a resistive load, the power output is given by eqn. (36) which 
may be put into the form 

'■fie. • 



i~"r F (40) 

URJr^, = 2, the loss of power below the maximum is only 11%, while if RJr^ = 4 
the loss of power is 36%, so that " matching " of the load is not at all critical. 

The treatment above is correct for both triodes and pentodes provided that both 
are operated completely within the linear region, that is with limited grid swing. A 
pentode is normally operated with a load resistance much less than the plate resistance 
on account of the flattening of the output voltage characteristic which would other- 
wise occur at low plate voltages. 

This subject is considered further in Chapter 13, under practical instead of imder 
ideal conditions. 

(iv) Series expansion ; resistance load 

Except in eqn. (1), which is perfectly general, certain assumptions have been made 
regarding linearity and the constancy of g„ and which restrict the use of the 
equations. If it is desired to consider the effects of non-linearity in causing distortion 
in amplifiers and in producing detection or demodulation, it is necessary to adopt a 
different approach. 

The varying component of the plate current of a valve may be expressed in the 
form of a series expansion : 

ij, = a^e -)- a^'^ -f- a^e^ + Uje* -I- . . . (41) 
This form may be derived* from eqn. (1), and it may be shown that 

ai = (42) 

r, + /?i 

a,= -^J^lz^^ (43) 



2(r, 4- /fj,)' de 



6(r, 



(2r, - RM -r, (r, + J?^) 



(44) 



If n is assumed to be constant (this is only approximately true for triodes and not 
for pentodes) 

e = c, + — 

where »p = instantaneous value of plate excitation voltage. (Normally for an amplifier 

Dp = 0 and e = eg). 

The value of dr^/dei may be determined by plotting a curve of versus for the 
given operating bias, and drawing a tangent at the point of operating plate voltage. 
The value of d^Vp/dei- may be determined by plotting a curve of dr„ versus 5ej and 
treating in a similar manner. 

The higher terms in the series expansion (41) diminish in value fairly rapidly, 
so that a reasonably high accuracy is obtained with three terms if the valve is being 
used as an amplifier under normal conditions with low distortion. 

•Rdch, H J. " Theory and Applications of Electron Tubes " (2nd edit.). McGraw-Hill, New- 
York and London, 1944), pp. 74-77. 
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The first term UiC = i^e/ir^ + Ri) is similar to eqn. (16) above, which was re- 
garded as approximately correct for small voltage inputs ; that is to say for negligible 
distortion. 

The first and second terms 

express the plate current of a " square law detector " which is closely approached 
by a triode operating as a grid or plate (" anode-bend ") detector with limited ex- 
citation voltage. 

The second and higher terms are associated with the production of components 
of alternating plate current having frequencies differing from that of the applied 
signal — i.e. harmonics and (if more than one signal frequency is applied) intermodula- 
tion frequencies. 

For example, with a single frequency input, 

e = E„ sin ait (45) 

Therefore 

= £„2 sia2 „j ^ ^_g^2 _ cos 2 cut (46) 

and 

= iEm' sin a,t - iE„' sin 3a>t. (47) 
The second term (e^) includes a d.c. component (iE„^) and a second harmonic com- 
ponent. The third term includes a fundamental frequency component dEm^ sin a>t) 
and a third harmonic component. 

If the input voltage contains two frequencies (A and /a) it may be shown that the 
second term of eqn. (41) produces 
a d.c, component 
a fundamental A component 
a second harmonic of A 
a fundamental /j component 
a second harmonic of 

a difference frequency component (/i — /a) 
a sum frequency component (/i + A) 

The third term of equation (41) produces 
a fundamental fi component 
a third harmonic of /i 
a fundamental /a component 
a third harmonic of /a 
a difference frequency component (2/i — /a) 
a difference frequency component (2/2 — A) 
a sum frequency component (2/^ -I-/2) 
a sum frequency component (2/2 +/i) 

In the case of an A-M mixer valve, f 2 may be the signal frequency and A the oscillator 
frequency. The normal i-f output frequency is (A — /a) while there are spurious 
output frequencies of (A +/a), (2/^ +/a), (2/a + fd, (2/, - /a) and (2/, - A). 
Even though no oscillator harmonics are injected into the mixer, components with 
frequencies (2A + A) and (2A — A) are present in the output, thus demonstrating 
mixing at a harmonic of the oscillator frequency. 

If the input voltage contains more than two frequencies, or if the terms higher 
than the third are appreciable, there will be greater numbers of frequencies in the 
output. The effect of this on distortion is treated in Chapter 14. 

It may be shown that the effect of the load resistance, particularly when it is greater 
than the plate resistance, is to decrease the ratio of the harmonics and of the inter- 
modulation components to the fundamental. This confirms the graphical treatment 
in Chapter 12. 
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(v) Series expansion : general case 

The more general case of a series expansion for an impedance load and variable n 
has been developed by Llewellyn* and the most important results are given in most 
text books.f 

(vi) The equivalent plate circuit tlieorem 

It was shown above (eqn. 41) that the plate current may be expressed in the form 
of a series expansion. If the distortion is very low, as may be achieved with low input 
voltage and high load impedance, sufficient accuracy may be obtained by making 
use of only the first term in the equation, i.e. 

(48) 



where e = e, (for amplifier use) 

and = impedance of the plate load at the frequency of the applied voltage. 

For amplifier use this may be put into the form 

/. = (49) 

This is the same as eqn. (16), except that Rj^ has been replaced by Z^. 

This is the basis of the Equivalent Plate Circuit Theorem which states t 'that 
the a.c. components of the currents and voltages in the plate (load) circuit 
of a valve may be determined from an equivalent plate circuit in one of two forms — 

(1) a fictitious constant-voltage generator (/i£») in series with the plate resistance 
of the valve, or 

(2) a fictitious constant-current generator (/ — gJB,^ in parallel with the plate 
resistance of the valve. 

These are applied in Sect. 7 of this chapter. 

If a distortionless Class A amplifier or its equivalent circuit is excited with an alter- 
nating grid voltage, the a.c. power in the load resistor Rj^ (i.e. the output power) is 
// Rj^. 

The d.c. input from the plate supply to the valve and load (in the actual case) is 
Pa = hoEiib- Under ideal Class Aj conditions the d.c. current /»„ remains con- 
stant, since the a.c. current is symmetrical and has no d.c. component. 

Now the a.c. power input from the generator is 

P, = fi£,/, (50) 

^« = (r.-ffe 
Therefore iiE, = r^/j, + RiJti 

and = l^E,I^ = r,/," + RJv^. (51) 

In this equation 

Pg = a.c. power input from generator 
rj/j," = a.c. .power heating plate 
Rilf^ — a.c. power output = P„c- 
The a.c. power P, can only come from the d.c. power dissipated in the valve, 
which decreases to the lower value P, when the grid is excited. 
Thfc total plate dissipation (P,) is therefore 

Pv = Pvo - P, + rj,^ (52) 
where = d.c. plate dissipation. 
This may be put into the form 

Pp — Ppo {Pg ^v^v^) 

— p — p (53) 
where P,, = =°(V, - r ,//) = a.c. power output. 

•Llewellyn, F. B. Bel] System Technical Journal, 5 (1926) 433. 

tsuch as Reich, H. J. " Theory and Application of Electron Tubes, p. 75. ... „ 
ifor a completely general definition see Reich, H. J. (letter) " The equivalent plate cxicmt theorem, 
Proc. I.R.E. 33.2 (Feb., 1945) 136. 
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The statement may therefore be made, that the plate dissipation is equal to the d.c. 
plate dissipation minus the a.c. power output. 

A more general statement covering all types of valve amplifiers and oscillators is 
that the plate input power is equal to the plate dissipation plus the power output. 

This analysiSj based on the eqmvalent pl?te circuit, reaches a conclusion in eqn. (46) 
which is identical with eqn. (33) derived from a direct mathematical approach. It is, 
however, helpful in clarifying the conditions of operation of a distortionless Class Aj 
amplifier. 

The preceding treatment only applies to amplifiers (e = e„ in eqn. 41), but it 
may be extended to cover cases where the load impedance contains other e.m.f's, 
by using the principle of superposition — see Chapter 4 Sect. 7(viii). 

It is possible to adopt a somewhat similar procedure to develop the Eqmvalent 
Grid Circuit, or that for any other electrode in a multi-electrode valve. 



(vii) Dynamic load line — general case 

If the a.c. plate current is sinusoidal, 
iv = Ivm sin ait 
and — — I^„\Z^\ sin (tat + 9) 

where 6 = tan ~i J^^/i?^. 

From this it is possible to derive* 

e^^ + 2eJ^R^ + i,^\Z = I,^''XjJ- (54) 
which is the equation of an ellipse with its centre at the operating point, this being 
the dynamic path of operation. 



(viii) Valve networks ; general case 

The ordinary treatment of a valve and its circuit — the Equivalent Plate Circuit 
Theorem in particular — is a fairly satisfactory approximation for triodes or even 
pentodes up to frequencies at which transit-time effects become appreciable. If it 
is desired to calculate, to a higher degree of precision, the operation of a valve in a 
circuit, particularly at high frequencies, a very satisfactory approach is the preparation 
of an equivalent network which takes into account all the known characteristics. 
This method has been described^ in considerable detail, and those who are interested 
are referred to the original article. 



(ix) Valve coefficients as partial differentials 

Valve coefficients, as well as other allied characteristics, may be expressed as partial 
differential coefficients — see Chapter 6 Sect. 7(ii). 

Partial differential coefficients, designated in the form ^ are used in consider- 

Ox 

ing the relationship between two of the variables in systems of three variables, when 

the third is held constant. 

ov dy 
" ~ " is equivalent to " ~ (z constant) " when there are three variables, x, y 
OX dx 

and z. Partial differentials are therefore particularly valuable in representing valve 

coefficients. 

Let e„ = a.c. component of plate voltage, 

e„ = a.c. component of grid voltage, 

and !p = a.c. component of plate current. 

(These may also be used with screen-grid or pentode valves provided that the screen 
voltage is maintained constant, and is completely by-passed for a.c). 



•Reich, H. J. " Theory and application of electron tubes " (2nd edit.), p. 99. . 

fLleweilyn, F. B. and L. C. Peterson " Vacuum tube networks," Proc. I.R.B. 32.3 (March, 1944), 144. 
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Then n 



(?„ = constant). 



S m 



or more completely _ \ , 
(fij, = constant). 



de, 

{e, = constant), 

01, 



(55) 

(56) 
(57) 



or more correctly* + 



1 



In a corresponding manner the gain {A) and load resistance (i?/,) of a resistance- 
loaded amplifier may be given in the form of total differentials — 



de, 



and 



R, 



di„ 



(58) 
(59) 



Particular care should be taken with the signs in all cases, since otherwise serious 
errors may be introduced in certain calcvilations. 



(x) Valve characteristics at low plate currents 

In the case of diodes and diode-connected triodes at very low plate currents (from 
1 to about 100 microamperes) an increment of plate voltage of about 0-21 volt pro- 
duces a 10-fold increase of plate current. If the logio of current is plotted against 
plate voltage, the result should approximate to a straight line with a slope of l/0-2h 

In the case of triodes operating as triodes the relationship of plate current to grid- 
cathode voltage is still approximately togarithmic, up to a value of plate current which 
varies from type to type, but the slope of the curve is decreased by the plate-grid 
voltage. The decrease in slope is approximately proportional to the grid bias and 
therefore to 1/ times the plate voltage. The curve at a given plate voltage is, in 
general, steeper for a high-mu than for a low-mu triode. Over the region in which 
the logarithmic relationship holds, the mutual conductance is proportional to the 
plate current. For a given plate voltage and plate current, the ^„ in the low-current 
region is greater for high-mu than for low-mu triodes, regardless of ratings. Also, 
for a given triode at a given plate current, is greater than at lower plate voltages. 
Maximimi voltage gain in a d-c amplifier is obtained if the valve is operated at as 
low a plate voltage as possible, and at a plate current coirespondine to the top of the 
straight portion of the characteristic when logj, of current is plotted against the grid 
voltage. 

With pentodes at low plate ciu-rents, the maximum gain is obtained when the screen 
voltage is as low as is permissible without restilting in the flow of positive grid current. 

Reference A12 pp. 414-418. 



•The simple inversion of partial differentials cannot always be justified. 

t/4 is a complex quantity which represents not only the numerical value of the stage gain but also 
the phase angle between the input and output voltages. The vertical bars situated one on each side 
of X and its equivalent indicate that the numerical value only is being considered. 
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(i) Fundamental physical properties 

The characteristics and operation of a high vacuum oxide-coated cathode- or 
filament-type valve under normal conditions of operation, initially and throughout 
life, are determined primarily by the following fundamental general physical proper- 
ties - 

(a) the vacuum within the envelope surrounding the cathode and electrode struc- 
ture. 

(b) the total available cathode emission and uniformity of activation of the 
cathode surface. 

(c) the geometrical configuration of the electrode system. 

(d) the electrode contact potentials with respect to the cathode. 

(e) primary and secondary emission from electrodes, other than the cathode. 

(f) the iaterelectrode admittances. 

(g) the stability of the electrical characteristics. 

(h) the stability, robustness and durability of the mechanical construction. 
0) the external size and shape, and the system of electrode comiections. 

The maintenance of a satisfactory vacuum under maximum rating conditions and 
continued operation, together with the availability of an adequate cathode emission 
under all prescribed electrode conditions and normal variations of heater/filament 
power, are essential to the fimdamental operation of a valve, since an activated cathode 
surface requires a certain degree of vacuum to be maintained for its emissive properties 
to remain unimpaired, while the emission available from the cathode must always be 
sufficient to supply the total peak and average space currents required. 

At the same time, it is necessary that the cathode surface be uniformly activated 
over the regions from which emission current is supplied, since the parameter trans- 
conductance is directly proportional to the activated cathode area. 

The electrode geometry determines the electrical static and dynamic character- 
istics, within the limitations imposed by the available cathode emission, to the extent 
to which the emission is incompletely space charge limited and the capacity of the 
gettering to maintain a satisfactory vacuum. 

Electrode contact potentials and electrode primary and secondary emission 

depend upon the electro-chemical condition of the electrode surfaces. This is dctw- 
mined usually by the extent to which contamination of these surfaces has occurred 
during manufacture or operation, due to the deposition of active material from the 
cathode or getter. Contact potential is of importance in the case of a low- or zero- 
voltage electrode since it may contribute a sufficiently large fraction of the total 
electrode voltage to modify significantly the characteristics determined by the electrode 
geometry and apphed electrode voltages alone. 

Primary and secondary electrode emission may occur if electrode temperatures 
become sufficiently high and the deposited films of active material in combination 
with the electrode material have a low work function. The effect on operation of 
primary or secondary electrode emission depends on the value of resistance in series 
with the emitting electrode. 

The interelectrode short-circuit admittan<;es are determined both by the 
geometry of the electrode construction, the d.c. and r-f properties of the insulation 
supporting the electrode system and electrode connections, and the frequency and 
conditions of operation. The susceptive components are dependent mainly on the 
interelectrode and lead capacitances and inductances. The conductive components 
are due to transit-time effects and the interelectrode resistances which are determined 
mainly by the d.c. resistance of the interelectrode insulation, but may also include a 
frequency-dependent component. The d.c. insulation resistance is determined by 
the surface condition of the electrode supports (mica, glass, ceramic), the extent to 
which contamination of these surfaces has occurred, and also by leakage between 
electrode leads within the base or between base pins due to leakage over or through 
the base material. A high value of interelectrode resistance is required throughout 
the life of a valve in order to avoid — 
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(1) uncontrolled changes in electrode voltages supplied through series resistive 
circuits from the electrode voltage source, due to.the flow of leakage conduction currents 
through or across the interelectrode insulation from higher to lower voltage electrodes 
and thence through the externally connected circuits to the negative terminal of the 
electrode voltage supply. This characteristic is particularly important, e.g., in the case 
of negatively biased control grids which obtain their bias through a high value of grid 
resistor, and power dissipating electrodes which obtain their voltages through high 
resistance series dropping resistors. 

(2) noisy operation due to intermittent conduction under the conditions described 
in (1). 

(3) lowering the resistive component of the interelectrode admittances and thus 
increasing the damping by the valve on resonant circuits connected between electrodes, 
either directly or as a result of increased " Miller Effect ". 

The interelectrode r-f resistance must also be high throughout the life of the 
valve up to all normal frequencies of operation, in order to avoid damping high 
impedance resonant circuits connected between electrodes. In general, it is determined 
by the r-f properties of — 

(a) the interelectrode insulation, 

(b) films of active material deposited on the interelectrode insulation, 

(c) the base material. 

The stability of the electrical characteristics depends on the goodness of the 
vacuum and its maintenance, stable emission from a properly and uniformly activated 
cathode surface, stable electro-chemical siurface conditions, high interelectrode 
resistance, and the mechanical stability of the electrode structure. Variations of any 
of these characteristics throughout life produce changes in the valve parameters and, 
through them, changes in circuit performance. 

Two types of instability of electrical characteristics occur ; initial instability which 
is sometimes experienced early in life due to incomplete or unsatisfactory processing, 
and the normal gradual deterioration of characteristics dependent on emission, which 
continues until the valve is no longer serviceable. Generally, the ultimate electrical 
life of a valve which has been properly exhausted, which has a properly activated 
cathode and which has been operated within its maximum ratings, depends mainly on 
the cathode current at which it has been operated and the abihty of the getter to prevent 
deterioration of the vacuum and consequent " poisoning " of the cathode emission, 
by absorbing the gases produced in the cathode coating during operation, and also 
the gases released from the electrodes, the walls of the envelope and other parts of the 
internal construction during storage, and throughout life. 

The stability, robustness and durability of the mechanical construction in 
general determine the ultimate reliability and effective life of a valve, also the extent to 
which electrical performance is affected by conditions of vibration or mechanical shock 
under which it may be transported or operated and the ability of the construction to 
withstand such conditions without mechanical failure. 

(ii) Basic functional characteristics 

Space current — When the cathode surface is raised to its normal emitting tempera- 
ture, by supplying the required power to the filament or heater, and suitable voltages 
are applied to the other electrodes, an electron space current flows from the cathode 
emitting surface to the electrode system, its value depending on the electrode geometry 
and the combined effect of the electrode voltages acting in the plane(s) of the control 
electrode(s). 

For electrode systems consisting of an inner control electrode adjacent to the cathode 
and one or more outer electrodes, providing that a virtual cathode is not formed between 
the control electrode and the outermost electrode, the total space current from the 
cathode may be expressed, generally, to a good approximation by the following 
equation — • 
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where t, = total cathode space current, 
« ci = voltage of the first electrode, 
ei = contact potential of the first electrode, 

etc. = voltages of the successive outer electrodes, 
e J = voltage of the outer plate current collecting electrode, 
Mi- J = amplification factor of the first electrode with respect to the second 
electrode. 

Hi- 3 = amplification factor of the first electrode with respect to the third electrode. 
Hi- I, = amplification factor of the first electrode with respect to the outermost 
electrode, 

and G = perveance of the cathode-control-electrode region 

- — . „ , cathode area 

2 33 X 1 0 ~ X ' 

(cathode-to-first-electrode spacing)" 

In eqn. (1), the terms within the brackets represent the effect of the various electrode 
voltages considered as acting in the plane of the first electrode, so that the sum of the 
terms combined represents an " equivalent electrode voltage ". For purposes of space 
current calcination, the factors depending on the geometry of the electrode system 
and on the effect of the electrode voltages may thus be reduced to the perveance of the 
cathode-to-first-electrode space and the equivalent electrode voltage acting in the plane 
of the first electrode, so that the space current equation becomes—- 

i, fa G [equivalent electrode voltage] ^'^ (2) 

The equations for the total cathode current in diodes, triodes, tetrodes and pentodes 
follow directly from eqn. (1). 

In the case of electrode systems having two control electrodes and which operate with 
a virtual cathode before the second control electrode, as in converter and mixer 
valves, the space current cannot be expressed in a simple form. Such systems may 
be regarded as consisting of two separate but related systems, and reduced to equiva- 
lent diodes, with the space current of the outer equivalent diode supplied from, and 
controlled by, the space current of the equivalent diode adjacent to the cathode. 

Generally, it can be stated that whatever the electrode system, the total space 
current from the cathode depends primarily upon the total activated cathode surface 
area, the total available emission, the cathode temperature, the extent of temperature 
and space charge liiriting of emission, the geometry of the electrode system and the 
electrode voltages. 

The distribution of the space current to the various electrodes depends only 
upon electrode geometry, space charge effects and the electrode voltages and, in general, 
caimot be expressed in a simple form. 

In addition to the electron space current from the cathode, there are always some 
positive ions present due initially to the presence of the infinitesimal traces of residual 
gases remaining after the exhausting and gettering processes and, during life, to the 
release of absorbed gases from the surfaces of the electrode structure and envelope 
walls, and the gases produced as a result of physical-chemical changes occurring in the 
cathode coating during the emission processes. The positive ions, so produced, 
flow to the negative voltage electrodes and are prevented from bombarding the cathode 
surface during operation, when space current is flowing, by collision effects and the 
presence of the space charge surrounding the cathode. 

A primary or secondary electron emission current may also flow from the surface of an 
electrode and represents a negative electrode current. Small positive or negative 
leakage conduction currents, due to conducting or semi-conducting leakage paths 
over or through the interelectrode insulation, may also contribute to the electrode 
currents ; their values depend on the voltages of the electrodes concerned, and the 
conducting properties of the contaminated surfaces or insulating material, and often 
on their temperature. When the eff'ects above are present, the total current of an 
electrode is the algebraic sum of the positive and negative components. 

Static Characteristics — The various electrical characteristics, which result from 
the electrode geometry and the application of steady direct voltages only to the 
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electrodes, with the cathode emitting, are termed " static characteristics ". These 
characteristics consist of — 

(a) the voltage-current relationship for each electrode, when constant voltages are 
applied to all remaining electrodes. 

e.g.. Diode, — /(, - E^, 
Triode, — 1 1 — E t,, E ^ constant 

I n ~ E ,1, E b constant 
and similarly in the case of other types. 

(b) the mutual voltage-current relationships between electrodes, when constant 
voltages are applied to all electrodes except the voltage-varying electrode, 
e.g., Triode, — /t —E^ i?;, constant 

Pentode, — 1 1 — E ^ E^,E^^,Ec,^ constant 

/ c3 — £ ,1 E k, E E ^2 constant 

I c2 — E el El, E c3, £ca constant 

and similarly in the case of other types. 

Derived Characteristic Parameters — By considering infinitesimal changes of 

voltage and current of the static characteristics, described under (a) and (b) above, the 

characteristic parameters — amplification factor, transconductance and variational plate 

resistance are obtained, which are related as follows, 

^ Amplification Factor 

Transconductance = — zr, = — : 

Plate Resistance 

These characteristic parameters are derived by the following relations — 

hi 

transconductance =r^r- i E i,, E E constant (3) 
hE 

amplification factor = -i £ c3, -B ta constant (4) 

&E n 

dE 

plate resistance =:-^' ; E ^„ E E ^ constant (5) 
oh 

The ampliiication factor is a function of the electrode geometry only, but becomes also 
dependent on the control grid voltage as the cut-off condition is approached. The 
transconductance, as defined by eqn. (3) may be derived from the general space current 
eqn. (1), and is a function of the electrode geometry, the total cathode space current 
and imiformity of activation of the cathode surface. 

The characteristic parameters normally used to describe the electrode geometry, 
and in terms of which performance is interpreted, are — the amplification factor, 
transconductance of the control grid with respect to the plate and the (a.c.) plate to 
cathode resistance. 

Dynamic Characteristics — By superimposing alternating voltages on the direct 
voltage(s) of the control electrode(s), with suitable impedances in series with the 
output electrode(s), dynamic characteristics are obtained which depend directly on 
the static characteristics and characteristic parameters. These dynamic characteristics 
include rectification, frequency conversion, voltage and power gain, oscillation, and 
impedance transformation characteristics. 

The static characteristics, characteristic parameters and the fundamental properties 
previously described comprise the basic mechanical and electrical characteristics, 
which determine the serviceability and application of a valve and its performance under 
given conditions. 

In order to appreciate the significance and limitations of the various tests, which 
normally are applied to determine the condition of a valve and the probabihty that it 
will continue to operate satisfactorily, the performances and individual tests must be 
properly interpreted in terms of all the relevant characteristics and corresponding 
fundamental physical properties. The manner and extent of the dependence and inter- 
dependence of the various characteristics and fundamental physical properties must also 
be recognized and understood. 
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The important basic functional characteristics, together with the funda- 
mental physical properties on which they depend, are''shown in the following 
tabulation : 



GENERAL PHYSICAL 
PROPERTIES 
1 . Mechanical 

Size, shape and material of external con- 
struction 



System of electrode connections 
Stability, robustness and durability of 
mechanical construction 



2. Electrical 

Interelectrode resistance 



Vacuum 

Cathode emission 

Uniformity of cathode activation 



Electrode geometry 



Electrode contact potentials 
Primary and secondary emission 
Stability of electrical characteristics 



RELATED FUNCTIONAL 
CHARACTERISTICS 

Physical dimensions 
Type of envelope 
Type of base 
Type of top cap 

Base pin and top cap cormections 
Ruggedness of envelope, basing and 

internal electrode structure 
Microphony 
Noise 

D.C. interelectrode insulation resistance 
R-F interelectrode insulation resistance 
Noise 

Gas pressure within the envelope* 
Total available peak cathode current* 
Total available average cathode current* 
Transconductance or dyr amic perform- 
ance characteristic at reduced heater/ 
filament voltage* 
Electrode currents* 
Interelectrode transconductances* 
Interelectrode mu factors* 
Interelectrode variational resistances* 
Interelectrode capacitances 
\ Modify characteristics dependent upon 
J electrode geometry (see above) 
Affect all electrical characteristics. 



(iii) Fundamental characteristic tests 

The characteristic tests which are of fundamental importance in specifying the 
performance and determining the condition, acceptability and usability of an oxide- 
coated cathode- or filament-type valve, are as follows : 

(a) Tests common to all valve types 

Visual inspection of internal and external construction, and finish. 

Maximum overall length. 

Maximum diameter. 

Interelectrode short-circuits. 

Electrode continuity (open-circuits). 

Interelectrode insulation resistance (d.c.).* 

Heater/ filament power.* 

Heater/cathode leakage.* 

Emission or emission-dependent dynamic test.* 

Interelectrode capacitances.* 

(b) Tests common to all types except diodes* 

Reverse grid current (gas, leakage, grid emission). 
f Control grid current commencement potential, or 
\ Positive control grid current. 
Electrode currents (d.c). 
Electrode current (d.c.) cut-off. 



♦Under specified operating conditions. 
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Transconductance (see Ref. 47). 
Amplification factor. 
Plate resistance. 
Noise (a-f and/or r-f). 
Microphony. 

(c) Tests common to diodes only* 
Signal diodes 

Power diodes 

(d) Dynamic performance tests* 
Signal diodes 
Power diodes 
A-F amplifiers 
R-F and I-F amplifiers 
Converters 



Power output types 



Plate current commencement or zero 

signal plate current. 
Back emission. 

Rect'ficacion (operation) 
Rectification (operation) 
A.C. amplification 
Stage gain. 

Conversion stage gain or conversion 
tran sconductance 
and 

Oscillator transconductance or oscillator 

grid current. 
Power output. 

(e) Dynamic performance tests at reduced heater/filament voltage* 

Djmamic performance tests are also performed at reduced filament/heater voltages 
during manufacture, in order to control initial characteristics and performance, and 
also to provide a manufacturing process control of the uniformity of activation of the 
emitting surface. In some cases, with the reduction of filament/cathode temperature, 
changes occur in contact potential and/or reverse grid current, which make the 
normal-voltage tests ineffective or unsatisfactory as a control of activation, depending 
on the conditions of operation. In such cases a transconductance test is normally used 
instead. 

Notwithstanding the control exercised by such tests over initial characteristics and 
performance, it is a very difficult manufacturing problem to avoid the wide variations 
and deterioration of characteristics which often occur under conditions of reduced 
filament/heater operation throughout life although the characteristics at normal fila- 
ment/heater voltage may be satisfactory. For this reason, and also as performance 
may be critically dependent on circuit design and electrode supply voltages, particu- 
larly the operation of the oscillator circuits of a converter valve and the power output 
and distortion of a power output valve, it is not in general normal practice for valve 
specifications to specify any minimum requirements for characteristics or performance 
at reduced filament/heater voltage diuring life. Reasonable performance at reduced 
filament/heater and electrode voltage conditions is achieved by most manufacturers, 
however, as a result of the pressure of competition combined with the user's demand 
for acceptable performance imder slump voltage conditions. 

Under American practice the reduced heater/filament voltages at which specified 
djmamic performance tests are normally performed during manufacture are as follows : 



0.625 volt types 


0.55 volt 


1 .25 volt types 


1.1 volts 


1.4 volt types 


1.1 volts 


2 volt types 


1.6 or 1.7 volts 


2.5 volt types 


2.2 volts 


6.3 volt types 


5.5 volts 


7.5 volt types 


6.0 volts 


12.6 volt types 


11.0 volts 


19 volt types 


16.5 volts 


25 volt types 


22 volts 


26.5 volt types 


23.5 volts 



•Under specified operating conditions. 
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32 
35 
45 
50 
117 



volt types 
volt types 
volt types 
volt types 
volt types 



28.5 volts 

31.0 volts 

40 volts 

44 volts 

100 volts 



(iv) Valve ratings and their limiting effect on operation 

(A) Limiting ratings 

In order to assist the designer to obtain the maximvun service from a given valve 
type, within the Umits of safe operation, in the various applications in which it may be 
used, the limiting conditions under which the type can be operated without impairing 
its performance and normal life are usually specified by the valve manufacturer in the 
form of maximum (or minimum) ratings for relevant basic characteristics which may 
only be exceeded at the user's risk. These ratings, unless otherwise stated, apply 
to valves having bogie values of characteristics. It is therefore the responsibility of 
the equipment designer to see that a bogie valve will not exceed any of its ratings. 

Maximum ratings are established on the basis of life tests and operating performance. 
It is a matter of experience that when one or more ratings are exceeded for any 
appreciable time, depending on the period and the extent of the overload, the particular 
rating exceeded and the capability of the type to withstand such overload, the service- 
ability of the particular valve may be impaired, its life may be shortened or its per- 
formance may be unsatisfactory. 

Maximum ratings usually are specified only for those characteristics which normally 
determine the hmits of safe operation in the intended applications for which a particu- 
lar type has been designed. Generally, the Umits of safe operation for any application 
may be prescribed completely by specifying the maximum ratings for the electrode 
voltages, peak inverse voltage in the case of rectifiers, electrode dissipations and the 
maximum peak and average total cathode current. 

In the case of high transconductance and power output types it is necessary, in 
addition, to limit the maximum value of resistance which may be used between the 
negative control grid and cathode, in order to avoid either excessive variation of circuit 
performance, excessive space current or excessive electrode dissipations due to reverse 
grid current. Maximum ratings, in general, can only be determined satisfactorily by 
extensive life tests. 

(B) Characteristics usually rated 

The characteristics of individual types for which ratings are required to specify 
performance are as follows : 

(a) General mechanical ratings (common to all types) 
Maximvun overall length. 

Maximum seated height. 
Maximum diameter. 

Dimensions and locations of top caps, bases and base pins. 
Materials and design of external construction. 

(b) General electrical ratings common to all types 



Heater/filament voltage (a.c. or d.c.) 
Heater/ filament current (a.c. or d.c.) 
Heater to cathode voltage (d.c.) 
Control grid circuit resistance 
Interelectrode capacitances — 



Nature of rating 

nominal 
nominal 



maximum 



maxmium 



control grid to plate capacitance 
all other capacitances (single unit) 
capacitances between electrodes of multiple units 



maximtim 
nominal 
nominal or 



maximum 



76 (iv) VALVE RATINGS -. LIMITING EFFECT ON OPERATION 3.1 



(c) Specific additional electrical ratings applied to particular types 



Type 

Diodes 



Triodes 



Application 

Detector 

Power Rectifier 
Voltage amplifier 

Power amplifier 



Pentodes Voltage amplifier 



Power amplifier 



Converters Frequency converter 



Fundamental rating Nature of 
rating 

Average (d.c.) plate current per Maximum 
plate 

Peak plate current per plate Maximum 

Peak inverse plate voltage Maximum 
Average (d.c.) plate current per Maximum 
plate 

Peak plate current per plate Maximum 

Plate Voltage Maximirai 

Plate dissipation Maximum 

Grid voltage — negative Maximum 

positive Maximum 

Cathode current (d.c.) Maximum 

Plate voltage Maximum 

Plate dissipation Maximum 

Grid voltage — negative Maximum 

positive Maximum 

Grid dissipation** Maximum 

Cathode current (d.c.) Maximum 

Cathode current (peak)* Maximum 

Plate voltage Maximum 

Screen voltage Maximum 

Screen supply voltage Maximum 

Grid voltage — negative Maximum 

positive Maximum 

Plate dissipation Maximum 

Screen dissipation Maximum 

Cathode current (d.c.) Maximum 

Plate voltage Maximum 

Screen voltage Maximum 

Grid voltage — negative Maximum 

positive Maximum 

Plate dissipation Maximum 

Screen dissipation Maximum 

Grid dissipation** Maximum 

Cathode current (d.c.) Maximum 

Cathode current (peak)* Maximum 

Mixer plate voltage Maximum 

Alixer screen voltage Maximum 
Mixer screen supply voltage Maximtmi 

Oscillator plate voltage Maximum 
Oscillator plate supply voltage Maximum 
Mixer signal grid voltage — 

positive Maximum 

negative Maximum 

Mixer plate dissipation Maximum 

Mixer screen dissipation Maximum 

Oscillator plate dissipation Maximiun 
Cathode cxirrent (d.c.)t — 

mixer Maximum 

oscillator Maximum 



•Power amplifier types only, for other than Class A operation. 
**For operation in the positive grid current region. 

tin converters of the 6SA7, 6BE6 class having no separate oscillator positive electrode, the total cathode 
current is the fundamental rating. "iw*. 
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Notwithstanding the ratings shown against each type, the actual ratings of an indi- 
vidual type depend entirely on its intended applications and may not include all those 
listed. The absence of a rating for a particular characteristic may be taken to indicate 
either that it has not previously been necessary to specify a rating for this characteristic, 
or that the type in question was not intended originally for this application and has not 
been processed accordingly. In the latter case, operation may not be satisfactory, and 
reference should be made to the valve manufacturer for specific information. 

(C) Rating systems 

Valves are rated by either of two systems — the " absolute maximum " system, or the 
" design-centre maximum " system. The absolute maximum system originated in the 
early days of valve development and was based on the voltage characteristics of battery 
supplies. Battery voltages could fall below their nominal values but seldom appreciably 
exceeded them, so that valve maximum ratings set on the basis of specified battery 
voltages were absolute maximum ratings. This system is Still widely used by British 
and European valve manufacturers and is the system of ratings used in the British 
Services' Electronic Valve Specification KlOOl and the U.S.A. Services' Specification 
for Electron Tubes, JAN-IA (Ref. S2). With the introduction of power line and 
car-radio operated receivers and the tendency of many designers to interpret absolute 
maximum ratings as nominal values, it became necessary to re-rate valves according to 
a system in which allowance was made in the ratings for the variations which occur 
under both conditions of operation. Accordingly, the design-centre system was 
adopted in U.S.A. by the Radio Manufacturers Association in 1939 for the rating of 
receiving valves and since then has become the standard system for rating most 
receiver types of American design, manufactured both in U.S.A. and elsewhere. 

With either system, each maximimi rating for a given valve type must be considered 
in relation to all other maximum ratings for that type, so that no one maximum rating 
will be exceeded in utilizing any other maximum rating. 

Thus it will often happen that one rating alone will determine the limiting operating 
conditions while other characteristics are below their maximum ratings. 

(D) Interpretation of maximum ratings 

In the absolute maximum or " absolute " system (except for filament or heater 
voltage) the maximum ratings are limiting values above which the serviceability of the 
valve may be impaired from the viewpoint of life and satisfactor)- performance. 
Therefore, in order not to exceed these absolute ratings, the equipment designer 
has the responsibility of determining an average design value for each rating below 
the absolute value of that rating by an amount such that the absolute values will 
never be exceeded under any usual condition of supply-voltage variation, load varia- 
tion, or manufacturing variation in the equipment itself. 

The equipment should be designed to operate the filament or heater of each valve 
type at rated normal value for full-load operating conditions imder average voltage- 
supply conditions. Variations from this normal value due to voltage-supply fluctuation 
or other causes, should not exceed ± 5 per cent, unless otherwise specified by the 
valve manufacturer. 

Under the " British Standard Code of Practice " B.S.I 106, 1943 (Ref. 49) and the 
British Radio Valve Manufacturers' Association's publication " Radio Valve Practice," 
August, 1948 (Ref. 48), recommended British practice is that in general it is not 
permissible that the heater voltage should vary more than 7 per cent, from the rated 
value. 

It is a matter of experience, however, that the heaters and filaments of most modem 
receiving valve oxide-coated cathode and filament types may be operated at voltages 
whose maximum fluctuations do not exceed ±10 per cent, from their rated values, 
without serious effect on life or marked reduction in performance, provided that the 
maximum ratings of the other electrodes are not exceeded. In cases where the 
heater or filament voltage variations exceed, or are likely to exceed, ± 10 per cent., the 
maximum ratings should be reduced and recoromendations obtained from the valve 
manufacmrer as to the maximum ratings permissible imder the particular conditions. 

In the design-centre maximum or " design-centre " system, the maximum 
ratings are working design-centre maxima. The basic purpose underlying this system 
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is to provide satisfactory average performance in the greatest number of eqtaipments 
on the assumption that they will not be adjusted to local power-supply conditions at 
the time of installadon. Under the design-centre system, ratings are based on the 
normal voltage variations which are representative of those experienced with the three 
important types of power supply commonly in use, namely a.c. and d.c. power lines, 
storage battery with connected charger, and dry batteries, so that satisfactory per- 
formance from valves so rated will ordinarily be obtained in equipment which is so 
designed that the design-centre maximiun ratings are not exceeded at the supply 
design-centre voltage. 

The following interpretation of receiving valve design-centre ratings is based partly 
onR.M.A. (U.S.A.) Standard M8-2 10 entitled " Tube Ratings " (Ref. Sll), and partly 
on established design practice recommended by valve manufacturers. 

1. Cathode 

The heater or filament voltage is rated as a normal value, tmless otherwise stated, so 
that transformers or resistances in the heater or filament circuit should be designed to 
operate the heater or filament at the rated value at the supply design-centre voltages, 
indicated hereimder. Where the permissible heater or filament voltage variations are 
exceeded, or are liable to be exceeded, maximum ratings should be reduced in accord- 
ance with recommendations obtained from the valve manufacturer. 

2. Indirectly-heated and a.c. filament types 

(2.1) A.C. or d.c. power line operation — Maximiun ratings have been chosen 
so that valves will give satisfactory performance at these maximimi ratings in eqtiipment 
operated from power line supplies, the normal voltage of which, including normal 
variations, fall within ±10 per cent, of a specified value. Heaters or filaments as 
well as positive and negative voltage electrodes, unless otherwise specified, may there- 
fore be operated at voltages up to ± 10 per cent, from their rated values, provided that 
at the specified line design-centre voltage the heater or filament is operated at its rated 
voltage and the maximum ratings of plate voltages, screen-supply voltages, electrode 
dissipations, total cathode current and rectifier output currents are not exceeded. 

The prescribed power line voltage variation of ± 10 per cent, is based on surveys 
made in the U.S.A., which have shown that the Une voltages delivered fall within 10 
per cent, of 117 volts, which is taken as the line design-centre voltage in that coimtry. 
In using design-centre ratings with other power line systems elsewhere, it is usually 
satisfactory to regard ±10 per cent, as being representative of the line voltage variation 
likely to be experienced under normal conditions, so that it is then only necessary to 
determine the hne design-centre voltage. In extreme cases, where power line varia- 
tions exceed ±10 per cent., as for example when operation is in remote areas supplied 
by long lines subject to variable and heavy peak loading, adjustment to the equipment 
should be made locally. 

(2.2) Storage battery operatioti — When storage battery equipment is operated 
without a charger, it should be designed so that the heaters or filaments are operated 
at their normal rated values and pubUshed maximum values of plate voltages, screen- 
supply voltages, electrode dissipations, total cathode currents and recufier output 
currents are never exceeded for a terminal voltage at the battery source of 2.0 volts per 
cell. When storage battery equipment is operated with a charger or similar supplies, 
the norma] battery fluctuation may be as much as 35 per cent, or more, which imposes 
severe operating conditions on valves. Under these conditions, the equipment should 
be designed so that the effect of high heater or filament voltages on valve life and per- 
formance (due mainly to excessive reverse grid current) is reduced to a minimum, and 
so that 90 per cent, of the above maximum ratings is never exceeded for a terminal 
voltage at the battery source of 2.2 volts. In both classes of operation, progressively 
reduced and unreliable performance is to be expected as the heater or filament voltage 
falls below 90 per cent, of its rated value and approaches the " slump " value specified 
for the reduced performance tests of the valve test specification, 

(2.3) " B " battery operation— The design-centre voltage for " B " batteries 
supplying positive voltage electrodes is the normal voltage rating of the battery block, 
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such as 45 volts, 90 volts, etc. Equipment should be designed so that under no 
condition of battery voltage will the plate voltages, screen-supply voltages, electrode 
dissipations, or total cathode ciurrents ever exceed the recommended respective maxi- 
mum values specified for each valve type by more than 10 per cent. 

(3) 2.0 Volt battery filament types 

(3.1) Filament — The 2.0 volt battery filament types are designed to be operated 
with 2.0 volts across the filament. In all cases the operating voltage range should be 
maintained within ± 10 per cent, of the rated filament voltage, i.e., within the limits 
of 1.8 to 2.2 vohs. 

(3.2) Positive and negative electrodes — The electrode voltage supplies may be 
obtained from dry-cell batteries, storage batteries or from a power line and should be 
chosen so that the maximum ratines of plate voltages, screen-supply voltages, electrode 
dissipations and total cathode current are not exceeded at the supply design-centre 
voltages specified under 2.3, 2.2 and 2.1. 

(4) 1.4 volt battery valve types 

(4.1) Filament — The filament power supply may be obtained from dry-cell 
batteries, from storage batteries, or from a power line. 

(4.11) Dry-cell battery supply — The filament may be connected either directly 
across a battery rated at a terminal potential of 1.5 volts, or in series with the filamsnts 
of similar valves across a power supply consisting of dry cells in series. In either case, 
the voltage across each 1 .4 volt section of filament should not exceed 1 .6 volts. In ordsr 
to meet the recommended conditions for operating filaments in series it may be neces- 
sary to use shunting resistors across the individual 1 .4 volt sections of filamsnt. 

(4.12) Storage battery supply— The filament may be operated either singly or in 
series with the filaments of similar valves. For such operation in either case, design 
adjustments should be made so that, with valves of rated characteristics, operating 
with all electrode voltages appUed on a normal storage-battery voltage of 2.0 volts per 
cell (without a charger) or 2.2 volts per cell (with a charger), the voltage drop across 
each 1.4 volt section of filament will be maintained within a range of 1.25 to 1.4 volts 
with a nominal centre of 1.3 volts. In order to meet the recommended conditions for 
operating filaments in series it may be necessary to use shunting resistors across the 
individual 1.4 volt sections of filament. 

(4.13) Power line supply — The filament may be operated either singly or in series 
with the filaments of similar valves. For such operation, in either case, design adjust- 
ments should be made so that, with valves having rated characteristics operating with 
all electrode voltages applied and on a line voltage equal to the design-centre voltage, 
the voltage drop across each 1.4 volt section of filament will be maintained within a 
range of 1.25 to 1.4 volts with a nominal centre of 1.3 volts. In order to meet the 
recommended conditions for operating filaments in series, it may be necessary to use 
shunting resistors across the individual 1.4 volt sections of filament. 

(4.2) Positive and negative voltage electrodes— The electrode voltage supplies 
may be obtained from dry-cell batteries, storage batteries, or from a power line. 
For such operation the electrode voltages should be chosen so that the maximum ratings 
of plate voltages, screen-supply voltages, electrode dissipations and total cathode 
currents are not exceeded at the supply design-voltages specified imder 2.3, 2.2 and 2.1 
respectively. 

(5) General (all types) 

(5.1) Screen voltage supply— When the screen voltage is suppUed through a 
screen-dropping resistor, the maximum screen voltage rating may be exceeded 
provided : 

(a) The screen supply voltage does not exceed the maximum plate voltage rating. 

(b) At any signal condition, the average screen dissipation does not exceed the 
maximum rating. 

(c) At the signal condition which results in maximum screen current, the screen 
voltage does not exceed the maximum rating. 

(5.2) Grid voltage limits — Where a grid voltage is specified as " positive bias 
value 0 maximum " or " never positive ", this indicates that grid dissipation is not 
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permitted. In such cases it may be inferred that the grid has not been suitably treated 

to permit dissipation. 

(E) Operating coaditions 

Typical operation — In addition to maximum ratings, information is published 
on. typical operating conditions for most of the various types, when used in particular 
applications. These typical operating conditions are intended to provide guiding infor- 
mation for the use of each type. They must not be considered as ratings, because each 
type can, in general, be used imder any suitable conditions within its rating limitations. 

Datum point for electrode potentials — In published data, it is standard practice 
for the values of grid bias and positive-potential-electrode voltages to be given with 
reference to a specified datum point, as follows : — For types having filaments heated 
with direct current, the negative filament terminal is taken as the datum point to which 
other electrode voltages are referred. For types having filaments heated with alter- 
nating current, the mid-point (i.e., the centre tap on the filament transformer secondary, 
or the mid-point on a resistor shunting the filament) is taken as the datum point. For 
types having equi-potential cathodes (indirectly heated) the cathode is taken as the 
datum point. 

Grid bias for a.c. or d.c. filament excitation — If the filament of any type whose 
data are given for a d.c. filament voltage is to be operated from an a.c. supply, the grid 
bias given for d.c. filament operation should be increased by an amount approximately 
equal to one half the rated filament voltage and be referred to the filament mid-point. 
Conversely, if it is required to use d.c. filament excitation on any filament type whose 
data are given for an a.c. filament voltage, the value of grid bias given should be de- 
creased by an amount approximately equal to one-half the rated filament voltage, and be 
referred to the negative filament terminal, instead of the mid-point as in a.c. operation. 
This rule is only approximate and does not, in general, provide identical currents for 
both types of filament excitation. 

(v) Recommended practice and operation 

The following additional limitations on valve practice and operation are based partly 
on the recommendations of the British Standard Code of Practice (Ref. 49) also on the 
B.V.A. Radio Valve Practice (Ref. 48), and on established design practice. 

(a) Mounting — (1) Unless otherwise stated it is desirable that valves should be 
mounted base down and in a vertical position. Where it is necessary to depart 
from vertical mounting, the plane of the filament of directly heated valves should be 
vertical. Similarly, the plane of the grid side rods (or major axis of the control grid) 
of indirectly heated valves having a high transconductance and/or a long imsupported 
cathode, should be vertical. This reduces the possibility of filament- and cathode-to- 
grid short circuits and microphony in filament valves. 

It is particularly undesirable that valves having high plate dissipation ratings should 
be mounted base upwards without agreement from the valve manufacturer, as this 
method of mounting seriously affects the flow of air around the bulb and may result 
in the limiting temperature being exceeded. 

Depending on the distribution of the bulb temperature, gas may be released from 
the getter deposit vmder these conditions and the vacuum and emission affected. 

(2) It is particularly important that the connections to floating contacts of sockets 
for glass based valves should be as flexible as possible and that the contacts themselves 
should float properly and not become rigidly locked in position. The use of a wiring 
jig, having the nominal specified dimensions for the base type, inserted in the valve 
socket during wiring, is desirable in order to locate the socket contacts correctly, so 
that strain on the base pin seals is minimized when the valve is inserted. Prior to 
insertion, the base pins of miniature valves should be straightened by means of a 
pin-straightener, if misaligned. The pin-straightener may consist simply of a steel 
block drilled with countersunk holes of the correct diameter and location, to slightly 
larger tolerances than those specified for the pins of the base type. For specific 
information and design, reference snould be made to the valve manufacturer. 

(3) It is xmdesirable to use socket contacts as coimecting tags in circuit wiring because 
of circumstances which may arise if the valve is subsequently replaced by another 
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having different or additional pin connections. In particular, contact No. 1 of octal 
sockets should not be used in this connection, as frequently internal base shielding is 
brought out to pin No. 1 of octal-based valves, which should be connected to chassis. 
Furthermore, in glass-based valves the above-mentioned practice may adversely 
affect the valve characteristics by the application of a voltage to pins which are not 
connected to any valve element, but which project into the envelope. 

(4) Valves With rigid pins in glass bases and valves without bases Which have short 
rigid lead-out wires are normally intended to be moimted in sockets, and it is recom- 
mended that such valves should not be soldered directly into the wiring, as such con- 
nections can impose sufficient strain to endanger the seals. 

(5) If valves are to be subjected to continuous vibration, means should be employed 
to damp out such vibration by the use of cushioned valve socket mountings. 

(b) Ventilation 

(1) The layout and design of equipment should afford sufficient ventilation to ensure 
a safe bulb temperature vmder all conditions. As a general guide, the maximum 
temperature of the hottest part of the bulb under operating conditions in the equipment 
should not exceed by more than 20°C. that temperature which would be attained if 
the valve were operated at its maximum ratings imder conditions of free air circulation 
in an ambient temperature of 20 °C. Where exceptional increases of temperature may 
occur (e.g., when valves are used in screening cans or in equipment working in tropical 
conditions) the valve manufacturer should be consulted on each type concerned. 

The present trend in valve design is to reduce dimensions with the object of saving 
space and of improving efBciency at high frequencies, and the extent to which the 
reduction can be made is usually limited by the amount of heat which can be dissipated 
from the exterior surface of the bulb. 

For valves of present day sizes operating at normal temperatures, about half the 
heat is dissipated by convection and half by radiation. It is therefore necessary to allow 
free convection of reasonably cool air past the bulb and free radiation from the surface 
of the bulb to cooler surroundings. 

The increase in the temperature of air in convective cooling is very small and it is 
therefore more important that the flow of air should be copious and unimpeded than 
that it should be particularly cold. No great risk is incurred if the air is slightly warmed 
by passing near other components if this allows it to flow through a less obstructed path. 

In order to improve radiation from a valve, surrovmding surfaces should not be 
polished but should be kept as cool as possible. The temperature of a valve svirrounded 
by a plated shield can, or by components at about its own temperature, may rise 
seriously. 

(2) When valves are mounted in other than upright vertical positions, greater care 
should be taken to ensure that adequate ventilation is provided. 

(3) Adequate ventilation is particularly important in the case of output valves and 
rectifiers. 

(c) Heater-cathode insulation 

(1) It is generally desirable to avoid a large potential difference between heater and 
cathode. This potential should not normally exceed 100 volts except in the case of 
certain indirectly-heated rectifier valves and valves specially designed for a.c./d.c. 
operation. Where a design necessitates higher heater-cathode potentials, a recommenda- 
tion of the maximum permissible value should be obtained from the valve manufac- 
turer. For convenience, the maximum heater-cathode voltage rating is usually given 
as a d.c. value. 

(2) The insulation resistance between the heater and the cathode should not be 
included in r-f circuits where frequency stability is required or in a-f circuits followed 
by a high gain amplifier. 

The leakage currents make themselves apparent as noise or hum, which may assume 
serious proportions if the valve in which they originate is followed by a large degree of 
amplification. Moreover, if the heater-cathode insulation is included in a tuned circuit, 
any alteration to the physical or electrical properties of the insulation will alter the 
frequency to which the circuit is tuned, and if both r-f and mains frequency voltages 
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exist across the insulation, there is a risk of modulation hum, particularly in cathode- 
coupled oscillators and the like. 

(d) Control grid circuit resistance 

In all cases where published recommendations are available from the valve manu- 
facturer, they should be followed. The maximum value of grid circuit resistance in the 
case of a particular type of valve cannot be specified without knowledge of the valve 
characteristics and conditions of operation. In no circumstances should valves be 
operated without a d.c. connection between each electrode and cathode. 

The maximum value of control grid circuit resistance which may be used under any 
condition of operation depends initially upon the stability of performance required but 
ultimately upon the transconductance imder that condition, the increase in cathode 
current and electrode dissipations which may occur due to the cumulative effects of 
reverse grid current (gas, grid emission and leakage) permitted by the specification, 
the maximum ratings for these characteristics, and the limiting eifect of resistances in 
series with the cathode and in the electrode circuits in series with the various electrode 
supply voltages. The following formulae, expressing the relationships between the 
various resistances, direct currents and electrode parameters in typical grid controlled 
triodcs, tetrodes and pentode circuits hold providing the control grid current is negli- 
gible in comparison with the total cathode current. 

For pentodes and tetrodes (Ref. 41) 



where iilt, =change in cathode cm-rent permitted by maximum ratings of plate dissipa- 
tion and/or cathode current j or change in performance which can be 
tolerated. 

.d/5=change in plate current permitted by maximum ratings of plate dissipa- 
tion and/or cathode current ; or change in performance which can be 
tolerated. 

J/ci=change in control grid (No. 1) current which is likely to occvir or is 

permitted by the valve specification. 
iRji=grid resistor (ohms). 
/?,j=series screen resistor (ohms). 
i?t=cathode resistor (ohms). 
i?j_ = series plate load resistor (ohms). 
fiji.j2=triode amplification factor of pentode or tetrode. 
/i=amplification factor of triode. 
/'=ratio of screen current (/^a) to cathode current 



To determine the limiting value of grid resistor which may be used, J/,, should be 
taken as the maximum value of reverse grid current permitted by the specification, 
under maximum electroae dissipation and cathode current conditions ; A I,, and 
Alf. are the changes in plate and cathode currents which result in maximum rated 
plate and/or screen dissipations and/or maximum cathode current. 

The maximimi rating which is ireached,fi?st determines the limiting value of the grid 
resistor. 

If the specified value of is not available, the highest typical value of reverse 
grid current given in Sect. 3(iv)A for each major group of valve types may be used with 




For triodes (Ref. 41) 




(7) 



^'m= grid-plate transconductance (mhos). 
l'*=g'"id-cathode transconductance (mhos) 
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discretion. In cases where the valve is being operated below maximum rated condi- 
tions and at a total cathode current less than that for the grid current test conditions, 
the value of J/^ may be taken as varying approximately as the cathode current.* 

It should be clearly understood that equations (6) and (7) are fundamental, and, in 
cases where no maximum grid circuit resistance values are published, may be used to 
calculate maximum safe values. These equations are based on the margin (Ah) 
between the operating plate current and that value of plate current which gives 
maximum plate dissipation or maximum cathode current or which gives the maximum 
tolerable change in performance, the limiting condiuon of operation being determined 
by the radng which is reached first. It may happen that the published typical operating 
conditions give maximum rated plate dissipation — in this case AI^ or Alt is zero, and 
the equations caimot therefore be applied to calculate i?,, directly. In such a case the 
procedure is to assume reasonable values of and AI^i, and then to use the equations 
to derive .d/j or AIn. The operating plate or cathode current would then be made less 
than the permissible maximimi by the margin J/j or AI^. Alternatively a lower value 
of may be chosen and the condidons of operation recalculated. 

If a maximum value of is pubUshed for fixed bias operation, then the value for 
cathode bias may be determined from equations (8) to (13) : 
For pentodes and tetrodes — general case 



Rgi for cathode bias ^ | 1 ^1 

for fixed bias ^"l '\ t^n-it)^ y-n-ats 



(8) 



or approximately g»14-g It r^j^ (9) 

L J 

(or when i?,2=0) (^l+^fcRi (10) 
For triodes — general case 

/?„, for cathode bias 



R,! for fixed bias 
or approximateIy«il+^„ 



(11) 



(12) 



(or when i?i=0) !^l+g„R;, (13) 

In the case of resistance-loaded triodes and pentodes with series screen resistors, the 
values of as derived from eqn. (6) or (7) respectively will be very high. In such 
cases the limiting factor is the effect of the reverse grid current on the operating 
bias. This effect is considered in detail in Chapter 12, Sect. 2(iv) for triodes with 
fixed bias and Sect. 2(iii) with cathode bias also Sect. 3(v) for pentodes with fixed bias, 
and Sect. 3(iv)C with cathode bias. 

A high value of resistance between the control grid and the cathode should be avoided 
wherever possible. In B.S.I 106, 1943 (Ref. 49) it is recommended that, in general, 
1 megohm with self-bias and 0.5 megohm with fixed bias are suitable maxima and that 
with receiving valves having an anode dissipation exceeding 10 watts the grid-circuit 
resistance should not exceed 0.5 megohm when self-bias is used and 0.1 megohm with 
fixed bias. These values must be reduced when one resistor is common to more than 
one control grid circuit. 

The maximum values of grid circuit resistance with r-f pentodes controlled by 
a.v.c. is covered in Chapter 27 Sect. 3(iv)b. 

Some valve types have an inherent negative resistance region in the positive portion 
of the grid characteristic, due to secondary emission from the grid as a result of the 
deposition or evaporation of active material from the cathode or deposition from the 
gener during manufacture. In such cases the resultant grid current may change sign 
from positive to negative as the grid voltage increases from zero in a positive direction, 
ultimately becoming positive again. The maximum value of grid circuit resistance 

•This assumes that the grid leakage current is small compared with the ionization current, and that the 
latter does not increase appreciably during operation. 
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which may be used under these conditions without grid blocking occurring, is that 
value of resistance represented by the line drawn from the operating bias point on the 
abscissa, tangential to the cross-over loop of the grid current characteristic below the 
abscissa as shown in Fig. 2.11. 

If the grid circuit resistance is such that the line cuts the loop of the characteristic 
below the abscissa, blocking will occur if the instantaneous values of grid voltage 
exceed the voltage of the point at which the line crosses the grid characteristic nearer 
to the origin. See also Chapter 2 Sect. 2(iii). 

Because of the difficulty of controlling the grid current commencement point of 
oxide-coated cathode and filament valves during manufacture, due mainly to contact 
potential variations caused by variable control grid surface conditions, it is desirable 
that operating conditions should be chosen, such that the control grid bias is always suffi- 
ciently large in relation to the contact potential, so that variations of the latter produce 
only minor effects on performance. In general, the grid ciurrent commencement 
voltage of indirectly heated cathode types is negative and may have a value up to 
— 1.0 volt but as a rule varies during life. The grid current commencement voltage 
of filament types is usually positive and seldom exceeds about +0.5 volt, but usually 
becomes less positive during life and may even become negative. The plate current 
commencement voltage of diodes due to contact potential behaves in a similar manner. 

(e) Operation at low screen voltages 

As the grid current commencement voltage may in certain cases be dependent on the 
value of screen voltage and may become more negative as the screen voltage is reduced, 
it is in general undesirable to operate valves having low or zero control grid-bias at low 
screen voltages. In the case of zero-bias operated filament types, operation at low 
screen voltages may result in the grid current commencement voltage becoming nega- 
tive and in the flow of positive current, causing either a change in operating conditions 
due to additional negative bias developed across the grid resistor or damping of tuned 
grid circuits due to lowered input resistance. In either case undesirable and often 
wide variations in performance may result. 

(f) IVIicrophony 

Small variations of electrode spacing cause corresponding variations in the output of 
the valve, and it is desirable to ensure that little or no vibration reaches the valve. 
Such vibration may reach the valve by way of the valve socket or acoustically, and it 
should be noted that microphonic trouble may originate in the converter or i-f stages 
through modulation of the signal or i-f carrier at audio frequencies. It is recommended 
that, if possible, the position of the valve in relation to the source of vibration be so 
chosen that microphony effects will be at a minimum. Methods which may be used to 
minimize microphony effects are described in Chapter 35 Sect. 3(iv). 

(g) Hum 

Hum due to conditions within the valves is analysed in Chapter 31 Sect. 4(i). See 
also Ref. 91 on heater-cathode leakage as a source of htmi. 

(h) Stand-by operation 

Where it is necessary to maintain cathodes and filaments at normal operating 
temperatures during stand-by periods, better life in general will be obtained 
when the equipment is so designed that some, rather than no, cathode 
current flows during such periods. It is also essential that the heater or filament 
voltage be maintained as close to the rated value as possible. Continuous operation 
of heaters or filaments at voltages exceeding their rated values by more than 10 per 
cent., without cathode current flowing, will result, generally, in progressively short 
life being obtained. 

In equipments which are designed so that no cathode current flows during stand-by 
periods for periods of less than 15 minutes, the filament voltage of quick-heating fila- 
ment types should be reduced to 80 per cent, of normal, while the heater voltage of 
indirectly heated cathode types should be maintained at normal rated value. For 
longer periods, both filament and heater power should be turned oflF. 
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SECTION 2 : CONTROL OF CHARACTERISTICS DURING 

MANUFACTURE 

(i) Importance of control over characteristics (ii) Basic manufacturing test specifica- 
tion (Hi) Systematic testing (iv) Tolerances on characteristics. 

(i) Importance of control over characteristics 

The successful design and continued satisfactory operation of electronic equipment 
require that the valves used have certain prescribed characteristics, the initial values of 
which do not vary from valve to valve sufficiently to affect operation seriously and 
which, throughout life, remain within a prescribed range with only gradual change 
until the end of useful life is reached Owing however to the highly complex nature of 
the physical-chemical processes involved in manufacture and the difficulty of controlling 
the variations of many of these processes imder mass production conditions, the ulti- 
mate degree of uniformity obtainable in the final product, both in initial characteristics 
and their variation throughout life, must always be a compromise between the per- 
formance required by the equipment designer and user and the manufacturing cost in 
obtaining that performance. In any individual case, however, the degree to which 
variation of one or more characteristics affects operation, either initially or during life, 
depends entirely on the particular application and the critical features of the circuit 
design. For good circuit performance, it therefore is essential to take into consideration 
the range of variation of the various characteristics on which operation depends and to 
ensure that operation, so far as is practicable, is independent of the variation of 
characteristics, particularly of critical characteristics and characteristics over which 
limited or no control is exercised in manufacture by the valve test specification. 

(ii) Basic manufacturing test specification 

Owing to the relatively limited range of variation of mechanical and electrical 
characteristics for which usability and performance of the various types of valves in 
their intended appUcations may be satisfactory, it is necessary to apply tolerances, or 
" limits " to control the range of characteristics obtained tmder mass production 
conditions. For commercial applications these tolerances are chosen to be both satis- 
factory to the equipment designer and suificiently wide to be economical and thus 
enable valves to be manufactured in large quantities at a reasonable cost. These 
requirements are embodied in the complete manufacturing test specification, 
which normally comprises — 

(1) Maximum permissible conditions of operation or ratings, as determined by 
emission capability, goodness of vacuum maintenance and interelectrode insulation. 

(2) Nominal values for the principal physical dimensions and electrical characteris- 
tics, relevant to intended applications under specified operating conditions. 

(3) A schedule of mechanical and electrical tests (including tolerances and sequence) 
sufficiently comprehensive to ensure that the prescribed dimensions, and electrical 
characteristics are maintained in production, and sufficiently severe to indicate likely 
failure, during life, when operated under maximum ratings, 

(4) A life test schedule sufficiently severe in conditions of operation and permissible 
deterioration Of the main functional characteristics, to indicate reliability and per- 
formance of the product on life, under both normal recommended and maximum 
rating conditions. 

As most valve types are designed to give a certain performance and life in a specific 
application or limited range of applications, it is important tO note that each type is 
processed accordingly and that, in general, the test specification for e particular type 
normally includes only those tests which are necessary for adequate and economic 
control of the characteristics, and are required for satisfactory performance and life 
in the intended applications. Unintended applications not covered by the maximimi 
ratings or test specification should be referred to the valve manufacturer, as perform- 
ance and hfe in many cases can often be decided only by laboratory investigation and 
special life tests. 

Reference to quality control : Ref. 45. Reference to life testing : Ref. 97. 
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(iil) Systematic testing 

For the purpose of systematic testing, valve characteristics may be divided into the 
following three categories. 

(a) Primary characteristics, which are fundamental to the basic operation and 
life of the valve as a thermionic device and its functional operation and usability. 
These include the mechanical stability of the envelope and electrode structure, external 
physical dimensions and construction, continuity of electrode coimections, characteris- 
tics indicating the goodness of the vacuum and emission and the principal functional 
characteristics dependent on the electrode geometry. 

(b) Secondary characteristics, which are not fundamental to the operation of the 
valve, but are, in general, dependent on the primary functional characteristics and 
essentially determine the degree of performance obtainable in intended applications of 
the particular type. 

(c) Tertiary cliaracteristics, which are not fundamental to the operation of the 
valve, but are dependent on, and are in general controlled by the primary and/or 
secondary characteristics and either affect performance in a minor degree only, seldom 
vary sufficiently to affect performance or are important only in certain applications or 
for purposes of valve design. 

In order to control the above-mentioned characteristics after manufacture in 
accordance with their specification, the acceptance testing procedure is usually 
organized into the following group of tests, the functions of which are described in 
detail in the following subsections. 

(A) Production Tests. 

(B) Design Tests. 

(C) Recorded Readings. 

(D) Life Tests. 

(E) Warehouse Tests. 

(A) Production Tests 

(1) First Testing 

All primary characteristics, except those which are subject only to minor variation 
from valve to valve, are usually tested 100 per cent, in the factory after manufacture 
Tests performed on this basis are designated Production or Factory Tests and failure 
of any valve to meet the prescribed test limits for any production test constitutes cause 
for total rejection of that particular valve. When characteristics are uniform and 
quality satisfactory, production tests are usually limited to primary characteristics only 
and particular characteristics which carmot be otherwise controlled satisfactorily. 
The normal production tests are performed in the sequence prescribed by the specifi- 
cation and for all types the tests normally include interelectrode shorts and continuity, 
reverse grid current (gas, grid emission, leakage), cathode ciurent, series-resistancc- 
supplied electrode currents, transconductance, emission or equivalent dynamic 
characteristic test, noise and microphony. 

(2) Holding period 

After the schedule of production tests has been completed, it is usual for all valves 
to be held in storage for periods varying from 24 hours upwards to allow any deteriora- 
tion of mechanical or electrical characteristics, due to unsatisfactory manufactiure, to 
develop. 

(3) Second testing 

Following the holding period, all, or the most important production tests are usually 
repeated either on all valves 100 per cent, or on a representative sample using statistical 
sampling procedures which have been established as reliable, economical methods of 
determining either that the maximum percentage of defectives in a given quantity 
shall not exceed a certain value, or that the average percentage of defectives in the 
outgoing product shall not exceed a certain level. 

When statistical sampling is used, if the product fails to meet the sampling acceptance 
criteria in one or more tests, or totally, the batch in question is then re-tested 100 per 
cent, for those tests in which failure occturred, and all defectives screened out. In 
addition to repeating fiirst-production tests, tests are often included at the second 
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production-sampling test to control characteristics, 100 per cent, te-.ting of which 
may not be warranted or necessary. 

Subject to the product having passed the design and Ufe test criteria to b3 described, 
it is now usually transferred to the warehouse for shipping and distribution to manufac- 
turers and wholesalers. 

(B) Design tests 

All important secondary characteristics are controlled by regularly testing and 
recording the characteristics of a relatively small sample selected at random, either frori 
each production batch, or each day's production in the case of continuous production, 
after all the first-production tests have been performed and the defectives for these 
tests screened out. The sample size is determined by the production batch size on the 
daily production level, provided characteristics are reasonably uniform. Ts^pical 
sample sizes used are 1 per cent, (minimum 5 valves) of each batch, or a fixed sample 
size of 5 to 10 valves per type per day for types in continuous production. 

The tests performed on the characteristics included in this group, on the above basis, 
are called Design Tests and the usual procedure is that failure of more than a stipulated 
percentage of the valves in the sample to meet the prescribed test limits for a particular 
characteristic, or failure of more than a stipulated percentage of all the characteristics 
to meet their prescribed limits, constitute cause, initially for retesting a larger sample — 
usually 100 valves — ^for the characteristic(s) failed, and in the event of the failure 
being confirmed, for 100 per cent, testing of the complete batch for those characteristics 
in which failure occurred. Failure of any valve of the batch to meet the specification 
for the characteristic(s) in question is then cause for rejection. 

In the case of continuous production, the usual practice is for the failed design tests 
to be made production tests temporarily until satisfactory control of the characteristics 
in question has been re-established and the design test criteria for these characteristics 
can again be met consistently. 

Typical design test acceptance criteria require that not more than 10 per cent, of the 
valves of the sample fail for any one design test or that all the design tests failed do not 
exceed 20 per cent. 

In addition to essential secondary characteristics, other characteristics which are 
often controlled on a design test basis include those characteristics which are not 
independent parameters but have their values determined by characteristics which 
are tested 100 per cent., also characteristics which require to be controlled for particular 
applications. 

Design tests are performed only on valves which meet the prescribed production 
tests. To this end, the latter normally are repeated and recorded when design tests are 
performed. 

(C) Recorded readings 

Tertiary characteristics are controlled, in general, on the basis of criticism and correc- 
tion from recorded readings of all important characteristics obtained from the design 
test samples, taken either daily, weekly or monthly, depending on the importance of 
the characteristic and its liability to variation. 

Failure of characteristics tested on this basis to meet the requirements of the specifi- 
cation (or, where not specified, to meet the average range of variation usually main- 
tained) in respect of the design test criteria is cause for criticism only, and not rejection ; 
individual valves having the characteristics indicated are not screened from the 
product, unless the effect of their variation on performance is likely to be serious. 

Where a recorded reading test indicates continuing unsatisfactory control of any 
particular characteristic, it is usual for that recorded reading to be made a design test 
temporarily, if considered warranted, until satisfactory control has been re-established. 

(D) life tests 

Due to the varying extent to which the mechanical and electrical characteristics may 
be affected by undetected and consequently unconuolled variations of manufacturing 
processes, it is not possible to predict reliably by any schedule of instantaneous tests. 
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however comprehensive, the performance obtainable from any particular valve under 
operating conditions, and it is necessary to rely on recorded observations of characteris- 
tic variation during continuous or intermittent operation under controlled test condi- 
tions, to determine ultimate performance. Such tests are known as Life Tests. 

Provided maximum ratings have not been exceeded, the life of most oxide-coated 
cathode high vacuiun valves, assuming that the initial emission and electrode insulation 
are satisfactory, is determined almost entirely by the extent to which the initial vacuum 
is maintained during storage and during periods of operation and non-operation, as in 
general the supply of emission-producing material available on the average filament or 
cathode greatly exceeds that required for the lives normally obtained in practice. 

The average rate and uniformity of deterioration of the vacuum- and emission- 
dependent characteristics which normally occur slowly and uniformly in all valves 
during operation, and which vary from valve to valve, and any excessive deterioration of 
mechanical and electrical characteristics due to defective manufacture are controlled by 
regular life tests of small samples of each type. These life tests are operated normally 
under maximum rating conditions, for a specified period during which the performance 
determining characteristic(s) may not deteriorate beyond prescribed values, or for the 
period (which may not be less than a prescribed minimum) required for such deteriora- 
tion to occur. 

Owing to limitationb of equipment and cost, regular control life tests are run usually 
for periods of 500 to 1000 hours on small samples of the order of 5 valves per type per 
week for types in continuous production. As variations in characteristics are most 
liable to occur early in life, readings are usually spaced at increasing intervals to give 
an indication of the complete life characteristic over the control periods. 

A typical life test acceptance criterion of satisfactory life is that the average life 
obtained per valve, considering all valves of the sample, must be not less than 80 per 
cent, of the specified duration of the life test. The valves used must also be selected at 
random and comply with the production and design test acceptance criteria. 

In the event of the completed product failing to comply with the life test criteria, 
delivery of the product is then withheld from *he warehouse, until satisfactory life has 
been re-established. 

(E) Warehouse tests 

When quality is uniform, the controls normally imposed prior to packing are retests 
of electrode mechanical stability and continuity, and maintenance of the vacuum, by 
means of a suitable interelectrode hot " shorts and continuity " test during which each 
valve is tapped lightly with a specified mallet. Each valve is also re-inspected for any 
deterioration of the envelope in the case of glass valves, cementing of phenolic bases 
and top caps, dry or badly soldered pin and top cap connections, type designation and 
general mechanical finish. Pins of miniature valves are also straightened, if necessary. 

(iv) Tolerances on characteristics 

(a) Initial characteristics 

The tolerances on types of American origin to-day are substantially those published 
for these types in the American JAN-IA Specification which is based on common 
valve manufacturing practice in that country and was compiled by a committee which 
included the major valve manufacturers (Ref. 82 ; for tabulated characteristics see 
Ref. 65). 

(b) Life test end points 

Apart from the information published in the relevant American and British Service 
Specifications, no information is generally available concerning accepted life test end 
points. In R.M.A. Standard Specification ET-107 (Ref. S7) there is published a list 
of Hfe test end points which may be regarded as typical of the practice followed by 
American valve manufacturers. A valve is considered to have reached its life test end 
point when, at rated filament or heater voltage and specified electrode voltages, the 
following values have been reached : 
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1. 65% of rated transconductance for r-f and i-f amplifiers. 

2. 50% of rated conversion transconductance and 65% of rated oscillator grid 
current for converter and mixer types. 

3. 50% of rated transconductance for general purpose triode types. 

4. 50% of rated power output for power output types. 

5. 40% of Jninimimi rated direct current for diode types. 

6. 80% of rated current or voltage for rectifier types. 

7. 70% of normal alternating output voltage for resistance-coupled amplifier 
types. 

Note. — ^Rated values are those referred to on R.M.A. Electron Tube Characteristic 
Sheets under maximum typical operating conditions. 



SECTION 3 : METHODS OF TESTING CHARACTERISTICS* 

(j) General conventions 

(ii) General characteristics 

(a) Physical dimensions 

(b) Shorts and continuity 

(c) Heater (or filament) current 

(d) Heater-to-cathode leakage 

(e) Inter-electrode insulation 

(f) Emission 

(g) Direct interelectrode capacitances 

(iii) Specific diode characteristics 

(a) Rectification test 

(b) Sputter and arcing 

(c) Back emission 

(d) Zero signal or standing diode current 

(iv) Specifio triode, pentode and beam tetrode characteristics 

(A) Reverse grid current 

(B) Grid cturrent commencement voltage 

(C) Positive grid current 

(D) Positive voltage electrode currents 

(E) Transconductance or mutual conductance 

(F) Amplification factor 

(G) Plate resistance 

(H) A.C. amplification 

(I) Power Output 
(J) Distortion 
(K) Microphony 

(L) Audio frequency noise 
(M) Radio frequency noise 
(N) Blocking 
(O) Stage gain testing 
(P) Electrode dissipation 

(v) Specific converter characteristics 

(A) Methods of operation including oscillator excitation 

(1) Oscillator self-excited 

(2) Oscillator driven 

(3) Static operation 



•The ass-stance of A. H. Wardalc, Member I.R.E. (U.S.A.) and D. H. Connolly, A.S.T.C., is ack- 
nowledged. 
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(B) Specific characteristics 

(a) Reverse signal-grid cvirrent 

(b) Signal-grid current commencemeat 

(c) Mixer positive voltage electrode currents 

(d) Mixer conversion transconductance 

(e) MiKcr plate resistance 

(f) Mixer transconductance 

(g) Oscillator grid current 

(h) Oscillator plate current 

(i) Oscillator transconductance 
0) Oscillator amplification factor 
(k) Oscillator plate resistance 

(1) Signal-grid blocking 
(m) Microphony 
(n) R-F noise 

(vi) Tests for special characteristics 

(A) Short-circuit input admittance 

(B) Short-circuit feedback admittance 

(C) Short-circuit output admittance 

(D) Short-circuit forward admittance 

(E) Perveance 

(vii) Characteristics by pulse methods — -point by point 

(viii) Characteristics by curve tracer meiiiods 

(i) General conventions 

The methods described in this section are tjfpical of good practice and should only 
be taken as a guide of good practice. They represent, in general, the main operational 
tests which are used to control the performance of various types of receiving valves. 

The valve imder test should have its heater (or filament) operated at the specified 
voltage for constant voltage types or at the specified current for constant current types. 
Direct current is generally specified for all characteristic testing, although a.c. may be 
used for indirectiy heated types and directiy-heated a.c. power types, but it is essential 
that the filaments of all directly-heated battery types be operated from direct current. 

The positive electrodes (e.g., plate, screen) should be supplied from suitable direct- 
voltage sources the voltages of which can be adjusted to the values specified. Good 
regulation (i.e., good voltage stabihty) is highly desirable for characteristic testing but 
is expensive to attain with valves drawing high cathode currents. The recommended 
source is an electronic voltage regulator such as that of Fig. 33.10, the output terminals 
being shunted by a r-f by-pass capacitor (e.g., 0.01 /j.F mica). A large capacitance should 
not be used since this results in a tendency for the voltage regulator to " hunt ". In 
other cases all supply voltages should be adequately by-passed for a.c. components. 

In the case of emission testing, a special low voltage high cvurrent source of low 
internal resistance is essential. Where operation is required from a.c. mains, a selenitmi 
rectifier supply is usually the most suitable and inexpensive for high current emission 
testing. 

The negative electrodes (e.g., control grid, suppressor) do not normally draw much 
current, and the voltage regulation of the current source is therefore not very important, 
but the voltage applied to the terminals of voltage divider supplies, as normally used, 
must be well stabilized. Either an electronic voltage regulator or a gas type voltage 
regulator tube, or both, may be used. If the characteristics are to be tested with the grid 
positive, the " screen " source may be used for triode grids ; otherwise an additional 
electronic voltage regulator (of the same type as for the plate and screen) should be 
used. All direct electrode voltages are to be measured with respect to the cathode. In 
dynamic tests the voltages are to be measured under operating conditions. 

In all methods of testing, depending upon the particular characteristic, well filtered 
suppUes both positive and negative should be used. 

The basic circuit for testing electrode currents vnth variable applied voltages is 
indicated in Fig. 3.1 for use with diode, triode or pentode valves and negative grid 
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voltages. If instabiUty is experienced with valves having high cransconductance, a 
screen stopper of 50 to 100 ohms with or without a control grid stopper of say 500 
Ohms should be connected directly to the electrodes concerned. It is very important 
that these resistors be non-inductive and, in the case of the screen stopper, of sufficient 
rated dissipation. The screen stopper should be by-passed directly from the supply 
side to the cathode using a mica capacitor of, say, 0.01 iiF capacitance. 
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ELECTRONIC 




ELECTRONIC 


VOLTAGE 




VOLTAGE 
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GRID 
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>A/y/' 



■OCATHOOE 



UIATER 



FIG. 3.1 

Fig. 3.1. Basic circuit for testing electrode currents. 



Pre-heating 

Pre-heating with heater voltage applied to the heater only is generally adequate for 
all ordinary purposes where it is necessary to conserve time, except where full electrode 
dissipation pre-heating is required by particular valve specifications under acceptance 
testing conditions, or when testing for reverse grid current (gas, grid emission and hot 
leakage). When ftill electrode dissipation is applied, the time of pre-heating is normally 
2 minutes (JAN-IA) to 5 minutes (R.M.A.). Maximum valve ratings should not be 
exceeded during pre-heating. 

See References S2, S7. 

(ii) General characteristics 

(a) Physical dimensions — ^Valves may be checked for overall length and maximum 
diameter either by the use of " go/not go " gauges or by an adjustable length gauge 
and outside calipers respectively. 

Standard ring gauges for checking maximum and minimum base and sleeve dia- 
meters, also pin alignment gauges, are specified by R.M.A. Standard ET-106 (Ref. S6). 

(b) Shorts and contiiiuity — It is important to ensure that electrodes such as control 
and signal grids and suppressors, which do not normally dissipate any power, should 
not be subjected to any appreciable power dissipation during the shorts and continuity 
test, otherwise the valve may be damaged as the degassing treatment of these grids 
during manufacture is normally much lighter than that of electrodes which are required 
to dissipate power. In addition, the cathode current drawn, particularly in filament 
types, should not be excessive. It is also important that shorts be checked between the 
various electrode pin coimections and pins designated as no connection, also that the 
continuity of internal jumper coimections between base pins be checked. 

The circuit arrangement accepted as the most generally satisfactory for both shorts 
and continuity with regard to sensitivity and speed of testing is that known as the 
hexaphase shorts and continuity test. This circuit is now widely used, particidarly by 
valve manufacturers (e.g., Ref. 1, Fig. 54). A modification is shovm in Fig. 3.2 which 
uses 6 110 volt i watt neon lamps and is entirely satisfactory for valves not requiring 
more than 6 independent electrodes. The values shown for this circuit have been 
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chosen to suit the majority of receiving type valves in that the dissipations of the normal- 
ly negative electrodes are kept low for reasons previously stated — see (b) above — and 
may not be satisfactory for all valve types. In the case of a semi-universal tester it is 
essential that the requirements above be obser/ed, and also that all electrode dissipa- 
tions and peak and average currents be kept within their maximimi ratings, otherwise 
valves may be damaged. It is also essential as in any shorts tester that the cathcde- 
to-grid voltage, and battery-type filament-to-grid voltage particularly, be 
kept to a value not exceeding approximately 100 volts, owing to the small 
spacing between these electrodes resulting in unreliable " fiick " indications of the 
neon lamps in normally good valves. The test is carried out with the cathode hot, and 
the resistor Ri is for the purpose of limiting the peak cathode current to a safe value 
(3 mA per 50 milliamp. filament strand for 1.4 volt battery valves). The tester uses 
split anode neon lamps and continuity of each valve electrode is indicated by the 
glowing of one half of the split-anode neon lamp connected to that electrode. In the 
case of a short-circuit to cathode, one lamp will light on both electrodes, while in the 
case of a short-circuit between two or more other electrodes, two or more lamps will 
so light. There is an optimum arrangement of connections from the terminals 
Aj B, C, D and E to give fairly low voltages between cathode and control grid or other 
low-dissipation electrodes and to give uniform illumination on all lamps. In some cases, 
experimenting may be necessary in changing over connections to obtain fairly uniform 
illumination on all lamps. It is necessary that the insulation of the sockets and 
wiring be sufficiently good to avoid residual glows on the neon lamps when a valve is not 
in the socket. This is particularly important in humid climates. 



3 PHASE 6 PHASE OUTPUT 
INPUT . 




Pig. 3.2. Hexaphase shorts and continuity tester. Suitable values are J? =5000 ohms, 
•R»=/?5=7500 ohms, i?i= 1500 ohms, i?,=5000 ohms, i?i = 50 000 ohms for battery 
valves other than power output, 33 000 ohms for normal a.c. types, or 15 000 ohms for 
power output valves. Lamps (N) are 110 volt i watt split-anode neon. 

If more than six lamps are required, additional lamps may be incorporated at suitable 
points in the " ring " network, but all such arrangements have the limitation that one 
or more conditions exist where no shorts indication is possible on one or more pairs 
of lamps. 

In addition to the neon shorts and continuity test, filament type lamps may be used 
to indicate continuity from shield to cathode or along a " jumper " hnking two pins. 

Continuity of heaters and filaments is indicated by means of a current meter of 
suitable scale in series with the heater or filament, an open-circuit being indicated by 
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zero current. In the absence of a current meter and where a rheostat is used to drop 
the filament/heater source voltage, the voltmeter reading may be used to indicate 
open-circuited filaments or heaters since the voltmeter reading will then be much higher 
than normal. 




110 VOLT _ 
NEON LAMPS 



No I INDICATES FILAMENT 
CONTINUITY FOR MOST 
VALVE - TYPES 



-o'Vo- 



Fig. 3.3. Older type of shorts and continuity tester. 

The older type of shorts tester is shown in Fig. 3.3 and operates on single phase 
and requires a total voltage of 880 volts for 8 lamps. This may be used as a hot or cold 
cathode shorts tester, but has the disadvantages that it only indicates electrode continu- 
ity of those electrodes which draw sufficient current to operate lamps to which they are 
connected. It also has the severe disadvantage that the voltages cannot be arranged 
conveniently with regard to the electrode configuration for semi-universal testing, as all 
voltages are in phase, and quite high voltages may be developed between adjacent 
electrodes in the absence of complicated switching. 

When using this type of tester with either hot or cold filament (or cathode), it is 
essential to cotmect grid No. 1 to the lowest voltage in the chain with respect to earth, 
otherwise damage may be done to the valve, or else good valves may indicate as having 
a short circuit. The other points in the chain should be connected in the same sequence 
as the grids and plate. 

A fairly satisfactory form of single lamp 
shorts and continuity tester commonly used 
in service testers is shown in Fig. 3.4. The 
electrode switch S is rotated with the 
cathode heated. If the neon lamp glows 
on one side only the particular electrode is 
connected ; if on both sides a short-circuit 
is indicated. If only one electrode indicates 
short-circuit, the short is to heater (fila- 
ment) ; if two or more electrodes indicate a 
short-circuit, they are shorted together. The continuity test only works well for the 
electrodes close to the cathode, the sensitivity decreasing towards the anode. 

The same circuit Fig. 3.4 may also be used for a cold cathode shorts test. 

(c) Heater (or filament) current — This is measured with a d.c. heater source, 
using the heater circuit as in Fig. 3.1. The heater voltmeter current passes through 
the ammeter A, so that it is necessary for greatest accuracy to subtract the voltmeter 




Fig. 3.4. Simpler type of shorts and 
continuity tester, employing a single 
lamp. 
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current from the current reading. However, with a 1000 ohms-per-volt meter, the 
current is less than 1 mA and the error is quite small with heater currents of the order 
of 0.3 A. When measuring filament currents of small battery valves (e.g., 50 mA), 
the ammeter zero may be set to read zero when the voltmeter is at its nominal reading 
(e.g., 1.4 volts). The current is normally measured with no connections to any other 
electrodes. See also Ref. S12, Sect. 2.1. 

(d) Heater-to-cathode leakage — ^This may be tested by applying the maximum 
rated direct voltage between one heater terminal and cathode and measuring the 
current with a microammeter (say 0-500 nA) with a safety resistance in series (not 
greater than 100 000 ohms). The leakage current should be not greater than 20 ^iA 
for ordinary 6.3 volt 0.3 ampere valves, or 50 to 100 /xA for power valves, with 100 
volts applied. 

The heater may be operated with either a.c. or d.c. supply if below 35 volts ; at 35 
volts and above it is usual to operate it on a.c. supply. The voltage between heater and 
cathode should be applied with both polarities, except in the case of rectifiers where the 
heater must be negative with respect to the cathode. 

(e) Inter-electrode insulation — ^This is not normally a regular commercial test, 
except to meet service specifications. The test voltage specified is normally 300 volts 
for small valves or 500 volts for those which are able to stand the higher voltage. 
The insulation resistaiKe may be measured by any ordinary type of insulation tester, 
but preferably by an elfectronic megohm-meter. In this test, the cathode should always 
be positive. The testis carried out on a valve which has reached a stable temperature 
under normal operating conditions. The minimum permissible insulation resistance 
usually specified is 10 megohms (Ref. S2). 

This test is not used between heater and cathode. 

(f) Emission — The purpose of the emission test is to ensure that the cathode 
emission is adequate to provide the peak and average space currents for the particular 
application of tlie type by a margin which has been found to be satisfactory for good 
life and performance. 

Emission is normally tested by applying a suitable direct positive voltage to all grids 
connected together with the plate, and measuring the total cathode current. 

Because of the very high value of the emission current normally drawn from the 
cathode, the resulting excessive dissipation of the inner grids and the gas produced as a 
result of this dissipation and also as a result of ion bombardment of the cathode, the 
emission test is a damaging test and should be performed as seldom as possible and then 
always very carefully. 

In order to avoid damage to the cathode by this test, the applied voltage must be 
sufficiently large to approach current saturation without drawing sufficient current to 
damage the valve due to excessive dissipation of the inner grids. At the same time the 
test must be of sufSdent duration to enable the stabiUty of the emission to be indicated 
without being so long as to give risk of poisoning the emission. A safe value generally 
accepted for the duration of the emission test is 3 seconds. During this period the 
emission should not fall below a value recommended by the valve manufacturer. 
In general, emission is a minimum reading. As most of the cathode ciurrent goes to the 
No. 1 grid, which is usually woimd with very fine wire, and treated lightly during 
manufacture, the apphed voltage must be restricted to a value such that the emission 
current drawn does not result in damage to the valve. The voltages normally used in 
mamrfacture are listed below. 

Emission testing with applied alternating voltage is also used, but in this case the 
test becomes one intermediate between a peak emission test and a high current trans- 
conductance test. In practice, there is no exact and simple correlation between a.c. 
and d.c. emission tests due to the fact that the a.c. emission current depends in part on 
the emission capability of the valve as well as on its geometry. Experience has shown 
that mains frequency a.c. emission tests tend to be unreliable owing to the fact that the 
emission " gets a rest " between cycles and, in a practical case, the rating of peak to 
average emission current drawn cannot be made sufficiently high to be effective. 

Voltages given below are based on JAN-IA (Ref. S2) ; values of voltages and mini- 
mum emission currents are given by Ref. 65. 
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Signal diodes are normally tested for emission with an applied direct voltage of 
10 volts, except that 20 volts are normally applied to type 6H6. 

Power rectifiers are normally tested with applied voltages as listed below (suffixes 
of valve types have been omitted) : 
20 volts— IV, 12A7, 32L7. 
25 volts— 84/6Z4, 70L7. 

30 volts~5V4, 6ZY5, 7Y4, 12Z3, 25A7, 25Z5, 25Z6, 35Z3, 35Z4, 35Z5, 45Z3, 

45Z5, 50Y6, 83V, 117N7, H7Z4, 117Z6. 
50 volts— 5Z4, 6W5, 6X5, 7Z4, 28Z5. 
75 volts— 5R4, 5T4, 5U4, 5W4, 5X3, 5X4, 5Y3, 5Y4, 5Z3. 

Amplifier valves are normally tested for emission with an applied direct voltage of 
30 volts. Some of the exceptions are listed below : 
10 volts— 1AB5, 6AC7, 6AG5, 7E5, 7F8, 7G8, 7V7, 7W7, 26A7. 
15 volts— 6BE6. 

20 volts—lDS, 1J6, 2A3, 3A8, 6AB7, 6AG7, 6SD7, 6SQ7, 6SH7, 7G7, 7H7, 7J7, 

7L7, 7Q7, 7R7, 7S7, 19, 28D7, 35L6, 70L7. 
25 volts— n7N7. 

50 vohs— 6A6, 6B5, 6L6, 6N6, 6N7, 12A5, 24A, 53, 59, 79. 

All the voltages Usted above are subject to variation by different valve manufacturers. 

(g) Direct interelectrode capacitances — The following information is based on 
recognised engineering practice by the manufacturers of American-type valves, and is 
in Une with the I.R.E. Standard (Ref. SI, S12), the R.M.A.-NEMA Standard (Ref. S8) 
and with JAN-IA (Ref. S2). 

The capacitances which are measured are direct interelectrode capacitances, and not 
the total (self) capacitances which are the sum of two or more direct capacitances. 
The measured value of inter-electrode capacitance of a valve is dependent upon the 
valve shield or, in the absence of a shield, upon the geometry of the external environ- 
ment. It is therefore necessary for the test to be made under stricdy specified conditions 
of valve shielding and of electrode and internal valve screen connections. 

PubUshed values of interelectrode capacitances are stated either for the condition 
where the valve is shielded with a specified standard valve shield (see below) or is 
imshielded. Interelectrode capacitances are normally measured with the cathode cold 
and with no direct voltage applied to the electrodes. The base pins and leads are 
shielded from each other and from other elements of the valve so that they and their 
connecdons do not form part of the capacitance being measured. All externa! metal 
parts integral with the valve should be connected to the cathode ; such parts include 
lock-in valve bases, metal base shells, and pins with no connection. When capacitance 
measurements are made on indirecdy-heated valves the heater should be connected 
to the cathode unless in special cases the measurement is between the cathode only and 
other elements, or the heater and other elements. For valves having elements other 
than a control grid, a plate, and a cathode, the additional elements of the active section 
including internal shields should be connected to the filament or cathode by the shortest 
possible coimections. For a multiple-unit valve structure, all elements of the other 
section(s) should be earthed except when reading inter-secdon coupling capacitances. 

The test sockets should be Standard Capacitance Sockets as specified by R.M.A.- 
NEMA (Fig- 3.4A). Valves with top caps should be tested with the R.M.A.-NEMA 
Standard Cap Connectors (Fig. 3.4B). 

The connections to be made to the electroi-es while testing for interelectrode 
capacitances are given below : 

Input capacitance is tested by measuring the capacitance between grid and cathode, 
the latter being connected to heater, screen and shields ; the plate is earthed. 

Output capacitance is tested by measuring the capacitance between plate and 
cathode, the latter being connected to heater, screen and shields ; the grid is earthed. 

Capacitance from grid to plate for all types of valves is measured with all other 
electrodes earthed. 
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In multiple unit valves, the capacitance between the grid of one section and the 
plate of the other is measured with all other electrodes earthed j similarly from one 
plate to the other. 

The input capacitance of a diode is measured between its plate and cathode, 
the latter being connected to heater and shields ; other sections are earthed. 

The capacitance between diode-plate and grid or plate of other sections is 
measured with all other electrodes earthed. 

In a converter, the r-f input capacitance is measured between the signal grid 
and all other electrodes connected together. 

TTie mixer output capacitance is measured between the mixer plate and all other 
electrodes connected together. 

The capacitance from oscillator grid to oscillator plate is measured with all 
other electrodes earthed. 

The oscillator input capacitance is measured between oscillator grid and cathode, 
the latter being connected to heater and shields ; the oscillator plate and all electrodes 
of the other section being earthed. 

The oscillator output capacitance is measured between oscillator plate and 
cathode, the latter being connected to heater and shields ; the oscillator grid and all 
electrodes of the other section being earthed. 

The capacitance between oscillator grid and signal grid, or oscillator plate 
and signal grid, is measured with all other electrodes earthed. 

In converters in which there is usually a r-f voltage between cathode and 
earth (e.g., GBE6), the oscillator output capacitance is measured between cathode 
and heater, the latter being connected to screen and shields ; the oscillator grid being 
earthed. 

The oscillator input capacitance is measured between oscillator grid and all other 
electrodes coimected together. The capacitance between oscillator grid and cathode 
is measured with all other electrodes earthed. 

Standard sockets, cap connectors and shields for use in the measurement of 
valve capacitances (R.M.A.-NEMA, Ref. S8). 
(1) Sockets 

The construction and shielding of capacitance sockets and leads shall be such that 
when the holes for the insertion of the base pins are covered with a grounded, flat metal 
plate, the capacitance between any one socket terminal and all other socket terminals 
tied together does not exceed 0.000 10 fifip for receiving valves. 

B K. 




Fig. 3AA. RMA-NEMA Standard Capacitance Sockets {Ref. 58). 

The hole for the accommodation of the locating lug of octal and lock-in bases shall 
be less than 0.500 inch diameter. 

The diameter of holes for the insertion of the base pins (see Fig. 3.4A) shall be 
limited to the values shown in Table 1. The socket face plate shall be flat and shall 
have a minimum diameter as shown in Table 1. Any structure above the face plate 
shall have negligible effect on the capacitance being measured. 

A thin insulatmg fihn may be permanently attached to the face plates of capacitance 
sockets to provide insulation for ungrounded shielding members. 
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The socket shall be so constructed that the base of the valve under test will seat 
on the face plate. 

Table 1. 

Max. diameter (A)* Max. diameter (B)* 

0.250 in. 3 in. 

0.175 in. 3 in. 

0.093 in. 3 in. 

0.075 in. 2i in. 

0.075 in. 2i in. 



Base Designation 

Standard i, 5, 6 or 7-pin 
Octal 
Lock-in 
7-pin miniature 
9-pin miniature 
*acc Fig. 3.4A. 

(2) Cap connectors. 

Standard Cap Connectors shall be made as shown in Fig. 3.4B. A thin insulating 

film may be placed on surface X in Fig. 3.4B. Dimensions in inches shall be as 
tabulated below. 

Designation A B C 

Medium 0.556 0.850 

Small Ji±^ 0.352 0.750 

Miniature M±i 0.242 0.750 




B A C+OOS" 
V '\ '\'^"~T t 




Fig. 3.4S. RMA-NBMA Standard Cap Connectors for use in measurement of valve 
capacitances (Ref. 58). 



(3) Siiiejhls. 

St3J>#rd shields- are ^pwn in Fig. 3.4C. It is recommended that these shields be 
us«d as indicated below, or as specified by the valve manufacturer. 







Max. seated 


height 


Shield 




with 


without 


No. 




top cap 


top cap 


308 


GT glass types with T9 bulbs* 


3 


2J in. 


309 


G (glass types with T9 bulbs* 


3i 


3* in. 


311 


G glass tjpes with ST12 bulbs* 


4^- 


m in 


312 


/ G glass types with ST 14 bulbs* 


4JI 


4tV in. 


\ G glass types with ST16 bulbs* 


5J 


4i in. 


315 


Miniature types with T6i bulbs* 




2| in. 


316 


Miniature types with T5J bulbs* 




2i in. 



(4) Methods of measuring inter-electrode capacitances are described in the 
IA£. Standard (Ref. S12). The R.M.A.-NEMA Standard (Ref. S8) states that the 
r-f bridge method (Refs. 77, S8, S12) and the transmission method (Refs. S8, S12) 
shall be the standard methods of meas,uring interelectrode capacitances ; both methods 
are described. These measurements are normally made only in valve laboratories. 



•The niffximum outside diameters of these bulbs are : T9 1-3/16 in. ; ST12 1-9/16 in. ; ST14 
1-13 A6 in. ; ST16 2-li'16 in. ; T5i 3/4 in. ; T6i 7/8 in. 
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RMA-NEMA STANDARD SHIELDS FOR USE IN MEASUREMENT OF 
VALVE CAPACITANCES (Ref. S8) 
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'^Lffi^'^ of mterelectrode capacitances and their measurement are covered bv 
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0.0001 to 2 jijiF, between any two electrodes of a valve with all the other electrodes 
earthed, at a frequency of 400 Kc/s, 

Capacitances above 2 p/uF are usually measured on a simple capacitance bridge at 
1000 c/s. Commercial bridges having a logarithmic scale are available for this purposei 
reading from 0 to 30 niiF. However, audio-frequency bridges are out of the question 
for very low capacitances, because the insulation resistance between electrodes may be 
lower than the reactance of a 0.0001 niiP capacitance. Even at 1000 Kc/s the re- 
actance of this value of capacitance is 1500 megohms. 

The capacitance measured with an audio-frequency capacitance bridge is frequently 
higher than that measured with a capacitance bridge operating at radio frequency. 
This effect is associated with the presence of resistive films on the insulators supporting 
the valve electrodes. Such films may be caused by deposition of getter or by the evap- 
oration of metal from the cathode either during the manufacture or dtuing the life of 
the valve. The value of the resistance may be as high as 1000 megohms or more, but is 
capable of modifying the measured value of the capacitance and prevents the prediction 
of the performance of the valve at frequencies higher than that of the measurement 
(Ref. 23). 

The actual capacitance of a valve depends on its operating conditions and the im- 
pedances in the electrode circuits. For purposes of specification testing the valve is 
tested with the cathode cold and without any voltages applied to the electrodes. In any 
particular case under specified operating conditions the interelectrode capacitances 
will differ from the static capacitances measured in this way. For further information 
see Chapter 2 Sect. 8(iii^ and the references there listed. 

(iii) Specific diode characteristics 

(a) Rectification test. Power diodes — ^The rectification test is an operation test 
as a rectifier at the maximum ratings for applied r.m.s. voltage with condenser input 
filter, and with the maximum rated values of average and peak currents. The basic 
circuit is shown in Fig. 3.5 in which Ti is the plate transformer and Ta is the filament 
transformer. The average current is measured vnith the d.c. milliammeter, while the 
voltage across may either be calculated from the resistance and current or may be 
measured by the direct voltmeter V. The condenser should be an impregnated 
paper type. 



Fig. 3.5. Rectification test. 




The plate supply impedance is that of transformer Ti which should be one having 
Rood regulation and low winding resistance. 

In a transformer the plate supply impedance per plate is given approximately by 



Rgf^uN^R^ri+R. 



(1) 



where N= voltage ratio of transformer at no load (primary to half secondary in the 

case of full-wave rectification) 

(half) secondary voltage 

= : ; at no load 

primary voltage 

iJ„i= resistance of primary winding in ohms 
and /?,,e= resistance of secondary winding in ohms (or half-secondary in the case of 
full-wave rectification). 
If the transformer plate supply impedance per plate is less than the required value, 
two equal resistances should be added at points XX in Fig. 3.5 to make up the defi- 
ciency. If the transformer plate supply impedance per plate is greater than the required 
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value, the test will not be so severe since it will reduce the peak plate current and also 
reduce the output voltage or current. 

In view of this limitation, a rectification test which may be used and which should 
be satisfactory for all practical purposes is to make use of the maximum published 
conditions with a condenser input filter. These conditions include the maximum 
r.m.s. applied voltage, the maximum d.c. load current, the minimum plate supply 
impedance per plate and the maximum filter capacitance for these conditions, if 
published. In cases where the latter information is not available, it is usually safe to 
test with the maximum value of filter capacitance used in the published curves or 
typical operation data, provided that the plate supply impedance per plate is equal to 
the minimum rated value or to the value used for the curves or typical operation data, 
whichever is the greater. In all cases it is essential that the maximum peak plate 
current rating per plate be not exceeded. 

The rectification test may be used for the purpose of checking the output voJtage 
and so deteriruning end of life. The circuit constants for the rectification test may be 
obtained by the following procedure. The value of i?^ is given by JS„//o where £» 
and /(, are the direct voltage and current respectively across the load resistance imder 
maximum ratings. The value of Eo is obtainable from the usual operational curves 
published by valve manufacturers, and is the direct voltage for the maximum r;m.s. 
applied voltage at the maximum value of load current (If,). If curves are published 
for more than one value of filter capacitance, the curve corresponding to the highest 
capacitance should be selected. The rectification test should be carried out with the 
value of Cjr, equal to that used for the derivation of jB,,, while the total effective plate 
supply impedance per plate should be aa specified above. Under these conditions 
an average new valve should give a voltage and a current /„ approximately equal to 
the published values, and individual valves will have values either higher or lower than 
the average as permitted by the manufacturing tolerances. The end-of-life point is 
commonly taken as 80 per cent, of the value obtained with a valve having bogie charac- 
teristics (R,M.A., Ref. S7). 

The rectification test may be carried out either with full-wave rectification as in 
Fig. 3.5 or with half-wave rectification, each unit being tested separately with half the 
total average load current. The test is usually performed by inserting a cold valve and 
waiting until it has attained normal temperature. 

In all cases, rectifier valves are required to operate satisfactorily in the rectification 
test without arcing or sputtering. 

Where valve failure has been due to arcing or sputtering, the conditions imder 
which this occurred may be reproduced for the purposes of testing either by 

(1) allowing the valve to heat up to normal temperature from cold, the heater and 
plate supply voltages being applied simultaneously, or 

(2) operating the valve at normal temperatures with heater and plate voltages 
applied, and then " keying " the plate voltage. 

(b) Sputter and arcing 

Sputter and arcing are closely akin. When an indirectly-heated close-spaced 
rectifier is warming up with plate voltage applied, there is no space charge and the 
electrostatic field gradient at any sharp peaks on the cathode surface may be high 
enough to vapourize the coating material and lead to the formation of an arc. Even 
when there are no sharp points on either cathode or plate, a discharge of gas leading to 
an arc may occur when there is no space charge, and the peak current required is 
greater than the available emission. Sputter does not usually occur with directly- 
heated rectifiers. 

Signal diodes may be tested in a rectification test as an alternative or addition 
to the emission test. Diodes in diode-amplifier valves may be tested as half-wave 
rectifiers with /?^=0.25 megohm, Ci=2nF and an applied voltage of 50 volts 
r.m.s. 

(cl Back emission — Back emission is emission from the plate to the cathode during 
the half-cycle when the cathode is positive with respect to the plate. Any appreciable 
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Back Emisjion Current 
0-1 mA D.C. 



Fig. 3.6. Back emission test. 



amount of back emission results in severe 
bombardment of the cathode and ultimate 
plate-to-cathode arcing. Back emission 
may be tested by the circuit of Fig. 3.6. 
Switch 5i is normally closed, and is only 
opened momentarily while taking a reading. 
The combined effect of contact potentials 
and initial electron velocities in the 6X5 
and 6H6 rectifiers is to cause a residual cur- 
rent of perhaps 400 /u,A to pass through the 
back emission meter while Si is closed. 
The back emission current is then taken as 
the increase in the meter reading when S, 
is opened. 

(d) Zero signal or standing diode cur- 
rent — This is usually read by measuring 
the current through, say, 0.25 megohm connected between diode plate and cathode 
with no signal applied ; the standing diode current is likely to vary during Ufe. It 
should be noted that the diode direct plate voltage required to make the plate current 
just zero should never be positive if loss of detector sensitivity at very low signal levels 
is to be avoided. 

(iv) Specific triode, pentode and beam tetrode characteristics 
(A) Reverse grid current 

Reverse grid current is the sum of gas current, leakage current and grid (primary) 
emission current. The test is normally carried out after pre-heating — see Sect. 3(i) 
above — since this is the condition which obtains under normal operation in equip- 
ment. Reverse grid current is measured by inserting a microammeter* in the grid 
circuit in series with a resistor, with maximum plate and screen voltages and dissipa- 
tions and maximum cathode current. The circuit used is shown in Fig. 3.1 in which 
the microammeter is protected by a shorting key which is only opened when the reading 
is to be taken. The maximum value of the grid circuit resistance during the test 
as specified by JAN-IA should not exceed 100 000 ohms, although values up to 
500 000 ohms are commonly used. The reading is normally taken after the reverse 
grid current has reached a steady value. 

Alternatively, a suitable value of grid resistor (R J is connected in the grid circuit, 
with a switch for short-circuiting the resistor when desired. With the switch closed, 
the grid and plate voltages are adjusted to the desired values and the plate current is 
read. The switch is then opened and the grid bias readjusted so that the plate current 
returns to its former value The reverse grid current may be computed from 

I.^ABJR, (2) 
where idi3,=change in grid voltage to maintain constant plate current. 
When the mutual conductance is known (or as an approximation using the nominal 
value) the reverse grid current may be computed from 

Grid current in microamperes = 1000 ^I^/g^Rc 
where <d/5=change in plate current in milliamps. 
g„=mutual conductance in micromhos 
and i?e=''esistance of grid resistor in megohms. 

Typical values of maximum reverse grid current in new valves, based on 
American JAN-IA Specifications (Ref. 82). 

These values apply to types commonly used in radio receivers. They are only useful 
as a general guide, since commercial valves may be tested to slightly different specifi- 
cations 

♦Alternatively, an electronic microammeter may be used, incorporating a less sensitive indicating 
instrument. One possible form uses a 6SN7-GT twin triode, cathode coupled ; the maximum resistance 
in the grid circuit is 50 000 ohms for a 0-3 MA range. This arrangement has the advantage that the 
instrument can be made self-protecting so that the indicating meter is not damaged by excessive gas 
current. 
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High-mu mode {ii<65) 
Medium-mu triode 
Twin triode — medium mu 



high mu ((i>65) 



0.5 to 0.6 fiA 
1.0 to 2.0 fiA 

1.0 to 1.5 /iA each section 
0.5 to 1.0 iiA each section 



R-F pentode 



remote cut-oiT 
Power output 
Converter 



sharp cut-oflf (generally) 



0.5 to 1.0 fiA* 

1.0 to 2.0 fiA 

2.0 to 4.0 IJ.A 

1.0 to 2.0 iiA 



•Exceptions are : 6AK5 & 713A 0.1 l^A, 6AS6 0.2 (iA, 6AJ5 0.25 Ji-A, 1231 & 7G7/1232 1.5 MA. 

These reverse grid currents apply rigidly only when measured vinder the specified 
electrode conditions (for values see Ref. 65, Sec. 14). These are, in general, identical 
with the published typical operating condition or, if there is more than one, at the 
typical operating condition having the greatest plate dissipation. 

The maximum value of grid current which may be used in any particular application 
without seriously aifecting the performance, is dependent upon the actual value of 
grid circuit resistance — see Sect. l(v)d. 

(a) Gas current (ionization current) — Gas current cannot be readily measured 
directly t- It may be determined approximately by measuring the total reverse grid 
current tmder conditions of maximum dissipation (see above), and then subtracting 
the hot leakage current and grid emission current trader the same conditions. 

(b) Cold and hot leakage — ^Leakage cvurents may be measured with a voltage 
applied between the grid and each electrode in turn, with the other electrodes floating. 
Measurements may be made either with the valve cold (" cold leakage "), or immedi- 
ately after the filament (or heater) has been sviritched off after testing for reverse grid 
current (" hot leakage ")■ The grid to cathode hot leakage cturent, with the grid biased 
as for the negative grid ciurrent test, may be too small to measure on the microammeter ; 
in this case it may be regarded as zero in deriving the gas ciarent. If any grid emission 
is present, the procedure will be as indicated in (c) below. 

(c) Grid (primary) emission — Grid primary emission current may be derived 
by operating the valve under maximum rated voltages and dissipations for, say, 5 
minutes, or until the characteristics have reached stable values, then by increasing 
the grid bias to the point of plate cturent cut-oflf without any other change in electrode 
voltages, and by measuring the negative grid current at this point. This negative grid 
current is then the sum of hot leakage and grid emission currents. There is no simple 
method of distinguishing between real grid emission current and those hot leakage 
currents which fall during the first few seconds as the valve cools. However, it is 
generally possible to distinguish hot leakage and grid emission by plotting the cooling 
curve of the reverse grid current versus time characteristic (this test cannot be applied 
to valves of the pentagrid type). 

Grid current characteristics are described in Chapter 2 Sect. 2(iu). 

(d) Grid secondary emission — The amoimt of secondary emission from the grid 
of a valve cannot be measured directly. Valves of the same type, however, may be 
compared as to the relative amount of secondary emission present by plotting, or tracing 
on a C.R.O., the positive grid characteristic. If the amount of secondary grid emission 
is sufficient for the characteristic to cut the axis, blocking may occur — see Sect. 3(iv)N. 

(B) Grid current commencement voltage 

The circuit of Fig. 3.1 is used except that the polarity of the grid microammeter is 
reversed. The grid voltage is then measured for which the grid current is positive 
and of the smallest value discernible on the microammeter (e.g., 0.2 fiA). 

(C) Positive grid curren 

This test applies usually to zero biased r-f pentodes, particularly filament types, to 
ensure that conduction 'does not occur during service when low screen voltages are 
used. The test is nor mally pe rform ed under low screen voltage conditions, with other 

tGas currem may be measured by the method which converts the desired ion current to an alternating 
current by modulation of the ionizing electron stream while leaving undesired stray currents (e.g., leakage) 
unmodulated. See Ref. 40. ^ v » ■ » / 
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electrode conditions normal. Itisamaner ^null point indjotor 

of experience that the grid current com- ■ ^ • ^' 

mencement voltage moves in a negative 
direction in some filament type pentodes as 
the screen voltage is reduced. 

(D) Positive voltage electrode currents 
The currents of the positive electrodes 

may be measured at the electrode voltages 
specified under typical (or any other) opera- 
ting conditions, by using the circuit of 
Fig. 3.1. The valve may be damaged if it 
is operated, even momentarily, at electrode 
currents and dissipations in excess of the . , • , j 

maximum ratings. Fig. 3.7. Dynamc voltage-ratio method 

The electrode currents may tend to drift, "/ measuring mutual conductance (or 
particularly when the valve is operated at transconductance). 
other than the cathode current at which it has been stabilized. If a series of curves is 
to be plotted, it is desirable to check one of the earlier readings at intervals during the 
test, to see whether the valve has drifted. 

(E) Transconductance or mutual conductance* 

Transconductance may be determined from the slope of a characteristic which has 
been plotted carefully. An approximation to the grid-plate transconductance, which 
generaUy errs on the high side, is to measure the plate current at equal grid-voltage 
increments on either side of the desired voltage, and to calculate the slope — see Chapter 
2 Sect. 2(ii). 

Grid-plate transconductance and mutual conductance may be measured by many 
methods, but the most satisfactory and most generally used laboratory method isthe 
dynamic voltage ratio method developed by Tuttle (Ref. 2). 

A simple adaptation which is satisfactory for all practical purposes is described 
below. In Fig. 3.7 a 1000 c/s generator is connected to a voltage divider and voltages 
£j and are applied to the plate (through R, and CJ and grid respectively of the 
valve under test. Resistor R, is then adjusted to give a null point on the indicator. 
Condenser Cj is provided to balance out reactive currents arising from stray capaci- 
tances : the secondary of transformer Ti should be connected in the direction which 
allows capacitive balancing. 

At balance, the value of mutual conductance is given by 



EiR. 



(3) 



One convenient form is shown in Fig. 3.7 where £i and are adjustable in steps 
of 10, while R, is variable from 5000 minimum to 100 000 ohms maximum. 



Range 

1-10 ftmhos 
10-100 
100-1000 
1000-20 000 



Grid tap Plate tap E^/Ei 



C 
B 
B 
A 



B 
B 
C 
C 



1/10 
1 

10 
100 



R, min. 

ohms 
10 000 
10 000 
10 000 
5 000 



R, max. 

ohms 
100 000 
100 000 
100 000 
100 000 



Values of the other components may be : 

Ci =0.5 fiF, Ca = 1 /iF, both 400 V working 
Cs =one gang condenser section 
T'i=step up transformer, 1 : 2 turns ratio 

ra= electrostatically shielded output transformer, with primary 
resistance not greater than 50 ohms. 
The reactances have been selected to give an error in mutual conductance not greater 
than 1 per cent, in each case. 



•For definitions, see Chapter 2 Sect. 1. 
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Pentodes may be tested if a suitable screen supply is added to Fig. 3.7. 

Further information on methods of measuring mutual or transconductance is given 
by Refs. 2, 15, 16, 17, 18, 21, 22, 59, 78, 79, 80, 81, 82, 83, 84, S12. 
(F) Amplification factor 

The amplification factor is usually tested by some form of bridge circuit as in 
Fig. 3.8. This is suitable for measurements of /x up to 1000. Suggested values of 
components are : 

Ri = 10 ohms, /?2=90 ohms, /?3=900 ohms, i?i = 10 000 ohms max., Xi-=5 henrys 
min., 1,2=20 henrys min. at max. plate current. Ci=0.5 yuF, C2 = 0.5 ;xF, C3 may be 
two paralleled sections of a gang condenser. 

Choke Li should be of very low resistance, so that the voltage drop caused by any 
reverse or positive grid current does not affect the point of operation. Transformer 
Ti should be electrostatically shielded. 

The amplification factor is given by 

where R=effective total grid resistance in grid arm of voltage divider (i.e., either 
Ri or Ri+R, or R.+R^+R^). 

With Ri adjustable from 1000 to 10 000 ohms, position 1 of 5i will give a range of 
ft from 100 to 1000, position 2 from 10 to 100, and position 3 from 1 to 10, A satis- 
factory value of signal voltage is about 10 volts peak. Too high a value will result in 
operation over a non-linear portion of the characteristic, while also introducing the 
possibility of positive grid current with some types of valves operated at low grid bias. 

Capacitance currents may be balanced out by adjusting the value of C3 and by moving 
switch to the position giving capacitance balance. 




Ft?. 3.8. Bridge test for measuring Fig. 3.9. Method of testing for plate 

amplification factor. resistance. 

The amplification factor test of Fig. 3.8 may be used for pentodes with the addition 
of a suitable screen supply. For values of amplification factor over 1000 a higher ratio 
of the plate and grid arms of the bridge is required, that is RJR. This will result in 
some loss in accuracy at the higher values of /x due to capacitance effects. 

References to measurement of mu factor and amplification factor : Refs. 2, 15, 
16, 17, 18, 21, 22, 78, 79, 80, 81, 82, 84, S12. 

(G) Plate resistance 

Plate resistance may be measured conveniently by the dynamic voltage ratio method 
developed by Tuttle (Ref. 2) and an adaptation is shown in Fig. 3.9. The value of 
plate resistance is given by 

r„ = -^ (41 

where Ri, R^ and R3 may have any convenient values of resistance. 
One possible combination of resistances is : 
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Riinge of 

1000 to 10 000 ohms 
10 000 to 100 000 ohms 
0.1 to 1.0 megohm 
1 to 10 megohms* 



Ri (fixed) 
ohms 
10 000 
100 000 
100 000 
100 000 



(fixed) 
ohms 
1000 
1000 
10 000 
100 000 



Ra (variable) 

ohms 
10 000 to 1000 
10 000 to 1000 
10 000 to 1000 
10 000 to 1000 



*On this range the accuracy is poor. 

This circuit may be used for pentodes with the addition of a screen supply. Vnder 
these conditions should have a minimum capacitance of 1 jtF and C4 a minimum 
capacitance of 0.1 fiF (paper dielectric, 400 V working) for a maximum error of 1% 
in each case, while choke Li should have an inductance of at least 12.5 heiurys for a 
maximum error of 1 % (except on the maximum range), for a frequency of 1000 c/s. 

On the maximum range, the inductance of Li must be at least 125 henrys for a 
maximum error of 1 per cent., but the plate current through Li will normally be only a 
few milliamperes on this range. Thus two separate chokes will be required if the 
maximum range is to be used. Transformer T, should be electrostatically shielded, 
and its primary should have a resistance less than 50 ohms. Condenser C3 is merely 
a blocking condenser of any convenient value, connected in series with the 1000 c/s 
source ; it does not affect the readings. 

Condenser Cj is for the purpose of balancing out capacitance currents ; it may be a 
single section of a gang condenser. 

The combination of mutual conductance, amplification factor and plate resistance 
into a single unit introduces serious design difficulties and necessitates difficult 
compromises. A more elaborate combined bridge using Turtle's method has been 
marketed by the General Radio Company and the theory is published in Ref. 2. 

Plate resistance may also be measured by the well known bridge circuit (e.g., isee 
Refs. 8, 9, 18, 21, 22, S12). The quadrature current may be balanced out by a small 
capacitor in the arm of the bridge adjacent to the arm containing the unknown. 

References to the measurement of plate resistance : Refs. 2, 15, 16, 17, 18, 21, 22, 
33, 78, 79, 80, 81, 82, 84. 




OUTPUT 
VOLTAGE 
A.C. 

1 




POWER 
OUTPUT 
METER 



Fiff. 3.10. Method of testing for a.c. Fig. 3.11. Method for testing for power 
amplification {after RMA). output. 

(H) A.C. amplification 

The standard R.M.A. test for a.c amplification (Ref. S7) is shown in Fig. 3.10. 
This is applied to audio frequency voltage amplifier pentodes, and to a-f voltage 
amplifier high-mu triodes This is a resistance-coupled amplifier test normally per- 
formed at zero bias with a 10 megohm grid resistor. The internal impedance of the 
signal source should not exceed 2500 ohms. The test is made at rated heater or filament 
voltage and normally with a plate load resistor of 0.5 megohm, and an appropriately 
by-passed screen resistor in the case of a pentode. In performing this test, it is 
important to specify whether the output voltage is to be read across the plate load 
resistor alone (as in the R.M.A. test of Fig. 3.10) or across a capacitively-coupled 
following grid resistor of specified value. It is also important, if accurate results are 
to be obtained, that the valve voltmeter used be true r.m.s. reading — that is, one having 
a square-law characteristic. 

(I) Power output 

Power output from the plate may be measured under the conditions indicated in 
Fig. 3.11. The peak value of the sinusoidal voltage applied to the grid is normally 
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equal to the bias voltage unless otherwise specified. The signal frequency is 
preferably either 400 or 1000 c/Sj in order to reduce the size of Z, and C. The impe- 
dance of the choke L at the signal frequency should be at least, say, 7 times the im- 
pedance of the load, while the reactance of C should be less than, say, one seventh of 
the load impedance. 

The power output meter for approximate and routine testing may be of the rectifier/ 
d.c. meter type. In this case the load resistance will be incorporated in the power 
output meter as drawn in Fig. 3.11. 

For accurate measurements, however, it is essential to measure either the true r.m.s. 
voltage across, or the current through, a load resistor of specified value and imity 
power factor. Generally the latter measurement is the more convenient as the current 
through the load may be measured by means of a thermo-couple ammeter. 

The power output of a Glass B amplifier may be measured either with push-pull 
operation or on each section separately. In the latter case the load resistance is one 
quarter that of the plate-to-plate value for push-pull operation, and the unit not 
under test is tied to the cathode. The power output from one section, owing to shifting 
of the loadUne, is greater than half the power output with push-pull operation (Ref. 
58), but the relationship must be established experimentally in each case. Alternatively, 
a resistive load may be connected directly in the plate circuit to give a closer approach 
to normal push-pull operation. The value of the resistance is arranged to be one 
quarter of the plate-to-plate load resistance with push-pull operation, and the plate 
supply voltage equal to the specified plate voltage for normal push-pull operation. 
Under these conditions the power output is given by (Ref. 58) : 

P,^%<2.47 (/,-0.25/,„)»Ri (4a) 
where P„=power output from one section, in watts 

76 = direct plate current in amperes, as measured by a d.c. meter 
/i,„=plate current with no signal, in amperes, 
i?£^=load resistance per section, in ohms. 

The value of /to may be taken, with sufficient accvuracy for many purposes, as the 
publ shed value. 

In ''all cases with Class B amplifiers the specified value of input voltage is appUed 
to the grid circuit in series with a specified value of resistance. The plate voltage 
source should have good voltage stabihty, an electronic voltage regiJator being satis- 
factory. If a plate source impedance is specified, a series resistor of the appropriate 
value must be inserted in the plate supply circuit. 

The relevance of a particular output measured under specified conditions is signi- 
ficant only in relation to the distortion present under those conditions. 

(J) Distortion 

Distortion in the power output test may be measured by one of several siaitable 
methods, provided that the signal source is truly sinusoidal. The effect of harmonics 
from the signal source may be reduced by connecting a low-pass filter between the 
signal source and the grid. 

The distortion may be measured by a harmonic analyser, of which several types have 
been described in the literature. When merely the value of the total harmonic dis- 
tortion is desired, as in determining the imdistorted output, those analysers which 
measure the root-mean-square value of all harmonics present are preferable to those 
which measure the separate harmonics. 

The method of Suits (Ref. 85) is a particularly good example of the type of analyser 
which measures the harmonics separately. The Suits method requires only the simp- 
lest apparatus, and where laboratory facilities are limited this advantage may outweigh 
the disadvantages involved in the computation of the total harmonic distortion. 

The Belfils analyser (Refs. 86, 87) utiUzes an alternating-current Wheatstone-bridge 
balance for the suppression of the fundamental, and is particularly useful for diiect 
measurement of the total harmonic distortion. For maximum convenience, the 
frequency of the audio-frequency source should be very stable. This instrument can 
be operated so that it is direct reading, by maintaining a constant input voltage. 
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In the McCurdy-BIye analyser (Ref. 88), low- and high-pass filters are used to 
separate the harmonics from the fundamental. This instrument is superior to the 
Belfils type in that the frequency of the source may vary somewhat without necessi- 
tating readjustment. 

A differential analyser especially designed for power-output work has been described 
by Ballantine and Cobb (Ref. 89). 

If an iron-cored choke is employed for shunt feed in the plate circuit (Fig. 3.11), 
care should be exercised in its selection or design to avoid the generation of harmonics 
in it due to the non-linear and hysteretic behaviour of the iron. 

For measurement of distortion see Chapter 14 Sects. 2, 3 ; Chapter 37 Sect. 3. 
(K) Microphony 

There is no published standard test for microphony outside of Service or manufac- 
turers' specifications. However an indication of the niicrophony of valves may be 
obtained using the same conditions as the R.M.A. standard audio frequency noise 
test (see below). It is reasonable to adjust the amplifier gain to be of the same order 
as the gain of the subsequent portion of the amplifier in which the valve is to operate. 
Nevertheless, valves unless specifically designed for low-level high-gain pre-amplifier 
use, should not be expected to be non-microphonic and free from noise at low levels 
when tested under such conditions. 

In radio receiver factories the valves are usually tested in the chassis in which they 
are to operate, the set being tuned to a signal generator with internal modulation, and 
the volume control set at maximum. Any microphonic sounds which quickly die 
away are not considered as cause for removal of the valve, but a sustained 
howl is so considered. Such a valve may not be microphonic in another 
position in the chassis or in another model of receiver. Actions to be 
taken to reduce microphony have been described in Chapter 35 Sect. 3(iv). Not- 
withstanding the considerations above, all valves cannot be expected to be non- 
microphonic when placed directly in the acoustic field of, and close to, the loudspeaker 
in a receiver, particularly in small cabinets. 

Ref. S2. 
(L) Audio frequency noise 

The R.M.A. standard for audio frequency noise test is with normal voltages applied 
to all elearodes, and the plate of the valve imder test is coupled to the input of an 
amplifier with a frequency range of 100 to 2000 c/s (±5 db of response at 400 c/s). 
A dynamic loudspeaker with a rating of at least 2.5 watts is connected to the output 
of the amplifier. The minimum external grid resistance is 100 000 ohms. The gain of 
the amplifier and the plate load resistance of the valve under test are to be as specified. 
The valve under test may be tapped lightly with a felt or cork mallet weighing not over 
i ounce. Any objectionable noise heard in the loudspeaker, is cause for rejection 
(Ref. S7). See also Ref. S2. 
(M) Radio frequency noise 

The R.M.A. standard test for radio frequency noise is for normal voltages applied 
to all electrodes of the valve under test ; the plate is coupled to the input of a r-f 
amplifier (of a radio receiver) at a frequency within the range of 50 to 1600 Kc/s. 
The minimum band-width is to be 5 Kc/s at 10 times signal. The audio frequency 
response is to be within ±5 db of the response at 400 c/s over the frequency range 
from 100 to 2000 c/s. A suitable tuned transformer giving a resonant impedance of 
50 000 to 200 000 ohms is to be used to couple the valve under test to the amplifier. 
The external grid circuit impedance of the valve under test is to be from 5000 to 25 000 
ohms. Other conditions of test are as for the audio frequency noise test (Ref. S7). 
See also Ref. S2. 
(N) Blocking 

Tests on grid blocking are normally applied only to certain types subject to this 
characteristic. A valve may be tested for blocking by either of two methods. In the 
first method a high positive grid voltage (say 100 volts) is applied instantaneously 
with normal electrode voltages and the maximum value of grid resistance. The plate 
current should return to its initial value on the removal of the applied voltage. 
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The second method (" cross-over ") is to apply a gradually increasing positive grid 
voltage with substantially zero grid circuit resistance, and to plot the grid current 
characteristic for positive values of grid voltage up to the point at which the grid 
current changes from positive to negative (" cross-over " point). See Chapter 2 
Sect. 2(iii). 

(O) Stage gain testing 

A circuit such as that shown in Fig. 311A can be used to measure the gain of a r-f 
pentode operating under typical i-f amplifier conditions. Stage gain testing has the 
advantage of evaluating at the one time and under operating conditions at the appropri- 
ate frequency the effects of all valve characteristics which influence gain, such as mutual 
conductance, output impedance, input resistance, reverse grid current and even the 
effect of high screen or plate currents in increasing control grid bias or decreasing 
screen grid voltages 




. VALVE 
VOLTMETER 



Fig. 3.11A. Method of testing for i-f stage gain. 

In Fig. 3.1 lA the input and output circuits are typical high-impedance i-f trans- 
formers with secondary tuning of the first and primary tuning of the second, adjustable 
from the front panel of the tester to allow accurate alignment with varying capacitances 
in the valves imder test. The 1 megohm resistor represents the plate impedance of a 
preceding converter stage and the 0.25 megohm resistor simtdates the impedance of a 
diode detector. Screen and bias resistors are designed to give the required voltages 
with a valve of bogie characteristics, and the high impedance in the control grid 
circuit allows the effect of reverse grid current to be evaluated. 

The output meter is calibrated to show stage gain in db for a given input at 455 Kc/s 
and limits are marked on the scale at a suitable number of db above and below the 
stage gain of a bogie valve. 
(P) Electrode dissipation 

The dissipation of an electrode is determined by subtracting the power output 
from that electrode — see Sect. 3(iv)I— from the d.c. power input to that electrode. 
Where the power output from an electrode is zero, the electrode dissipation is then 
equal to the d.c. power input. 

(v) Specific converter characteristics 

(A) Methods of operation including oscillator excitation 

A converter valve essentially includes two sections, an oscillator and a mixer, which 
may be either separate imits supplied by independent cathode streams as in a triode- 
hexode or combined to use a single cathode stream as in the pentagrid types. The 
characteristics of a converter depend both on the electrode voltages of the mixer and 
oscillator and on the excitation of the mixer by the oscillator. 

For purposes of testing, the oscillator may be either self-excited or driven by an 
external source of alternating voltage of suitable amplitude ; alternatively a limited 
range of characteristics may be determined imder purely static conditions with direct 
voltages only applied to the electrodes. In general, the latter is not recommended for 
routine testing outside of valve factories, owing to the practical difficulties of correlating 
characteristics with published characteristics obtained under oscillating conditions. 
(1) Oscillator self-excited 

This is the normal method of operation in most radio receivers, and although it has 
much to commend it as a simultaneous test of both mixer and oscillator sections, the 
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oscillator circuit characteristics require to be specified exactly and closely controlled 
in order to obtain consistent results. For general service testing, less critical methods 
are therefore to be preferred. This method of testing, with a self-excited oscillator, 
reqtiires a completely specified oscillator coil, particularly as regards the resonant 
impedances presented by the circuit to the valve which, together with the electrode 
voltages, determine the peak and average plate currents of the various electrodes. In 
practice, it is usually convenient to standardize the circuit by using a valve having 
specified characteristics under particular conditions (transconductance, amplification 
factor, plate current) and adjusting the resonant impedance of the tuned circuit by 
means of the shunting resistor to give a prescribed grid current. 

The oscillator frequency is usually either an audio frequency or 1 Mc/s, the latter 
being more typical of normal operation 

(2) Oscillator driven 

This is a fairly commonly used test, because it has less dependence of the mixer on 
the oscillator characteristics. It suffers from the disadvantage, however, that inasmuch 
as the driving voltage is applied to the oscillator grid, it does not provide a satisfactory 
test of oscillator characteristics. With this method of testing, if grid current is regarded 
as a criterion of oscillator characteristics, the oscillator emission needs to be adequate 
only to supply the rectified current resulting from the excitation but may be quite 
inadequate to supply the high peak oscillator plate currents which may occur in normal 
operation, the values of which depend upon the impedance in the oscillator plate 
circuit. 

For this reason, it is generally more satisfactory in service testing to use the driven 
method with prescribed excitation to test the mixer characteristics and to test the 
oscillator by means of either a transconductance test at a high plate current or a 
prescribed self-excited oscillator circuit test which calls for a reasonably high peak 
plate current, with rectified grid current as the criterion. In the latter case provided 
the oscillator circuit characteristics, that is the resonant impedances presented to the 
valve, are precisely specified the test is not critical as regards grid current. 

(3) Static operation 

With this method of testing, static voltages are applied to all electrodes and the 
electrode currents are measured. 
(B) Specific characteristics 

(a) Reverse signal grid current 

This test is performed under the same general conditions as for triodes and pentodes, 
except that the method of operation may be with the oscillator self-excited, or with the 
oscillator driven, or with static operation. 

(b) Signal grid current commencement 

In general this test may be performed as for triodes and pentodes, except that the 
oscillator may be either self-excited or driven. 

(c) Mixer positive voltage electrode currents 

These may be measured, in general, as for triodes and pentodes, except that the 
oscillator may be either self-excited or driven. 

(d) Mixer conversion transconductance* 

Mixer conversion transconductance is determined from measurements of the 
magnitude of a beat-frequency component, (.fi— A) or (/1+/2), of the output current, 
and the magnitude of the input voltage of frequency fi where /a is the oscillator fre- 
quency. The method of measurement which has been standardized by JAN-1 A (Ref. 
S2) and R.M.A. (Ref. S7), and which uses a driven oscillator, is to apply voltages of 
identical phase and frequency —usually mains frequency for convenience— to the 
specified electrodes (that is the signal and oscillator grids) with provision for a phase 
reversal of 1 80° of one with respect to the other. The change in direct plate current due 
to the phase reversal represents the difference-frequency plate-current component. 

•Also referred to as conversion conductance. Mixer conversion transconductance is defined as the 
quotient of the magnitude of a single beat-frequency component (/i +/2) or C/i — /-i) of the output 
electrode current by the magnitude of the control-electrode voltage of frequency /i, under the conditions 
that all direct electrode voltages and the magnitude of the electrode alternating voltage /2 remain constant 
and that no impedances at the frequencies /i or/2 are present in the output circuit, and that the magni- 
tude of the signal voltage /i is very small. 
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This value divided by twice the peak value of the sinusoidal voltage applied to the 
signal input electrode is taken as the mixer conversion transconductance. Specified 
voltages are applied to the valve electrodes under specified circuit conditions and the 
oscillator excitation voltage is adjusted to the specified value or to give the specified 
oscillator grid current. Other methods of testing are acceptable if correlated with this 
method. 

The relationship may be expressed in the form 

g'^-^ (4b) 

where ^o=conversion conductance in mhos 

/jit* plate current for the in-phase condition of signal and oscillator voltages 

El and in amperes 
/62= plate current for the out-of-phase condition of Ei and En in amperes 
and JSim=peak value of the signal voltage. 

It should be clearly understood that the value of conversion transconductance 
measured by this method is dependent on the signal grid voltage and on the curvature 
of the mixer characteristics and consequently only approaches a true " differential " 
transconductance at the point of operation, as distinct from an average value, if the 
signal grid voltage amplitude is sv^ciently small. In most cases, if the signal grid 
voltage does not exceed say 25 mV, exact correlation can be obtained for all types. 
At higher values, up to 100 mV, the error may be acceptable, depending upon the type 
and the condition of operation. 




Pig. 3.12. Phase reversal 
method of measuring con- 
version transconductance. 



The circuit is shown in Fig. 3.12 in which one double-wound transformer, Ti 
with two secondary windings provides the signal and oscillator voltages, which are 
controlled by means of potentiometers i?i and R^. A switch 5 permits phase reversal 
of the signal voltage. The grid coupling capacitor Ci and grid resistor are provided, 
with a meter to measure oscillator grid current through i?,. In the plate circuit of the 
valve under test there is a by-pass capacitor Cj and iron-cored choke L to pass the 
direct current 7j from the plate voltage source E^t. The increase in plate current is 
measured by the low resistance microammeter M after the standing current /j, 
has been " bucked out " by the bucking battery B and rheostat which should have 
a minimum resistance at least 100 times that of the microammeter. 

In order to obtain exact results, as indicated previously, very small signal voltages 
are required, which produce only small incremental readings of plate current and demand 
stabilized electrode voltage sources. In any particular case, the signal voltage may be 
increased until the error due to the large signal voltage becomes measurable, and tests 
should then be carried out at a somewhat lower signal voltage. 

If a signal voltage of 1/2 V 2 volt (0.5 volt peak) is used, the incremental plate current 
in milliamps then reads conversion transconductance in milliamps per volt. It seems 
that values of transconductance frequently quoted in published data are obtained 
using the above-mentioned value of signal voltage, as in many cases the true conversion 
transconductance under the conditions published differs from this value. As a result. 
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it is frequently difficult to calculate the exact performance of converter stages from 
published data of the converter used. 

The shape of the curve of conversion transconductance plotted against oscillator 
grid current is very much influenced by the signal voltage used in the tests. The actual 
operating conversion transconductance in a praaical case is a function of the input 
signal level. 

The phase-shift method of testing conversion transconductance is the only absolute 
experimental method of measuring this characteristic, and accurate results can be 
obtained provided all electrode voltagesj including signal and oscillator excitation 
voltages, are well stabilized, the electrode supply voltages free from hum, the excitation 
voltages sinusoidal, of low frequency and correct phase and the signal grid voltage 
sufficiently small. 
Side-band method 

The side-band method of measuring conversion transconductance is shown by the 
circuit of Fig. 3.13. The oscillator may be either self-exdted at any convenient 
frequency, say 1 Mc/s as in Fig. 3.13, or may be driven. A signal voltage Ei at audio 
frequency (say 1000 c/s) is applied to the control grid. The oscillator is adjusted to give 
the required grid current through the specified grid resistor R2. In the plate circuit there 
is a resonant circuit LiCi, tuned to the oscillator frequency and shunted by a resistance 
the value of which should be as low as possible and which should not exceed 
10 000 ohms. 



~ * FIG. 3.13 

Pig. 3.13. Side-band method of measuring conversion transconductance. 

The voltage across the resonant circuit comprising the oscillator frequency, the signal 
frequency and the two resulting sidebands are applied to a radio frequency ampUfier 
followed by a diode detector across whose diode load is connected a valve voltmeter 
to indicate the amplitude of the audio frequency components. If an r-f amplifier is not 
used, the region of non-linearity of the diode characteristic results in the calibration of 
the system being dependent on the voltage developed across the tuned circuit and would 
thus be imsatisfactory for valves of low conversion conductance. However, the r-f 
amplifier may be omitted provided the signal appUed to the diode is sufficiently high 
to ensure linear rectification. Where this is not so, the simplified circuit may not be 
suitable for measurements of low values of conversion conductance. 

If the r-f ampUfier is omitted, the signal voltage Ei may be about 0.5 volt peak, and 
Ri may be 10 000 ohms. 

The tester must be caUbrated against the standard phase reversal method and the 
circuit may be adjusted so that the meter is direct reading, 

(e) Mixer plate resistance 

This may be measured either with a self-excited or driven oscillator, the value Of 
plate resistance being not affected by the method used. Measurement of plate resistance 
is performed as for a pentode, except for the excitation of the oscillator. 

(f) iVIizer transconductance 

This may be measured as for a pentode valve, except that the oscillator should be 
either self-exdted or driven. 

(g) Oscillator grid current 

The oscillator performance of a converter valve depends upon several valve and 
circuit parameters that are not simply defined. 
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The oscillator grid current may be used as the criterion of oscillator performance 
in a self-excited oscillator, operating under specified conditions. The circuit should 
be designed to draw typical peak and average total space currents. The Boonton 
Converter Oscillator test circuit is widely used to check oscillator performance, owing 
to its simplicity of design and ease of adjustment and control and, while not giving an 
exact criterion of oscillator performance, does provide a dynamic test of the usual 
parameters under Conditions that simulate average receiver operation. 




Fig. 3.14. Self-excited oscillator, using 
the Hartley circuit, for testing oscillator 
performance. 



The circuit (Fig. 3.14) is a series-fed Hartley having a fixed feedback ratio and having 
the tank circuit impedance variable so that the magnitude of oscillation may be 
adjusted. Normal voltages are applied to all electrodes. 

It is necessary to specify the oscillator plate voltage, oscillator plate series 
resistor (if used), oscillator grid resistor (ii^) the inductance of each section of the coil 
(Lu Z-z), the mutual inductance between the two sections {M), the capacitance shunted 
across the whole coil (C), the grid coupling capacitance (Cj), and the resonant imped- 
ance of the tuned circuit {Rd). Normally a coil having a higher reactance than the 
specified value of resonant impedance is used and is shunted by a variable resistance 
(i?i) to give the specified resonant impedance. Bias is obtained by means of a capacitor 
and a wire-wound gridleak. The wire-wound grid resistor is used because it has con- 
siderably higher impedance to radio frequencies than to direct current. The high 
radio-frequency impedance diminishes the shtmting effect of the gridleak on the tuned 
circuit. The rectified grid current is read on a microairuneter (suitably by-passed) in 
series with the grid resistor. Before the test oscillator is used, the relationship between 
the tuned impedance of the tank circuit and the setting of the variable resistor must 
be determined 

The R.M.A. standard (Ref. S7) and JAN-IA (Ref. S2, sheet dated 19 July, 1944) 
specify the component and coil design values as being : C=100 jifiF (mica") ; 
2G0 n/iF (mica) ; 50 000 ohms potentiometer ; R, — 50 000 ohms wire-wound 
resistor ; Li=83 fiR ; L2==48 ^uH : M=23.3 ^iH j coil diameter = 1.25 in. ; winding 
length=59/64 in. ; wire No. 30 a.w.g. enamelled copper ; turns =83 ; tap at 33 
turns from anode end. See also Ref. Sl2. 

The constants quoted above have been selected to simulate average circuit conditioas 
in broadcast receivers for composite converters having transconductances less than 
1500 fimhos at zero bias. For valves having higher transconductances or for circuits 
above broadcast frequencies, the circuit with the constants given may not be satis- 
factory, as spurious oscillations may make it impossible to obtain correlation between 
test readings and receiver performance. 

The ability of a valve to oscillate when the shunt impedance of a tank circuit is low 
is one criterion of the value of a valve as an oscillator. The oscillation test is made by 
applying the desired electrode potentials to the valve under test and reading the rectified 
grid current at some known setting of tank-circuit impedance. A valve that will not 
osdllate with the tank-circuit impedance below about 9000 ohms is considered to be a 
W«3k oscillator. A valve that will oscillate with a tank-circuit impedance as low as 
3000 ohms is considered to be a strong oscillator. The minimum tuned impedance «t 
which oscillation will start or cease as indicated by the rectified grid ourseijt WiU 
depend on the oscillator characteristics of the particular type and will vary from type 
to type. 
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(h) Oscillator plate current 

The oscillator plate current may be read while the valve is being tested for grid current 
as a self-excited oscillator, or alternatively at zero grid voltage and specified plate 
voltage (usually 100 volts). 

(i) Oscillator transconductance 

The oscillator transcoilductance is usually measured at zero grid voltage and specified 
plate voltage (usually 100 volts), 
(j) Oscillator amplification factor 

The oscillator amplification factor is measured as for any triode, usually with a plate 
voltage of 100 volts and zero grid voltage, 
(k) Oscillator plate resistance 

The oscillator plate resistance is measured as for any triode, usually with a plate 
voltage of 100 volts and zero grid voltage 
(1) Signal grid blocking 

Signal grid blocking may be treated as for the general case of grid blocking in Sect. 
3(iv)N. 

(m) Microphony 

The general remarks in Sect. 3(iv)K regarding microphony apply also to converters, 
(n) R-F noise 

Converters may be tested for r-f noise imder published electrode voltage and typical 
receiver circuit conditions, following the relevant recommendations of the R.M.A. 
r-f noise test— see Sect. 3(iv)M. 
(vi) Tests for special characteristics 

The following tests are not normally applied to receiving type valves and the 
undermentioned information is provided to assist designers in obtaining data of these 
characteristics for particular purposes. 
(A) Short-circuit input admittance (jVh) 

At frequencies up to 10 Mc/s it is possible to use conventional bridge methods for the 
measurement of the four admittances, but at higher frequencies some version of the 
susceptance-variation or resistance-substitution method is necessary. 




Pig. 3.15. Semi-schematic diagram of equipment for measuring admittances by the 
susceptance-variation method {Ref. S12). 

Tis the 4 terminal transducer to be measured, Yi and are calibrated variable-admittance 
elements which may be of various forms, such as coils or capacitors. and are signal- 
frequency voltage-measuring devices ; these may be simply crystal or diode voltmeters or 
heterodyne receivers. Variable admittances Y n ond Y are used for coupling the input 
or output circuits to the signal oscillators. 

(1) Susceptance-variation method of measurement (Refs. 51, SI 2) 

In this method, the circuit is detuned with either the capacitor or the inductor 
adjustment to a point giving half the power output observed at resonance. The incre- 
ment in susceptance, determined from the capacitance calibration curves, is then equal 
to the circuit conductance. In practice, the mean value obtained by using the half- 
power points on each side of resonance is used. 
Using the circuit of Fig. 3.15 (Ref. S12)- 

(a) Short-circuit the output terminals 2-2. This may be done either by detuning 
y, sufficiently or by placing a suitable by-pass capacitor directly across terminals 2-2. 

(b) Excite the input circuit by coupling the signal oscillator loosely through y,, 

to y,. 
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(c) Adjust Yi for resonance as indicated by a maximum reading of Vi. In order to 
insure that the coupling to the oscillator is sufSciently small, reduce the coupling until 
farther reduction does not change the setting of Yi for resonance. Record the cali- 
brated values of and Bi for this setting. 

(d) Vary Y^ on either side of resonance until the voltage Vi is reduced by a factor 
1/ V2. Record die calibrated values of this total variation of Yi between half-power 
points as and ABi. In order to insure that the oscillator and detector are not 
loading the circuit, reduce the coupling until further reduction does not change the 
susceptance variation AB^. The short-circuit input susceptance is then given by the 
relation 

Bn Bi (5) 

aad the short-circuit input conductance by the relation 

y^^^iAB,Hl+2v')i + v]~Gt (6) 
or :y„«rfi/ljBi[l + , (7) 
or eveo further by the relation 

yu«^i^B,-Gi (8) 

if 1) it negligtbk. 

Fi«. 3.16 




Fig. 3.16. Circuit diagram of equipment used for measurement of short-circuit input 

admittance (Ref. 51). 

A piactical form (Ref. 51) for the frequency range 50 to 150 Mc/s is shown in Figs 
3.16and 3.17. The valve under test is used as a part of aresonant circuit which includes 
a continuously-variable inductor and a small concentric-cylinder capacitor built on a 
a^crometer head. The high-potential end of the inductor is connected to the high- 
potential electrode of the micrometer capacitor inside a cylindrical cavity open at the 
top. Fig. 3.17 also shows the positions of some of the by-pass capacitors used with the 
octal socket. These are button-type, silver-mica capacitors of approximately 500 hjaF 
capacitance. The socket is of the moulded phenolic type. Terminals 1, 3, 5 and 7 are 
connected directly to the mounting plate at a point directiy below the terminal in each 
ki«ance. Terminals 2 (heater) and 6 (screen grid) are by-passed to ground, and a lead 
is irtought from each of these terminals through the mounting plate to a small r-f 
choke and a second by-pass capacitor. Terminal 8 (plate) is by-passed and fitted 
wi* a sfiring contacting the terminal for one of the circuits. Terminal 4 (grid) has 
oaly the contact spring. A similar arrangement is used with miniature valves. In 
this cSise, the socket is of the wafer type with mica- filled rubber insulation. Terminals 
2, 3 and 7 are groimded and terminals 4, 5 and 6 are by-passed to ground. Terminals 
1 (grid) and 5 (plate) have contact springs. The by-pass capacitors are closer to the 
mounting plate than in the case of the octal socket ; the capacitors at terminals 4 and 
6 ofei?l^ thft capacitor to terminal 5. A 10 ohm resistor, mounted inside a cylindrical 
4>t^ to minimize lead inductance, is connected between socket terminal 5 (plate) 
aid the by-pass capacitor. This component was added to suppress a parasitic oscilla- 
tion ©bserved with certain type 6AK5 valves. The resistor was found to have no 
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Fig. 3.17. Physical arrangement of circuit elements of Fig. 3.16 {Ref. 51). 

measurable effect on input admittance readings obtained wifh valves, either of die 
6AK5 type or of other types, not subject to the parasitic oscillation. 

In order to obtain susceptance values, the circuit must first be calibrated ftar the 
capacitance required for resonance at each test frequency. The circuit is califerat^d 
by determining the inductor settings for resonance with each of a number of sm^ll, 
disc-shaped, calibrating capacitors substituted for the valve. The insert in the lower 
left comer of Fig. 3.17 shows a cutaway view of the cavity with one of tjie.calibrating 
capacitors in place. The length of the phosphor-bronze contact spring iised with the 
caUbrating capacitors is approximately the same as that used with the valve. Thus, 
the inductance of this lead is accounted for in the calibrating procedure. The refeii^se 
terminals for the valve are the socket plate and the grid germinal of the socket or, 
possibly, a point on the grid terminal a little inside the body of the socket, The 
calculated inductance of the contact spring is 4.5 milli-microhenries per centimeter flf 
length within about ±25 per cent., but the difference in effective lengths of the springs 
for the socket connection and the calibrating connection is not more than 2 or 3 
miUimeters. 

The range of the micrometer capacitor is sufficient for measurements of the circifit 
with the cahbrating capacitors, with most cold valves, and with some valves under 
operating conditions. For other cases, adjustment of the inductor is required. 

If the conductance being measured is small enough to be measured by the available 
range of the micrometer capacitor, the susceptance and conductance variations betwew 
l/V'2 voltage points are given by 

and ^G=0 

where w is the angular frequency of measurement and C is the micromeaet capaci- 
tance variation between the half-power points. 

The calibration curves used at each test frequency are : 

(1) Capacitance for resonance 

(2) Slope of the capacitance curve 

(3) Conductance at resonance of the circuit with the calibrating jsapacitors. 
These three quantities are plotted against the inductor adjustment readings, 

the conductance values for the caUbrating capacitors themselves are too small to ^fyct 
the calibration appreciably, the conductance curve corresponds, esaeatially, to HtSt 
equipment. 
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(2) Resistsnce-SUbStitUtiOtl method of measurement 

The resistance-substitution method applies only to the measurement of the conduc- 
tive component of the admittance. The susceptive component must be measured by 
means of a calibrated susceptance element, as for the susceptance-variation method of 
measurement. Ideally, the resistance-substitution method involves, in the case of a 
tv?o-terminal admittance, the removal of the electron-tube transducer from the 
caUbrated admittance element and its replacement by a standard pure resistance of 
such a value that the voltage reading between the two terminals is the same as that 
obtained with the transducer in place. The calibrated susceptance element must be 
adjusted to resonance both before and after substitution of the resistance. If the 
measurement is of yns the following relations are obtained : 

5u=-Bi (9) 

as in (1) above, and 

Gn = VR (10) 
where R is the standard resistance of a value that satisfies (10). 

There are practical difficulties in obtaining standard resistors having negligible 
reactance at frequencies of the order of 100 Mc/s or higher. Wire-wound resistors are 
not usable at such frequencies. The most satisfactory types available are the metallized- 
glass or ceramic-rod resistors of relatively small physical size, having low-inductance 
terminals and very little distributed capacitance. A further difficulty arises from the 
fact that such resistors are obtainable only in discrete values of resistance. It would 
not be practicable to obtain the very large nimiber of resistors needed to match the 
resistance of any electron-tube transducer. Hence, it is necessary to utilize a trans- 
formation property of the admittance-measuring equipment in order to match any 
arbitrary admittance with some one of a reasonably small set of standard resistors. 
A suitable resistance-substitution set consists of a transmission line of length J short- 
circuited at one end, having a characteristic admittance Y„ and a propagation constant 
y. If a known adminance Y is placed across the line at a distance x from the short- 
circuited end, the admittance Y, at die open end of the line is given by the relation 

1 



sinh yx 
sinh yl 



1 + 



y sinh 



y„ sinh yl 



sinh y(l—x) 



(11) 



Conversely, the admittance y, is the admittance that would have to be placed at the 
open end of the line to produce the same effect there as the known admittance Y at the 
position X. Equation (11) then represents the property of the transmission line of 
converting admittance Y at position x into admittance y, at position /. This expression 
can be simplified for a low-loss line having a characteristic admittance Y„ large com- 
pared with the bridging admittance Y. Thus if y„>> y. 



y sinhyx . 
^ - . . , smhy(/- 
Yo sinhy/ 



■x) \ <1, 



and the real part of the propagation constant y of the line is small. 



sinh yx 


2 


sinh j83c" 


sinh yl 




sinh (8/ 



where ^=2-n/X Equation (11 j then simplifies to 



Y, = Y 



^sin (3/ 

If y is a pure conductance of value \/R, then Yt is the pure conductance 



sin px 



sin jSx 



(12) 



(13) 



(14) 



(15) 



sin 

In the measurement of the short-circuit input admittance y,i, a low -loss transmission 
line of large characteristic admittance is coupled loosely to an oscillator near the short- 
circuited end. At the open end are a voltage-detecting device and a calibrated 
capacitor, by means of which Bu is obtained from (9). With the unknown transducer 
across the open end and the capacitor adjusted to obtain resonance, a voltage reading 
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is taken. The transducer is removed and one of the standard resistors placed across the 
hne bridging the two conductors. The position of this resistor along the line is then 
adjusted and the system is readjusted for resonance with the cahbrated capacitor until 
the voltage, as measured at the end of the line, is the same as before. By (15) we have 

sin I3x 



(16) 



sin pi 

where R is the resistance of the standard placed x centimeters from the short-circuited 
end of the line. It is evident that a resistor must be selected having a resistance value 
near to but not larger than the reciprocal of G,,. 

Since the transmission line should have low loss and low characteristic impedance] 
a coaxial line is desirable. The line will require a longitudinal opening or slot in order 
to permit one of the standard resistors to bridge the line at an adjustable position to 
satisfy the required voltage condition. A valve voltmeter is capacitively coupled 
to the open end of the line across which the electron-tube transducer may be attached. 
Socket and filter arrangements for wire-lead valves can be attached to this line. 
Radiation difficulties arising from the longitudinal opening in the line, together with 
the increasing difficulty in obtaining resistance standards at frequencies much above 
300 Mc/ s , appear to make this type of measuring equipment impracticable for measure- 
ments at higher frequencies on surface-lead valves. Ref. S12. 

(B) Short-circuit feedback admittance (jyu) 
Susceptance-variation method of measurement 

See (A)l above for general description. 

(a) With the input termination still set at the value for resonance obtained in step (c) 
in (A) above, excite the output circuit through Y ^2- In the event that oscillation diffi- 
culties are encountered, detune the output circuit Y„ or load it imtil oscillation stops. 

(b) Record the voltmeter readings V, and Va. 

The magnitude of the feedback admittance is then given by the relation 

V,\AB 



(17) 
(18) 



or '■''"''^"2" jl/J 

where JGi and AB^ are the values obtained in the preceding measurement of y^. 
Ref. S12. 

(C) Short-circuit output admittance (3/32) 

The short-circuit output admittance may be measured by following the procedure 
outlined for the short-circuit input admittance, the signal being coupled through V ca- 
lf the subscripts 1 and 2 are interchanged, all of the above formulae concerning 3»„ 
may be used to relate yt,^ to the measured data. 

Ref. 812. 

(D) Short-circuit forward admittance (j/aO 

The magnitude of the forward admittance may be measured by following the 
procedure outlined previously for the measurement of the magnitude of jy,2. If the 
subscripts 1 and 2 are interchanged, all of the formulae concerning y^^ may be used to 
relate y^x to the measured data. 

Ref S12. 

(E) Perveance 

(1) Perveance of a diode 

The perveance of a diode may be derived by plotting the current against the three- 
halves power of the voltage, when the slope of the curve will give the value of G. 
Voltages should be chosen sufficiently high so that such effects as those produced by 
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contiict potential and initial electron velocity are unimpoftaftt. If this is not possible, 
a correction vohage e should be added to the diode voltage, where 

e=(3/2)/jr5-«, 
where ?■;,= anode resistance of diode, 

Rfef. S12. 

(2) Perveance of a triode 

The perveaflce of a triode may be derived as for a diode where the diode anode 
voltage is taken as the composite controlling voltage 

Multi-grid valves may be considered, with sufficient accuracy for most purposes, as 
triodes with the screen grid as the anode and the screen grid voltage as the anode 
voltage. 

Xow voltage correction— The effects of initial electron velocity and contact 
potential may be represented by an internal correction voltage e that is added to the 
composite controlling voltage, where 

The value of ^„ to be used is that obtained with all the electrodes except the cathode 
and control grid tied together to form an anode which is held at the voltage ordinarily 
used for the screen grid. 
Ref. S12. 

(rii) Characteristics by pulse methods — ^pomt by point 

The characteristics of valves in the region where electrode dissipations or currents 
exceed safe values may be obtained by pulse methods, in which the valve is allowed to 
pass current only for short intervals of such duration and recurrence frequency that 
it is not damaged. 
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Fig. 3.18. Circuit for measuring electrode currents using single pulse generator method 
(,1 —peak-reading current indicator, E —peak-reading voltage indicator, V=moving coil 
voltmeter). If high accuracy is required, correction should be made for the voltage drop 
across the current indicators. The regulation of the electrode supplies is not important 
for point by point testify, provided that the shunt capacitors are sufficiently large. 



(a) Single generator method 

The valve is operated with the desired screen and plate voltages, but with the grid 
biased beyond cut-off, in the absence of pulses (Fig. 3.18). If secondary emission effects 
produce a negative impedance, the pulse generator must be shunted by a non-inductive 
load resistor of such value as to maintain an overall positive impedance at its terminals. 
Refs. 38, 812. 
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(b) Multiple generator method 

With this method, no direct voltages are applied but each electrode has its own pulse 
generator, all generators having their pulses synchronized. This method is not 
commonly employed with receiving type valves. Refs. 68, 72, S12. 

References to characteristics by pulse methods : Refs. 38, 68, 72, 93, 812. 

(c) Pulse generators 

Pulse generators are of several types. In the capacitor discharge type a condenser 
is switched from charge to discharge through the valve under test. If there is no series 
impedance, the peak voltage applied to the valve is equal to the charging voltage. 
However, because of the very short duration of the pulse, an accurate current indicator 
is difficult to design. 

Refs. 68, 69, S12. 

A rectangular pulse shape is obtainable from a direct supply source in series with a 
high-vacuum triode (or several in parallel) whose grid is normally biased beyond cut-oiF. 
A rectangular control pulse, obtainable from a conventional source, is applied in the 
grid circuit to permit the triode to conduct only during the duration of the pulse. 
(Ref. S12). Alternatively an ignitron may be used (Ref. 38). 

A half sine-wave, or portion of a half sine-wave, pulse is obtainable from an alter- 
nating source with gas triode or other control to provide the desired gap between 
pulses. Alternatively a d.c. source may be used with a gas triode and LC network. 
Ref. S12. 

(d) Peak-reading voltage and current indicators 

The input circuit must have a time constant that is large with respect to the time 
interval between successive pulses. The greatest accuracy is obtained with a rectan- 
gular waveform, good accuracy may be obtained from a half sine-wave, while the 
sharply peaked capacitor discharge method is the least, accurate. 

A peak-reading voltage indicator may be employed to indicate peak current by using 
it to measure the peak voltage drop across a non-inductive resistor of known resistance. 

One form of indicator is a diode type valve voltmeter with a high resistance load 
shtmted by a large capacitance. The use of this indicator for current-measuring 
purposes may result in serious errors if the electrode characteristic of the valve under 
test exhibits any negative slope. 

A cathode ray oscillograph may be used directly to measure peak voltage, or peak 
voltage drop across a non-inductive resistor of known resistance, provided that there is 
no negative slope in the electrode characteristics. If negative slope is Ukely to occur, 
a linear horizontal sweep voltage, synchronised to the pulse generator frequency, 
may be used to spread out the current trace. In this manner the detection of possible 
errors is simplified. The vertical deflection corresponding to the maximum horizontal 
deflection is the one required ; for characteristics having only positive slopes, this 
vertical deflection will also be the maximum. 

Amplifiers may be used provided that they are designed with sufficient bandwidth 
and sufficiently linear phase-frequency response for the high-frequency components 
of the pulse. The attenuator should be capacitively balanced, making the ratio of 
capacitance to resistance of all sections alike. 

Reference to peak-reading indicators : Ref. S12. 

(viii) Characteristics by curve tracer methods 

A characteristic curve may be traced on the screen of a C.R. tube, using a suitable 
type of pulse generator for one electrode and fixed voltages for the other electrodes. 
The simplest characteristic for this purpose is the grid voltage versus plate current 
characteristic, either with zero plate load resistance or with a specified load resistor 
(" dynamic " characteristic). 

A triangular or half sine-wave pulse generator characteristic is satisfactory. The 
grid is normally biased beyond cut-off, but is swung over the useful range of voltages 
by the pulse. 
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The plate voltage versus plate currettt characteristic may be traced by maintaining 
the grid (and screen, if any) at constant voltage and by applying the pulse voltage to 
the plate. This requires a peak voltage of several hundred volts for receiving valves, 
together with high peak currents. The grid voltage must be maintained constant, the 
regulation requirements being severe. The regulation requirements of the other 
electrodes are not important, if large capacitors are used. 

A method of showing the two axes for any single characteristic is described in Ref. 73 
which makes use of a standard vibrator. 

References to curve tracer methods : 37, 39, 69, 70, 71, 72. 

Display of valve characteristics 

If it is desired to view a family of curves, the voltage of one electrode must be 
changed in steps for successive pulses. This may be accomplished by means of 
synchronous contactors (Refs. 34, 35, 36) or by electronic means (Ref. 39). Good 
regulation (high stability) for the electrode voltage supplies is very important. 

See also Refs. 37, 90, 94, 96, S12. 



SECTION 4 : ACCEPTANCE TESTING 

(0 Relevant characteristics (ii) Valve specifications (Hi) Testing procedure. 

(i) Relevant characteristics 

The relevant characteristics for acceptance testing are those characteristics that are 
subject to deterioration subsequent to manufacture, it being assumed that the valves 
have satisfactorily passed the valve manufacturing test specification. These relevant 
characteristics for acceptance testing may be divided into mechanical and electrical 
characteristics. 

Mechanical characteristics that require checking for faults include loose bases and 
top caps, dry joints in coimections, cracks in envelopes caused by glass strain, damage 
resulting from inherent strain or careless handling, damage to internal structure 
resulting in misalignment of electrodes, shorts and open circuits, loss of vacuum, 
noise and microphony from excessive handling causing damage to the mount and micas. 

Electrical characteristics that require checking for faults include gas, a relevant 
dynamic test, emission and noise. 

(ii) Valve specifications 

The most widely known of the official specifications are those of the British (KlOOl) 
and American (JAN-IA) authorities covering types used in their respective areas. 

(iii) Testing procedure 

The testing procedure in each case is as laid down in the prescribed specifications. 
Where, however, valves do not require to be accepted to a prescribed specificatfon, 
it is satisfactory to adopt the following procedure : 

(a) Visually inspect all valves 100 per cent, for mechanical defects. 

(bl Test all valves 100 per cent, for shorts and open circuits. 

(c) Select at random from all the valves a representative sample (or samples) and 
test for a suitable dynamic characteristic using established statistical acceptance pro- 
cedure. The test selected should give a satisfactory indication of the overall per- 
formance of the type in its normal application. 

References to sampling inspection : Refs. 42, 43, 44. 
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SECTION 5: SERVICE TESTING AND SERVICE TESTER 

PRACTICE* 

(i) Purpose and scope of service testing and discussion of associated problems. 

(ii) Fundamental characteristics which should be tested, 
(ill) Types of commercial testers. 

(iv) Methods of testing characteristics in commercial service testers 

(a) Shorts testing 

(b) Continuity testing 

(c) Heater to cathode leakage 

(d) Emission testing 

(e) Mutual conductance testing 

(f ) Plate conductance testing 
(g^ Reverse grid current testing 

(h) Power output testing 

(i) Conversion conductance testing 

(j) Oscillator mutual conductance testing 

(k) Noise testing 

(1) A.C. amplification testing. 

(v) A.C. versus d.c. electrode voltages in testers. 

(vi) Pre-heating. 

(vii) Testing procedure. 

(i) Purpose and scope of service testing and discussion of associated 
problems 

Service testing is only carried out on valves which have previously been factory 
tested and which have also operated satisfactorily in a new receiver. The faults to be 
expected are those which may occur after manufacture. 

Service testing is for the purpose of determining either 

(1) whether or not a valve in working condition has reached the point in life when it 
should be replaced, or (2) whether a valve with unknown history is faulty or not. 

The determination of the point of life when a valve should be replaced is a very 
coiqplex problem. This is a function of the application of the valve and of the standard 
of performance expected by the user. For example, a valve which still operates 
reasonably well as a resistance-coupled amplifier may yet give low gain as an r-f 
amplifier, and a valve which will still operate as an amplifier may fail to oscillate when 
used in the oscillator position. A receiver with old valves in the r-f and i-f stages 
may have very much less gain that it wotild have with new valves, but the effect may 
not be noticed by the user unless the set is used for the reception of weak signals. 

A list of the generally accepted life test end-points is given in Sect. 2(iv)b. 

The radio service-man is usually called upon to test a number of valves, frequently 
the whole valve complement of a receiver, to determine which (if any) is faulty. If 
cttie is obviously faulty, for example due to a short-circuit, open-circuit, gas, or extreme- 
ly low emission, the problem is simple. In other cases it is helpful to test the valves 
in the original receiver, with a second complement of new valves for comparison, to 
ro^ke certain that the receiver itself is not faulty If the original receiver is not acces- 
sjl^le, the valves may be plugged into another receiver (preferably of the same model) 
ton test. 

Microphony should be checked in the original receiver. Motor-boating may be 
due to gas or grid emission, but it may also be caused by a faulty component in the 
receiver. Distortion is generally due to the power valve, but may also be caused by a 
defective filter by-pass capacitance in the receiver and in some cases by the signal 
diode or a defective resistor. Hum is usually caused by heater-to-cathode leakage or 
bjeakdown in the valve or a faulty filter capacitor in the circuit. 

•The assistance of A. H Wardale, Member I.R.E. (U.S.A.) and D. Connolly, A.S;T.C. is ack- 
nowledged. 
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(ii) Fundamental characteristics wliich should be tested 

The fundamental characteristics which should be capable of being rested in a service 
tester are 

(a) Shorts and continuity. 

Testing for short circuits is essential. 

Testing for continuity of the electrodes is highly desirable. 

(b) Dynamic tests. 

The dynamic tests which should be carried out in a service tester are : 



Class of valve 



Preferred test 



Rectifier (power diode) 
Signal diode 
Triode, low mu 
Triode, high mu 
Pentode, r-f 
Pentode, battery a-f 
Pentode, power 
Converter 



Less desirable 
alternative 

Rectification test 



Emission 

Emission — 

Mutual conductance — 

A.C. amplification — 

Mutual conductance — 

A.C. amplification — 

Power output — 

Conversion conductance Mixer ^„ 

Oscillator grid current Oscillator 
See Sect. 3 for methods of testing these characteristics. 

The dynamic test should be one in which the peaks and average plate currents 
approximate to the maximimi current in normal operation. 

(,c) Other tests 

Other tests which should be carried out in a service tester are : 
Gas (ampUfier types only). 
Noise (amph'fier types only). 

Heater to cathode leakage (indirectly-heated types only). 

(iii) Types of commercial testers 

Commercial service testers are necessarily a compromise. They must be fairly 
simple to use, flexible with regard to future valve developments, as free as possible 
from damage to indicating instruments through faulty valves or misuse, speedy in 
operation and true in their indications. 

The possible combinations of characteristics tested are : 



Type of valve 

AH 



Essential tests 

Shorts 



Desirable tests 

Continuity 
Heater to cathode 
leakage 

Vacuum types At least one dynamic test fEmission 

J Mutual conductance 
I A.C. amplification 
1^ Power output 
or for converters ["Conversion 

< conductance 
1^ or Mixer 
and Oscillator g„ 
together with Noise 

Gas 

Out of a representative group of 22 modern service testers examined, 17 incorporated 
some form of mutual conductance test, 7 incorporated an emission test other than for 
diodes and all 22 incorporated a diode emission test. One provided a plate conductance 
test. With regard to the remaining tests, 8 incorporated a heater to cathode leakage 
test, with 7 having a gas test and 7 having a noise test. 

It seems to be generally admitted that an emission test alone is not a very satisfactory 
dynamic test for all amplifying valves. The better types of testers have both mutual 
conductance and diode emission ; they are deficient in that they do not provide a power 
output test for power valves, or a.c. amplification for high-mu triodes and a-f 
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pentodes. The method of testing for mutual conductance with a high grid swing ii 
not the equivalent of a power output test. Neither mutual conductance nor emission 
testing is a satisfactory substitute for a.c. amplification testing of high-mu triodes oir 
a-f pentodes. 

It is obvious, therefore, that any ordinary commercial service tester does not give a 
true indication of the condition of all types of valves, and its readings shovtfd fje uswJ 
with discretion. 

(iv) Methods of testing characteristics in commercial service testers 

(a) Sborts testing 

Testing for shorts should be carried out at mains frequency or on d.c, and the 
voltage applied to the neon lamp circuit should not exceed 1 10 volts r.m.s. The use 
of higher voltages results in some good valves being classed as filament-to-grid short 
circuits. 

With a.c. supply, it is usual to design the circuit so that resistances over 0.5 megohm 
do not indicate as shorts ; this is to avoid capacitance effects. With d.c. supplies there 
is no similar limitation, but different models vary considerably in their shorts testing 
sensitivity. 

The most satisfactory switching arrangement is one which tests for shorts from any 
pin to all other pins tied together. The circuit of Fig. 3.4 may be used, except that die 
cathode need not be heated. 

(b) Continuity testing' 

Continuity testing may be carried out in a manner closely resembling shorts testing, 
but with the cathode hot. Positive or alternating voltage is applied through the neon 
lamp to each electrode in turn ; a glow indicates continuity. 

The circuit of Fig. 3.4 may be used in a simple service tester, but a more elaborate 
tester such as the hexaphase (Fig. 3.2) is much more satisfactory for general use. 

For further information on continuity testing see Sect. 3(ii)b. 

(c) Heater to cathode leakage 

The maximum leakage resistance from heater to cathode in new valves varies from 
1 or 2 megohms for power valves to 5 megohms for ordinary 6.3 volt 0.3 ampere 
voltage amplifier valves and even higher for rectifier types having separate heaters 
and cathodes. A neon lamp will normally glow slightly when used in a shorts tester 
and applied between heater and cathode. A neon lamp may be de-sensitized either 
by shunting by a resistor (of the order of 0.1 to 0.5 megohm) or by a mica condenser 
(a value of 0.01 tip gives a sensitivity of about 5 megohms — this is only useful with 
a.c. supply). 

(d) Emission testing 

Of the 7 commercial testers which included emission testing of amplifying valves, 
5 used a.c. testing, 1 used half-wave rectified a.c. testing, and 1 used d.c. testing. Owing 
to the poor regulation obtainable from most service valve testers with d.c. supplies, 
other than batteries, it is doubtful whether this has any practical advantages over a.c. 
testing. With a.c. supply, the voltage in most service testers is 30 volts r.m.s. ; this is 
only a compromise which is far from the optimmn for all cases. For laboratory 
testing of emission see Sect. 3(ii)f. 

(e) Mutual conductance testing 

Of the 17 conmiercial testers having a mutual conductance test, 7 used some form of 
a.c. signal voltage applied to the control grid, and 6 used some grid shift method, the 
methods used by the other 4 being unknown. 

All the American mutual conductance testers examined apply an a.c. signal to the 
grid, and measure the signal current in the plate circuit ; sO.1 but one of these use a 
mains frequency signal, the exception being one with a 5 Kc/s signal and a tuned signal 
plate current meter. 

In most cases this is not an accurate g„ test for all types of valves because the signal 
voltage on the grid is fairly high — between 4 and 5 volts r.m.s. in some cases — sufficient 
to run beyond grid cut-off in one direction and well on to the " flat top " in the other. 
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with short grid-base valves. Even those testers with reduced signal voltages have 
quite appreciable errors with some types of valves. 

On the other hand, all but one of the examined English mutual conductance testers 
use a grid shift method. This introduces some errors due to plate supply regulation 
and curvature of the characteristics, but these can be allowed for in the calibration. 

(f) Plate conductance testing 

This is used by one American tester only as a reasonably close equivalent of the 
mutual conductance test, the amplification factor being assiuned to be constant. 
Pentodes are triode-connected. A moderately high signal voltage is applied, this being 
possible with less error than with direct ^„ measurement owing to the slight compensa- 
ting change of /i with plate current. 

(g) Reverse grid current testing 

Of the post-war testers examined, all those of English design incorporate reverse 
grid current testing (often referred to as " gas testing ") but this test was incorporated 
in only two of American design . The usual methods of testing are either by grid current 
meter or by a shorted grid resistor. For further details see Sect. 3(iv)A. 

A valve which passes the reverse grid current test on a service tester may not operate 
satisfactorily in a receiver. The usable maximum value of negative grid current depends 
upon the application, the mutual conductance of the valve, the resistance in the grid 
circuit, the type of bias, the bias voltages, the total dissipation of the valve and its 
ventilation. The valve may be checked in the actual receiver after running for a 
period sufficiently long for the valve to reach its stable operating temperature ; it 
may be tested by variation in the plate current of the valve under test when its grid 
resistor is shorted. 

(h) Power output testing 

This is not incorporated into any of the commercial service testers examined, but 
is the most satisfactory test for all power valves. Triode testing of pentode and beam 
power valves is quite satisfactory. Methods of testing are described in Sect. 3(iv)I. 

(i) Conversion conductance 

Only one of the testers examined provided a test for conversion conductance, the 
method being by phase reversal. For further details see Sect. 3(v)Bd. 

A satisfactory alternative is to measure the transconductance of the mixer, this 
being the method commonly employed. 

(j) Oscillator mutual conductance 

None of the testers provided a test for oscillator grid current under self-oscillating 
conditions, although this is the most satisfactory form of test. For details see Seer. 
3(v)Bg. 

The method commonly employed is to measure the oscillator mutual conductance. 
The measurement of oscillator grid current in a suitable receiver is a simple way of 
checking the oscillator section of a converter. 

(k) Noise 

The usual form of noise test is to connect the two neon lamp terminals to the aerial 
and earth terminals of a receiver, during the shorts test. For other forms of noise test 
see Sect. 3(iv)L and M. 

(1) A.C. amplification 

This test should be carried out with zero bias and a high value of grid resistor, as 
described in Sect. 3(iv)H. No test with fixed or self-bias is able to determine how a 
valye will operate with grid resistor bias. 

(v) A.C. versus d.c. electrode voltages in testers 

All but four of the commercial testers examined, which made provision for some form 
of ^„ test, used d.c. electrode supplies. The general trend seems to be in the direction 
of using d.c. supply to all electrodes, and the additional circuit complications appear 
to be justified. 

For comparison between laboratory testing of emission by a.c. or d.c. methods, 
see Sect. 3(ii)f. 
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(vi) Pre-heating 

When more than one valve is to be tested, a pre-heating socket should be provided 
to save time. If not incorporated into the tester itself, the pre-heater may be a separate 
unit with one of each type of socket and a filament voltage switch and transformer. 
No voltages need normally be appUed to the other electrodes except in cases when the 
valve is initially satisfactory but becomes defective during operation. 

(vii) Testing procedure 

Always test for shorts before carrying out any other test. When testing for emission, 
allow ample time for the valve to heat thoroughly before pressing the emission switch ; 
then press only long enough to give a reading. Do not leave the valve for more than 
three seconds on the emission test as otherwise the valve may be permanently damaged. 
The reading may be regarded as satisfactory provided that it is not below the limit 
and that it does not fall rapidly to the limit in the three second period. 

When testing for mutual conductance, the switch may be pressed for any desired 
length of time, as no damage will be done to the valve provided that the valve is 
operated within its maximum ratings. 

If a valve is gassy, the readings of emission and mutual conductance will be affected 
(usually increased for a slight amount of gas and decreased by excessive gas). If a 
valve is both gassy and of low emission, the true fault is " gas ". 

If a valve indicates " no emission " while the heater is continuous, the fault may 
be excessive gas, air in the bulbj cathode coating " poisoned " by gas, or open-circuited 
cathode. Air in the bulb is indicated by a continuous heater, a cathode not visibly 
red, and a bulb which gradually becomes warm. 

References to service testing : Refs. 55, 56, 57, 60, 61, 62, 63, 64. 
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SECTION 1 : CURRENT AND VOLTAGE 



(i) Direct current {it) Alternating current {Hi) Indications of polarity and current 
flow. 

(i) Direct current 

We speak of the flow of an electric current in 
more or less the same way that we speak of the 
flow of water, but we should remember that the 
conventional direction of current is opposite to 
the actual flow of electrons. In most electrical 
circuit theory however, it is sufficient to consider 
only the conventional direction of current flow. 
In Fig. 4.1 there is a battery connected to a load ; 
the current flows from the positive { + ) terminal, 
through the load, to the negative (— ) terminal, 
and then through the battery to the positive 
terminal. 



Fig. 



4.1, Flow of current with 
battery and load. 
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(i) DIRECT CURRENT 
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Batteries (or cells) may be connected in series as ia Fig. 4.2 and the total voltage 
is then equal to the sum of the voltages of the individual batteries (or cells). When 
calculating the voltage of any intermediate point with respect to (say) the negative 
terminal, coimt the number of ceUs passed through from the negative terminal to the 
tapping point, and multiply by the voltage per cell. When batteries are coimected 
in series, each has to supply the full load current. 




Pig. 4.2. Cells in series. 



ACCUMULATORS -n ■ / 11 \ • 11 

Batteries (or cells) are occasionally 
connected in parallel as in Fig. 4.3. 
In this case the terminal voltage is 
the same as the voltage per battery 
(or cell). The current does not 
necessarily divide uniformly be- 
tween the cells, unless these all have 
identical voltages and internal re- 
sistances. 

Direct current may also be ob- 
tained from a d.c. generatori or 
from rectified and filtered a.c. 
supply. In all such cases there is a 
certain degree of ripple or hum 
which prevents it from being pure 
d.c. ; when the a.c. component is appreciable, the supply may be spoken of as " d.c. 
with superimposed ripple (or hum) " and must be treated as having the characteristics 
of both d.c. and a.c. When we speak of d.c. in a theoretical treatise, it is intended to 
imply pure, steady d.c, 

(ii) Alternating current 

The ordinary form of d.c. generator actu- 
ally generates a.c, which is converted to 
d.c, by the commutator. If a loop of wire 
is rotated about its axis in a uniform 
magnetic field, an alternating voltage is 
generated across its terminals. Thus a.c. 
is jtist as fundamental as d.c. The usual 
power-house generates 3 phase a.c, but 
in radio receivers we are only concerned 
with one of these phases. A " sine wave " 

alternating current is illustrated in Fig. 4.4, where the vertical scale may represent 
voltage or current, and the horizontal scale represents time.* A cycle is the alterna- 
tion from A to E, or from B to F, or from C to G. 




Pig. 4.3. Cells in parallel. 



Pig. 4.4. Porm of sine- 
zvave alternating current. 



TIME 



Most power supplies have frequencies of either 50 or 60 cycles per second (c/s). 
The period is the time taken by one cycle, which is 1/50 or 1/60 second, in these 
two cases. 



•For mathematical treatment of periodic phenomena see Chapter 6 Sect. 4. 
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(ii) ALTERNATING CURRENT 
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The precise shape of the wave is very importantj and the sine wave has been adopted 
as the standard a.c. waveform, since this is the only one whicli always has the cturrent 
waveform of the same shape as the voltage/when apphed to a resistance, inductance 
or capacitance.t In practice we have to deal with various waveforms, some of which 
may be considered as imperfect (" distorted ") sine waves. While others are of special 
shapes such as square waves, saw-tooth, or pulse types, or rectified sine waves. How- 
ever, when we speak of a.c. in any theoretical treatise, it is intended to imply a dis- 
tortionless sine wave. Other waveforms may be resolved by Fourier Analysis into a 
fundamental sine wave and a number of harmonic frequency sine waves, the latter 
having frequencies which are multiples of the fundamental frequency. This subjea 
is treated mathematically in Chapter 6 Sect. 8. 

When deriving the characteristics of any circuit, amplifier or network, it is usual 
to assume the application of a pure sine-wave voltage to the input terminals, then to 
calculate the currents and voltages in the circuit. In the case of a valve amplifier 
(or any other non-Unear component) the distortion may be either calculated, or 
measured at the output terminals. If the device is to operate with a special input 
waveform (e.g. square wave), it is usual to resolve this into its fimdamental and har- 
monic frequencies, and then to calculate the performance with the lowest (funda- 
mental) frequency, an approximate middle** frequency, and the highest harmonic 
frequency — all these being sine waves. 

(iii) Indications of polarity and current flow 

In drcuit diagrams the polarity of any battery or other d.c. voltage source is usually 
indicated by + and — signs ; alternatively it may be indicated by an arrow, the head 
of the arrow indicating positive potential (e.g. Fig. 4.2). A similar convention may 
be used for the voltage between any poiats in the circuit (e.g. Fig. 4.14A). The 
direction of d.c. current flow is indicated by an arrow. 

In the case of a.c. circuits a similar convention may be used, except that an arbitrary 
instantaneous condition is represented (Fig. 4.I8A). 



SECTION 2 : RESISTANCE 

(i) Ohm's Lazv for d.c. (it) Ohm's Law for a.c. iiii) Resistances in series (iv) 
Resistances in parallel (v) Conductance in renstive circuits. 

(i) Ohm's Law for direct current 

All substances offer some obstruction to the flow of electric current. Ohm's Law 
states that the current which flows is proportional to the applied voltage, in accordance 
with the equation 

/ = E/R (1) 
where R is the total resistance of the circuit. For example in Fig. 4.5 an ideal battery, 
having zero internal resistance, and giving a constant voltage E tmder all conditions, 
is connected across a resistance R. The current which flows is given by eqn. (1) 
above, provided that 

/ is expressed in amperes, 

E is expressed in volts, 

and R is expressed in ohms.* 

Ohm's Law may also be arranged, for convenience, in 
the alternative forms 

FIG 4 5 

^ = (2) pig_ 4.5. Circuit illus- 
and i? = E/I (3) tratit^ Ohm's Law for d.c. 

tA sinewave has its derivative and integral of the same form as itself. 

*.*?? ''*^"''')' ^ geometrical mean frequency which is given by V fifi where /i and fi are the lowest 
and highest frequencies. 

•It is assumed that the resistance remains constant imder the conditions of operation. For other 
cases see Sea. 7(i). 
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In a circuit containing more than one battery (or other source of direct voltage), 
the effective voltage is determined by adding together those voltages which are in the 
same direction as the current, and subtracting any opposing voltages. 

Ohm's Law also holds for any single resistor or combination of resistances. The 
voltage drop across any resistance Ri, no matter what the external circuit may be, 
is given by 

Voltage drop = IR^ (4) 
where / is the current flowing through R^. 

(ii) Ohm's Law for alteraatmg current 

Ohm's Law holds also for alternating voltages and currents, except that in this 
case the voltage (E) and the current (/) must be expressed in their effective or root- 
mean-square values of volts and amperes. 

(iii) Resistances in series 

When two or more resistors are connected so that the current through one is com- 
pelled to flow through the others, they are said to be in series, and the total resistance 
is the sum of their individual resistances. For example, in Fig. 4.6 the total resistance 
of the circuit is given by 

R = Ri + R^ + R, (5) 
and the current is given by 

I E/R E/{Ri + i?, + /?,). 
It is interesting to no'te that R^, R^ and R, form a voltage divider, across the 
battery E. Using eqn. (4) : 

voltage drop across Ri = IR^ = + R, + Ri)] x E 

voltage drop across R^ = IR^ = [RjIRi + Ri + Rt)] x E 
voltage drop across R, = IR, = [K>/(iii + i?s + X E 
total voltage drop = IRi + IRi + IR, 

= I(R^+R,+ R,) = E. 

For example, if £ = 6 volts, Ri = 10 ohms, Rt = 10 ohms and R, = 10 ohms, then 
/ = EKRy + + = 6/(10 + 10 + 10) 
= 6/30 = 0.2 ampere. 
Voltage between points C and D = 10 x 0.2 = 2 volts 
B and D = 20 X 0.2 = 4 volts 
.,4 and £) = 30 X 0.2 = 6 volts. 
The voltage across any section of the voltage divider is proportional to its 
resistance (it is assumed that no current is drawn from the tapping points B or C). 




Fig. 4.6. Resistances in series. 
Pig. 4.7. Resistances in series, allowing for internal resistance of battery. 

If the battery has any appreciable internal resistance the circuit must be modified 
to the form of Fig. 4.7 where Ri is the eqiiivalent internal resistance. Here we have 
four resistances effectively in series and / = E/(,Ri + Ri + Rt -\- Rt). The 
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(iv) RESISTANCES IN PARALLEL 



4.2 



voltages between any of the points A, B, C or D will be less than in the corresponding 
case for zero internal resistance, the actual values being 

jRi + + K3 , ^ ^ _ 

If Ri is less than 1% of (R, + Rj + Rs), then its effect on voltages is less than 1 %. 

(iv) Resistances in parallel 

When two resistances are in parallel (Fig. 4.8) the effective total resistance is given by 

WbeaRi Ri/2 = RJZ. 

When any number of resistances are in parallel (Fig. 4,9) the effective total resistance 
is given by 

L^l+L + JL+.... (7) 

R Ri R2 Rs 

When two or more resistors are in parallel, the total effective resistance may be de- 
termined by the graphical method of Fig. 4.10. This method* only requires a piece 
of ordinary graph paper (or alternatively a scale and set square). As an example, 
to find the total resistance of two resistors. 50 000 and 30 COO ohms, in parallel take 
any convenient base AB with verticals AC and BD at the two ends. Take 50000 
ohms on BD and draw the straight line AD ; take 30 000 ohms on and draw 
CB J draw the line XY from their junction perpendicular to AB. The height of 
XY gives the required result, on the same scale. 



Fig. 4.8. Tvio resistances in parallel. Fig. 4.9. Several resistors in parallel. 

If it is required to determine the resistance of three resistors in parallel, the third 
being say 20 000 ohms, proceed further to join points E and Y, and the desired result 
is given by the height PQ. This may be continued indefinitely. 




Fig. 4.10. Graphical method 
for the determination of the 
effective resistance of two or 
more resistors in parallel (after 
Wireless World). 



nG.4'IO 



The same method may be used to determine suitable values of two resistors to be 
connected in parallel to give a specified total resistance. In this case, select one 
value (C) arbitrarily, mark .ST at the correct height and then find D ; if not a suitable 
value, move C to the next available value and repeat the process until satisfaaory. 

•" RctUtuic« to PaiBllel— CapiidttncM in Serie»," W.W. 48.9 (Sept. 1942) 205. 
"DiaUist" "Series C and PanOlel R," W.W. 51.4 (April 1945) 126. 
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When a network includes a number of resistors, some in series and some in parallel, 
firstly convert all groups in parallel to their effective total resistances, then proceed 
with the series chain. 

(v) Conductance in resistive circuits 

The conductance (G) of any resistor is its abihty to conduct current, and this is 
obviously the reciprocal of the resistance — 

G = \/R (8) 
Applying Ohm's Law, we derive 

I = EG (9) 
The unit of conductance is the mho (i.e. the reciprocal ohm). 

When resistances are in parallel, their effective total conductance is the sum of their 
individual conductances — 

G = G, + + G, + (10) 

When a number of resistors are in parallel, the current through each is proportional 
to its conductance. Also, 

^' ^' (11) 
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SECTION 3 : POWER 

(i) Power in d.c. circuits (ii) Power in resistive a.c. circuits. 

(i) Power in d.c. circuits 

The power converted into heat in a resistance is directly proportional to the product 
of the voltage and the current — 

P = E X I (1) 
where P is expressed in watts, E in volts and / in ampere.s. This equation may be 
rearranged, by using Ohm's Law, into the alternative forms— 

P = PR= E^R (2) 

where R is expressed in ohms. 

The total energy developed is the product of the power and the time. Units of 
energy are 

(1) the watt-second or joule 

(2) the kilowatt-hour (i.e. 1000 watts for 1 hour). 



Pig. 4.11. One cycle of 
sine-wave voltage (e) and 
current (i) with zero phase 
angle. The instantaneous 
power (P) is always positive ; 
the average power is half 
the peak power. 



INSTANTANEOUS 
POWER 



AVERAGE POWER 




(ii) Power in resistive a.c. circuits 

The same general principles hold as for d.c, except that the voltage, current and 
power are varying. Fig. 4.11 shows one cycle of a sinewave voltage and current. 
The instantaneous power is equal to the product of the instantaneous voltage and 
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POWER 
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instantaneous cvirrent at any point in the cycle. The curve of instantaneous power 
(P) may be plotted point by point, and is always positive. 

The heating of a resistor is obviously the result of the average or effecrive power, 
which is exactly half the peak power. 

P^eak ~ ^max ^ max (3) 



P — 



P I 

^ma « ^ * max 

V2~ V2 



(4) 



EnaxI V2 is called the effective or r.m.s. voltage 
I max/ V 2 is called the effective or r.m.s. current. 
The effective values of voltage and current are the values which have the same heating 
effect as with d.c. The initials r.in.s. stand for root mean squarcj indicating that it 
is the square root of the average of the squares over the cycle. 

In a.c. practice, any reference to voltages or currents without specifying which 
value is intended, should always be interpreted as being r.m.s. (or effective) values. 
Measuring instnunents are usually calibrated in r.m.s. values of currents and voltages. 

The form factor is the ratio of the r.m.s. to the average value of the positive half- 
cycle. The following table sxmimarizes the principal characteristics of several wave- 
forms, over the positive half-cycle in each case (see Chapter 30 for rectified 
waveforms) : 

Sine wave 



Form faaor (= r.m.s. /average) 


7r/2V2 




1.11 


Peak/r.m.s. 






1.414 


R.M.S./peak 






0.707 


Peak/average 


it/2 




1.57 


Average/Peak 


2/j7 




0.64 



Square wave 

i.OO 
1.00 
1.00 
1.00 
1.00 



Triangular 

wave 
(isosceles) 
2/V3 = 1.15 
V3 = 1.73 

l/Va = 0.58 

2.0 

0.5 



SECTION 4 : CAPACITANCE 

if) Introduction to capacitance (it) Condensers in parallel and series (Hi) Calcula- 
tion of capacitance (iv) Condensers in d.c. circuits (v) Condensers in a.c. circuits. 

(i) Introduction to capacitance 

A capacitor* (or condenser) in its simplest form, consists of two plates separated 
by an insulator (dielectric). 

Any such condenser has a characteristic known as capacitancet whereby it is able 
to hold an electric charge. When a voltage difference (E) is appHed between the 
plates, current flows instantaneously through the leads coimecting the battery to the 
condenser (Fig. 4.12) until the latter has built up its charge, the current dropping 
gradually to zero. If the battery is removed, the condenser wiU hold its charge 
indefinitely (in practice there is a gradual loss of charge through leakage). If a con- 
ducting path is connected across the condenser plates, a current will flow through 
the conductor but will gradually fall to zero as the condenser loses its charge. 

It is foimd that the charge (i.e. the amount of electricity) which a condenser will 
hold is proportional to the applied voltage and to the capacitance. 

This may be put into the form of an equation : 

Q = C£ (1) 
where Q = quantity of electricity (the charge) in coulombs, 

C = capacitance in farads, 
and E = applied voltage. 



*The American standard term is " Capacitor." 

tit is assumed here that the condenser is ideal, without series resistance, leakage, or dielectric lag. 
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The unit of capacitance — the Farad (F) — is too large for convenience, so it is usual 
to specify cap^tance as so many microfarads (/uF) or micro-microfarads* (tifiF). 
Any capacitance must be converted into its equivalent value in farads before being 
used in any fundamental equation such as (1) above — 
1 fiF = 1 X 10-« farad 
l^ij^V = 1 X 10-12 farad 
Note : The abbreviations mP or mmP should not be used under any circumstances 
to indicate microfarads or micro-microfarads, because mF is the symbol for milli-fetrads 
(1 X 10"' farad). Some reasonable latitude is allowable with most symbols, but here 
there is danger of serious error and misunderstanding. 
The energy stored in placing a charge on a condenser is 
rr = J {QE) = J (C£») = Q V2C 
where W = energy, expressed in joules (watt-seconds) 
Q = charge in coulombs 
G — capacitance in farads 
and E = applied voltage. 



(2) 



© 



T T T 



® 



J. 

2t 



Fig. 4.12. Condenser connected to a battery. 
Pig. 4.13. (A) Condensers in parallel. (B) Condensers in series. 



(ii) Condensers in parallel and series 

When two or more condensers are connected in parallel (Fig. 4.13A) the total 
capacitance is the sum of their individual capacitances : 

C = Ci + + Ca + . . (3) 

When two or more condensers are coimected in series (Fig. 4.13B) the total capaci- 
tance is given by : 



C 



(4) 



When only two condensers are connected in series : 



(5) 

Ci + 

When two or more equal condensers (C,) are connected in series, the total capaci- 
tance is 

C = C,/2 for 2 condensers 
and C = Ci/n for n condensers. 

Note : The curved plate of the symbol used for a condenser indicates the earthed 
(outer) plate of an electrolytic or circular paper condenser ; when this is not applic- 
able the curved plate is regarded as the one more nearly at earth potential. 

(iii) Calculation of capacitance 
Parallel plate condenser 

When there are two plates, close together, the capacitance is approximately : 
AK 

C = — 7— TT" V-V^ when dimensions are in centimetres 
11.31a 



•The name picofarad (pF) is also used as an alternative. 
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C = 



AK 



fijiF when dimensions are in inches 



4.45d 

where A — useful area of one plate in square centimetres (or inches). The useful 
area is approximately equal to the area of the smaller plate when the square root of 
the area is large compared with the gap. 

K — dielectric constant (for values of common materials see Chapter 38 
Sect. 8. For air, K = \. 

d = gap between plates in centimetres (or inches). 

Capacitance with air dielectric, plates 1 mm. apart 

C = 0.884 liixF per sq. cm. area of one plate. 

Capacitance with air dielectric, plates 0.10 inch apart 

C = 2.244 /nfiF per sq, inch area of one plate. 
When there are more than two plates, the " useful area " should be interpreted as 
the total useful area. 

Cylindrical condenser (concentric cable) 
7.354s: 

where D = inside diameter of outside cylinder (inches) 
d = outside diameter of irmer cylinder (inches) 
and K == dielectric constant of material in gap. 

(iv) Condensers in d.c. circuits 

An ideal condenser is one which has no resistance, no leakage, and no inductance. 
In practice, every condenser has some resistance, leakage and inductance, although 
these may be neglected under certain conditions of operation. 





Fig. 4.14. Condenser charge and discharge (A) Circuit (B) Discharge current 
characteristic (C) Charge voltage characteristic (D) Discharge voltage characteristic. 

In Fig. 4.I4A, C is an ideal condenser which may be charged by closing switch Si ; 
r represents the combined internal resistance of the battery E and the resistance of 
the leads in the circuit. When is closed, current (t) will flow as indicated in dia- 
gram B, the peak current being / = E/r at time t = 0. The time for C to become 
fully charged is infinite — ^in other words the current never quite reaches zero, although 
it comes very close to zero after a short period. The equation for the current is of 
logarithmic form : 

• = ^ ^~*/rC (6) 
r 



4.4 



(iv) CONDENSERS IN D.C. CIRCUITS 



137 



where e = base of natural logarithms (»k 2.718) 
t = time in seconds after closing switch Sj 
E — battery voltage 
r = resistance in ohms 
and C = capacitance in farads. 
The voltage (e) across the condenser is 

e = E~n=E{l- ^-t/rC) (7a) 
and the curve (diagram C) is of the same shape as the current curve except that it 
is upside down. The voltage never quite reaches the value E, although it approaches 
it very closely. 

The charge on the condenser is given by 

g = Q(l ~ €-VrC^ (7b) 
where q = instantaneous charge on condenser 
and Q = EC = final charge on condenser 
which follows the same law as the voltage (eqn. 7a). 

If we now assume that the condenser C is fully charged, switch Si is opened, and 
switch is closed, the discharge characteristic will be given by 

.■=-f (8) 

which is of the same form as diagram B, except that the current is in the opposite 
direction. 

The curve of voltage (and also charge) against time for a discharging condenser is 
in diagram D, and is of the same shape as for current, since e = Ri. These charge 
and discharge characteristics are called transients. 

In order to make a convenient measure of the time taken to discharge a condenser, 
we adopt the time constant which is the time taken to discharge a condenser on the 
assumption that the current remains constant throughout the process at its initial 
value. In practice, as explained above, the discharge current steadily falls vrith 
time, and under these conditions the time constant is the time taken to discharge the 
condenser to the point where the voltage or charge drops to 1/ c or 36.8% of its initial 
value. The same applies also to the time taken by a condenser in process of being 
charged, to reach a voltage or charge of (1 — I/^) or 63.2% of its iinal value. 

The time constant ( T) is equal to 

T ^ RC (9) 
where T is the time constant in seconds, 

R is the total resistance in the circuit, either for charge or discharge, in ohms, 
and C is the capacitance in farads. 

This also holds when R is in megohms and C in microfarads. 



(v) Condensers in a.c. circuits 

When a condenser is coimected to an a.c. line, current flows in the circuit, as may 
be checked by inserting an a.c. ammeter in series with the condenser. This does 
not mean that electrons flow through the condenser from one plate to the other ; 
they are insulated from one another. 

Suppose that a condenser of capacitance C farads is connected directly across an 
a.c. line, the voltage of which is given by the equation e = E„ sin oit. The con- 
denser will take sufficient charge to make the potential difference of its plates at every 
instant equal to the voltage of the line. As the impressed voltage continually varies 
in magnitude and direction, electrons must be continually passing in and out of the 
condenser to maintain its plates at the correct potential difference. This continual 
charging and discharging of the condenser constitutes the current read by the ammeter. 

At any instant, q — Ce, where q is the instantaneous charge on the condenser. 
The current (i) is the rate of change (or differential* with respect to time)of the charge. 



♦See Chapter 6, Section 7. 
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I.e., 

But 



dqjdt 
Ce 
d 

{CE„ sin cut) 



CEm sin lot 



Therefore . 

at 

Therefore i = <aCEm cos tat (10) 
Eqn. (10) is the equation of the current flowing through the condenserj from which 
we may derive the following facts : 

1. It has a peak value of aiCEm 5 the current is therefore proportional to the applied 
voltagCj also to the capacitance and to the frequency (since / = w/2Ti). 

2. It has the same angular velocity (<u) and hence the same frequency as the applied 
voltage. 

3. It follows a cosine waveform whereas the applied voltage has a sine waveform. 
This is the same as a sinewave advanced 90° in phase — we say that the current 
leads the voltage by 90° (Fig. 4.15). 

Considering only the magnitude of the condenser charging current, 
/„ == wCE„ (peak values) 

Therefore Irms = <oCErmt (effective values) 

Where / and E occur in a.c. theory, they should be understood as being the same as 
/,„, and Ermf 

This should be compared with the equivalent expression when the condenser is 
replaced by a resistance (R) : 

p 

It will be seen that R in the resistaiice Case, and 
(1/cuC) in the capacitance case, have a similar effect 
in limiting the current. We call (— 1/«jC) the 
capacidve reactancet (.Xc) of the condenser, since 
it has the additional effect of advancing the phase of 
the current. We here adopt the convention of 
making the capacitive reactance negative, and' the 
inductive reactance positive ; the two types of re- 
actance are vectorially 180° out of phase. 
Fig. 4.15. Alternating cur- xhe relationships between the various voltages 
rent through an tdeal condenser. ^^d currents axe well iUustrated by a vector 
diagram*. Fig. 4.16A shows a circuit with R and C in series across an 
a.c. line with a voltage e = ii„ sin <ut. The instantaneous** values of voltage (e) 
and current («) are shown with arrows to indicate the convention of positive direction. 
It is quite clear that the same current which passes through R must also pass through 
C. This causes a voltage drop RI across R and (// ojC) across C where / is the r.m.s. 
value of the ciurrent. The relative phase relationships are given by the angular dis- 
placements in the vector diagram. These are determined trigonometrically by the 
peak values /„, RI„ and I^/aiC ; for convenience, the lengths of the vectors are 
marked in Fig. 4.16B according to the effective values /, RI and I/aC. The current 
vector is distinguished by a solid arrowhead ; it may be to any conveiuent scale since 
there is no connection between the voltage and current scales. Since R is purely 
resistive, RI must be in phase with /, but the current through C must lead the voltage 
drop across C by 90°. TJiis is shovm on the vector diagram 4.16B where the direc- 
tion of / is taken as the starting point ; RI is drawn in phase with / and of length equal 
to the voltage drop on any convenient scale ; // coC is drawn so that / leads it by 90° ; 
and the resultant (£) of RI and I/wCis determined by completing the parallelogram 
The resultant E is the vector sum of the voltage drops across R and C, which must 

tA table of capacitive reactances is given in Cliapter 38 Sect. 9 Table 42. 
♦See Chapter 6 Section 5Civ). 

♦•It is illogical to show directions or polarities on die r.m.s. values of current (/) or voltage (E) since 
these are the effective values of alternating currents. 
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therefore be the applied (line) voltage. It will be seen that the current / leads the 
voltage i? by an angle (t> where 



R 



uC RI 

It R = 0, then tan ^ = oo , and <l> = 90°. 

Since ^ is the phase angle of the current with respect to the voltage, the angle ^ 
in the circuit of Fig. 4.16A is positive. 

The instantaneous current flowing through the circuit of Fig. 4.16A is therefore 
given by 

i = /„ sin (cuf + 4) (10b) 
where <t = tan'^ {l/wCR). 

The value of in eqn. (10b) is given by 

U = EJZ (10c) 

where Z is called the impedance. 
Similarly in terms of effective values, 

/ = E/Z (lOd) 
Obviously Z is a vector (or complex) quantity having phase relationship as well as 
magnitude, and is printed in bold face to indicate this fact. This may be developed 
further by the use of the / notation. 



e-E„SINUt 




Pig. 4.16. (A) Resistance and capacitance across a.c. line (J3) Vector diagram of 
voltage relationships (C) Vector diagram of impedance (Z) mth its real component 
(R) and reactive component — j (1/ wC). 

Using the Notation 

The operator j* signifies a positive vector rotation of 90°, while — / signifies a 
negative rotation of 90°. Instead of working out a detailed vector diagram, it is 
possible to treat a circuit problem very much more simply by using the / notation. 
For example in Fig. 4.16, we may equate the applied voltage E to the sum of the 
voltage drops across R and C : 

E = RI -j (11) 

the — y indicating 90° vector rotation in a negative direction, which is exactly what 
we have in diagram B. 

It is sometimes more convenient to put —jl/aiC into the alternative form +I/j<aC 
which may be derived by multiplying both numerator and denominator by j (since 
= - 1). Thus 

E = RI + I/i'aC (12) 
From (11) we can derive : 

Z = E/I = R -y (l/<oC) (13) 
For example, in Fig. 4.16A let R = 100 ohms and C = 10 /xF, both connected in 
series, and let the frequency be 1000 c/s. 
Then a> = 2tt x 1000 = 6280 

l/oiC = 1/(6280 X 10 X 10-») = 15.9 ohms, 
and Z = J? -y(l/a,C) 

= 100 - y 15.9 (13a) 
Eqn. (13a) indicates at a glance a resistance of 100 ohms in series with a negative 
reactance (i.e. a capacitive reactance) of 15.9 ohms. Vali;es of capadtive reactances 



•See Chapter 6 Sect. 5(iv). 
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for selected capacitances and frequencies are given in Chapter 38 Sect. 9 Table 42. 
Even if i? = 0, we still write the impedance in the same form, 

Z = 0 -y 15.9 (13b) 
Thus Z is a complex* quantity^ that is to say it has a " real " part (R) and an " imagin- 
ary" part (1/cdC) at 90° to R, as shown in Fig. 4.16C. The absolute magnitude 
(modvdus) of Z is : 

\z\ = VR' + (i/'ocy (14) 

and its phase angle is given by 

tan ^ = - ^ (15) 

which is the same as we derived above from the vector diagram, except for the sign. 
The negative sign in eqn. (15) is because ^ is the phase shift of Z with respect to R. 

In a practical condenser, we may regard R in Fig. 4.16A as the equivalent series 
loss resistance of the condenser itself. 
It is obvious from Fig. 4.16B that 

cos 4- = R/Z (16a) 
where Z is given by equation (13) above. 
Cos <j> is called the " Power factor." 
If (j> is nearly 90°, X is nearly equal to Z, apart from sign, and so 

cos <l> «a R/\X\ (16b) 
where \X\ indicates that the value of the reactance is taken apart from sign. With 
this approximation we obtain 

Power factor = cos ^ <oCR (17) 
Note that the power factor of any resistive component is altvays positive. A negative 
power factor indicates generation of power. 

The total power dissipated in the circuit (Fig. 4.16A) will be 

P—EI cos j) = EI X power factor' (17a) 

where P = power in watts 
Xc = \/<oC 

and cos <i> is defined by eqn. (16a) or the approximation (16b). 

The Q factor of a condenser is the ratio of its reactance to its resistance — 

Q = \/<joCR = tan ^ l/(power factor) (18) 



SECTION 5 : INDUCTANCE 

(/) Introduction to inductance (ii) Inductances in d.c. circuits {Hi) Inductances 
in series and parallel (iv) Mutual inductance (v) Inductances in a.c. circuits (dj") 
Power in inductive circuits. 

(i) Introduction to mductance 

An inductor, in its simplest form, consists of a coil of wire with an air core as com- 
monly used in r-f tuning circuits. Any inductor has a characteristic known as in- 
ductance whereby it sets up an electro-magnetic field when a current is passed through 
it. When the current is varied, the strength of the field varies ; as a result, an electro- 
motive force is induced in the coil. This may be expressed by the equation • 
dA 

e = -N X 10~« volts (1) 

where e = e.m.f. induced at any instant 
N = number of turns in the coil 
(ft = flux through the coil 



•See Chapter 6, Sect. 6(i). 
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and = rate of change (differential with respect to time) of the flux. 

The direction of the induced e.m.f. is always such as to oppose the change of current 
which is produdng the induced vohage. In other words, the effect of the induced 
e.m.f. is to assist in maintaining constant both current and field. 
We may also express the relationship in the form : 

di 

e^-Lj^ (2) 

where all the values are expressed in practical units — 
e ~ e.m.f. induced at any instant, in volts 
L = inductance, in henrys 
I = current in amperes 
di 

and ^y- = rate of change of current, in amperes per second. 
at 

The inductance L varies approximately* with the square of the number of turns 
in the coil, and may be increased considerably by using iron cores** (for low fre- 
quencies) or powdered iron (for radio frequencies). With iron cores the value of L 
is not constant, so that eqn. (2) cannot be used accurately in such cases. 
The energy stored in a magnetic field is 

energy = J L/^ (2a) 
where energy is measured in joules (or watt seconds) 

L is measured in henrys 
and / is measured in amperes. 

(ii) Inductances in d.c. circuits 

When an inductance (L henrys) with a total circuit resistance (R ohms) is connected 
to a d.c. source of voltage (£), the current rises gradvially to the steady value / = E/R. 
During the gradual rise, the current follows the logarithmic law 

«• = I (1 - e-«'/^) (3) 

where i = current in amperes at time t, 

( = base of natural logarithms 2.718, 
and t = time in seconds Jifter switch is closed. 

The time constant (T) is the time in seconds from the time that the switch is 
closed until the current has risen to (1 — 1/c) or 63.2% of its final value : 

T = L/R (4) 
where L — inductance in henrys 
and R = resistance in olmis. 

The decay of current follows the law 

i = |(e-««/i) (5) 
The rise and decay of current are called transients. 

(iii) Inductances in series and parallel 
Inductances in series 

The total inductance is equal to the sum of the individual inductances, provided 
that there is no coupling between them : 
L = Li + La + La + . • • 

Inductances in parallel 

The total inductance is given by eqn. (7), provided that there is no coupling between 
them : 

1 (7) 

Ij Li L-z 1-3 

•See Chapter 10 for formulae for calculating the inductance of coils. 
♦•See Chapter 5 for iron cored inductances. 
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(iv) Mutual inductance 

When two coils are placed near to one another, there tends to be coupling between 
them, which reaches a maximum when they are placed co-axially and with their 
centres as close together as possible. 

If one such coil is supplied with varying current, it will set up a varying magnetic 
field, which in turn will induce an e.m.f. in the second coil. This induced e.m.f. 
in the secondary is proportional to the rate of current change in the first coU (primary) 
and to the mutual inductance of the two coils : 
dii 

(8) 



dt 



where 

di, 
dt 

and M 



voltage induced in the secondary, 

rate of change of current in the primary in amperes per second, 

mutual inductance of the two coils, in henrys. 
(Compare Equations 2 and 8.) 

M may be either positive or negative, depending on tlie rotation of, or connections 
to, the secondary. M is regarded as positive if the secondary voltage (^2) has the same 

polarity as the induced voltage in a single coil. 

The maximum possible (theoretical) value of M is when M = Vi-iZ-s, being the 
condition of unity coupling, but in practice this cannot be achieved. The coefficient 
of coupling {k) is given by 

k 

so that k is always less than unity. 

If the secondary is loaded by a resistance (Fig. 4.17), current will flow through 
the secondary circuit. 

© 



iVf/vTm 



(9) 




8"EmSINUt 





















Fig. 4.17. Two inductances coupled by mutual inductance (M) with the secondary 

loaded hy a resistance. 
Fig. 4.18. (A) Equivalent circuit diagram of practical inductance (S) Vector 
diagram of voltage relationships. 

(v) Inductance in a.c. circuits 

If an ideal inductance (L henrys) is connected across an a.c. line, the voltage of 
which is given by the equation e = E„ sin <ut, a current will flow having the same 
waveform as the line voltage, but the current will lag 90° behind the voltage. The 
inductance is said to have an inductive reactance* (Xj) equal to wL, and the current 
will be 

= Er„,/ u>L (10) 
We may helpfully compare this with the case of a condenser : 

Ctuxent Reactance Phase shiftf 

Capacitance: = a>CEr„, Xc = -1/wC +90° 

Inductance: = u>L X^ = wL —90° 

Every practical inductance has appreciable resistance, and we may draw the equiva- 
lent circuit of any normal inductor as an ideal inductance in series with a resistance 

*A table of inductive reactances is given in Chapter 38 Sect. 9 Table 41. 
tOf current with respect to voltage. 
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(Fig. 4.18A). If there is any other resistance in the circuit, it may be added to the 
resistance of the inductor to give the total resistance R. 

If an alternating voltage is applied across L and R in series (Fig. 4.18A) the vector 
diagram may be drawn as in (B). The current vector / is first drawn to any con- 
venient scale ; the vector of voltage drop across jR is then drawn as RI in phase with 
/ ; the vector of voltage drop across L is then drawn 89 uiLI so that / will lag behind 
it by 90° — hence wLI is drawn as shown ; the parallelogram is then completed to 
give the resultant E = ZI with a phase angle such that tan ^ == mL/R. 

Using the j notation we may write : 

E = RI +jo,LI (11) 
where +/ indicates 90° vector rotation in a positive direction. 

From (11) we can derive : 

Z = £// = i? +7a)L (12) 
For example, ii R = 150 ohms, L = 20 henrys and / = 1000 c/s, then 
<u = 2ff X 1000 = 6280 
oiL = 6280 X 20 = 125 600 ohms 
and Z = 150 + j 125 600 (12a) 

Eqn. (12a) indicates at a glance a resistance of 150 ohms in series with a positive 
reactance (i.e. an inductive reactance) of 125 600 ohms. Values of inductive re- 
actances are given in Chapter 38 Sect. 9 Table 41. 

The magnitude (modulus) of Z is : 

\Z\ = y/W+T^ (13) 
and its phase angle is given ijy 

tan ^ = o,L/R (14) 
as also shown by the vector diagram. 

(vi) Power in inductive circuits 

The power drawn from the line in Fig. 4.18A is the integral over one cycle of the 
instantaneous values of e X i. As shown by Fig. 4.19, during parts of each cycle 
energy is being taken by the circuit, while during other parts of the cycle energy is 
being given back by the circuit. The latter may be regarded as negative power being 
taken by the circuit, and is so drawn. The expression for the power is 

P = sin (iJt X 7„ sin (cut — ^) 

= Em Im sin ">t . sin {<ot — 4) 

= Em Im sin ">t (sin oit cos ^ — cos ait sin ^) 

= Em Im (sin" <"t cos ^ — sin (Of cos <ut sin 0). 
Now the average value of (sin ait cos mt) over one cycle is zero*, 
Therefore P = Em Im (sin« cot cos 4>) 

= * -H™ (1 - cos 2 of) (cos 4.) 

= Erm, Irm. COS <^ (15) 

(since the average value of I cos 2<at = 0*) 



where P is expressed in watts, E and / in volts and amperes. 



Fig. 4.19. Power in an inductive 
circuit with applied sine-wave 
voltage (e). 




•See Chapter 6 Sect. 7(iii) (Definite Integrals). 
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From eqn. (15) the power is equal to the product of the effective voltage and current 
multiplied by cos ^, which is called the Power Factor, its value being given by 

cos = R/\/W~+{ZLy. 

When the load is purely resistive, I, = 0 and the power factor = 1 j the power is 
therefore P = Er„, 

From (15) we may derive for the general case : 

P = £/ cos <^ = £/ . R/VR' + («"/.)" 



Therefore P = J . I\/R' + (,wL)' X R/VR' + (caLy = I^R (16a) 

°'^ = i?[l +(a>I,)Vi?'] ^^^"^ 
Therefore R = P/I^ {11) 
where P = power in watts 

uiL ~ inductive reactance in ohms 
R = resistance in ohms 
and / =- current in amperes. 

In other words, the total power taken from the line in the circuit of Fig. 4.18A is 
the power dissipated by the effective total resistance R. There is no loss of power 
in an ideal inductance with zero resistance, although it draws current from aa a.c. 
line, because the power faaor is zero = 90°, therefore cos ^ = 0). The product 
of / X £ in this case is called the wattless power or reactive power, or more cor- 
rectly the reactive volt-amperes. 

The power factor at any given frequency gives the ratio of the resistance of a coil 
to its impedance and may be used as a figure of merit for the coil. A good coil should 
have a very small power factor. 

The power factor is almost identical with the inverse of the coil magnification factor 
Q (Chapter 9), and the error is less than 1 % for values of Q greater than 7 : 
<2 = u>L/R = tan ^ 
Power factor = cos <!> = R/Z 

tan ^ Rri 1/cos ^ (error < 1% for <^ > 82°) 
Therefore Power Factor i/Q for Q > 7, 



SECTION 6 : IMPEDANCE AND ADMITTANCE 

(»') Impedance a complex quantity (a) Series circuits with L, C and R {Hi) Parallel 
combinations of L, C and R {iv) Series-parallel combinations of L, G and R («) 
Conductance, susceptance and admittance {vi) Conversion from series to parallel 
impedance. 

(i) Impedance, a complex quantity 

Impedance has already been introduced in Sections 4 and 5, in connection with 
series circviits of C and i? or L and R. Impedance is a complex quantity, having both a 
resistive and a reactive component. We are therefore concerned, not only with its 
magnitude, but also with its phase angle. 

(ii) Series circuits with L, C and R 

When a resistance, an inductance and a capacitance are connected in series across 
an a.c. line (Fig. 4.20A), the same current will flow through each. 

In using the / notation, remember that; simply means 90° positive vector rotation 
(the voltage drop for an inductance) and — / means 90° negative vector rotation (the 
voltage drop for a capacitance). 

In terms of the effective values 
where E = applied voltage 
and / = current through circuit, we have : 
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(1) 

1 / cuC) is the reactive com- 



Voltage drop through R = RI 

» 3) 3> L — JUlLI 

« J J « C = (,—j/<i)C)I 
The total voltage drop is equal to the applied voltage, 
therefore E [R + j{o>L - 1/"<C)] / 
Hence Z = R + i{<^L - 1/iuC) 

Here R is the resistive component of Z, while (wL - 
ponent. 

It may therefore be written as 

Z = R +jXvihcTcX = (ojL ~ 1/wC). 
For example, let R = 500 ohms, L = 20 henrys, and C = 1 nF, all connected in 
series across an a.c. line with a frequency of 50 c/s. 
Then u> = 27r x 50 = 314 

1/wC = 1/(314 X 10-») = 3180 ohms 

X = wL - \/ u>C = 6280 - 3180 = 3100 ohms 
(the positive sign indicates that this is inductively reactive) and 
Z = i? + yX = 500 + j 3100. 
If L had been 5 henrys, then X would have been 

1570 - 3180 = - 1610 ohms 
which is capacitively reactive. 

The phase angle is given by t an ^ = X/R. The m agnitude of the impedance 
is given by \Z\ = s/R'' + {wL ~ \/wCy (la) 



Fig. 4.20. {A) Circuit of 
R, L and C in series 
across a.c. line (B) Vector 
diagram of voltage, re- 
lationships. 




This may be illustrated by means of a vector diagram (Fig. 4.20 B) where / is drawn 
to any convenient scale. The voltage-drop vectors are then drawn, to the selected 
voltage scale, RI in phase with I,j<oLI at 90° in advance of / and ~jl/ <aC lagging 
90° behind /. The simplest method of combining the three vectors is to take either 
u>LI or //<oC, whichever is the greater, and then to subtract the other from it, since 
these two are exactly in phase opposition. In diagram B, <oLI is the greater, so that 
I/wC is subtracted from wLI to give (toL — l/uiC)I. The two remaining vectors, 
RI mdj{u>L — \/ oiC)I are then combined by completing the parallelogramj to give 
the resultant Z/ which, of course, must be equal to the applied voltage E. 

A special case arises when a>L = 1/mC in eqn. (1) ; the reactive component 
becomes zero and Z = i?. This is the phenomenon of series resonance which 
is considered in greater detail in Chapter 9. 

Special cases of equation (1) 

R and Z, only : Put l/o,C = 0, 
72 and C only ; Put <uL = 0, 
L aad C only : Put R = o, 
R only : 
L only : 
C only : 

NotethatQ = |tan ^| = \X\/R. 

A table of inductive reactances is given in Chapter 38 Sect. 9(i) Table 41. 
A table of capacitive reactances is given in Chapter 38 Sect. 9(ii) Table 42. 
A table and two charts to find X, R or Z, when a reactance and resistance are con- 
nected in series, any two values being known, is given in Chap. 38 Sect 9(iv) Table 44. 
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Series combination 


Impedance 

Z=: R +jX 


Magnitude of impedance 

|z| = VR' + X' 


Phase angle 

4- = tan-i 


Admittance* 
Y = 1/Z 
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L 






+ 7t/2 


— id/coL) 
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l/o}C 


-17/2 


jotC 


Ry + R, 


Ri + Ri 


Ri + R, 


0 








<u(Li + ± 2M) 






Ci + Ca 


.I/C, + CA 






. ( c,c, \ 






^Ac, + cj 


R + L 






tan-^ 


R -jwL 
R' + ai^L^ 


R + C 




/m^CR' + 1 




o>^C'R + ju,C 
w'C'R' + 1 


L + C 




(--^) 


±2 


w'LC - 1 


R + L + C 






Jo>L - \/coC\ 

^^~\ R ) 


R -KwL - 1/cuC) 

i?« + (coz. - 1/wcy 



•See Sect. 6(v) below. 
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General case with a number of arms connected in series, each arm being 
of die form R + X 

Arm (1) : Zi = Ri + jX^ (i.e. i?i in series with Xi) 
Arm (2) : Zj = i?j + jX^ 
Arm (3) : = i?, + jX» etc. 
then the total impedance is given by 

z = (ii, f + i?3 + ...)+ y (JC, + + + .. .) 



(iii) Parallel combinations of L, C and R 

When a number of resistance and reactive elements are connected in parallel across 
an a.c. line, the same voltage is applied across each. For example in Fig. 4.20C there 
are three parallel paths across the a.c. line, and the current through each may be 
determined separately. 

Let E„ = r.m.s. value of line voltage. 

Then r.m.s. current through L = Ii = E„/ wL 

W i> 3> 33 C = = EoWC 

33 33 33 33 R = I, = E „/ R. 

The phase relationships between these currents are shown in Fig. 4.20D. There 
is 180° phase angle between the current through L and that through C, so that the 
resultant of these two currents is (/j — Ii). The vector resultant of C/, — A) and /, 
is given by /„ in Fig. 4.20D. Thus the current through L and C may be considerably 
greater than the total line current 



c >£„, Sinut 



FIG.4.20C 



(<t)-+90°) 




I,t(<tl— 90*) FIG. 4.200 

Pig. 4.20.C Circuit of R, L and C in parallel across a.c. line. 
Fig. 4.20.D Vector diagram of voltage relationships. 



The impedance of the parallel combination may be derived by considering L and C 
as being replaced by a single reactive element having a reactance of l/(<uC — l/<oL,. 
Note that with parallel connection, the convention is that the phase of the capacitive 
element is taken as positive. Thus 



A) 
,c - 



wlJ 



Therefore Z = 



E^ 
h 



148 



(ui) PARALLEL COMBINATIONS OF L, C AND R 



4.6 




4.6 



(iii) PARALLEL COMBINATIONS OF L, C AND R 



149 



TTie magnitude of the impedance of a reactance X in parallel with a resistance R is 
given by 

IZI = (3a) 



aiLR 

j; 

R 



when X = wL 
whenX = 1/a.C 



(3b) 
(3c) 



fwhen Z, and C \ 

\are in parallel/ (3<*J 



A table and a chart to find X,Rot Z when a reactance 
and resistance are connected in parallel, is given in 
Chapter 38 Sect. 9(iii) Table 43. 

A simple graphical method for determining the re- 
sultant impedance of a reactance and a resistance in 
parallel is given in Fig. 4.20E where OA and OB repre- 
sent R and X respectively and OD is drawn at right 
angles to the hypotenuse. The length OD represents 
the scalar value of the resultant impedance, while the 
angle DOA is equal to the phase angle ^ between the 
applied voltage and the resultant current. 

For other graphical methods for impedances in parallel 
see Reed, C.R.G. (letter) W.E. 28.328 (Jan. 1951) 32 ; 
Benson, F. A. (letter) W.E. 28.331 (April 1951) 128. 



F1G.4.20E 




0« p 

Pig. 4.20£. Impedances 
in parallel. 



(iv) Series-parallel combinations of L, C and R 

Some simple combinations of L, C and R are described in (A) to (E) below, 
general procedure for other combinations is described in (F) below. 
(A) Parallel tuned circtiit with losses in botli L and C (Fig. 4.21A) 

Impedance of branch (1) : Z, = /?i + jwL 
„ » (2): Z, -y/coC 

Let Z = total impedance of Zi and Z: in parallel. 

7 = ZiZj _ {R^+'jo>L){R^-j/a>C) 

incn I. 2^ + R^>^ +j{^L - 1/a.C) 

Multiplying both numerator and denominator by (iRi + R^) — j{mL — 1/ 
wc have 

^ (i?ii?2 +jioLR2 -jRJmC + L/CXRi + -j(u,L - l/a>C)] 



(Ri + R^y + (toi 
A +jB 



The 



(4a) 
(4b) 



(4c) 

(5) 
(6) 



^ ^ ^ {Ry + RtY + (cuL - l/a>C)» 

and let us now determine the values of A and B : 

Numerator = Ri^R^ + jRiR^mL ~ jRi^/<»C + R^L/C + R^Rt" + {Ri'mL 

- jRiRJuiC + RiL/C - jRiRimL + R^w^L^ - R^L/C 

- ja,L*/C + jRiRJwC - RiL/C + RJw^C + jL/mC 
= Ri^R^ + i?iJ?.» 4- R^<o^L» + R^/o,'C» + KR,^a>L - Ri'/otC 

- o>L^/C + L/oiC'l. 

Therefore A= J?,2?j(i?i + i?s) + Ri^y'L' + RJm'C* (7) 
and B = R^'mL - Ri'/ouC - (L/CX'oL - 1/wC) (8) 
v^ch values should be used in eqn. (6). 

Note that A divided by the denominator (eqn. 6) is the eifective resistance of the 
total circuit, while B divided by the denominator is the effective reactance. 

The magnitude of the impedance may be obtained most readily from eqn. (4c) 
by repladng Zx and Zt in the numerator only by ^iZ^i and Z,Z<ft respectively. 
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(Z,Z^iX^2Z« 



where 
and 



whence |2| == 



+ co<'L'){R^'' 



_(Ri + R^y + {u>L - 1/ 

The phase angle is given by tan"^ B/A 

jRi'wL - R^y<oC - (L/0(<oL 
I.e. 9 = tan 



l/c«C) 



When LCw^ 



RiRiiRi + Ri) + R^to'L" + RJco'C 
= Ij eqn. (10) may be reduced to 
[1 + (C/LXR^^ + R^) + (CyL') Rx'Ri']i 



C Rt + Ri 

or \Z\ <^ (L/G)(R, + 
with an error < 1 % provided Q > 10 
where Q = coL/(,Ri + R^)- 



(9) 

(10) 

(11) 

(12) 
(13) 




Fig. 4.21. (A) Network incorporating 4 elements for impedance calculations (B) 
Simplified network mth 3 elements. 

(B) Parallel tuned circuit with loss in L only (Fig. 4.21B) 
This is a special case of (A) in which = 0. 
It may be shown that eqn. (5) becomes 

R -jo) [Ci?^ + L (w^LC - 1)1 



~ oy^C^R^ + (w'LC - ly 
The magnitude of the impedance derived from eqn. (10) becomes 

171 = [" + ]^ 

' ' \_o,'C'R' + i<o'LC - !)"_] 
The phase angle derived from eqn. (11) becomes 



tan 



R 



(14) 



(15) 



(16) 



(a) The effective reactance of eqn. (14) is zero (i.e. the power factor is unity) 
when 

CR^ = Z,(l - a>^LC) 
i.e. when w^L^C = Z, - CR' 



i.e. when 

" LC L 
which can be written in the form 

when tu = , — t / 1 

where 



(17) 



(18) 



_ -.V 1 - X- 

= l/\/LC is the value of to when the resistance R is zero. 
This condition, namely that the effective reactance is zero, which may also be 
expressed as the condition of unity power faaor, is one of several possible definitions 
of parallel resonance. This is the definition used in Chapter 9. It should be 
noted that the expression giving the value of w is not independent of the resistance 
in the circuit as is the case with series resonance. 



4.6 (iv) SERIES-PARALLEL L, C AND R 15I 

If LCw^ = Ij which is the condition for resonance if the resistance is zero, the 
impedance is given very closely, when jR is small, by 

Z L/CR (19) 

The remaining possible definitions of parallel resonance are conditions to give 
maximum impedance. The condition of maximum impedance is sometimes called 
anti-resomiw. Maximum impedance occurs under slightly different conditions 
for the variables C, L and to*. 

(b) Condition of maximum total impedance when C is the variable 

The maximum value of Z which can be obtained is 

R ' + oi^L^ 

= -^—^^ = ^1(1 +2') (20) 

where Q = mL/R^ 

which occurs when C = ^ ^ _^ ^^^^ (21) 
This is also the condition giving unity power factor. 

(c) Condition of maximum total impedance when L is the variable 

The maximum value of Z which can be obtained is 

|ZU„« = ^ (22) 

1 + Vi + 4w2c»i?,2 

which occurs when L = ^ — rp^ (23) 

or when C = ^.^f _ (24) 

If L is the variable and Q is maintained constant, the maximum value of Z which 
can be obtained is 

\ZUa^ = Q/u>C (25) 
which occurs when L — ^^^i^ ^ _[_ qt^ (26) 

(d) Condition of maximum total impedance when the applied frequency 
is the variable 

The maximum value of Z which can be obtained is 

L 



C\l - ^ (v^ 2i?i^^ + 1-1)' 



(27) 

C W —1 I ^ - V 

which occurs when 



a, = I'nf =^ / V(2i?x'C/L) + l _ (28) 

In practice, for all normal values of (2(= wL/R) as used in tuned circuits, these 
four cases are almost identical and the frequency of parallel resonance is approjd- 
mately the same as that for series resonance. 

We may summarise the resonance frequencies for the various conditions given 
above : 

Series resonance LCw' = 1 

Parallel resonance (a) LCo," = 1 - CR'/L 

(b) LCw' = 1 - CR^/L 

(c) LCto" = 1 + CRyL 

(d) LCw' = Vl + 2CRV-L - CRVL 

•See R S. Glasgow (Book) " Prindples of Radio Engineering '" (McGraw-Hill Book Co., New York 
and London, 1936) pp. 35-44. 
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Note that CR^/L = l/Q^ under conditions (a) and (b) 
CKV-L «i l/Q" under conditions (c) and (d). 
For further information on tuned circuits see Chapter 9. 

(C) Circuit of Fig. 4.21C 

This is a special case of Fig. 4.21A in which 

(1/wC) = 0. From eqn. (6) 

RiRi{Ri + R^) + R^ui^L" + jwLRi^ 



From eqn. (10), 



From eqn. (11) 



R^^ + w^L^ 
(Ri + R,)' + <o^L\ 

10LR2 

RiiR, + R,) + «,^Z,2 



(29) 



(30) 



(31) 



(D) Circuit of Fig. 4.21D 

Impedance of arm (1) = = i?i +j(<uL, — l/iuCt) 

M M 53 (2) = Zs = 7?2 + j{<oLi — l/tuCj) 

Let ^1 = to/,, — l/(uCi 
and = toLa — l/coCa 

then Zi = + /ATi ; = R^ + jX^. 

_ z^z, _ (Ri +;Xi)(Kii +yxa) 

z, + Za (R, + K^) + y(Xi + jfa) 
= (^i^a - XiX,) + y(i? A + R^x-,) 
(2?i +i?s) +y(Xi +x,) 

which may be put into tlie form 

_ ^1(^8" + X^} + R,(Ri^ + Xi^) +7[^i(R2' +.^2^) +Xs(iRi' +X1'')] 

(i?x + i?2)^ + (Ari +Ar2)^ '■^^^ 

The magnitude of the impedance may be derived by the method used for deriving 
eqn. (10) — 



l"^' _(/?!+ K2)'+(Xi+X8)2_ 

The phase angle may be derived from eqn. (32)— 

R^(R^' + X^^) + RMx" + X,') 



tan 



(33) 



(34) 



(E) Circuit of Fig. 4.21E 

1. Determine the impedance (Zj) of Z-i C, and Ri in series, using eqn. (1) — 

Zi = i?i +j(ojL, - l/a>C,) (35; 

2. Determine the impedance (Z2) of LjCj and R^ in parallel using eqn. (2) b«t 
separating the resistive and reactive components — 

1 



Z, = 



('"^^ - i) 



(16) 



3. Determine the combined impedance (Z) by adding the resistjv? apd resql^ve 
compoaents of (14) and (15) — 

Z = A + jB 07) 
1 



where A 



R, + 
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and B 



cuL, 



1 



The magnitude of the impedance is given by 

\Z\ = V^' + B° 
The phase angle <^ is given by 

where A and B have the saroe values as for cqn. (37). 
o 

O , , |r, |Rj "i 

o — aw^-OmTH^ — I 



(38) 
(39) 




F,G.4.ilC FIG.4.21D nG.4.J,E 

Fig. 4.21 . (C) (D) (B) Series-parallel networks for impedance calculations. 

(F) General procedure to find the impedance of a two-terminal network 

1. If possible, divide the network into two or more parallel branches, each of which 
is connected to the two terminals but has no other coimection with any other branch. 

2. Find the impedance of each branch, using the methods described in A, B and C 
above. 

3. Determine the impedance (Z) of the network from the relation 

_1 1 ^ 1_ _^ JL (40) 

Z Zj Z2 Z3 
Note : If there are more than two parallel branches it is more convenient to work 
in terms of admittance — see Sect. 6(v) below. 

Alternatively, if the circuit cannot be divided into parallel branches, treat it as a 
series circuit, firstly determining the resistive and reactive components of each section, 
and then adding all the resistive and all the reactive values separately, as in (E). 

(v) Conductatice, susceptance and admittance 

In an arm* containing both reactance and resistance in series, the conductance 
(Gj) of the arm is given by 



mhos 



(41) 



where Xi = (wZ-i — l/cuCi). 

When there are a number of such arms in parallel, the resultant conductance is 
the sum of their separate conductances, that is 
G ^ Gi ^ + ^- . . . 

The susceptance (Bj) of the arm under similar conditions, is given by 



mhos 



(42) 



where Xi = (a>/-i — l/<oCi). 

[Inductive susceptance is regarded as positive. Capacitive susceptance is regarded 
as negative.] 

When there are a number of such arms in parallel, the resultant susceptance is the 
siun of their separate susceptances, 

B = Bi + B2 + B3 + . . ■ . (^3) 

When any arm includes only resistance, the conductance of the arm is 
and the susceptance zero, 

i.e. G, = 1/Ri 0. 

•An arm is a distinct set of elements in a network, electrically isolated from all other conductors except 
at two points. 
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When any arm has only inductance, the conductance of the arm is zero and the 
susceptance is 1 / wLi, 

i.e. Gi = 0 Bi = \/coLi 

When any arm has only capacitance, the conductance of the arm is zero, and 
the susceptance is —mC, 

i.e. Gi = 0 j5i = -luC 

The following relationships hold between i?, X, G and B 

g ■ ^ _ B 

The admittance (Yj) of any arm containing resistance and reactance in 
series is given by 

Yi = - jB, (45) 

-yxi 1 1 

..e. Y, = G, - jB. ^ = = ~. (46) 
indicating that the admittance is the reciprocal of the impedance. 

Thus the value of the admittance may always be derived from the impedance — 

1 _ 1 R -jX R -jX 

Z~ R -^^ jx' R - jX ~ + X"" ''^^^ 
^. ., , ^ 1 1 G + jS G + jS 

Similarly Z = - = ^-^^ ■ = ^^^^^ (46b) 

The negative sign in front of jB in eqn. (45) deserves special attention — 
Admittance of inductive arm {R and L in series) : 

Admittance of capacitive arm (R and C in series) : 

Y = G + ,-B = ^ = a>'C^R +ju,C 

R^ + l/oj'C w'C'R" + 1 ' 
The admittance of any arm containing resistance, capacitance and in- 
ductance in series (Fig. 4.20A) is given by 

Y = G - jB (49) 

where G = 

X = (c,L - 1/toC) 

X (ojL - 1/wC) 



and B 



R' + X'' R^ + (<uL ~ l/ioCy 



^ = R^-TT^r^TTT^ (50) 

Values of admittance for various series combinations are included in the table in 
Sect 6(iii). 

Admittance of parallel-connected impedances 

L and R in parallel ; G = Gj 4- Gj = 0 + 1 = 1 /R 

B = Bi + JSj = 1/coL + 0 = 1/coL 
therefore Y = G - jB = (l/R) -j(l/a,L) 

Similarly 

C and R in parallel : Y = G - y.B = (l/R) -f /wC 
L and C in parallel : Y = G - ys =y(a)G - l/u)Z,) 

C and i? in parallel : Y = G - jB = (l/R) + y(a;C - 1/uiL) 
See also table of Parallel Combinations of L, C and i?— Column 5, in Sect. 6(iii). 

Admittance of series-parallel-connected impedances 

When there are a number of arms in paraUel, each arm including resistance and 
reactance in series. 
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Arm (1) : Zi = i?i + jX^ or Yi = - jB^ 
Arm (2) : Zj = i?^ + jX^ or Z, = - jB^ 
Arm (3) : Za = fla or - G^—jB, etc. 

where X^ — (^^i-i — l/fCi) etc. 

then the total admittance is given by the vector sum 
Y = Yi + Yj + Yo + . . . 

- (Gi + + Gs + . . .) + + + 



(51) 



The following examples may alternatively be handled by the use of eqn.(46a) 
provided that the value of Z is known. 
Example (A) : Fig. 4.21A 
Arm is inductive : Yi = Gi — JBi 



Gi = 



+Xi^' + Xi' 

Arm (2) is capacitive • Yj = Gj + y'Bz 



G, = 



R,' + X, 



; Bi — 



X, 



i?/ + X, 



(Xi = o,L) 



(Xs, = - 1/cuC) 




. I I I I I I I I I I I I I I I ' I ' 

0 0-1 O J 0-3 0-4 0-5 0-6 O-l 0-8 0-9 Kl H 1-2 1-3 1-4 1-5 1-6 1-7 1-B 1-9 iO 

G FIG. 4.21 F 

Pig. 4.21F. Chart for conversion between resistance and reactance, and conductance 

and susceptance „ , , „ 

Z = (R ± jX) 10", y = (G T }B) io-». 
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On collecting the terms we get 

i?i 4 m'^C^R^Ri (Ri + R,) + co'L'C'R, 



CR^' - L + o,^LC{L - CRi") 



_(R,' + u,'L'Xl 
Example (B) Fig. 4.2 IB. 

This is a special case of (A) in which R2 = 0. From eqn. (52) 
V ^ -j'-'WI- - '"'LC) ~ CR'] 
R^ + o,^L^ 
Example (C) : Fig. 4.21C. 
This is a special case of Example (A) in which X.t = (l/<uC) = 0. 



Y = 



Ri (Ri + R^) + co-'L^ -jwLR^ 



Example (D) : Fig. 4.21D. 



Y, = - jB, = 



Y 



G2 — jBi = 



Rx' + X,' 
X, 



R2 



+ 



+ x^ 



R. 



R,^ +Xi' • R,' +X, 



+- 



X, 



R,' +X^' ' R,' +X. 



(52) 



(53) 



(54) 



RrR^jR^ +R,-) '+R2Xt'- -RR, 'X.+R^ 'X^ +XiX^(X, +X^)] 

{R,'+X,'){R,'+X^) 



(55) 



Chart for conversion between resistance and reactance, conductance and 
susceptance. 

Fig. 4.21F can be used in conversions between resistance and reactance, and con- 
ductance and susceptance. 

Example 1. The impedance of a circuit is 1 + j 0.3 ; determine its admittance. 

Method : Z = 1.0 +y 0,3. Enter the chart on the semi-circle i? = 1.0 and 
follow it until it meets the arc X = 0.3. The corresponding values of G and B are 
0.917 and 0.275. Thus Y = 0.917 - j 0.275. 

Example 2. The admittance of a circuit is 0.000 004 -|- / 0.000 013 ; determine 
its impedance. 

Method: Y = 0.000 004 + ; 0.000 01.3 = (0.4 +yl.3)xl0^ 
Enter the chart on the lines G = 0.4 and fl = 1.3. 
The intersection is at /? = 0.22, X = 0.7. Thus 

Z = (0.22 — / 0.7)10' = 22 000 — j 70 000. 



At series resonance, u>L = 1 / cu C 
and X = 0, so that Y = G = \/R. 

The admittance at any frequency is 
given graphically by the Admittance 
Circle Diagram (Fig. 4.22) in which 
the vector OY represents the admit- 
tance, where Y is any point on the circle. 
The diameter of the circle is equal to 
\/R and the admittance at series re- 
sonance, when the frequency is /„, is 
represented by OA. 

As the frequency of the voltage ap- 
plied to the series tuned circuit (Fig. 
4.20A) is increased from zero to in- 




l/R 3- 

Fig. 4.22. Admittance circle diagram. 



4.6 



(v) CONDUCTANCE, SUSCEPTANCE, ADMITTANCE 



157 



finity, so the point Y moves from O (at zero frequency) through C to A (at resonance) 
and thence through E to O again (at an infinite frequency). The angle ij> is the angle 
by which the current i leads the applied voltage e ; when (fi is negative the current 
lags behind the voltage. Thus when OY lies in the upper portion of the circle the 
circuit is capacitive, and when it lies in the lower portion of the drcle the circuit is 
inductive. 

Fiff. 4.22.A Series form of imped- — — I I — 
ance ; (B) Equivalent parallel form. 

FIQ.4.22A FIG.4.23B 




When Y is at the point C, the admittance will be represented by OC and <^ will 
be 45° ; the reactive and resistive components of the impedance will therefore be 
equal. At zero frequency ij> will be +90° and the admittance will be zero : at in- 
finite frequency will be —90° and the admittance will also be zero. 
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to the equivalent parallel form (B) and vice versa. 

^' ~ i?/ ^ (57) 

The following approximations hold with an error within 1% : 

(1) If Rp > lOXp, or if R, < 0.1 X„ 

then R, f« Xp'/Rp-, X, !^ X^ (58) 

and RptvX.^R,; Xp ft:! X,. (59) 

(2) If Rp < 0.1 Xp, or if R, > lOX, 

then ,R, ^ ; X, i?„VX» (<50) 

and i?„ ; Xp R.^/X, (61) 

Fig. 4.22C can be used to make this conversion. 

Example 1. Find the parallel circuit equivalent to a series connection of a 10 . ohm 
resistor {R,) and an inductor with a reactance of 3 ohms (AT,). 

Method : Enter the chart vertically from R, = 10 and horizontally from X, = 3. 
These lines intersect at i?^ = 10.9 and Xp = 36, so the equivalent parallel connec- 
tion requires a 10.9 ohm resistor and an inductor with a reactance of 36 ohms. 

Example 2. Find the series circuit equivalent to a parallel connection of a 30 000 
ohm resistor and a capacitor with a reactance of —8000 ohms. 

Method : Enter the chart on the arcs = 30 and Xp = 8. The intersection is 
at i?8 = 2 and X, = 7.5, so the appropriate series elements are R, = 2000 ohms and 
X, = -7500 ohms. 



SECTION 7 : NETWORKS 

(j) Introduction to networks {ii) Kirchhoff's Laws (m) Potential Dividers (iv) 
Thevenin's Thereom {v) Norton's Theorem (vi) Maximum Power Transfer Theorem 
(vii) Reciprocity Theorem {viii) Superposition Theorem {ix) Compensation Theorem 
(x) Four-terminal networks {xi) Multi-mesh networks (xii) Non-linear components 
in networks (xiii) Phase-shift networks (xiv) Transients in networks (xv) Refer- 
ences to networks. 

(i) Introduction to networks 

A network is any combination of impedances (" elements ") — whether resistances, 
inductances, mutual inductances or capacitances. Ohm's law may be applied either 
to the voltage drop in any element, or in any branch, o- to the voltage applied to the 
whole network, involving the total network current and total network impedance, 
provided that the impedances of the elements are constant. Other laws and theorems 
which may be used for the solution of network problems are described below. 

In network analysis it is assumed that the impedances of elements remain constant 
under all conditions ; that is that the elements are linear devices. Some types of 
resistors and capacitors and all air-cored inductors are linear, but iron-cored inductors 
and amplifying valves are non-linear. Other non-linear devices include granule- 
type microphones, electrolytic condensers, glow lamps, barretters (ballast tubes), 
electric lamp filaments, temperature-controlled resistances such as thermistors*, 
and thyrite.t However, it is usually found that satisfactory results may be obtained 
by applying the average characteristics of the non-linear devices under their operating 
conditions. Further consideration of non-linear components is given in Sect. 7(xii). 

*Therinistors are resistors with a high negative temperature coefScient. See Sect. 9(i)n. 

tThyrite is a conductor whose resistance falls in the ratio 12.6 : 1 every time the voltage is doubled, 
over a current ratio 10 000 000 to 1. See K. B. McEachron " Thyrite, a new material for lightnins 
arresters " General Electric Review (U.S.A.) 33.2 (Feb. 1930) 92. 
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Rectifiers, whether thermionic or otherwise, are non-linear devices ; they are 
frequently represented by an equivalent circuit having a fixed series resistance in the 
conducting direction and infinitely high resistance in the other. This approximation 
is very inacciurate at low levels where they have effective resistance varying as a func- 
tion of the applied voltage, while some rectifiers pass appreciable current in the reverse 
direction. 

Most elements (resistors, capacitors and inductors) transmit energy equally in either 
direction and are referred to as " bilateral but thermionic valves operate only in 
one direction (" imilateral ") i when the latter form part of a network it is necessary 
to exercise care, particularly if they are represented by equivalent circuits. 

Hints on tlie solution of network problems 

A complete solution of a network involves the determination of the current through 
every element (or around every mesh). With simple networks the normal procedure 
is to apply Kirchhoff's Laws — Sect. 7(ii) — until all the currents and their directions 
have been determined. The voltage drop across any element may then be derived 
from a knowledge of the impedance of the element and the current through it. 

As a first stage it is important to simplify the circuit, and to draw an equivalent 
circuit diagram for analysis. 

If in any arm there are two or more resistors connected in series, the equivalent 
circuit diagram should be dravra with 

R =R,+ R, + ... 

Similarly with inductance L = Li + + . . , 
and with capacitance 1 



If in any part of the circuit there are two or more elements of the same kind in 
parallel (whether R, L, or C) the resultant should be determined and applied to the 
equivalent circuit diagram. 

An exception to this rule is where it is merely required to calculate the output 
voltage from a passive resistive 4-teniunal network. In this case it is sometimes 
helpful to arrange the network in the form of a potential divider, or sequence of 
dividers, aod to use the method of Sect. 7(iii). 

It is very important to mark on the equivalent circuit diagram the directions or 
polarities of the applied voltages (whether direct or alternating) and the assumed direc- 
tions of the currents ; if any one of the latter is incorrect, this will be shown by a 
negative sign in the calculated value. A clockwise direction for the flow of current 
around any mesh is conventional. 

In some cases it may be found simpler to reduce a passive 4-terminal network to 
an equivalent T or w section — see Sect. 7(x) — than to analyse it by means of Kirch- 
hoff's Laws. 

Definitions 

An element is the smallest entity (i.e. a distinct unit) which may be connected 
in a network — e.g. L, C or R. 

An arm is a distinct set of elements, electrically isolated from all other conductors 
except at two points. 

A series arm conducts the main current in the direction of propagation. 

A shunt arm diverts a part of the main curren... 

A branch is one of several parallel paths. 

A mesh is a combination of elements forming a closed path. 

A two-terminal network is one which has only two terminals for the application 
of a soturce of power or cormection to another network. 

A four-terminal network is one which has four terminals for the application of 
a soturce of power or connections to other networks. The common form of four- 
terminal network has two input and two output terminals ; this term is used even 
when one input terminal is directly connected to one output terminal, or both earthed. 
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A passive network is one containing no source of power. 

An active network is one containing one or more sources of power (e.g. batteries, 
generators, amplifiers). 

The input circuit of a network is that from which the network derives power. 

The output circuit of a network is that into which the network delivers power. 

Impedance matcliing — two impedances are said to be matched when they have 
the same magnitude and the same phase angle. 

Reference may also be made to I.R.E. Standard 50IRE4.S1 published in Proc. 
I.R.E.39.1 (Jan. 1951) 27. 

Examples 

An amplifier is a four-terminal active network. 

An attenuator is a four-terminal passive network. 

A conventional tone control is a two-terminal passive network. 

Differentiating and Integrating Networks 

Based on the fundamental mathematical analysis of the circuit, the following terms 
are sometimes used in connection with 4-terminal networks. 

Differentiatmg Networks — (1) Series resistance and shunt inauctance 
or (2) Series capacitance and shunt resistance 
Integrating Networks — (1) Series inductance and shunt resistance 
or (2) Series resistance and shunt capacitance. 

(ii) Kirchhoff 's Laws 

(1) The algebraic sum of all the instantaneous values of all currents flowing 
towards any junction point in a circuit is zero at every instant. 

This is illustrated for d.c. in Fig. 4.23. It will be seen that all junctions and corner 
points are lettered for reference. The polarities of the two batteries and their voltages 
are marked. The currents are marked in the obvious directions or, if this is not clear, 
then arbitrarily in either direction (clockwise around each loop is preferred). Both 
currents and voltages are referred to by the point lettering, 
e.g. tab is the current flowing from a to b 

iia is the current flowing from b to a 

e J c is the potential of point h with respect to point c. 
Applying Kirchhoff's first law, at point b 

i,b + ifb — 'be =^ 0 
or iab + i/b = ibe which is really obvious. 

Positive current is taken as flowing towards the junction point ; negative current as 
flowing away from it. 




Fig. 4.23. Network incorporating 3 elements and 2 d.c. voltage sources. 
Fig. 4.24. Network incorporating 4 elements and one a.c. voltage source. 



This law is illustrated for a.c. in Fig. 4.24 which follows the same general rules as 
for d.c. The instantaneous generator voltage e is shown in an arbitrary direction and 
the directions of the currents are then determined. 

At point 

iab — ibf — ibc = 0 
following the general procedure as in the d.c. case. 
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(2) The total rise or fall of potential at any instant in going around my closed 
circuit is zero. 

This is illustrated for d.c. in Fig. 4.23, taking each closed circuit in turn and pro- 
ceeding clockwise in each case. Any voltage source is here regarded as positive if it 
assists in sending current clockwise around the closed circuit (i.e. voltage rise). The 
voltage across any impedance is regarded as negative if the current arrow is in the same 
direction as the direction of travel around the closed circuit (i.e. voltage drop). 
Circuit d a b c d: + 6 - 16 - 10 is „ = 0 (1) 
Circuit ii a 6 / ^ c : + 6 - 16 i„j + 8 i>j - 4 = 0 (2) 
Circuit / 6 c 5 / : + 4- 9. i,i - \Q , = 0 (3) 

Applying Kirchhoif 's first law to point 

+ 1/6 = u« (4) 
To find the values of the three unknown currents, it is necessary to apply three 
suitable equations. 

[Similarly for all other cases — the total number of equations must be equal to the 
number of unknowns. The number of equations based on Kirchhoff's first la^n should 
be one less than the number of junction points ; those based on his second law should 
equal the number of independent closed paths.] 

Equations (1), (3) and (4) would be sufficient, since (2) merely duplicates parts of 
fl) and (3). 

From (4) : i,i 
Applying in (1) : + 6 - 16(( „c - i„) - 10 =0 

Therefore + 6 - 16 »„ „ + 16 i,i - 10 !„ , = 0 

Therefore + 6 - 26 ije + 16 = 0 (5) 

Adding twice (3): + 8 - 20 j'^e - 16 =0 



Therefore + 14 - 46 jj „ =0 

Therefore i's c = 14/46 ampere. 

The other currents may be found by applying this value in (5) and then in (4). 
Kirchhoff's Second Law is illustrated for a.c. in Fig. 4.24. Here again, as in all 
cases, it is assumed that we move around each loop of the network in a clockwise 
direction. 
The voltage across — 

a resistance is ~Ri ~\ where i is in the cloclcwise direction around 

an inductance is —jmLi > the loop. 

a capacitance is +j{\/oiC)i J 
Circuit d a b c d : e — RJab + j (l/wCOijc = 0 

Therefore Riia„ ~ <^Ci)it , = e (6) 

Circmt b f g c b : - jwLyi,,, — R^iif — <oCC)ii c = 0 

Therefore (;wL, + R^)iu +j{l/wCt)i,, = 0 (7) 

Applying Kirchhoff's first law to junction 6 : 

Therefore iat = »m + He W 

Adding (6) and (7) 

^i'a6 + U<"Li + Ri)it, == e 
Applying (8), i?,ts/ + « + (j'wjC-i + R-iihi = " 

Therefore RiU . + (i?i + + /^LOu, = e W 

Multiplying (7) by (—jRicuCi), remembering that = — 1, 

RJ^, + (i^ico^L.Ci -jR^R^mCOiM = 0 (10) 

Subtracting (10) from (9), 

[(i?, + R2 - R.oi^L^Ci) +y(">ii + i?iKaa>Ci)] i„ = e (11) 
which gives the value of in when e is known. 

The value of i^c r"ay be found by substituting this value of »„/ in eqn. (7) ; 
may then be determined by eqn. (8). 

(iii) Potential Dividers 

The fundamental form of potential divider (also known as voltage divider or poten- 
tiometer) is shown in Fig. 4.25. Here a direct line voltage E is " divided " into two 
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voltages El and E^, where E = Ei + E2. If no current is drawn from the junction 
(or tap) iS, the voltage across BC is given by 



and /, == L. = E/iR^ + R^) 



(1) 
(2) 



t 



JzjjRz E2ORE2 



Fig. 4.25. Potential divider across 
a d.c. line. 



On load 

When a current I3 is drawn from B, the simplest analysis is to consider the effective 
load resistance R^ which will draw a current I, at a voltage E^ , i.e. = E^' 
We now have resistances i?^ and in parallel, and their total effective resistance is 
therefore 

R' = R2^3/(i?2 -r He). 

In this case the voltage divider is composed of Ri and jR' in series, and the voltage at 
the point B is given by 

\RiRi + R1R3 + R2R3 

The first term on the right hand side is the no-load voltage ; the second term is the 
further reduction in voltage due to — this being a linear equation. 



VOLT3 




Pig. 4.26. Graphical method for determining the output voltage from a potential 

divider. 

Pig. 4.27. A potential divider with a load in the form of another potential divider. 

Eqn. (3) may be plotted* as in Fig. 4.26 where, as a typical example, E = 250 V, 
Ri = 10 000 and = 15 000 ohms, so that {R^ + R^) = 25 000 ohms. E„, for 



•Cundy, P. F. " Potential Divider Design," W.W. 50.5 (May 1944) 154. 
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no load, is obviously 150 volts (point B) while point C u for the condition of maximum 
current (/„„ and zero voltage. The latter may be determined by putting E^' = 0 
in eqn. (3) which gives 

= E/R, (4) 
In this condition we have, effectively, a resistance i?i only, in series with a load of 
zero resistance. 

If points B and C in Fig. 4.26 are joined by a straight line, we may then determine 
the voltage for any value of load current (Is) between zero and maximum. For 
example, with a load current of 10 mA, the voltage will be 90 V (point D). 

It is sometimes useful to calculate on the basis of a drop in voltage (based on the 
no-load voltage E^) of so many volts per milliamp of load current ; in this case the 
drop is 150 volts for 25 mA, or 6 volts per milliamp. This rate of voltage drop is 
actually the negative slope of the line BC. 

The equivalent series source resistance (R,) is given by 
E^ 150 

^' = 7::r=2y^ri(nr = ^°°°°^^- 

This may be put into the alternative form 

" Regulation " is defined differently in American and British practice. 

American definition : The percentage voltage regulation is the difference be- 
tween the full-load and no-load voltages, divided by the full-load voltage and multi- 
plied by 100. 

British definition : The percentage voltage regulation is the difference between 
the full-load and no-load voltages, divided by the no-load voltage and multiphed by 
100. 

In the example above for a ciurent of 10 mA, 

Regulation = ^^^-^^q X 100 = 40% by British definition. 

The line BD in Fig. 4.26 may be called the " regulation characteristic " for the 
conditions specified above. 

To find the load current corresponding to a specified value of Ei, eqn. (3) may be 
re-arranged in the form 

S J<i -I- Ji2\ (6) 



,( Ri + 
'V ^^^^ ) 



Special Case 1 

If it is known that the voltage drops from £2 at no load to Ei for a load current /„ 
then the voltage E^ corresponding to a load current is given by 

E.^E^- (E, - E^){I Jh) (8) 

Special case 2 

If the voltages across the load E ^) for two different values of load current 
(/j,, /,) are known, the voltage at zero load cvirrent is given by 

^ ^'h^l^A^ (9) 

1 y 1 X 

This is often useful for determining the no load voltage when the voltmeter draws 
appreciable current. A method of applying this with a two range voltmeter has been 
described*, and the true voltage is given by 

•Lafferty, R. E. " A correction formula for voltmeter loading " (letter) Proc. I.R.B. 34.6 {Jane 1946) 
358. 
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where 5' = ratio of the two voltmeter scales used for the two readings and E„ 

=-■ voltmeter reading on the higher voltage scale, 
and E, = voltmeter reading on the lower voltage scale. 
If 5 = 2, then 





Complicated divider network 

When a voltage divider has another voltage divider as its load (Fig. 4.27) the best 
procedure is to work throughout in resistances and voltages, and to leave currents 
until after the voltages have been determined. The final equivalent load resistance 
(Rj) must be determined before commencing calculations, then proceed — 



Ri in parallel with 
i?3 in series with R' : 
R" in parallel with R^ 



Then E, 



\R, + R"'J 



R = R,R-J(R, + R,) 

R' = R, + R' 

R'" = R^R"/{R, + R") 



R' 



A somewhat similar procedure may be adopted in any divider network. 



(12) 



(13) 



(iv) Thevenin's Theorem (pronounced " tay-venin's ") 
This theorem* may be expressed in various ways, of which one is 





Fig. 4.28. (A) An im- 
pedance connected to two 
terminals of a network 
(B) Thevenin's equivalent 
circuit. 




Fig. 4.29. (A) an im- 
pedance, carrying a current 
1 1, connected to two ter- 
minals of a network ; (B) 
Norton's equivalent circuit. 



The current in any impedance, Z ^, connected to two terminals of a network 
consisting of any number of impedances and generators (or voltage sources) 
is the same as though were connected to a simple generator, whose gen- 
erated voltage is the open-circuited voltage at the terminals in question, 
and whose impedance is the impedance of the network looking back from the 
terminals, with all generators replaced by impedances equal to the internal 
impedances of these generators. 

In Fig. 4.28, (A) shows an impedance whose two ends are connected to the ter- 
minals 1, 2 of any network. Diagram (B) shows Thevenin's equivalent circuit, with 
a generator E' and series impedance Z^^ where : 

E' is the voltage measured at the terminals 1, 2, with removed, 
and Zi2 is the impedance of the network measured across the terminals 1, 2, when 
looking backwards into the network, with all generators out of operation and each 
replaced by an impedance equal to its internal impedance. 



*i-or the proofs of this and subsequent theorems, see W. L. Everitt, Ref. 1 pp. 47-57. 
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(v) Norton's Theorem 

This is similar in many ways to Thevenin's Theorem, but provides a constant cur- 
rent generator and a shunt impedance. 

The current in any impedance Z^, connected to two terminals of a network, 
is the same as though were connected to a constant current generator 
whose generated current is equal to the current which flows through the two 
terminals when these terminals are short-circuited, the constant-current 
generator being in shunt with an impedance equal to the impedance of the 
network looking back from the terminals in question. 

In Fig. 4.29, (A) shows an impedance Zj through which flows a current Z^, connected 
to a network. Diagram (B) shows Norton's equivalent circuit, with a constant current 
generator delivering a current /' to an impedance Z,2 in shunt with Z^. As in dia- 
gram A, the current through Zj is 7^. 

Here /' = E' IZ^i, 

where E' and Zjj are the same as in Fig. 4.28B (Thevenin's Theorem). 

(vi) Maximum Power Transfer Theorem 

The maximum power will be absorbed by one network from another joined 
to it at two terminals, when the impedance of the receiving network is varied, 
if the impedances (looking into the two networks at the junction) are con- 
jugates* of each other. 

This is illustrated in Fig. 4.30 where E is the generated voltage, Z, the generator 
internal impedance and Z, the load impedance. In the special case where Z, and Z^, 
are pure resistances, 
Z, will become i?, 
Zj will become Rj^ 
and maximum power transfer will occur when = R,. 

In the general case, Z„ = R, + jXg and Zj = Rj + jX^ while for maximum 
power transfer Rj^ = R^ and X, = —X^. 

In other words, if Z, is inductive, Z^ should be capacitive, and vice versa. 

If the magnitude of the load impedance may be varied, but not the phase angle, 
then the maximum power will be absorbed from a generator when the absolute value 
of the load impedance is equal to the absolute value of the impedance of the supply 
network. 

See Ref 3 (References to networks). Sect. 7(xv). 

(vii) Reciprocity Theorem 

In any system composed of linear bilateral impedances, if an electromotive 
force E is applied between any two terminals and the current / is measured 
in any branch, their ratio (called the " transfer impedance ") will be equal 
to the ratio obtained if the positions of E and / are interchanged. 

In Fig. 4.31 a generator supplies a voltage £ to a network, and an ammeter A reads 
the current l^. The transfer impedance is Ejli. If now E and A are reversed, the 
new transfer impedance will have the same value as previously. In other words, 
E being unchanged, the ammeter reading in the new position will be the same as 
previously. 

This theorem proves that a network of bilateral impedances transmits with equal 
effectiveness in both directions, when generator and load have the same impedance. 

(viii) Superposition Theorem 

In any network consisting of generators and linear impedances, the current 
flowing at any point is the sum of the currents which would flow if each 
generator were considered separately, all other generators being replaced 
at the time by impedances equal to their internal impedances. 

This theorem considerably simplifies the analysis of any network containing more 
than one generator. It is important to note the linearity requirements, as the theorem 



*Two impedances are conjugates of each other when their resistive components are equal, and their 
reactive components are equal in magnitude but opposite in sign. 
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breaks down under other conditions. It is therefore only applicable to valves when 
these are being operated to give negligible distortion. 



Fig. 4.30. A generator, with 
internal impedance Z„ connected 
to a load Zj, to illustrate the 
maximum power transfer. 



Pig. 4.31. A generator E supply- 
ing voltage to a network, with 
an ammeter A to read the current 
/j. The reciprocity theorem 
states that, when A and E are 
reversed, the transfer impedance 
E/I^ will he unchanged. 



Pig. 4.32. {A) An impedance Z 
in a network with current I and voltage drop Zl (B) Equivalent circuit having 
identical results so far as current and voltage drop are concerned, with a generator 
developing a voltage E = ZL This illustrates the Compensation Theorem. 

(ix) Compensation Theorem 

An impedance in a network may be replaced by a generator of zero internal 
impedance, whose generated voltage at any instant is equal to the instan- 
taneous potential difference produced across the replaced impedance by the 
current flowing through it. 

This is illustrated in Fig. 4.32 where in (A) a current I is flowing through an im- 
pedance Z with a voltage drop IZ. This is equivalent to an identical network, as 
in (B), where Z has been replaced by a generator of zero internal impedance, whose 
generated voltage {E) is equal in magnitude to IZ, and is in a direction opposing the 
flow of current. 
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(x) Four-terminal networks 

The most common fimdamental types of four terminal networks are illustrated 
in Fig. 4.33, where (A) is a T section, (B) is a /7 section and (C) a Lattice section. 
Both A and B are called 3 element networks, and C a 4 element network, from the 
number of arms containing impedances. In conventional operation, the left-hand 
terminals I, 2, are regarded as the input terminals, to which is connected some genera- 
tor, or other network containing a generator. Terminals 3, 4, are normally regarded 
as the output terminals, across which is connected a load impedance Z^. 

If we are concerned only with the observable impedances between terminals, it is 
possible — by selecting suitable values — to convert a T section to a /I section, and 
vice versa, but only for one particular frequency. This equivalence is independent 
of the character of the generator or load. 



Equivalent T section 



Equivalent 17 section 





Z aZ B 






+ 4 


^Zc 










+ Zb^ 


Zc 




Z aZ-c 






+ Z,-x 


^Zc 



Zr 



Z\Zi 


+ Z^Z^ 


+ z^z^ 




z^ 






\ z^z^ 


+ z,z^ 




z^ 






~h ZzZ^ 


+ z^z^ 


^1 



(14) 



The bridged T section of Fig. 4.33E may be reduced to the equivalent T section 
of Fig. 4.33F, or vice versa, by using the same equivalent values as for equivalent T 
and Tl sections (above). 
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Any complex four-terminal network can be reduced, at a single frequency, to a 
single Tot n section. Tiie procedure is to measure (or calculate) the three constants : 
Z„i — the impedance at the input terminals when the output terminals are open- 
circuited. 

Z„j = the impedance at the output end looking back into the network with the input 

terminals open-circuited. 
Z,i = the impedance at the input end with the output terminals short-circuited. 

When these are known, the constants for the equivalent T and i7 sections are : 

Equivalent U section 



Equivalent T section 



z, = 



^02 V'^oaC^ol ' -^al) 



z^ = 



^81^02 



y (15) 



Zt — '\/Z„2(.Z„i — Z,i) 

It would also be possible to 
derive expressions for the equi- 
valent sections, using Z,2 in 
place of Z,i, where 

— im- 
pedance at the output end with 
the input terminals short-cir- 
cuited. 

A lattice network may be re- 
duced to an equivalent T or /7 
network (see any suitable text- 
book) but it is interesting to note 
that it is essentially a " bridge " 
circuit. Fig. 4.33 (C) may be 
re-drawn as in (D) without any 
change being made. 

Four-terminal networks are 
considered further in Sect. 8 ; 
they may also be treated as 
multi-mesh networks as in Sect. 
7(xi) below. 

(xi) Multi-Mesh Networks 

A typical flat multi-mesh net- 
work is shown in Fig. 4.33G. 
A " flat " network is defined 
as one which can be flattened 
out without having any lines 
crossing over each other ; the 
treatment in this handbook is 
limited to flat networks. Jimc- 
tions at which the current can divide are called branch points (A, B, C, D, E). In Fig. 
4.33G there are 5 meshes, and the circulating mesh current of each is marked (7i, h, 
etc.) in the conventional clockwise direction. The simplest form of solution is by means 
of the Mesh Equations. The basis for the use of these equations is given in Ref . 4, 
Sect. 7(xv). Impedances in the network are numbered Z,o, Z20, etc., when they form 
part of one mesh only (mesh 1, mesh 2, etc.). Impedances which are common to 
two -meshes are numbered Z^^, Z^,, etc., and are called mutual impedances, the 




Pig. 4.33. Pour Terminal Networks (A) T Section 
{B) n Section (C) Lattice Section (D) Lattice 
Section redrawn in the form of a hrldge (i?) BrxAged 
T Section (F) T Section equivalent to Bridged T. 
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suffixes indicating the meshes to which they are common. The applied alternating 
voltages are also numbered E^, E.^, etc. where the suffix indicates the mesh number. 
If there is more than one voltage source in any mesh, E^ etc. will indicate the vector 
sum of these voltages. 

There must be the same number of mesh equations as there are meshes in the net- 
work. The mesh equations are written in the general form for n meshes as 
Z„A + Zi,A -f- ^13/3 + ... Zi„i„ = -El 1 

Z^J, + Z^.,h + 2,3/3 + ... Z^Jn = I (16) 

Z„,/i + ZnJ^ + Z^J, + ... Z„„7„ = E„ ] 
where each Z is of the form R + i(cuL - 1/coC) and Zii, Z^u etc. is called the self- 
impedance of the individual mesh, i.e., the impedance roimd the mesh if all other 
branches of the network other than those included in the mesh in question were open- 
circuited. 

For example, in Fig. 4.33G — 
Zji = Zio + Zjj + 

= iJio +;Xi„ + i?i3 +yAr,3 + +jx,. 

I.e. Zn — (Rio + Ris + Ru) + j'Ku>Li„ + ajZ,i3 + tuii,) 

- (1/coCio + l/mCu + l/otCit)] (17) 
Note that Z^ is the same as Z^ etc, and that the signs of the mutual impedances 
may be positive or negative (see below). 

An impedance that is common to two branches is considered to be a positive mutual 
impedance when the arrows representing the corresponding mesh currents pass 
through the impedance in the same direction ; or a negative mutual impedance if 
the arrows pass through the impedance in opposite directions. 

Thus in Fig. 4.33G the ari-ows representing the corresponding fflesh currents pass 
through the impedances Z^, Z^j, Zj, and Zj, in opposite directions, so that these 
constitute negative mutual impedances, and have negative signs in eqn. (16). 

A mutual inductance may be defined as positive or negative according to whether 
it acts with a polarity the same as, or opposite to, that of a corresponding common 
inductance*. 



'10 A 'jo 




Fig. 4.33G. 



Typical multi-mesh net- 
work. 



Fig. 



4.33H. Simple 
mesh network. 



A simple example is the 2-mesh network of Fig. 4.33H. Applying eqn. (16) we 
have 



Zii = )?io + jiuiLid — l/oiCia] 
Z22 — R^t, + ][a>Li,,) — l/cuCij] 
Z12 = Zj] "— /(l/tuCia) 
Since there are two meshes, there will be two mesh equations- 
Z„A + Z,,U_ 



»■ } 



(18) 

(19-1 
(20) 



(21) 



•The opposite definition is also used. 
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These linear simultaneous equations may be solved by elimination, but any more 
complicated network would have to be solved by the use of DeterminantSj for which 
see any suitable mathematical textbook. 

The total current in any common branch may be determined by the difference 
between the two mesh currents. 

The method of handling mutual inductance is illustrated by the 2-mesh network 
of Fig. 4.331. Here 

■^n = («u. + ^la) +KojUo + - l/wCio) (22) 

Z22 = + Ri„) + J(aiL,2 + luLsa l/fCjo) (23) 

Zr, = Z-iy = Riz +i(<"I.i2 ± wMia) (24) 
and the two mesh equations will be as eqn. (21). 

The polarity of Afu in eqn. (24) must be determined in accordance with the accepted 
convention, as described in connection with eqn. (16) 

A solution of eqn. (16) by means of Determinants shows that in the general case 
the Determinant D is given by 

Zn^ii ■ • Zi„ 
D = Z,,Z^, . . . Z,„ (23) 

ZnlZni ■ - • Zn 

and the current /t in the kP"- mesh that flows as the result of the voltage Ej acting in 
the y-h mesh is 



?JJL 

D 




(26) 

where B, i is the principal minor of D multipHed by (— 1)'+'. This minor is 
formed by cancelling the yth row and the k^^ column 
and then moving the remainder together to form a new 
determinant with one less row and column than D, 
where D is the determinant defined by eqn. (25). 
The row cancelled corresponds to the mesh containing 
the input voltage, the column cancelled to the mesh 
containing the required current. 

The input impedance of a passive network with 
a single applied voltage (Fig. 4.33J) is given by 

Input impedance = = D/B^^ (27) 

where Ei = voltage applied to input terminals 
/i = input current 

D = determinant defined by eqn. (25) 
and Bii is the minor of D obtained by cancelling the 
first row and column. 



j-vww — 



Cm 



Fig. 4.33 I. Two-mesh net- 
pork incorporating mutual 
inductance. 



The transfer impedance of a 4-terminal network (Fig, 4.33K) is defined as the 
ratio of the voltage applied to the input terminals to the resulting current through 
the load impedance connected to the output terminals (i.e-, the n^^ mesh). 
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FIG. 4.33 J 



Fig. 4.33J. Illustrating input impedance of network. 
Fig. 4.33iC. Four terminal network illustrating input and transfer impedances. 



Transfer impedance = £1///, = D/B,„ 
where D = determinant defined by eqn. (25) 



(28) 
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and Bi„ is the minor of D obtained by cancelling the first row and column, 
and applying the factor (— 1)"+'. 
References to multi-mesh networks : Refs. 1, 2, 4, 5, 6, 7. Sect. 7(xv). 

(xii) Non-linear components in networks 

In radio engineering the principal non-linear components in networks are valves, 
although certain resistors and iron-cored inductances are also non-linear. The non- 
linearity can only be neglected when the voltage switig across any non-linear com- 
ponent is so limited that the characteristic is substantially constant over the range of 
operation. 

In a non-linear component the impedance is not constant, but varies with the 
applied voltage*. Each such impedance must be treated as having an impedance which 
is a function of voltage, 
i.e. Z = F(e). 

The mathematical theory of circuits containing non-linear components is com- 
plicated and, in the general form, outside the scope of this handbook. Those who are 
interested are referred to the list at the end of this subsection. 

The treatment of non-linearity in valve characteristics is covered in Chapter 27 for 
detection and Chapter 25 for frequency conversion. Distortion through curvature 
of valve characteristics is covered in Chapter 2 Sect. 9 and Chapter 13. 

References to non-linearity 
(other than those covered elsewhere) 

Chaffee, E. L. "Theory of Thermionic Vacuum Tubes " (McGraw-Hill Book 
Company, New York and London, 1st edit. 1933) Chapter 21. 

Llewellyn, F. B., and L. C. Peterson. " Vacuum tube networks " Proc. I.R.E. 32.3 
(March 1944) 144. 

(xiii) Phase-shift networks 

The bridge type phase-shift network of Fig. 4.34 has the advantage of providing 
full range phase shifting from 0 to 180°, with constant attenuation (6db) for all degrees 
of phase shiftf. 




Fig. 4.34 {^A) A phase-shift nettvork providing full range phase shifting from 0 to 180° 
zvith 6 db attentuation for all degrees of phase shift (B) vector diagram of voltage 

relationships. 

It may be shown, when i?i = R^' — 1/wC, that 




which is illustrated by the vector diagram Fig. 4.34B, where Ej^ and Ej,/ are equal, 
and both equal to Eo ; Ejf^^ and are at right angles, but their vector sum is E. 
Point P is therefore on the circumference of a semi-circle. 



•It is assumed here that the impedance is not a function of time ; this ocairs in the case of barretters 
and lamp iilaments. 

tLafferty, R. B. "Phase-shifter nomograph," Elect. 19.5 (May 1946) 158. 
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(xiv) Transients in Networks 

The treatment of networks earlier in this Section has been on the basis of a steady 
applied direct voltage, or a steady alternating voltage, or a combination of the two. 
It is also important to know the transient currents which may flow during the period 
from the application of a voltage until the steady state has been reached or during 
the period from the disconnection of the voltage until a steady state has been reached, 
or due to some sudden change in operating conditions after the steady state has been 
reached. 

The simple cases of a capacitance and inductance each in series with a resistance, 
on direct charge and discharge, have been covered in Sects. 4 and 5. These charge 
and discharge characteristics are of a logarithmic form, and non-oscillatory. How- 
ever, in any network including L, C and R, the transient characteristics tend to be 
oscillatory. These oscillatory transients may be more or less heavily damped, and 
normally become of negligible value after a short period of time. On the other hand, 
they may continue as sustained oscillations. 

Amplifiers, particularly those with feedback, should have a sufficiently damped 
oscillatory transient in the output circuit when the input is increased instantaneously 
from zero to some predetermined steady voltage (this is called "unit step " input). In 
practice it is more convenient to use a periodic rectangular wave input, with the time 
period of the " flat top " sufficiently long to allow for the decay of damped oscillatory 
transients. A C.R.O. is commonly used for observation of such a waveform. 

Alternatively, an impulse having very short time duration may be applied to the 
network or amplifier. This differs from unit step input in that the input voltage re- 
turns to zero almost instantaneously. 

The complete mathematical analysis of all but very simple networks is very com- 
plicated and specialized, and outside the scope of this Handbook. 

For further information see Refs. 4, 7 and 8. 

(xv) Refereuces to Networks 

1. Everitt, W. L. (book) " Commum'cation Engineering." (McGraw-Hill Book 
Co. Inc., New York and London, 1937). 

2. Shea, T. E. (book) " Transmission Networks and Wave Filters " (D. Van 
Nostrand Co. Inc., New York, 1943). 

3. EUithorn, H. E. " Conditions for transfer of maximimi power." Comm. 26.10 
(Oct. 1946) 26. 

4. Guillemin, E. A. (book) "Communication Networks" Vol. 1. (John Wiley 
and Sons Inc. New York ; Chapman and Hall Ltd., London, 1931). 

5. Terman, F. E. (book)-" Radio Engineers' Handbook " (McGraw-Hill Book Co., 
New York and London, 1943). 

6. Johnson, K. S. (book) " Transmission Circuits for Telephonic Communication " 
(D. Van Nostrand Co. Inc. New York, 1931). 

7. Valley, G. E., and H, Wallman (book) " Vacuum Tube Amphfiers " (McGraw- 
Hill Book Co. New York and London, 1948). 

8. Gardner, M. F., and J. L. Barnes (book) " Transients in Linear Systems " 
(John Wiley and Sons, Inc. New York, 1942). 

See Supplement for additional references. 
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SECTION 8 : FILTERS 

(0 Introduction to filters {ii) Resistance-capacitance filters, high-pass and low-pass 
(Hi) Special types of resistance-capacitance filters (iv) Iterative impedances of four- 
terminal networks (v) Image impedances and image transfer constant of four-terminal 
networks ivi) Symmetrical networks (vii) " Constant k " filters (viii) M Derived 
filters (ix) Practical filters (x) Frequency dividing networks [xi) References to 
filters. 

(i) Introduction to filters 

A filter is any passive* network which discriminates between different frequencies, 
that is to say it provides substantially constant " transmission " over any desired 
range of frequencies and a high degree of attenuation for all other frequencies. 

Filters are conveniently grouped as under : 

Low pass filters — transmission band from zero (or some very low) frequency to 
a specified frequency. Attenuation for all higher frequencies. 

High pass filters — transmission band from some specified frequency to very high 
frequencies. Attenuation for ail lower frequencies. 

Band pass filters — transmission band from one to another specified frequency. 
Attenuation for all lower and higher frequencies. 

Band elimination filters — " traps." 

Practical filters, particularly of the simple variety, have only a gradual change in 
attenuation. The sharper the required change in attenuation, the more complicated 
becomes the filter. 

Some very simple filters are : 

1. The grid coupling condenser and grid resistor of an amplifier (high pass resist- 
ance-capacitance filter). 

2. The series condenser and variable resistor of a conventional tone control (low 
pass resistance-capacitance, with adjustable attenuation). 

3. The smoothing filter of a power supply, including one or two inductances and 
two or three capacitances (low pass filter). 

4. An overcoupled i-f transformer (tuned band pass filter). 

5. A timed aerial coil or r-f transformer (tuned narrow band pass filter). 
See Chapter 6 for mathematics. 

(ii) Resistance — capacitance filters 

Fig. 4.35A shows a r.c. high pass filter as for grid coupling in an amplifier. This 
is essentially a voltage divider in which C forms a reactivcj and R a resistivej arm. 

If the generator has zero resistance and if there is no loading on the output, the ratio 
of output to input voltages is given by 

H R 

where X,= - \l2-nfC. 



Therefore 



Ei R +jX, 
R 



If we select a frequency (/j) at which \X c\ = R, then \Ec/Ei\ = 0.707 which is 
practically equivalent to an attenuadon of 3 db. This frequency is the reference 
point used for design i it is called the theoretical cut-off frequency. Its value is 
given byt 

A = l/i2^RC) c/s (2) 
where R and C are in ohms and farads (or in megohms and microfarads). The value 
RC is called the time constant and is measured in seconds (see Sect. 4(iv)) so that 

*i.e. not including 3 valve or generator. 

t A nomogram to determine the value of /i is given by E. Frank " Resistance Capacitance Filter Chart " 
Elect. 18.11 (Nov. 1945) 164. 
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FIG.4-'i5 



Fig. 4.35. {A) is a resistance capacitance 
high-pass filter ; (B) is a two section filter ; 
(C) is a modified form of A, providing attenua- 
tion within top and bottom limits ; (D) is the 
vector diagram of A. 



the low frequency response of an 
amplifier is sometimes defined by 
specifying a time constant of so many 
microseconds. If the time constant 
is, say 3000 microseconds, 

RC = 3000 X 10"« seconds, 
so that 

A = l/(27r X 3000 X 10-«) - 53 c/s. 



Fig. 4.36 shows the attenuation in 
db plotted against frequency for i? = 1 
megohm and selected values of C. 
It will be seen that the slope of the 
attenuation characteristics approaches 
6 db per octave (i.e. the attenuation 
increases by 6 db every time the fre- 
quency is halved), and is very close 
indeed to this value for attenuations 
beyond 10 db. Each of these charac- 
teristics is exactly the same shape as 
the other, only moved bodily sideways. 




FREQUENCY IN CYCLES PER SECOND 

FIC. 4 -^9 

Fig. 4.36. Attenuation in decibels versus frequency for a resistance-capacitance 
coupling or filter {Fig. 4.35/1) in which the total resistance (R) = 1 megohm. If 
applied to a resistance-coupled valve amplifier, R = R, + r^J{r^ + Rj). If 
r is less than 10 000 ohms, the error in neglecting the second term is less than 1%. 
// the valve is a pentode, R may be taken as {R, + R ,) with a sufficient accuracy 

for most purposes. 

If R = 0.5 megohm, multiply values of C by 2 and similarly in proportion for other 

resistances. 



174 



(ii) RESISTANCE-CAPACITANCE FILTERS 



4.8 



One of these attenuation characteristics is shown in Fig. 4.36A together with the 
straight hne AB which is the tangent to the curve and has a constant slope of 6 db/ 
•octave (or 20 db /decade). The point of intersection between AB and the zero db 
line is point A which corresponds to the theoretical cut-off frequency fi. For ease 
in calculation, the " straight-line " approximate characteristic CAB is sometimes 
used in calculations in place of the actual attenuation characteristiCj the maximum 
error being 3 db. 

In Fig. 4.35(B) there are two such filters in cascade and further sections may also 
be added. A two-section filter in which == R2 and Ci — Cj will have somewhat 
mote than twice the attenuation in decibels of a single section filter, and the ultimate 
slope of the attenuation characteristic will approach 12 db /octave. 




If C in diagram (A) is shunted by a resistance R', as in Fig. 4.35(C), the effect is 
to limit the attenuation to that given by R' and R as a voltage divider, i.e., 
E„/Si = R/(R + R'). The shape of the attenuation characteristic at low values 
of attenuation is very little affected by R'. 

The reactance of C in Fig. 4.35A causes a phase diiference between E„ and 
as shown by the vector diagram (D). The phase angle is given by 



cos •/> = Sc/Ei 
For an attenuation of 3 db, Eo/Ef = 0.707 and <l> = 45' 
Fig. 4.37 shows a typical r.c. lovr-pass filter, as used 
for tone control, decoupling in multistage amplifiers, or 
smoothing filters for power supplies when a large voltage 
drop in the filter is permissible. It is readily seen that 
this is the same as Fig. 4.35A except that R and C have 
been interchanged. The theoretical cut-off frequency 
fi, at which Xc = i?, is therefore unchanged and equal 
to l/(27ri?C). Provided that the generator impedance 
is zero, and that there is no load across the output ter- 
minals, the ratio of output to input voltages is given by 
E 

Y. ^ R +}xc ""^^^^ -X'c = - l/2nfC 



(3) 



thus £■„ leads Et by 45° 



Pig. 4.37. Is a low pass 
resistance-capacitance filter 
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FIG. A■^a rHEQUENCY C/5 

Pig. 4.38. Shows the attenuation characteristics for the low-pass filter of Pig. 4.37 
for the 'values' of R and C shown belozv : 



R (ohms) 






Curve A 


B 


C 


D 


E 


400,000 


10 


20 


40 


80 


160 


200,000 


20 


40 


80 


160 


320 


100,000 


40 


80 


160 


320 


640 


50,000 


80 


160 


320 


640 


1280 


20,000 


200 


400 


800 


1600 


3200 


10,000 


400 


800 


1600 


3200 


6400 



Therefore 



1 



(4) 



Vr' + X/ vi + (R/xy 

If the generator has a resistance Rc then R in the eqn. (4) should include R,. 

Attenuation characteristics derived from this equation are given in Fig. 4.38 in a 
form capable of adaptation to most problems involving limited attenuation. 

The rate of attenuation approaches 6 db/octave, and the shape of the curve is a 
mirror-image of that for the high-pass filter (Figs. 4.35A and 4.36). 

If the filter is used as a smoothing filter, the ratio E„/Ei is frequently 0.1 or less 
and under these conditions (with a maximum error of 1 %) — 

\e.\ ^ ^nfRG 

-|( 




C2 



1 



Pig. 4.39 Ii a two section low pass resistance-capacitance filter. 
Fig. 4.40 is a Parallel T Network for the complete elimination of a particular input 
frequency from the output voltage. 
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If a<14ttional filtering is reqwired, it is possible TP «5c Wa 01 mor§ filter sections 

(Fig. 4.39). Provided that > 10.X'„ ; > \OXci and R2 > 10.^,23 the 
voltage ratio is given (with a maximum error of 3%) by 

(iii) Special types of resistaace'Capacitance filters 

An important method of eliminating a particular input frequency from the output 
voltage is the Parallel T Network as in Fig. 4.40. In the usual symmetrical form*, 

Ri = = 2R„; C, = C2 = ; and R, = l/(2,r/Ci) ; 
infinite attenuation is obtained at a frequency / where 

/ = l/(27f/?jC,) (7) 
irrespective of the loading of the output terminals. 

The rtiathettiatical analysis of the general case has been publishedti showing that 
the unsymmetrical case provides an improvement in the discrimination. 
The case with finite generator reaisiatjcg and tsrtninatsd into a resistive lo^d has 

also been analysed J. 

(iv) Iterative impedances of four-terminal networks 

A four-terminal network or filter is shown in Fig. 4.41 with a generator E,, having 
a series genefator impedance.Z„, applied to the input terminals, 1, 2, and a load im- 
pedance Z , across the output terminals 3, 4. The input impedance under these 
conditions, loojcing into the network from terminals 1, 2 is shown as Z^. The output 
impedance, looking into the network from terminals 3, 4 is shown as Z^a- When Z i 
is adjusted to be equal to Zt, we have a special case which is of interest when similar 
filter sectioiis are to be connected together in a chain so that each section is a load 
on the one preceding it. Under those conditions we call Z^i an iterative impedance 
of the network 

We must also adjust Z, to be eqnal to Zjta, this, bsing the second iterative impedance, 
If the network is a single T section, as in Fig. 4.42, and if Z, = Z,, then 

Z„ = = V2i(Zi + 2Zj (8) 
and the two iterative impedances are equal. 

If the network is a single L section (as in Fig. 4.42 but with Z2 = 0) then the 
iterative impedances are given by 



/Z,^ , ^ , Z, 



= / 'x- + -^1^3 + "I' (8a) 



= ^/ ^ + Z,Z, - y (8b) 

If we now define a quantity P, called the iterative transfer constant, such that 

P = log, (A//^) (9a) 

where /, = input current 
and = output current 

the formulae for the L section may be written in the alternative forms 

Z t'' 

= :rzr\ = ~- 1) (9b) 



where cosh P = 1 + 



Zft2 — ^fci t ^ 

Zi Zj -f- 2Z3 



2Z 3 2Z 3 

(See Chapter 38 Sect. 21 Table 73 for hyperbolic sines, cosines and tangents.) 



•Scott, H. H., " A new type of selective circuit and some applications." Proc. I.R.E. 26.2 (Feb. 
1938) 226. 

tWolf, A. " Note on a parallel-T resistance-capacitance network," Proc. I.R.E. 34.9 (Sept. 1946) 659. 
See also Hastings, A. E. " Analysis of a resistance-capacitance parallel-T network and applications," 
Proc. I.R.E. 34.3 (March 1946) 126P ; McGaughan, H. S. " Variation of an RC parallel-T null net- 
work," Tele-Tech. 6.8 (Aug. 1947) 48. 

JCowles, L. C. " The parailel-T resistance-capacitance network " Proc. I.R.E. 40.12 (Dec. 1952) 1712. 
Corr. 42.10 (Oct. 1954) 1547. 
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For a T network with iterative impedances, 

P = cosh^ifCZi + ^2 + 2Z,)/2Z,] (10) 
If a number of networks are connected in a chain, with each section having the same 
two iterative impedances and Z^^ as Fig. 4.43, we may regard the combined net- 
works as equivalent to a single network having iterative impedances and 
respecliveiy. The iterative transfer constant (P) is then given by 

P ^{A^+ + A,) +j(B, + B, + B,) (II) 
where P, = propagation constant of the first section of the network 
= A,+ jB, 
== ^2 + jB^ etc. 
A^ = attenuation constant (nepers) 
and Sj = phase constant (radians). 



(v) Image impedances and image transfer constant of four-terminal 
networks 

An alternative way of expressing the constants of a network is by the use of image 
impedances. A T network is shown in Fig. 4.44 with generator and load impedances 
Zji and Zj2 respectively. It is possible to adjust Z^, Zg and to give an input 
impedance (looking into the network from terminals 1, 2 with load connected) equal 



Fig. 4.41 shows a four terminal network 
with generator and load. 




Fig. 4.42 is a single T section network 
applicable to Fig. 4.41. 




Fig. 4.43 is a combination of three 
networks in cascade, with iterative 
impedance relationships. 




Fig. 4.44 is a single T section netzvorh ^1 

terminated in its image impedances. > "^ii 




'12 <^12 



to Z,i, and at the same time to give an output impedance (looking from terminals 
3, 4 with generator connected) equal to Z^a. Under these conditions the impedance 
on each side of terminals 1, 2 is an " image " of the other (since they are both identical) 
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and similarly with the impedances on each side of terminals 3, 4. The two image 
impedances are given by 

(-Zg + Z(-) ''^^^^ 

" ^ ^7Tz5 ^'"'^ 

Similarly a TI network as shown in Fig. 4.44A may have the values of the elements 

adjusted so that the network is terminated in its image impedances. The two image 
impedances are then given by 



(Zj + Z3)Z3 



(Z, + Z3)(Zi + Z, + Z3) 

(Zi + Z3)Z3 



(13a) 



(13b) 



(Z, + Z3)(Z, + Z^ + Z3) 
The two image impedances may also be expressed in terms of the open-circuit 
and short-circuit impedances (Sect.7(ix)) 




FIG. 4.44B 



FIG. 4.44A 

Fig. 4.44A is a single U section network terminated in its image impedances. 
Fig. 4.44B is a single L section network terminated in its image impedances. 



The transfer of power is indicated by the image transfer constant 0 whose value 
is given by 

. = i log. II = log. 171^ . log m 

provided that the network is terminated in its image impedances, 
where £1 and /j are voltage and current at terminals 1, 2 

£2 and /j are voltage and current at terminals 3, 4 

// and 1 2 are currents at terminals 1, 2 and 3, 4 
respectively with transmission in the reversed direction. 




Fig. 4.45 is a combination of three 
networks in cascade, with image 
impedance relationships. 



FIG. 4.45 



When every section of a filter is working between its image impedances, there are 
no reflection effects. Fig. 4.45 shows a three section group coimected on an image 
impedance basis. This is equivalent to a single network having image impedances 
Z^i and Zji respectively, 

and 9 = (ai + + as) +y(ft + + p,) = o. + (16a) 
where 0^ = ol^ -\- y^g,, etc. 

The real part (ai + + aj = a) of the image transfer constant 0 is called the 
image attenuation constant, and the imaginary part Oi + /8, + 183 = )S) is called 
the image phase constant. 
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Where the values of the elements of the T and TI networks are known, the value 
of the image transfer constant is given by 
T Network (Fig. 4.44) : 



n Network (Fig. 4.44A) : 



(Z, + ZcXZ^ + Zc) ^^^'^^ 



tanh 9 = J + Z, + Z ^ 

^ (Z, + Z,)(Z, + Z,) ^''"'^ 

If the image impedances and transfer constant are known, the impedances of T, 
n and L networks are given by 
For T Section (Fig. 4.44) : 

(17b) 
(17c) 




tanh 



c 



For a /7 Section (Fig. 4.44A) : 

Za = 
Z, .= 



= \/Zj^Z,^ sinh 6 (17d) 
1 



1__ (17e) 
Z3 



Zi = 



1 1 (17f) 



Zji tanh 6 Z, 
For an L Section (Fig. 4.44B) : 

Z^i = VZi^j Z,, - Zj^) (17g) 



cosh e = V(Z^i/Z,,) (17i) 

(vi) Symmetrical networks 

When a network is symmetrical, that is when it may be reversed in the circuit with 
respect to the direction of propagation without alterations in the voltages and currents 
external to the network, the two iterative impedances become equal to each other and 
to the two image impedances : 

Zjj. = Z^l = Zyf2 ~ Zj — Zji = Zj2 (18) 

(this is sometimes called the characteristic impedance) 

Also P = e = a + 7)3 (19) 
where a ^ image attenuation constant 
and = image phase constant. 

(vii) " Constant k " filters 

A " constant k " filter is one in which 

ZjZ, = A" (20) 
where Zj and Z^ are the two arms of a fiker section, and ft is a constant, independent 
of frequency. Fig. 4.46 shows a symmetrical T type section terminated in its image 
impedances, which is a " constant k " filter provided that Z^Z^ = The constant 
has the dimensions of a resistance squared, so that we replace by i?Mn the follow- 
ing analysis. This requirement is fulfilled when Zj and Z2 are reciprocal reactances ; 
the simplest case is when Zj is a capacitance with zero resistance and Z2 an inductance 
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with zero resistance or vice versa. Some popular combinations are given below ; 



Original (Zj) 

L 

L + r in series 
C + J" in series 
L + C inseries 
r + L H - C in series 



Reciprocal (Zj) 
C = L/R^ 

C = L/« Mn shunt with i?Vr 
L = i^^C in shunt with i?Vr 
C = L/R^ in shunt with U ^ R'C 
R'/r in shunt with C = L/R^ 
and with L' = R'C 




Fig. 4.46 is a symmetrical T section terminated in its image impedances. 
Fig. 4.47 is a symmetrical U section terminated in its image impedances. 

Zj is called the mid-series image impedance in a symmetrical T section (Fig. 
4.46) while Z/ is called the mid-shunt image impedance in a symmetrical /7 section 
(Fig. 4.47) : 

T section : mid-series image impedance 

Zj = VZA + (Z^yl) = rVi + {ZJ2Ry (21) 
n section : mid-shunt image impedance 

/ 7~7 R 

Z ' = ./ -^1^2 __ — (22) 

' ^ I + Zx/iz, Vi + {zj2Ry 

Therefore Z,Z,' =- R^ = Z^Z^ (23) 
If Zi is a pure reactance (^i), 

then Zj = - {XJ2RY (24) 

R 

and Z,' = — (25) 

The image transfer constant S for either T or Tl sections is given by 

cosh « = 1 +.(Zi/2Z2) (25a) 

Half sections have exactly half the image transfer constant of a full section. 

In the pass band : a r- 0 (25b) 

cos ^ = 1 + (Z,/2Zj) (25c) 

In the stop band : cosh a = | 1 + (Zi/2Za) | (25d) 

Phase shift = 0 or ± 180° (25e) 



-AAAAAr- 



zzal :zi 1^1 ^^S- 4.48 is a half section terminated 

in its image impedances. 



Fig. 4.48 is a half-section terminated in its image impedances, which in this case 
are unequal. Two such half-sections, with the second one reversed left-to-right, are 
equivalent to a single T section. 

= V ^^^ + (-ZTW (25f) 
Z1Z2 

r+~(zj4z,f <:25g) 

An ideal filter in which the reactances have zero loss has zero attenuation for all 
frequencies that make (ZJ'iZ^) between 0 and —1 ; this range of frequencies is called 
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the pass band. All other frequencies are attenuated and are said to lie in the stop 
band (or attenuation band) of the filter. 

Low pass filter — constant k type 

Fig. 4.49 shows three forms of simple low-pass filters of the constant k type. In 
each case 

Zx ~ J otL 
and Za = \/joiC. 

Now ZjZz == R^, therefore L/C = R^, where R may have any convenient value. 
The mid-series image impedance is 

Zj = rVi - {<^L/2W = RVi - if/hr (26) 
where /o = I/tt-^/LC), /o = cut-off frequency. 



When/ = /o, Zj = 0 and there is infinite attenuation if L and C have no resistance. 



The mid-shunt image impedance is 
^ ^ R 

' "^VCl - (^L/2Ry "V^ 
When / == fo, Z/ becomes infinite. 



R 



L/2 



® 



-L ,^1 



Jiyir^-oi. 



@ 



(27) 



© 



;c/2 C/2' 



Fig. 4.49. Three varieties of low-pass constant k filters : (A) T section (B) Half 
section (C) IT section. 

With both T and 77 arrangements, the ideal filter has zero attenuation for frequencies 
less than/„, a sharp cut-off at /„, and a very rapid attenuation immediately above /o. 
However the rate of attenuation gradually falls as the frequency is increased, and 
approaches 12 db/octave for the single section at frequencies much greater than/o. 

Both image impedance characteristics are purely resistive below fo and purely re- 
active at higher frequencies. 

The phase shift varies from zero at zero frequency to 180° at fo, but is constant 
at 180° for all frequencies higher than fo. 



® 

He 



© 



Fig. 4.50. Three varieties of high-pass constant k filters (A) T section (B) Half 
section (C) 17 section. 

High-pass filter constant k type 

Fig. 4.50 shows three forms of simple high-pass filters of the constaivt k type 
In each case 

Zi = 1/jaC 
Z2 -- j ojL, 

Now Z1Z2 = i?S therefore L/C = where R may have any convenient value. 

The mid-series i mage impedance is 

Z, = rVi - {\/2Ro,Cy = /?Vl - ifJf)' (;28) 
where /„ = l/(iTr\/LC),f^ = cut-off frequency. 
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The mid-shunt image impedance is 

R R 



, , (29) 

With both T and XI arrangements, the ideal filter has zero attenuation for fre- 
quencies greater than/„, a sharp cut-off at/,,, and a very rapid attenuation immediately 
below /(). However, the rate of attenuation gradually falls as the frequency is de- 
creased, and approaches 12 db/octave for the single section for frequencies much less 
than /o- _ 

The phase shift varies from nearly zero at very high frequencies to 180° at /o, 
but is constant at 180° for all frequencies lower than/,,. 

Both image impedance characteristics are purely resistive above /o, and purely 
reactive at lower frequencies. 

® 




Tnzi 



04 



Fig. 4.51. {A) T section 
(B) n section, series m- 
derived filters. 



(viii) M-derived filters 

This is a modified form of the constant k filter. Fig. 4.51A shows a T section 
series m-derived filter, which has the same value of as its prototype (Fig. 4.46 and 
eqn. 21). In fact, when m = 1, it becomes the prototype. In general, m may have 
any value between 0 and 1. It may be joined, at either end, to a constant k or m- 
derived section, or half-section, having an image impedance equal to Zj. This derived 
filter has the same pass band and cut-off frequency /„ as the prototype, but different 
attenuation characteristics with sharper cut-off and infinite attenuation at the resonant 
frequency of the shunt arm, provided that the elements have zero loss. 



FIG. 4.51 
mL/2 niL/2 



2C/m 



® 



2C/m 



mZ,/J 



® 



UDW PASS HIGH PA.SS 

Fig. 4.51. (C) Low pass (D) High pass T section m-derived filters (E) m-derived 
half-section for matching purposes. 

Values of Zi and Zj are as for the prototype (constant k) filter. A low-pass T section 
series m-derived filter is shown in Fig. 4.51C, and an equivalent high-pass section 
in Fig. 4.51D. In both cases the shtmt arm becomes resonant at a frequency fx 
given by 

Low pass fas = ^ _ _ _ (30) 



High pass /oo = 



- m^)LC 



(31) 



In the theoretical case when the reactances have zero loss, the shvint arm will have 
zero impedance and therefore infinite attenuation at frequency fx . 
The cut-off frequency is given by 

/„ = 1/(4^VLC) (32) 
and the following relationships hold. 
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Low pass 

/» = /o/(\/r 



= Vl - (/o//oo) = 



High pass 



(33) 
(34) 



m = Vl - (/<»//o)^ 
The frequency of "infinite" attenuation (sometimes called the peak anenuation 
frequency) may be controlled by varying the value of m, which variation does not 
affect the image impedances. 

It is generally desirable, for good attenuation characteristics, that the ratio of the 
cut-off frequency to the frequency of peak attenuation in a high-pass filter should be as 
high as possible, and not less than 1.25, and in a low pass filter it should be as low as 
possible and not greater than 0.8. The value of m as given by eqn. (34) is 0.6 when the 
ratio is 1.25 or 0.8 respectively. 

The equivalent H section series m-derived filter is shown in Fig. 4.51B but here the 
mid-shimt image impedance is different, and this section caimot be connected at 
either end to a constant k or m-derived T section except through a half-section to 
match the respective image impedances. 



Zj„' - Z/ [1 + (1 " m^){ZJ2R)n 



(35) 



In other respects (B) has the same characteristics as (A). An m-type half-section for 
matching sections having different image impedances is Fig. 4.51E, the values shown 
being for matching a constant k section on the left and a series m-derived Jl section 
on the right. The value of m should be approximately 0.6 to provide the most nearly 
constant value of image impedance in the pass band. 



® 




Fig. 4.52. (.4) T 
section (B) TI sec- 
tion shunt m-derived 
filters. 



Two forms of shunt m-derived filters are shown in Fig. 4.52. The U section (B) 
may be joined at either end to a constant k section or half-section of mid-shunt image 
impedance Z/. The T section requires the medium of a half-section to match the 
impedances before being so connected. 

" 1 + (1 - m=)(Zi/4Z2) ^^^^ 
(B) Z/ is as for Fig. 4.47 (Eqn. 22) 

Therefore Zj„Z,„' = Z^Z/ = R' (37) 
The design of multiple-section filters 

A multiple-section filter is made up from any desired number of intermediate 
sections (either T or 77), and usually of the m-derived type, together with a terminal 
half-section at each end. All sections in the filter are matched at each junction on an 
image-impedance basis. The intermediate sections usually have different values of m 
such that frequencies which are only slightly attenuated by one section are strongly 
attenuated by another. The image impedances of these sections are far from constant 
over the pass band of the filter ; hence the necessity for using suitable terminal half- 
sections. 

The terminal half-sections should be designed with a value of m approximately 
equal to 0.6 to provide the most nearly constant image impedance characteristics in 
the pass band ; with this value of m the image impedance is held constant within 4% 
over 90% of the pass band. Each of the terminal end sections should, however, be 
so designed that its frequency of peak attenuation is staggered with respect to the 
other, and the intermediate sections should then be staggered for the best overall 
attenuation characteristic. 
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The total attetiuation Of phase shift of the combined multi-section filter would be 
given by the sum of the attenuations or phase shifts respectively of the individual 
sections or half-sections. 

When the design has been completed for all the sections in the filter, the practical 
form will be obtained by neglecting the junction points between sections and by 
adding together the values of the inductors in series in each arm, and those of the 
capacitors in parallel in each arm. If capacitors are in series, or inductors in parallel, 
the total effective value should be calculated and used in the practical form of the filter. 



holf lection 




Fig. 4.52. 



(C and D) Method of building up a multi-section filter using T or U 
intermediate sections. 



For further information on the design of m-derived filters, reference may be made to 
She? (Rpf. 1) pp 244-285 ; GifiUeimn (Ref. 4) Vol, 2, pp. 324-338 5 Johnson (Ref. 6) 
pp. 192-195, 204-228, 293-303 ; Terman (Ref. 2) pp. 226-238 ; Everitt (Ref. 3) 
pp. 194-214 ; (Ref 6) pp. 130-152 ; (Ref. 7) pp. 6-33 to 6-62. References are listed 
in Sect. 8(xi). 

(ix) Practical filters 

In practice a filter network is usually terminated, not by its image impedance which 
is a function of frequency, but by a resistance of fixed value R where 

R = (38) 
As a result, the impedance mismatching causes some attenuation in the pass-band, 
which is increased further by the unavoidable losses in the inductors. Moreover, 
the attenuation in the attenuation-band is less than for the ideal case, and of course 
never reaches infinity except in the case of a null network. 

(x) Frequency dividing networks 

Frequency dividing networks are of two types, the filter type (which has only ap- 
proximately constant input impedance) and the constant-resistance type. 

With either type, the cross-over frequency (/„) is the frequency at which the 
power delivered to the two loads is equal. This occurs with an attenuation of 3 db 
for each load, with an ideal dividing network having no loss. 
The nominal attenuation per octave beyond the crossover frequency may be : 
6db : available with constant-resistance, but attenuation not sufficiently rapid for 
general use with loudspeaker dividing networks (Fig. 4.53A) 

L„ - i?o/(27r/J Co = l/(27r/^„) 

12db : available with either type, and very suitable for general use with loudspeaker 
dividing networks. Fig. 4.53B shows the constant-resistance type. This 
is a very popular ar-angement. 

L, = i?„/(2\/2Ve) L, = i?„/(V2V.) 

C, = \/{V2nf,Ro) C, - 1/(2V2V^„) 
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The filter type has identical circuit connections but the condensers and inductors 
are unequal (see Chapter 21 Sect. 3). 

18db : available with filter type. This is the maximum rate of attenuation normally 
used with loudspeaker dividing networks (Fig. 4.53C). 
L, = Ro/(2nf,) i3 (1 + m)Ro/i2nf,) 

L, - 2i?„/(2r/,) L, = RJiZnf,) 

L, = K„/(l + W)(2»/,) L, = K„/(4>rf,) 

C, = l/{2nf,R„) = l/(^/.K„) 

C. = l/(4Vc-Ro) C, = 1/(1 + m){2n/,R„) 

C, = (1 + m)/(2nf,R„) C, = 1/(2^/ 

(Z, in henrys ; C in farads) 
See also Chapter 21 Sect. 4. 



SERIES PARALLEL 




FIG. 



Fj^. 4.53. Frequency dividing networks (A) 6db (B) l2clb (C) I8d6 /or die octave 
beyond the cross-over frequency. L.F. indicates lovi frequency:, H.F. indicates high 

frequency speakers. 
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.Sec Supplemcfnt for additional references. 
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SECTION 9 : PRACTICAL RESISTORS, CONDENSERS AND 

INDUCTORS 

(/) Practical resistors {ii) Practical condensers (iii) Combination units (iv) Prac- 
tical inductors {v) References to practical resistors and condensers. 

(i) Practical resistors 

Resistors are in two main groups, wire-wound and carbon, although each group is 
subdivided. Wire-wound resistors are available with ordinary and non-inductive 
windings. Nichrome wire is suitable for operation at high temperatures but has a 
large temperature coefficient ; it is suitable for use with ± 5% or 10% tolerances. 
Advance (or coristantan, or eureka) is limited in its operating temperature, but is used 
for tolerances of about + 1 %- Wire-wound resistors are also graded by the type of 
coating material. 

Carbon resistors are divided into insulated and non-insulated types, while the 
resistance material may be composition or cracked carbon (high stability). The re- 
sistance material may be either solid (e.g. rod) or in the form of a film. 

For American and English standard specifications on resistors see Chapter 38 
Sect. 3(i) and (ii), including standard resistance values. For Colour Codes see 
Chapter 38 Sect, 2. 

(a) Tolerances 

Every resistor has tolerances in resistance, and the price increases as the percentage 
tolerance is made smaller. Composition resistors are usually obtainable with the 
following tolerances : 

it 5% For critical positions only 

± 10% Desirable for semi-critical use in radio receivers and amplifiers (e.g., 

plate, screen and bias resistors) 
± 20% For non-critical positions only (e.g. grid resistors). 
" High stability " carbon resistors are available with resistance tolerances of ± 5%, 
± 2% and ± (Ref. A26). 

Wire-wound resistors are available with almost any desired tolerances in resistance 
(± 5%, 10% are usual values in radio receivers). 

Comment on tolerances in components 

When a manufacturer of resistors or capacitors selects simultaneously for large 
quantities of each of three tolerances, ± 5%, ± 10% and ± 20%, there is a distinct 
possibility that the ±10% tolerance group may be nearly all outside the ±5% 
tolerances, and therefore in two " channels " differing by more than 10%, Similarly 
with ± 10% and ± 20% tolerances. It is therefore good engineering practice to 
design on the expectation of a large percentage of components lying close to the two 
limits. 

(b) Stability 

The resistance of carbon resistors tends to drift with time. Ordinary composition 
resistors may drift as much as ± 2% during storage for 3 months at 70 °C and normal 
humidity (Ref A27). See also Ref A35. 

Some high stability carbon resistors are limited to a maximum change in resistance 
of ± 0,5% after 3 months' storage at 70°C (Ref A26). 

(c) Dissipation 

Composition resistors are usually available with nominal dissipation ratings of 
i, i, 1, 2, 4 and 5 watts (JAN-R-11). The English RIC/113 standard (Ref. A27) 
includes ratings of 1/10, i, A, f, 1 and 2.5 watts. Other manufacturers produce \, 
i, li and 3 watt ratings. 

English iiigli stability resistors are available with 1/10, i, i, i, f, 1, 1^ and 2 
watt ratings (Ref. A26). 
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In accordance with the American R.M.A. Standard and JAN-R-11 characteristics 
A, B, C and D |see Chapter 38 Sect. 3(i)], composition resistors may be used al their 
maximum ratings with ambient temperatures up to 40 "C. 

The JAN-R-11 characteristic G and some English resistors (Refs. AS, A26, A27) 
may be used with maximum ratings up to an ambient temperature of 70''C. In 
one case (Ref. A27) higher ratings than the nominal value are permitted below 70 °C 
ambient temperature (see below). 

At ambient temperatures greater than the maximum rating, resistors may only be 
used with reduced dissipation and maximvmi voltage, in accordance with derating 
curves. 

The following is a typical power dissipation derating curve for the temperature 
limits 40 °C and 110°C (JAN-R-11 types, A, B, C, D) : 

Temperatm-e 40= 50° 60° 70° 80° 90° 100° 110° 

Dissipation 100% 83% 66% 50% 33% 17% 5% 0 

The following is the English derating curve for high stabiUty Grade 1, RIC/112 
(Ref. A26) : 

Temperature 70° 80' 90° 100° 110° 120° 130° 140° 150° 
Dissipation 100% 87.5% 75% 62.5% 50% 37.5% 25% 12.5% 0 

The following is the English rating and derating curve for Grade 2, RIC/113 
(Ref. A27) : 

Temperature 40° 50° 60° 70° 80° 90° 100° 110° 

Dissipation 175% 150% 125% 100% 75% 50% 25% 0 

A typical voltage de-rating curve is the American R.M.A., see Chapter 38 Sect. 
3(i). 

It is good engineering practice to select a composition resistor, for any particular 
application, such that the actual dissipation is about 60% of the resistor rated dis- 
sipation, after making allowance for any de-rating due to high ambient temperature. 

Wirewound resistors are usually available with nominal dissipation ratings of 
i, i, 1, 2, 3, 5, 8, 10, 12, 16, 20 watts and upwards. These are also normally available 
with tappings. 

Wirewoutid resistors, vitreous enamelled, are usually available in dissipation 
ratings of 5 or 10 watts and upwards. These are also normally available with tappings. 

Adjustable voltage dividers are manufactured in 8 or 10 watt dissipation ratings, 
together with larger sizes. 

" Radio " voltage dividers usually have resistances of 25,000 and 15,000 ohms 
suitable for connection across 250 volts. The maximum dissipation is something 
like 5 watts. 

(d) Voltage ratings 

With low resistances, the applied voltage is always limited by the permissible dis- 
sipation. With high resistances there is an additional condition to be met in the 
maximum voltage rating. In general the maximum voltage is between 250 and 500 
volts for i to 1 watt ratings, although there are a few below 250 volts, some (i watt 
and over) with maximum voltages of 700 volts or more, and some (J watt and over) 
with maximum voltages of 1000 volts or more. 

(e) Temperature rise 

A temperature rise of from 40°C to 62°C (with 40°C ambient temperature) is to be 
expected with ordinary composition resistors at maximum ratings. English resistors 
which are rated at an ambient temperature of 70°C have a maximum surface tempera- 
ture not greater than 120°C (Grade 2) or 150°C (Grade 1, high stability) (Refs. A26, 
A27). 

A typical small wire-woimd resistor may have a maximum temperature of llCC 
for 1 watt or 135°C for 2 watts dissipation. 

A typical large bare or organic-coating wire-wound resistor has a maximum surface 
temperature from 170°C to 220 °C. 

A typical lacquered wire-wound resistor has a maximum surface temperature of 
about 130°C. 
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A typical vitreous-enamelled resistor normally has a maximum surface temperature 
from 200 °C to 270 °C, but even higher temperatures are sometimes used. 

High dissipation resistors should be mounted vertically to allow good air circulation, 
and should be spaced well away from other resistors or components. When mounted 
in a confined space they should be used at about half the rated maximum dissipation. 

(f) Effect of temperature on resistance 

The resistance of composition resistors always tends to rise as the temperature is 
reduced below 20° or 25 °C, but at higher temperatures the resistance may either rise 
or fallj or may fall and then rise (for curves see Ref. A14). 

For a temperature rise from 25° to 80 "C, the change of resistance is usually under 
±7% for low values of resistance. 

For the same rise of temperature, high stability resistors have a change of resistance 
not greater than + 0 — 2.2% for resistances up to 2 megohms (1 and 2 watts, Ref. 
A26). See also Ref. A36. 

The resistance of composition resistors is also affected by a temporary severe change 
in ambient temperature, followed by return to normal (Ref. A35). 

The resistance of a wire-wound resistor generally increases as the temperature is 
increased, the change being usually not more than 0.025% per °C in the case of low 
temperatiu:e units. 

See also Chapter 38 Sect. 3(i) and (ii) for standard specifications. 

The effect of soldering 

Small (i watt) composition resistors are subject to as much as 3% change in resist- 
ance, approximately half of which may be permanent, due to soldering ; larger dis- 
sipation resistors are usually not aifected more than 1% (Ref. A24). The maximum 
permissible change in resistance due to soldering is it 2% (Class 2) or ± 0.3% 
(Class 1, high stability) for resistors coming under the English RIC Specifications 
(Refs. A26, A27). 

(g) Effect of voltage on resistance 

The resistance of a composition resistor decreases when the voltage applied across 
it increases. The percentage change increases as the resistance increases. For a 
1 megohm resistor, a typical percentage fall in resistance is given by (Erie Resistor 
Co.) : 



Size 


i 


i 


1 


2 


watts 


Voltage from zero to 


200 


350 


500 


500 


volts 


Fall in resistance 


2.1 


2.5 


1.3 


1.5 


0/ 
/o 



The voltage coefficient is defined as (Ref. A27) : 

100 (/?! - R,) 
Voltage coefficient = =-t- 

where and are the resistance and voltage respectively at the normal maximum 
rating, and and £2 are the values at one-tenth of Ei. Limiting values of the voltage 
coefficient are (Ref. A27) : 

0.025% per volt for values below 1 megohm 

0.05% per volt for values above 1 megohm. 

This effect is much reduced by the use of " high stability " resistors, a typical value 
being 0.4% fall in resistance for 1 megohm, with voltage change from zero to 500 volts 
(Dubilier). The hmiting value of the voltage coefficient for Specification RIC/112 
(Ref. A26) is 0.002% per volt. 

Some applications require a resistor whose resistance falls as the applied voltage is 
increased ; a wide range of characteristics is available (e.g. Carborundimi " Globar" 
ceramic resistors). 

See Chapter 38 Sect. 3(i) for standard specifications. 

(h) Effect of humidity on resistance 

The effect of humidity is to increase the resistance by up to about 3% under normal 
conditions. Extreme tropical humidity may cause an increase in resistance generally 
less than 10%. Some insulated resistors have less than 1% change in humidity due 
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to humidity tests (e.g., l.R.C. type BTA). See Chapter 38 Sect. 3(i) for humidity 
tests and hmits. 

(i) Capacitance of resistors 

Every resistor has a capacitance which, at the lower radio frequencies, may be con- 
sidered as a capacitance between the two ends of the resistor (usually between 0.1 and 
1.0 fi/iF for composition resistors). This capacitance may usually be neglected in 
normal applications in radio receivers. At higher frequencies it is necessary to con- 
sider the capacitance as being distributed along the resistance element. This leads 
to a reduction in resistance which, urdike the end-to-end capacitance, is not removable 
by tuning [see (k) below]. References A5, A6, A7, A8, A9, A14. 

(j) Inductance of resistors 

Every resistor has an inductance, partly due to the inductance of the resistor itself 
and partly due to the leads. However, experience shows that at high frequencies 
the effect of the inductance is negligible compared with the effects of capacitance. 
Typical, values of inductance of composition resistors (Dubilier) are given below : 
Resistance 100 ohms 1 megohm 

Inductance I watt 0.0007 0.06 /xH 

1 watt 0.017 2.0 /iH 

Wire-wound resistors have much greater inductance than composition types, but 
where they must be used it is possible to adopt a " non-inductive " winding which 
reduces the inductance to a low value, 

(k) Effect of frequency on resistance 

Largely as a result of the distributed capacitance effects, the effective resistance of 
a rod type carbon or composition resistor falls as the frequency is increased. With 
resistances up to approximately 1 megohm, the theoretical curve of effective resistance 
plotted against frequency is given in Ref. A29 (Fig. 5). The effective resistance drops 
to 90% of the d.c. value 
0.3 

when / — 7s~7) ~ cycles per second where = total distributed capacitance of rod ; 

or as an approximation, assuming C Cii/3, when/ l/lOC'jR^^ cycles per second 
where C = equivalent shunt capacitance at low frequencies (this is usually the pub- 
lished capacitance of the resistor). 

If C is measured with the resistor in its operating position in relation to other com- 
ponents and metal parts, the proximity effects will be included. 

C is constant below 4 Mc/s (Ref. A29). 

References A4, A5, A6, A7, A8, A9, A14, A29. 

We give below some experimental values ; 



Ratio of effective resistance to d.c. resistance 



R (megohms d.c.) x / (Mc/s) 


=0.1 


0.5 


1.0 


5 


10 


20 


l.R.C. type BTR (.JW) 


0.98 


0.93 


0.89 


0.62 


0.46 


0.30 


l.R.C. type BTA (IW) 


0.95 


.80 


.71 


.48 


.37 


.24 


l.R.C. type BT-2 (2W) 


0.80 


.53 


.40 


.19 


,14 


.11 


l.R.C. type BTS 


1.00 


.89 


.79 


.61 


.57 




l.R.C. type F (lower limit) 








.84 


.80 


.75 


Allen Bradley GB-1 


0.85 


.60 


.48 


.24 


.17 


.12 


Allen Bradley EBJ 


0.90 


.68 


.57 


.46 


.23 


.15 


Speer SCT i 


0.92 


.70 


.60 


.35 


.27 


.20 



Reference A14. 

(1) Noise of resistors 

All resistors have an inherent minimum noise voltage due to thermal agitation 
(" Johnson noise ") which is given at 30°C (80°F) by 
e =■ 1.29 X 10-"VAf X^R 
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where e = r.m.s. noise voltage 

A/ = bandwidth in c/s of the noise measuring instrument 
and R = resistance in ohms. 

The thermal agitation noise of ideal resistors at 30°C is tabulated below for a band- 
width of 5 000 c/s. 

Resistance 1000 10 000 100 000 1 Meg 8 Meg ohms 

Noise 0.29 0.91 2.9 9.1 25.7 /^V 

When a current flows through the resistor, there is a small increase in the magnitude 
of the thermal agitation noise. 

In addition to the thermal agitation noise, carbon and metallized resistors also have 
a noise voltage which is approximately proportional to the direct voltage applied across 
the resistance. This has been called current noise or resistance fluctuation noise 
(Ref. A25). The frequency distribution of this additional noise component, unlike 
thermal agitation noise, is not uniform but its value decreases with increasing frequency 
from 30 c/s upwards. The amount of noise varies according to the material and 
construction of the resistor, and even varies considerably from one resistor to another 
equivalent type. The " current noise " voltages of some typical English composition 
resistors (Ref. A3) are given below : 

Resistance 1000 10 000 100 000 1 Meg 8 Meg ohms 

Average noise 0.03 0.18 0.35 0.5 0.6 /V 

Max. noise 0.13 0.62 1.3 1.8 2.2 ^V/V 

Noise values up to 20 nV/V have been measured in commercial radio resistors (Ref. 
A25). The English Specification RIC/113 (Grade 2) issued June 1950, gives the 
limit of noise as logn, iJ/xV/V ; this is equivalent to O/iV/Y for 1 megohm. 

Lower " current noise " voltages are produced by high stability cracked carbon 
resistors (see below) and also by palladium film resistors (Ref. A21). 

In addition to the steady " current noise " fluctuations, all carbon composition 
resistors show abnormal fluctuations which do not appear to bear any simple re- 
lationship to the steady " current noise " (Ref. A21). 

References A2, A3, A4, A13, AU, A15, A16, A17, A18, A19, A20, A21, A25, A32. 

(m) High stability cracked carbon resistors (Refs. AlO, A26, A28) 

These not only have high short and long period stability and close tolerances (up 
to ± 1%) but also have low noise, low voltage coefficient and low temperature co- 
efficient. They have practically no non-linearity of resistance and the inductance 
is very low except for the higher resistance values. They are manufactured in Eng- 
land with resistances from 10 ohtjis to 10 megohms and dissipations from J to 2 watts. 
The extremely high resistance values are only obtainable in the higher wattage ratings. 
See also (b), (e), (f) and (g) above, and Chapter 38 Sect. 3(i) for standards. 

The historical development, constructions and special features of cracked carbon 
resistors, with a very extensive bibliography, are given in Ref. A28. 

These resistors are particularly suited for use in low-level high-gain a-f amplifiers, 
and in r-f applications up to 100 Mc/s. The inductance varies from 0.001 fiH for 
a small 100 ohm resistor to 2/iH for a large (spiral element) 1 megohm resistor. 

The I.R.C. deposited carbon resistors have tolerances of ± 1%, ± 2% and ± 5%. 
The voltage coefficient is approx. 10 parts per million per volt. The temperature 
coefficient varies linearly from — 0.025 to — 0.05 (10 MQ type DCH) or — 0.065 
(10 M.Q type DCF). Maximum dissipations for high stability are i and | watt ; 
when high stability is not essential the values are | and 1 watt. 

(n) Negative temperature coefficient resistors (Thermistors) 

Negative temperature coefficient resistors are sometimes used in a.c./d.c. receivers 
to safeguard the dial lamps when the set is first switched on. For example, one 
such NTC resistor has a resistance of 3 000 ohms cold and only 200 ohms when 
the heater current of 0.1 ampere is passing through it. By its "use the initial surge 
on a 230 volt supply may be limited to 0.12 ampere. See also page 1267. 
They are also known as " Varistors." Refs. A22, A28, A31, A34. 
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(o) Variable composition resistors (" potentiometers ") 

Standard variable composition resistors arc described in Chapter 38 Sect. 3(viii). 
In radio receivers and amplifiers these are commonly used as diode load resistances 
and as volume controls (attenuators). In general it is desirable to reduce to a mini- 
mum or eliminate entirely any direct voltage across them, and any current drawn by 
the moving contact. Whether or not a current is passed through the terminations, 
noise voltages appear across any two of the three terminations and, so long as the rotor 
is stationary, the noise docs not differ from that of a fixed resistor of equal resistance. 
However, when the rotor is turned, additional noise is produced which is of the order 
of 1 or 2 miUivolts per volt apphed across the extreme terminations for a speed of 
rotation of one full rotation per second. The noise produced at any point of the track 
is approximately proportional to the voltage gradient at this point ; consequently 
the rotation-noise is greater over that portion of a logarithmic resistance characteristic 
where the most rapid change in resistance occurs, than for the other end of the same 
characteristic or for a Unear characteristic. When a logarithmic characteristic is 
used for volume control, the rotation noise will therefore be much lower at settings 
for low volume where noise would be most noticeable (Ref. A30). 

Some receiver manufacturers avoid the increased rotation noise caused by direct 
diode current in a volume control by using a fixed diode load resistor with capacitance 
coupUng to a separate volume control haying at least four times the resistance of the 
diode load resistor. 

Variable composition resistors are available with a choice of up to 5 tapers ; tappings 
may be provided at 38% and 62% effective rotation (Mallory). They are also avail- 
able, if desired, with a switch. 

(ii) Practical condensers 

(a) Summary of characteristics 

A condenser has tolerances in the value of its capacitance. For most radio receiver 
applications, tolerances of ± 20% or even higher may be used. The closest toler- 
ances available with paper dielectric condensers are ±10% [see Chapter 38 Sect. 
3(iii)]. Where closer tolerances are required it is necessary to adopt mica dielectric 
condensers in which the tolerance may be any standard value between ±20% and 
± 2% [Chapter 38 Sect. 3(v)]. 

The capacitance changes with frequency, with temperature, and with age. 

A condenser has inductance, so that at some high frequency it becomes series- 
resonant. 

A condenser has a.c. resistance, and dissipates energy in the form of heat ; the loss 
is approximately proportional to the square of the frequency and is also affected by 
the temperature. This energy loss is partly dielectric loss (which predominates at 
low frequencies) and partly electrode and lead losses (which predominate at higher 
frequencies). It may be replaced for the purpose of calculation by the " equivalent 
series resistance." 

A condenser thus has a complex impedance, with resistive, capacitive and inductive 
components. The impedance may be capacitive over one range of frequencies, 
inductive over another, and resistive at one or more frequencies. 

A condenser with a solid or liquid dielectric takes a longer time to charge than an 
ideal condenser having the same capacitance; this effect is due to " dielectric absorp- 
tion." When such a condenser is short-circuited it fails to discharge instantaneously 
— a second discharge may be obtained a few seconds later. As a consequence ttie 
capacitance of such a condenser is a function of the duration of the applied direct 
voltage ; when it is used in an a.c. circuit, the capacitance decreases as the frequency 
rises. This effect is pronounced with paper dielectric, but is very small with mica 
dielectric condensers. 

A condenser has d.c. leakage, and behaves as though it were an ideal condenser with 
a high resistance shimted across it. 

A condenser with a solid dielectric tends to deteriorate during service, and may 
break down even when it is being operated within its maximum limits. 
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(b) The service life of a condenser 

Condensers under voltage may be subject to gradual deterioration and possible 
breakdown, due to the solid dielectric (if any) and other insulation. This deterioration 
is much more rapid with some dielectrics than with others, and also varies consider- 
ably between different batches from the same factory. 

Except for electrolytic condensers, there should be no deterioration with age except 
while under voltage ; the service life may therefore be taken as the time of operation 
under voltage. 

The maximimi temperature of a condenser has a pronoimced effect on the service 
life. In some types, every 10°C rise in temperature causes 50% decrease in life ; 
other types are less sensitive to temperature. 

The safe working voltage of a condenser at a given temperature is much less than 
the " ultimate dielectric strength " — as low as one tenth of this value in some cases. 
The " factory test " voltage is intermediate between these two values, but it is no guide 
to the safe working voltage. The only satisfactory procedure, if long life is essential, 
is to obtain from the manufacturer the safe working voltage at the proposed tempera- 
ture of operation. 

Condensers for operation on a.c. should have maximum a.c. ratings for safe working 
voltage, frequency and temperature. The peak operating voltage, whether a.c. or 
pulse, should be within the maximum voltage rating. The maximum surge voltage 
(usually during " warming up ") should be within the surge rating, if quoted, or 
alternatively should not exceed the maximum working voltage by more than 15%. 

(c) Electrolytic condensers* 

An electrolytic condenser provides more capacitance in a given space and at a lower 
cost per microfarad than any other. It is usually manufactured with a capacitance 
of 4/iF or more. The capacitance tolerances may be — 20%, -I- 100%, or — 20%, 
+ 50%, while JAN-C-62 permits + 250%. Unlike other types, electrolytic con- 
densers may only be used on substantially direct voltage, and they must be correctly 
connected with regard to polarity. Electrolytic condensers are generally used in 
radio receivers and amplifiers with a steady direct voltage plus an a.c. ripple. The 
highest rated voltage rarely exceeds 500 V peak, even for use under the most favour- 
able conditions. 

The capacitance increases somewhat with increase of temperature, and 
decreases rapidly with temperatures below — 5°C. The capacitance also decreases 
with age — one dry type shows a 5% decrease in capacitance after 7000 hours operation 
at 20°C ambient temperature, and a 20% decrease at 40°C. 

The capacitance at 10 000 c/s is usually less than that at low frequencies. Typical 
wet types at 10 000 c/s have only from 30% to 50% of the capacitance at 50 c/s. 
Typical dry types are better in this regard, liaving capacitances at 10 000 c/s from 42% 
to 85% of that at 50 c/s, at 20°C. However, the temperature has a marked effect 
on the capacitance versus frequency characteristic. One etched-foil type (Ref. B13) 
has 42% of its nominal capacitance at 20°C, 95% at 33°C, and 107% at 50°C. 

The series-resistance of a new condenser at ordinary working temperature is 
fairly low (not more than 25 ohms for 8 /xF at 20°C, 450 V working) but it rises rapidly 
at higher temperatures and temperatures below 10°C. The series resistance rises 
considerably during life and eventually may be the cause of unsatisfactory operation 
of a receiver. 

Among dry electrolytics, those with etched foil anodes are much inferior to those 
with plain foil electrodes when used for a-f by-passing, owing to their high impedance 
particularly at the higher frequencies. For example, at 10 000 c/s an ideal 8 /nF 
capacitor has an impedance of approximately 2 ohms, whereas typical plain-foil 
electrolytics have impedances from 3.5 to 6.5 ohms and those with etched-foil elec- 
trodes have impedances from 8 to 22 ohms (Ref B13). 

*The following remarks apply to aluminium electrodes. However tantalum electrodes are also used 
( Ref, B17). 
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The dissipation factor is a function of both frequency and temperature One 
10 iiF etched-foil capacitor has a dissipation factor of 10% at 100 c/s, 68% at 1000 c/s 
and 92% at 10 000 c/s, at 20 °C. The dissipation factor decreases rapidly with 
increase of temperature, and at 1000 c/s is 30% at 33 °C and 13% at 50 °C for the 
same capacitor (Ref. B13). 

When electrolytic condensers are required to be operated across voltages of more 
than 450 volts, two or more condensers may be connected in series but the effective 
total capacitance will then be half (or less) that of the single imit. In such a case it is 
advisable to connect a resistor, say 0.25 megohm, across each capacitor. 

Electrolytic condensers have self-healing properties — after a momentary surge 
of over-voltage, resulting in break-down of the dielectric, the electrolytic condenser 
is more Hkely to recover tlian a non-electrolytic type. Wet electrolytic condensers 
are very good in this respect. 

Electrolytic condensers have an appreciable leakage current ; this may be from 
0.002 to 0.25 mA per microfarad and varies considerably with the type of condenser 
and the " working voltage," being higher for higher values of working voltage. The 
maximum leakage current in milliamperes permitted by JAN-C-62 is (0.04 x capacit- 
ance in microfarads) + 0.3. This is equivalent to a shunt resistor of 0.7 megohm 
for an 8 /jF condenser, 450 V rating. At voltages lower than the working voltage, 
the leakage current falls, but at higher voltages it increases very rapidly. The leakage 
current also increases rapidly at higher temperatures. 

If an electrolytic condenser is left idle for some days, the initial leakage may be 
quite substantial, but it tends to become normal after a few minutes. If the condenser 
has been left idle for severa' months, the time of recovery is longer. 

The power factor of an electrolytic condenser may be between 2% and 3% for 
the best condensers and is usually between 5% and 10% Some of the older wet 
types had power factors of 25% or greater. 

Electrolytic condensers should not be used in positions where the ambient tem- 
perature is high or the alternating current component is excessive, otherwise the 
service life will be short. Ambient temperatures up to 50°C are always satisfactory 
while 60°, 65°C or 70°C is permissible for many types and some may be used at higher 
temperatures (e.g. 85 'C). 

Special types are available for very low temperatures (Ref. B18). 

Electrolytic condensers are in two major groups. 

Wet electrolytic condensers have vents, and must be mounted vertically with 
the vent imobstructed. They are valuable as first iilter condensers in a rectifier 
system. Some wet types are used as voltage regulating devices, to limit the peak 
voltage during the warming-up period. All wet types have rather greater leakage 
currents than dry types. Dry electrolytic condensers are very widely used as 
filter and by-pass condensers. They are inferior to the wet type as regards frequent 
and severe voltage surges and short period overloads, when they are liable to fail 
permanently, but are preferable to the wet type in most other respects. They are 
manufactured in several forms — plain foil, etched, sprayed or fabricated foil. Most 
modern compact units have etched or fabricated foil, but the plain foil type has a 
lower impedance at radio frequencies. "Surgeproof" types are available with a 
safe operating voltage of 450 volts but which have heavy leakage current when the 
voltage exceeds 500 volts. This type is able to handle very heavy ripple currents 
without deterioration. 

Reversible dry electrolytic condensers are manufactured, but they have higher 
leakage currents than standard types. 

Electrolytic condensers when used as first filter condensers in condenser-input 
filters require careful consideration. The d.c. voltage plus the peak value of the 
ripple voltage must not exceed the rated voltage of the capacitor while the ripple 
current must not exceed the ripple current radng. The ripple current may be 
measured by a low-resistance moving iron, or thermal, meter ; a moving-coil rectifier 
type of instrument is not suitable. Alternatively the ripple current may be calculated 
— see Chapter 30 Sect. 2. 

Some typical ripple current ratings are given below (T.C.C.). Plain foil types 
have a higher ripple current rating than equivalent etched foil types. 
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Ambient temperature 


20 °C 


40 °C 


60 "C 


70 °C 


8 fip 350 V " micropack " plain foil 


148 


125 


85 


32 mA 


16 /iF 350 V " micropack " plain foil 


250 


200 


110 


50 mA 


8 /xF 450 V etched foil 


88 


67 


33 


10 mA 


16 liF 450 V etched foil 


162 


122 


62 


20 niA 


16 liF 450 V plain foil 


300 


260 


160 


85 mA 


32 fiF 450 V plain foil 


500 


405 


230 


100 mA 



With multiple capacitor units, only one of the units is normally intended for use 
as the first filter condenser ; see catalogues for identification. 
See Chapter 38 Sect. 3(x) for standard ratings. 

(d) Paper dielectric condensers 

Impregnated paper forms a very useful dielectric, being intermediate between 
electrolytic and mica condensers as regards cost, size and leakage for a given capacit- 
ance. It is usually manufactured in units from 0.001 to 0.5 nF, larger values being 
built up from several smaller units in parallel in one container. The impregnating 
material may be resin, wax, oil or a synthetic compound. Some impregnating mater- 
ials enable condensers to withstand extremely wide temperature ranges (e.g. — 50° 
to + 125°C — Sprague " Prokar " with plastic impregnant). Waxes may be used for 
moderate voltages and temperatures, as in radio receivers (from — 30°C to + 65°C 
for R.M.A. Class W). Other impregnants are used for higher temperatiu-es (e.g., 
85'C, as R.M.A. Class M ; 100°C as T.C.C. " metalpack " and " metalmite ")• 
The permissible insulation resistance at 25 °C is not less than 5000 megohms for 
capacitances up to 0.15 fip, falling to 1000 megohms for 1 mF, but this falls rapidly 
at higher temperatures, being 35% of these values at 40 °C. 

A typical 1 microfarad wax paper condenser designed for audio frequency applica- 
tions has the following characteristics : 

Frequency 1000 c/s 10 000 c/s 100 360 Kc/s 

Inductance 0.2 0.2 0.2 0.2 /xH 

Resistance (effective) 1.1 0.43 0.3 0.25 ohms 

Reactance - 159* - 15.9* - 1.50 0*» ohms 

Q 145 37 5 0 

Power factor 0.007 0.027 0.19 1 

Percentage power factor 0.7 2.7 19 100 % 

* equal to ideal ** resonance 

Some paper dielectric capacitors are impregnated with a high permittivity wax to 
reduce the dimensions of the capacitor (Ref. B13). These capacitors have less de- 
sirable electrical characteristics than those with normal waxes. At 10 000 c/s the 
capacitance falls to 89% of its value at 100 c/s ; the capacitance varies from — 19% 
to + 6% as the temperamre is varied from — 30° to + 70°C. 

Wax-impregnated paper dielectric condensers are sometimes used for grid coupling 
purposes from a preceding plate at high potential, but plastic-impregnated or mica 
dielectric is to be preferred on account of leakage. As an example, take a paper con- 
denser with capacitance = 0.01 ^t/xF at 40°C. The minimum insulation resistance 
will be 5000 X 0.35 = 1750 megohms. If the grid resistor has a resistance of 1 
megohm and the preceding plate voltage is 175 volts, there will be a voltage of 0.1 
volt on the grid as the direct result of leakage. 

In most other applications the leakage may be neglected entirely. 

Plastic (polystyrene) impregnated paper dielectric condensers have a very high 
insulation resistance, of the order of 500 000 megohms per microfarad, and are much 
more suitable for use as grid coupling condensers (e.g. T.C.C. Plastapacks, 50 to 
5 000 iJ-fj-F). A test after 9 months' handling under bad climatic conditions showed 
insulation resistances of 24 000 to 100 000 megohms (Aerovox Duranite, 0.01 to 
0.22 ju.F). These condensers have power factors as low as those of mica condensers, 
while the temperature coefficient of capacitance is from — 100 to — 160 parts in a 
million per °C. For maximtmi stability they should not be operated above 60 °C, 
but the insulation resistance remains very high even up to 75 "C. These are available 
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in capacitances from 100 to 10 000 j^ftF in tubular form and from 0.02 to 4 /xF in 
rectangular metal boxes (Ref. BIl). 

Mineral oil is used as an impregnant for working voltages from 1000 to 25 000 
volts and operating temperatures from — 30° to + 71 °C (T.C.C. " Cathodray "). 
The insulation resistance of a mineral oil impregnated capacitor is greater than that 
with petroleum jelly impregnation, in the ratio of 2.5 to 1 at 0 'C, rising to 12.5 to I 
at 70°C (Ref. B13). 

Paper dielectric condensers are made in two forms — inductive, and non-inductive. 
The former is limited to a-f applications, while the latter may be used at radio fre- 
quencies. 

Ordinary paper dielectric capacitors should not be subjected to high a.c. potentials. 
Special types are produced by some manufacturers for use under these conditions, 
for example with vibrator power paclss and line filters. 

For Standard Specifications see Chapter 38 Sect. 3(iii) and Civ). 

Metallized paper dielectric condensers 

This type utilizes a metal-sprayed or metal-evaporated paper dielectric instead of 
the more conventional metal foil and paper construction. This construction results 
in considerable reduction in size, while it also has a partial self-healing property in the 
case of breakdown. The insulation resistance of unlacquered condensers is quite 
low — of the order of 100 megohm microfarads — but some of those with a lacquered 
film have an average insulation resistance as high as 8000 megohm microfarads at 
25°C (Refs. B14, B15). 

There is a gradual reduction in the insulation resistance due to the self-healing 
property, the degree depending on the number of punctures. It is desirable for the 
total circuit resistance to be not less than 500 or 1000 ohms, to reduce the carbonising 
effect of the arc. However if the circuit resistance is high, there may be insufficient 
current to clear completely any breakdown, and the insulation resistance may fall. 
Consequently, this type of condenser should not be used in high impedance circuits 
without seeking the advice of the manufacturer. 

A metallized paper dielectric unit should be used with discretion as the first filter 
condenser following a thermonic rectifier, since the high peak breakdown current 
may damage the rectifier unless the circuit resistance is sufficiently iiigh. 

The ratio of reactance to resistance (Q) of one lacquered unit with a capacitance of 
2 /xF is 200 at 0.5 Kc/s, 140 at 2 Kc/s and 60 at 10 iMc/s ; a 0.1 /*F unit has Q = 98 
at 10 Mc/s (Ref. B15). 

The inductance may be made very low, and these condensers are very useful for 
a-f and r-f by-passing. The usual (English) temperature limit is 71 °C for d.c. opera- 
tion, 60°C for a.c. In tubular form (wax-coated) these are available from 0.0001 
to 2 ^lF with voltage ratings 150, 250, 350 and 500 V d.c. (RIC/136). Larger sizes 
are available with capacitances up to 20 /iF (400 V d.c. or 250 V a.c.) and voltages up 
to 550 V d.c. (4 IJ.F). 

Voltage-temperature derating curves for Astron (U.S.A.) are 100% up to 86°C, 
linearly down to 38% at 120^C for units up to 1 /xV ; larger units are 100% up to 
76 °C, down to 22% at 120°C (Ref. HI 6). 

The effect of 5000 hours' operating life on capacitance is negligible up to 65 °C and 
8% at 100°C. The effect of the same operation is to increase the power factor from 
an initial value of 0.5% to 0.6% at 65°C, or 0.8% at 100°C (Ref. B16). 

The paper is usually impregnated with wax, although mineral oil has also been 
used. Mineral wax impregnated imits are generally preferred because of their 
higher breakdown voltage, although their capacitance falls about 10% as the tem- 
perature is increased from 50 °C to 85 °C. Mineral oil impregnated units have more 
constant capacitance with temperature change. 

These condensers are damaged by moisture and the unit is therefore well dried 
initially and hermetically sealed to prevent the ingress of moisture. 

References BIO, B12, B14, B15, B16. 

Standard Specifications — Chapter 38 Sect. 3(ix). 
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(e) Alica dielectric condensers 

Mica has very high electrical stability and very low a.c. loss. It also permits the 
manufacture of condensers with close tolerances in capacitance, and low leakage. 
It is used in the manufacture of condensers with capacitances from 5 ft /nF to 0.047 fiF 
for radio receiver applications, with voltage ratings from 300 to 2500 V. The in- 
sulation resistance is in excess of 3000 for the cheaper grade (Class A) and 6000 
megohms for other classes (American R.M.A. REC-115). The value of Q is over 
1000 for a typical capacitance of 200 ft /iF at a frequency of 1 Mc/s ; the maximum 
value of Q occurs at frequencies about 100 Kc/s. 

Mica condensers are available in metal, moulded and ceramic casings [see Chapter 38 
Sect. 3(v)]. 

" Silvered mica " condensers are used when very high precision is required. 
Such a condenser with a capacitance of 1000 n ftF exhibits a capacitance change of 
less than 0.1% over a frequency range from low frequencies to 2 Mc/s. "^he effect 
of temperamre on capacitance is a change of less than 60 parts in a million for 1 °C 
temperature change (RIC/137). 

A typical 0.001 microfarad silvered mica condenser has the following characteris- 
tics : 

Frequency 1000 c/s 10 000 c/s 100 500 Kc/s 

Resistance (effective) 0.024 0.024 0.024 0.024 ohm 
Q 3400 5500 7000 5800 

Power factor 0.00029 0.00018 0.00014 0.00017 

Percentage power factor 0.029 0.018 0.014 0.017 % 

Silvered mica condensers are normally available with capacitances from 5 to 20 000 

H^iF with tolerances ± 1%, ± 2%, ± 5%, ± 10% and ± 20% (subject to mini- 
mimi tolerance ± 1 finF) (RIC/137). The average temperature coefficient is 

+ 25 X lO"-" per °C, with limits from + 5 X lO"" to + 50 X lO"' per ''C(U.I.C.). 

Standard Specifications — Chapter 38 Sect. 3(v). 



(f) Ceramic dielectric condensers 

Ceramic dielectric condensers may be grouped under live heads : 

1. Types intended primarily for temperature compensation, having a series of 
negative and positive temperature coefficients with close tolerances on the coefficients. 

2. Types having temperature coefficients nearly zero. 

3. General purpose types with a broad spread of temperature coefficients. This 
may be further divided into two groups, those having positive and negative tempera- 
ture coefficients. 

4. Types with temperature coefficients not specified. These are available with 
capacitances from 0.5 fi/iF upwards. 

5. High-iC types having relatively poor power factors and indeterminate tempera- 
nire coefficients. 

The first group is intended for use in the timed circuits of radio receivers, in which 
their special temperature versus capacitance characteristics are used to reduce fre- 
quency drift during warming-up and running. A condenser having a negative tem- 
perature coefficient may be used to compensate the positive temperature coefficient 
of the tuned circuit alone. For standard specifications see Chapter 38 Sect. 3(vi). 

The second group is intended for use in tuned circuits requiring nearly constant 
capacitance, such as in i-f transformers. 

All except High-iC types have high stability and values of Q from 335 to 1000, 
except for capacitances less than 30 ft ftp. The insulation resistance is not less than 
7 500 megohms (R.M.A.). 

The High-jST types are not suitable for compensation purposes, but are used for 
by-passing and other non-critical applications. They are manufactured with capacit- 
ances up to 15 000 ft fiF, with capacitance tolerances of ±20%. The value of Q 
is from 30 to 100. 
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(g) Gang condensers 

Gang condensers usually have air dielectxicj and are available in 1, 2 and 3 (occa- 
sionally 4) gang units. Some are fitted with trimmer condensers — see (h) below — ■ 
while others are not. The shape of the plates may be designed to provide any desired 
capacitance characteristic (Refs. B5a, B5b) among which are : 

(1) Straight line capacitance ; Each degree of rotation should contribute an 
equal increment in capacitance. 

(2) Straight line frequency : Each degree of rotation should contribute an equal 
increment in frequency. 

(3) Logarithmic Law : Each degree of rotation should contribute a constant 
percentage change of frequency. 

(4) Square Law : The variation in capacitance should be proportional to the 
square of the angle of rotation. 

Some gang condensers have all sections identical, while others have the oscillator 
section with specially shaped plates to give correct tracking without the use of a padder 
condenser. For standard specifications, see Chapter 38 Sect. 3(vii). 

The normal construction incorporates an earthed rotor, but condensers with 
insulated rotors are also available. Condensers with split stators and either earthed 
or insulated rotors are available for special applications. 

(h) Trimmer condensers (" compensators ") 

These are available in innumerable forms, and can only be briefly mentioned. 

The compression mica type is the least satisfactory of all since it tends to suffer 
from drift in capacitance, and is far from being linear in its characteristic. It is used 
in receivers for the medium frequency broadcast band and in the less expensive dual- 
wave receivers. 

The concentric or vane air-dielectric types are more expensive but have greater 
stabihty, are easier to adjust, and the better types are more satisfactory under tropical 
conditions. Ceramic trimmers are also obtainable. 

Trimmers are available in a wide range of capacitances, but for ordinary use with 
gang condensers should preferably have a rninimum capacitance not greater than 
2 fi/iF, and a capacitance change not less than 15 fifip (R.M.A. REC-101, REC- 
106-A). 

See also Chapter 38 Sect. 3(vii and xi) for standard specifications. 



(iii) Combination units 

Combinations of one or more capacitors with one or more resistors are becoming 
common, and are very convenient. Some popular combinations are 

(a) Diode filters incorporating one resistor and two capacitors with a common 
earth return. 

(b) Cathode bias units incorporating one resistor shunted by a capacitor. 

(c) Plate and grid decoupling units incorporating one capacitor and one resistor. 

(d) Audio frequency coupling unit incorporating a plate load resistor, coupUng 
capacitor and grid resistor with also (in one example) a grid stopper resistor and 
capacitor. 

(iv) Practical inductors 

Iron-cored inductors are covered in Chapter 5. Radio frequency inductors, both 
air-cored and iron-dust cored, are covered in Chapter 11. The calculation of in- 
ductance of air-cored inductors at all frequencies is covered in Chapter 10. 
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SECTION 1 : IDEAL TRANSFORMERS 

(i) Definitions {ii) Impedance calculations — single load (Hi) Impedance calcula- 
tions — multiple loads. 

(i) Definitions 

An ideal transformer is a transformer in which the winding reactances are 
infinite, and in which winding resistances, core loss, leakage inductances and winding 
capacitances are all zero. In such a transformer the voltage ratio between any two 
windings is equal to the turns ratio of the windings, under all conditions of loading, 
as illustrated in Fig. 5.1, Also, in such a transformer the currents in any two windings 
are inversely proportional to the ratio of turns in the windings under all load conditions. 




Fig. 5.1. Ideal two-winding transformer. £, and are alternating voltages 
(r.m.s.). I^ and /j are alternating currents (r.m.s.) but the indicated directions of 
current flow are at a chosen instant and correspond to the direction of voltage at 
that instant. Similar remarks apply to Pig. 5.2. 

Modern iron-cored transformers often approach so closely to perfection for their 
particular purposes that their analysis on the basis of ideal transformer theory may 
give useful practical approximations for design purposes. 

A double-wound transformer is one in which, as illustrated in Fig. 5.1, separate 
primary and secondary windings are used to permit isolation of the primary and second- 
ary circuits except through mutual inductive coupling. 
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Auto-transformers may be used with economy in some cases : a single winding 
is tapped to give the required turns ratio, which may be greater or less tlian unity, 
between primary and secondary. An ideal step-up auto-transformer is shown in 
Fig. 5.2. 



I2 




Fig. 5.2. Ideal step-up auto-transformer. 

An auto-transformer is always more economical to construct than a two winding 
transformer as indicated in the following tabulation : 











Total Volt-ampere 


Transformer 


Type of Winding 




Ratios 




rating of windings 


Output V.A. 


Auto 


10 


: 9 or 9 : 


10 


20 


100 


Auto 


2 


: 1 or 1 : 


2 


100 


100 


Auto 


3 


: 1 or 1 : 


3 


133 


100 


Auto 


5 


: 1 or 1 : 


5 


160 


100 


Auto 


10 


• 1 or 1 : 


10 


180 


100 


Double 




any ratio 




200 


100 



The currents in the primary and secondary sections are exactly 180° out of phase, 
and the resultant current flowing through the common portion of the winding is the 
difference between the two. When the ratio is 1 : 2 or 2 : 1, the ciurrents in the 
two sections of the winding are equal. 

In ideal transformer theory there is no distinction between auto- and two-winding 
transformers and they need not therefore be considered separately in this section. 

(ii) Impedance calculations — single load 

When the secondary of a simple two-winding ideal transformer is loaded with a 
resistance Rt as shown in figure 5.3, the equivalent or transformed load as 
measured between the primary terminals is 

R, = {N,/N,)\R, (1) 
and since the voltage ratio between primary and secondary is equal to the turns ratio, 
this may be written as 

R, = {EJE^y.R, (2) 

A transformer therefore merely transforms a load imposed on its secondary. 
Its primary does not in the ideal case impose any load unless a load is applied 
to the secondary. It is the turns ratio between primary and secondary, 
and not the number of turns in the primary, that governs the transformed 
or reflected load impedance. 




Fig. 5.3. Ideal two-minding transformer with loaded secondary. 

If however a transformer is to approximate to the ideal, the number of turns in Xht 
primary must be sufficient to make the reactance of the primary high compared with 
the transformed value of the load impedance as measured across the primary terminals. 
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For an ideal transformer with a centre-tapped primary as shown in Fig. 5.4, 
the transformed load measured across the whole primary (between terminals, P, P) 
is equal to the tremsformed value Ri- If however only one half of the primary is used 
(between either of terminals P and terminal C.T.) the transformed load presented 
is i Ri. 



: (.N,/N,y.R, 




c>Na E2 

~ TURN3| 



Fig. 5.4. Ideal transformer toith primary centre-tap and loaded secondary. 



As a practical example of the primary centre tap, consider the use of the trans- 
former of Fig. 5.4 to feed a 500 ohm line (R^ = 500 ohms). If the transformer has 
an impedance ratio (Ni/N^)' equal to 10 ; Ij the transformed load across the whole 
of the primary, e.g., when the primary is fed by a push-pull amplifier, is 10 x 500 = 
5000 ohms. If, however, only one half of the primary were used for connection to a 
single-ended ampUfier, the load presented to the ampUfier would be 1250 ohms. 

For an ideal transformer witJi a winding tapped for load matching, as 

shown in Fig. 5.5, the calculation of the tap to be selected for any particular load 
follows from the application of eqn. (1), 



R, = iN,/N^gy.R^g 
OTR, = (NJNg„r.Rj^^ 
and so on. 



FIG.5-S 

Fig. 5.5. Ideal transformer with secondary tapped for load matching. 




In these equations a load connected across terminals A and B is denoted by R and 
the number of turns in the secondary between these two terminals is given by Nj,g, 
and corresponding designations apply for any pair of terminals across which the load 
is connected. 

If, for example, the terminals A, B provide a match with a 10 ohm secondary load 
with a total of Njg secondary turns, the number of turns N^g required between 
terminals A and D to provide a similar match to a 500 ohm line is given simply by 
(AT^fl/AT^a)' = 500/10 = 50, so that 
^ad/^ab = V50 = 7.07. 

The nimiber of turns in the 10 ohm winding is approximately one-seventh of the 
number of turns for matching to 500 ohms. It is, of course, permissible to use any 
pair of secondary terminals such as B, C or C, D and so on, so that a wide range of 
transformation ratios is available from a transformer arrangement such as that shown 
in Fig. 5.5. 

(iii) Impedance calculations — multiple loads 

Where two or more loads are connected simultaneously to the windings of a trans- 
former, the conditions for matching may be determined readily by the following 
methods. 
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Consider an ideal txansformer having two secondaries of and turns connected 
to loads i?2 and respectively as shown in Fig. 5.6. It follows immediately from 
eqn. (2) that 

E,/E, = N,/N, i E,/E, = N,/N, ; E^IE^ = N^IN^ (3) 
and, since the transformer is an ideal one, these relations hold irrespective of the 
relative values of the loads. 



I — r 

>TURN5 ^ 



Eig. 5.6. Ideal transformer 
with, multiple loads. 



It is sometimes convenient to draw the diagram as in Fig. 5.7, which is equivalent 
in every way to Fig. 5.6. If, as a special case, N^/N^ = Rz/Ra, then the voltages of 
the two points A and B will be the same, and the link AB may be omitted without 
any effect. The currents in both sections of the transformer and in and R^ will 
then be the same. 

The value of the reflected or transformed load Ri measured across the primary 
terminals can be obtained by considering the power in relation to the voltages specified 
in eqii. (3). 

Po , 



Fig. 5.7 Ideal transformer with 
multiple loads as in Fig. 5.6, but 
with the secondaries connected at 
points A, B. 



T 



'TURNS * 
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Let Wi == total input watts to the primary = Ei'/R-^ 
"= watts in the load i?^ = E^^/R.^ 

W, = watts in the load i?^ = E^^/R, 

Then Wj = W.^ + IFj (since there are no transformer losses) 
E,' E, 



so that 



We therefore have 



1 



+ 



1 



(4) 



so that the total load R^ presented by the primary is equal to the parallel combination 
of the two transformed loads RiiN^/N.,)^ and R,(NJNs)\ 

If an additional winding of Ni tiu:ns is connected to a load i? 4 we obviously have 
in the same way 

1 1 1.1 



+ ■ 



(5) 



R, R,(.N,/N,y R,(NJN,y ' R,(N,/N,y 
and so on, for any number of loads. Such expressions are equally applicable whether 
the secondary windings used are separate windings or whether they form part of a 
single tapped secondary. For example if, in the transformer shown in Fig. 5.5, we 
have loads Rab> Rac ^bd connected to terminals AB, AC, and BD respectively, 
we will have 
J_ 

and so on. 

A typical practical case is one in which a known power output from an amplifier 
is fed into a known reflected impedance Ri with two secondaries feeding loads R^ 



+ ■ 



Rab'J^J^AbY RAd^l/^ACr Rbd(^i/Nbd) 
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and R3 (such as two loudspeakers) which are required to operate with power inputs 
of and W3 respectively, so that Wi = Wn + Wg. The required transformer 
tvirns ratios are then given by 



so that R^WJRiWi = E^'/Ei 
and R<,W^/R^W, = E,yE^ 



For example if 

W, 

and W, 
we have 

_ 500 X 3 ^ 

AT, 



= 3 watts 
= 4 watts 
= 7 watts 



Ri = 500 ohms 



(6a) 
(6b) 
(6c) 



Rr. 



600 ohms 



i?i == 7,000 ohms 



1 



1 N,. 
3^. Therefore ^ = 5^ 



7000 X 7 
and similarly N^/N-^ = 1/4.5. 

Expressions su ch as (6) may be written in the more general form 
NJN, = ViRJR{)(WJW,) (7) 
where N„ = number of turns on secondary «, 
Ni = number of turns on primary, 
R„ = load applied to secondary «, 
i?i = transformed total primary load, 
]V„ = watts in load 
and B^i = total watts input to primary, 

but it must be noted that these relations hold only when all loads are connected so 
that the specified input conditions to the primary do exist. Eqn. (7) is also applicable 
to determine the turns ratios of two or more separate transformers feeding two or 
more loads from a conamon ampUfier which delivers Wi watts into a total load of Ri 
ohms. 



o 
o 

TURNSO 

o 




Fic. s a 

Fig. 5.8. Ideal transformer with multiple loads and tapped secondary, lohich is 
effectively identical with Pig. 3.6. 



If a transformer is supplying power to two or more loads, such as loudspeakers, 
and one of these is switched out of circuit, the impedance reflected on to the primary 
will change due to the reduction of loading on the secondary. In order to avoid the 
resultant mismatching it is advisable to switch in a resistive load, having a resistance 
equal to the nominal (400 c/s) impedance of the loudspeaker, so as to take the place 
of the loudspeaker which has been cut out of circuit. In this case the resistance 
should be capable of dissipating the full maximimi power input to the loudspeaker. 
Such an arrangement will also have the result that the volume from the remaining 
speakers will be imchanged 

Alternatively if it is desired to switch off one loudspeaker and to apply the whole 
power output to a single speaker, it will be necessary to change the number of second- 
ary turns so as to give correct matching. This change may generally be arranged 
quite satisfactorily by the use of a tapped secondary winding. In this case the loud- 
speaker would be used on the intermediate tap when both speakers are in use, and on 
the whole winding for single speaker operation. 

It does not matter whether two or more secondary windings or a single tapped 
winding is employed. The arrangement shown in Fig. 5.8 is effectively identical 
with that of Fig. 5.6. 
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SECTION 2 : PRACTICAL TRANSFORMERS 

(i) General considerations (ii) Effects of losses, 

(i) General considerations 

The treatment in section 1 based on ideal transformer theory is an extremely useful 
first approximation in design problems, particularly if the transformers to be used are 
so liberally designed that their general characteristics approximate to the ideal. 

In practice it is usually necessary to take into account : 

(a) The resistance of each winding 

(b) The core loss 

(c) The inductances of the windings 

(d) The leakage inductances 

(e) The capacitances between windings and between each winding and ground, 
and the self capacitance of each winding. 

A useful equivalent circuit of a practical transformer is shown in Fig. 5.9. 




ilDEAL TRANSFORMERi 
FIG. 5-9 ' 

Fig. 5.9. Equivalent circuit of a practical transformer. 



In this equivalent circuit we have an ideal transformer with a turns ratio N,/Ni 
(equal to the turns ratio of the actual transformer), with the incidental characteristics 
of the actual transformer represented by separate reactances and resistances. 





= the 


resistance of the primary winding 




= the 


equivalent primary leakage inductance 




= the 


resistance of the secondary winding 


L, 


== the 


equivalent secondary leakage inductance 


Ro 


= the 


equivalent core-loss resistance (including both hysteresis 






current losses) 




= the 


inductance of the primary winding 




= the 


primary and secondary equivalent lumped capacitances 




= the 


equivalent lumped capacitance between windings 


Ri 


= input resistance of transformer on load 


and i?j 


= the 


load resistance across the secondary. 



Such an equivalent circuit is capable of representing a practical design with con- 
siderable accuracy, but actual calculations would be tedious and in some cases very 
difficult. 

The reactances and resistances shown therein have varying effects on the input- 
output voltage ratio according to the frequency of the signal which the transformer 
is handling(Ref. AlO). In general, the equivalent circuit can be presented in three 
distinct simplified forms for use when considering the transformer operating at low, 
medium and high frequencies respectively (Figs. 5.10B,C,D). 

Audio transformers can be convenientiy dealt with in tiiis manner, whereas power 
transformers operating over a very limited frequency range can be more simply de- 
signed on the basis of Fig. 5. IDA. 

The whole of the equivalent circuit of Fig. 5.1 OA can be referred to the primary, 
as in Fig. 5.11 where the ideal transformer has been omitted and rj and multiplied 
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by the square of the turns ratio. This is often a convenient way of making calcu- 
lations. 




FIG.5-10A 



Fig. 5.1 OA. SimpUfied equivalent circuit for calculating the effect of losses. 

FIG. 5,K3B 



CI 

L 
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E, ' 
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Fig. 5.10B. Low frequency 
equivalent circuit. 

Fig. 5. IOC. Medium fre- 
quency equivalent circuit. 

Fig. 5.10D. High frequency 
equivalent circuit. 

i?„ = Total winding resist- 
ance referred to prim- 
ary 

L, = Total leakage induct- 
ance referred to prim- 
ary 

C = Total winding capac- 
itance referred to 
primary 

Rj^ = Secondary load re- 
sistance referred to 
primary 




I — 



FIG.5II 

Pig. 5.11. Simplified equivalent circuit referred to the primary. 



(ii) The eflFects of losses 

If a transformer is designed to deliver power into a resistance load, such as valve 
heaters, the primary and secondary copper losses are usually designed to be of the 
same order. 

A particular transformer reaches its maximum efficiency when the copper losses 
have become equal to the iron losses (proof given in Ref. AlO), although this does not 
necessarily occtir at full load unless the transformer is so designed. 

The efficiency is the ratio of the output power to the output power plus the losses. 
For audio and power transformers for radio purposes typical efficiencies range from 
70 to 95 per cent, with the majority of power transformers falling between 80 and 90 
per cent. 

The regulation of a transformer is defined differently in American and British 
practice, lie primary voltage being held constant throughout. 
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American definition. The percentage voltage regulation is the difference be- 
tween the full-load and the no-load secondary voltages, divided by the full-load 
voltage and multiplied by 100. 

British definition. The percentage voltage regulation is the difference between 
the full-load and the no-load secondary voltages, divided by the no-load secondary 
voltage and multipUed by 100 (B.S.205 : 1943). 

However, the difference between the two definitions is quite small for small per- 
centages of voltage regulation. 

The regulation of audio transformers when operating over a limited frequency range 
(say 200-2000 c s), that is the ratio of E, E^, is affected mainly by the copper losses. 

Thus E^/E^ 7) rand h/I^ l/T, (1) 
where jj = efficiency 
and T = turns ratio. 

As a further consequence the impedance ratio is changed, and, making the same 
assumptions as above, 

Ri'^ r, + r,/T' + R,/T' (2) 

At low frequencies, the reflected impedance is altered by the shunt effect of the 
primary inductance, while at high frequencies, a similar change is caused by the 
leakage inductance and winding capacitances. This is covered in Sect. 3(iii). 

The damping of a loudspeaker, connected as a load to the secondary of an output 
transformer, is also affected to some degree by the losses. Where an accurate in- 
dication of the damping factor is required, these losses should be taken into account. 
Refer to Chapter 21 Sect. 3. 



SECTION 3 . AUDIO-FREQUENCY TRANSFORMERS 

(t) General considerations (ii) Core materials {Hi) Frequency response and dis- 
tortion — {a) Interstage transformers {b) Low level transformers (c) Output transformers 
(iv) Designing for low leakage inductance (v) Winding capacitance (vi) Tests on 
output transformers (vii) Specifications for a-f transformers, 

(i) General considerations (References A6 and AlO) 

Audio frequency transformers can be divided into three major categories, 

(a) Low level input 

(b) Medium level interstage 

(c) Output. 

For design piurposes it is necessary to know 

(1) Operating level, usually expressed in db above or below a reference level of 
1 milliwatt (i.e. dbm), 

(2) Frequency response, with permitted deviation, quoting reference level at 
which measurements are made, 

(3) Permissible distortion, at specified operating levels and frequencies, 

(4) Impedance, phase angle, and nature of source and load between which trans- 
former is to be connected, 

(5) Value of d.c. (if any) flowing through any winding, 

(6) Hum reduction requirements, 

(7) Phase shift permitted. 

Operating level 

This restricts the choice of core materials and determines the physical size. Suit- 
able core alloys include MU METAL and RADIOMETAL together with silicon 
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steels in various grades. As MU METAL saturates at a comparatively low 
flux density, it is only suitable for low level transformers. Economic factors will 
probably dictate which material is finally used. 
Frequency response 

At low frequencies the response falls off due to the finite value of primary inductance. 
At high frequencies, the winding capacitance and leakage inductance are responsible 
for rhe response limitations. 
Distortion (a) Low frequency 

This is mainly dependent on the maximum operating flux density at the lowest 
frequency of interest. Distortion due to this cause falls off rapidly with increase in 
frequency. Other sources of distortion are observed when transformers operate in 
valve plate circuits. The drop in valve load impedance due to the shunting effect 
of the primary inductance may cause the valve to distort. Further, the load im- 
pedance will also change to a partially reactive one at low frequencies. The valve will 
therefore operate with an elliptical loadline and will introduce additional distortion 
lonless care is taken. 

A simple method of measuring the harmonic distortion in the cores of a-f trans- 
formers is described in Ref. C33. 
Distortion (b) High frequency 

At this end of the audio spectrum the load impedance changes again in magnitude 
and sign, thus causing an associated valve to generate distortion. 
Source and load 

Before the design of a transformer can be proceeded with, something must be known 
about the impedances between which the transformer is required to operate. As- 
suming that it is a low level unit, for example, it may be intended to operate from a 
ribbon microphone, a low impedance line, a gramophone pickup or the plate of a 
valve. It may have to feed the grid of a pentode or triode, a line or a mixer circuit. 
The secondary may be shunted by a resistance or a frequency correcting network. 
Unless these factors concerning the external circuits are known it is not possible to 
predict with any degree of accuracy, the ultimate performance of the transformer. 
D.C. polarization 

If an unbalanced d.c. component is present in one of the windings, this will cause 
a reduction in inductance over that attainable without d.c. This would require a 
larger transformer to meet the same performance specifications. In some cases 
where the d.c. magnetizing force is high, the use of high permeability alloys is not 
feasible. As far as practicable, unbalanced d.c. should be avoided in transformers, 
either by using a push-pull coimection or shimt feed. For calculation of primary 
inductance with a d.c. component present, refer to Section 6. 
Hum reduction 

When the operating level is very low, it may be found desirable to shield the trans- 
former to decrease the hum level to a suitable magnitude. This can be achieved in 
several ways, MUMETAL shields up to three in number being particularly effective. 
An outer case of sheet metal or cast iron is normally employed. The use of a balanced 
structure such as a core type instead of a shell type lamination wiM assist in reducing 
the effects of extraneous a.c. fields. 
Phase shift 

In certain applications it is desirable to apply negative feedback over an amplifier 
incorporating one or two transformers. To achieve stability with the desired amoimt 
of gain reduction, it is necessary to exercise careful control of phase shift over a fre- 
quency range very much wider than the nominal frequency range of the transformer 
(see Chapter 7 Sect. 3). 

(ii) Core materials 

High permeability alloys are now produced by several manufacturers under a 
variety of trade names. These are listed below, with silicon steel shown for com- 
parison. 

See also Ref. C34. 
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NICKEL IRON AND OTHER ALLOYS 

(B-H) Sat. 



Material 


P 


Mo d.C. 


l^mux d.C. 


Gauss 


Lines/sq.in. 


Mumetal 


62 


30 000 


130 000 


8 500 


55 000 


Permalloy C 


60 


16 000 


75 000 


8 000 


52 000 


Radiometal 


55 


2 200 


22 000 


16 000 


103 000 


Permalloy B 


45 


2 000 


15 000 


16 000 


103 000 


Permalloy A 


20 


12 000 


90 000 


11 000 


71 000 


Cr-Permalloy 


65 


12 000 


60 000 


8 000 


52 000 


Mo-Permalloy 


55 


20 000 


75 000 


8 500 


55 000 


1040 


56 


40 000 


100 000 


6 000 


39 000 


Megaperm 


97 


3 300 


68 000 


9 300 


60 000 


Hipernick 


46 


3 000 


70 000 


15 500 


100 000 


45 Permalloy 


45 


2 700 


23 000 


16 000 


103 000 


Rhometal* 


95 


250—2 000 


1 200—8 500 


12 000 


78 000 


4% Silicon Steel 


55 


450 


8 000 


19 500 


125 000 


P = resistivity 


in microhm 


cm ; Mo = 


initial permeability 





= maximum permeability obtainable. 



For audio transformer work tRe first four are frequently used. RHOMETAL 
has a special field of application, namely for transformers handling ultrasonic and 
radio frequencies up to several megacycles. 

- Flux densities of the order of 22 000 lines per square inch can be used with 
MUMETAL and approximately double this value with RADIOMETAL, the upper 
limit being set by the permissible distortion. For further information on this point 
see Sect. 3(iii). 

For higher power output trsnsformers, high silicon content (up to 4i%) sheet 
steel is in general use. To retain high permeability at low flux densities, the strips 
Of j#min8tipns should be annealed after shearing and punching. Spiral cores of grain- 
oriented silicon steel are of considerable use in this application, 

As a general rule, the output transformer should have the largest core which is 
practicable or permissible having regard to cost or other factors. A large core of 
ordinary silicon steel laminations is usually better than a small core of special low-loss 
steel. 

The weight of steel in the core is a function of the minimum frequency, the per- 
missible distortion, the core material, and the maximum power output. As a rough 
guide, subject to considerable variation in practice, the core may be taken as having 

Weight in lbs. = 0.17 X watts output 

Volume in cu. ins. = 0.7 x watts output. 
These are for normal typical conditions, and may be decreased for less extended low 
frequency response or for a higher permissible distortion. For good fidelity, an in- 
crease in core size to double these values is desirable. 

Several new core materials are now available including CASLAM and FERROX- 
CUBE. 

CASLAM is a soft magnetic core material with finely laminated structure for use 
at frequencies from 50 c/s up to at least 10 Kc/s. It is composed of flake iron par- 
ticles pressed into a compact mass of the desired shape in such a way as to produce 
innumerable thin magnetic layers aligned in the plane of the flux. By virtue of its 
dense compacted structure many of the assembly and fixing problems associated 
with the older stacking method are eliminated. Grade 1 is a low density material 
with a maximum permeability of 860. Grade 2 is a denser material with a higher 
maximum permeability of 1000. Grade 3 is similar to grade 1 in magnetic characteris- 
tics but has better strength and machining qualities. 

For choke cores a pair of E's can be butted together but where minimum gap is 
required the block can be broken and then rejoined after the coil is positioned. Be- 
cause of the fibrous laminated structure exposed by breaking, microscopic inter- 
leaving occurs when the join is remade in the correct manner. 



•Properties depend upon different heat treatment deliberately given. 
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Rigid damping is less important since there are no free laminations to vibrate under 
load. For this reason also, combined with the somewhat discontinuous nature of the 
material, the acoustic noise emitted by the block is considerably reduced, especially 
at higher frequencies. 

PHYSICAL PROPERTIES OF CASLAM 



Property 


Caslam 1 


Caslam 2 


Caslam 3 


Maximum permeability 


860 at 4 Kg 


1000 at 4 Kg 




Effec. permeability 


500 at 10 Kg 


830 at 10 Kg 


Similar 


Hys. loss for B„ax = 10 Kg. at 50~ 


7000 


7000 ergs/cc/cycle 


to 


Coercive force ^ = 10 Kg. at 


2.4 


2.4 oersteds 


grade 1 


Sat. flux density 


18 Kg 


18 Kg 




Total a.c. loss, B„„ « = 10 Kg. at 50^ 


2.5 


2.75 watts/lb. 




Density 


7.0 


7.4 gms/cc 




Max. oper. temperature 


110°C 


110°C 


150°C 


Resistivity (ohm-centimetre) 








(a) Normal to plane of laminae 


0.04 




0.03 


(b) In plane of laminae 


0.003 




0.002 



The a.c. loss is almost entirely hysteresis, the eddy current loss being less than 
10% of the total. For this reason, the a.c. permeability at 50^ is approximately 
equal to the d.c. figure and at higher acoustic frequencies, blocks of CASLAM 
compare favourably in magnetic properties with stacks built up from normal silicon 
iron sheet. 

Dust cores generally suffer from low permeability and, to reduce eddy currents, 
particle size has to be reduced ; this causes further reduction in permeability. 

Other new ferromagnetic materials such as the ferromagnetic spinels and FERROX- 
CUBE are described in Chapter 1 1 Sect. 3(v)E, and find their applications principally 
at frequencies above the audio range. 

(iii) Frequency response and distortion 

(a) Interstage transformers — Class A and B 

At the mid-frequency* the amplification is very nearly equal to the amplification 
factor of the valve multiplied by the turns ratio of the transformer, where the secondary 
is vmloaded. 

At low frequencies the gain falls off due to the decrease in primary reactance. The 
ratio of the amplification at a low frequency A„ compared with that at the mid-fre- 
quency A,„f can be expressed thus — 

^' 

where Z-o = primary inductance 

and R = plate resistance plus primary resistance. 

The response will fall off 3 db at a frequency such that wLa ~ R. At a frequency 
such that 

a.Z.0 = 2R (2) 
the response will be down approximately 1 db from the mid-frequency level. 

At high frequencies the leakage reactance and shunt capacitance, in conjunction 
with the plate and winding resistances, form a low Q series resonant circuit. Above 
this resonant frequency the gain will fall off rapidly. In the neighbourhood of re- 
sonance the change in gain will depend on Q^, the Q of the resonant circuit. This 
factor can be varied by adding external resistance or by winding the secondary partly 
with resistance wire (Ref. C3). The resonant frequency can be varied by changing 
the value of the total leakage inductance, L, or the interwinding capacitances. These 
are both functions of the transformer structure. See also page 518. 

By careful choice of core material, lamination dimensions and method of sectional- 
izing the winding, it is possible to achieve a frequency response extending beyond 
the normal audio range (Refs. C2, C4, C5, C6 and Figs. 5.12 and 5.13A). 

'The mid-frequency is the frequency at which maximum gain is obtained. 
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SENSE OF SECONDARY 
WINDINGS TO BE 
IN OPPOSITION 



As the leakage inductance is proportional to the square of the turns, N, it is 
possible to extend the high frequency response by reducing N. This, of course, 
reduces in the same proportion as L,, but this effect can be overcome by the use 
of a high permeability alloy. 

For low level working it is usual to as- 
sume an initial a.c, permeability of 350 for 
silicon steel. If a RADIOMETAL core 
■with an initial a.c. permeability of say, 
1600, and of similar dimensions is substi- 
tuted, N could be reduced in the ratio of 
\/l6007350 or 2.14/1 and L, 



approxi- 
mately 4.6/1 over that for the silicon steel 
transformer. Similarly if a MU METAL 
core having an initial a.c. permeability of 
10 000 and of similar dimensions is sub- 
stituted, N could be reduced in the ratio of 




\/(1000o7350) or 5.34/1 and L, approxi- 
mately 28.5/1. 



Fig. 5.12. Transformer wound 
with balanced secondaries. 



In those examples, the primary inductance has remained constant, but the leakage 
inductance has decreased over 4 times and 28 times respectively without any seciional- 
izing of the winding or interleaving. This indicates the improvement possible with 
the use of high permeability alloys. 

Care must be taken, with the reduction in turns, that the flux density in the core 
does not exceed safe limits from the point of view of distortion (see Refs. C7, C8, C9, 
CIO). 

In the case of transformers working at low levels and hence, generally, a low flux 
density, the distortion may not be a consideration. It is possible to achieve an im- 
proved high frequency response, while keeping the distortion at the same level at 
low frequencies, by increasing the core cross section and proportionately reducing the 
turns. This however, increases the mean length of turn and also L„ so the nett 
reduction of Z,, is not as great as would be anticipated. In addition, the cost of the 
transformer increases, particularly if a high permeability alloy is used. Class B 
input (driver) transformers are usually called upon to handle appreciable amounts 
of power during part of the audio frequency cycle, but are designed on the basis of 
open circuit working when considering primary inductance. Winding resistance 
and leakage inductance must be kept low to avoid distortion (Refs. C21, C22). 




















Km 











Fig. 5.13A. Typical coil arrangements in audio transformers. 

(iii) (b) Low level transformers 

Transformers working about or below a zero level of 1 milliwatt(0 dbm) usually 
employ a MUMETAL core. In most instances hum shielding is necessary to attain 
the desired signal to hum ratio. This is generally required to be in excess of 60 db. 
Satisfactory shielding can be obtained by using around the transformer one or more 
shields made of high permeability alloy. Where a.c. fields are strong, the outer 
shield is normally designed to be made of an alloy which has a high saturation flux 
density. Thus the inner shields of, say, A/IXJI^ETAL) are working at maximum 
efficiency in a low a.c. field where their permeability is a maximum. Sometimes 
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sheet steel or thick cast iron outer cases are used. More often a special alloy, such 
as Telcon 2129, is used. This material has magnetic properties similar to RADIO- 
METAL, but is suitable for deep drawing. Inner shields are often of copper to give 
shielding from electric fields (Refs. Cll, C12). Some improveipient is possible if a 
core type structure is used in place of a shell type, owing to the cancellation of stray 
voltages induced in the winding by external fields. 

As an example of the use of high permeability alloys, the following design problem 
is presented. Calculate the primary turns for a 50 ohm to 50 000 ohm transformer 
working at zero level (0 dbm). The frequency response must not fall more than Idb 
below mid-frequency response, at 50 c/s Distortion must not exceed 1% at zero 
level at 50 c/s. The source impedance is 50 ohms resi9tive and the secondary is 
unloaded. Core material to be used is MUMETAL. 
1st Step. Calculate primary inductance. 
For 1 db attenuation, mLq = 2R (Eqn. 2). 
L„ = 2i?/a, = 2 X 50/2 X 77 X 50 0.32 henry. 
2nd Step. Calculate primary turns. 

Assume square stack of Magnetic and Elec. Alloys No. 35 lamination. Length 
of magnetic path, I = 4.5 inches 

Cross sectional area = 0.56 square inches. 

3.2A tiN' ^ Lo X 10» X ; 



10» 
0.32 



X / 
X 10' 



Therefore 
X 4.5 



3.2 X 0.56 X 10 
3rd Step. Calculate working flux density 

Primary voltage E = y'W.R 
where W = input power 
Therefore 



3.2 X A X fi 
Therefore N = 90 turns. 



and 



E 

B = 



X 10^» 
0.224 



X 50 = 
X 108 



0.224 V 



4.44 X 50 X 90 y 0.56 
= 2000 lines per square inch 
= 310 Gauss. 
4th Step. Determine percentage distortion. 

Referring to Fig. 5.13B and using curve 
for (oLo = 2R, it will be noted that the 
percentage distortion is approximately 
0.75%. This assumes that the perme- 
ability value, p., is still 10 000 at the opera- 
ting flux density. In practice may ex- 
ceed this figure and thus the distortion as 
calculated above may be larger than would 
be measured in a finished transformer. In 
this problem, for simplification, no account 
has been taken of the stacking factor, which 
would modify the result slightly. 

When the secondary of the transformer 
is loaded, R in eqn. 1 then becomes R ^ 
as in eqn. 3 and R in F'ig. 5.13B is read as 
R^. The calculation for distortion then 
follows in a similar manner to the unloaded 
secondary example worked earlier, 
(iii) (c) Output transformers 

The factors affecting the frequency res- 
ponse of output transformers (Ref. CI 3) 
are similar to those affecting interstage 
transformers. Refer to Figs. 5.10B, C 
andD. 




Pig. 5.13B. Total harmonic 
distortion plotted against flux 
density for different ratios of 
primary reactance to R where 
R — plate resistance + primary 
resistance (Ref. C9). 
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The response falls off from the mid-frequency gain by 3 db at a low frequency 
such that 

mi„ = (3) 
Attenuation is 1 db when 

coLo = 2R^ (4) 

where R, = 

Tj, — plate resistance of valve 
Rl = load resistance referred to the primary 
and winding resistance referred to the primary. 

The response falls off from the mid-frequency gain by 3 db at a high frequency 
such that 

u,Ls = Rb (5) 
Attenuation is 1 db when 

oLs = 0.5 Rg (6) 

+ R„ + R^, 

and ^ toxaX leakage inductance referred to primary. 

E„ uRr 

The gain at the nud-frequency = — = -^-^ (7) 

Kg 

where Ei = voltage input to grid of output valve 

Eo = voltage output across 
and II = amplification factor of output valve. 

It is thus possible to specify the primary and leakage inductances permissible when 
the frequency response requirements are known. An example will illustrate this. 

Determine the minimum primary inductance and maximum leakage inductance 
permitted in an output transformer designed to match a pair of Class A 2A3 triode 
valves with a 5 000 ohm load. The response is to be within 1 db from 50 to 10 000 
c/s. The plate resistance of each valve is 800 ohms. Neglect i?^,. 

Make all calculations from plate to plate. 

For a fall of 1 db at 50 cycles per second, 

oiLo = 2R^. 

5000 X 1600 
^""^ ^-^ ^ 5000~ri600 = ^PP'''"^- 
coLo = 1200 X 2 = 2400 
L„ = 2400/2 X 77 X 50 
= 7.6 henrys approx. 
This is the value that would be measured on a bridge at low induction. 
For a fall of 1 db at 10 000 cycles per second, 

oiLg = 0.5 Rg 
Now Rg = 5000 + 1600 = 6600 ohms. 

wLs = 0.5 X 6600 = 3300 
= 3300/2 X 77 X 10 000 
= .052 henry approx. = 52 milhhenrys. 
Note particularly that distortion requirements may necessitate an increase in L„ 
and a decrease in L^. 

The following table indicates the relationship between the low frequency attenuation 
and the ratio of wL^/R^ : 

TABLE 1 

Loss Relative amplification wLo/R. 

0.5 db 0.94 2.76 

1.0 db 0.89 1,94 

2.0 db 0.79 1 30 

3.0 db 0.71 1 00 

6.0 db 0.50 0 58 



5.3 



(iii) (c) OUTPUT TRANSFORMERS 



213 



The inductances required for various values of R ^, for a bass response loss of 1 
decibel are as follows, correct to two significant figures ; 









TABLE 


2 










Value 01 K J 






Bass response 


down 1 < 


db at 






ohms 


150 c/s 


100 c/s 


50 C/S 


30 c 


:/s 


800 


1.7 


H 


2.6 


H 


5.1 


H 


8.5 


H 


1200 


2.6 


H 


3.8 


H 


7.6 


H 


13 


H 


1500 


3.2 


H 


4.8 


H 


9.5 


H 


16 


H 


2000 


4.3 


H 


6.4 


H 


13 


H 


21 


H 


3000 


6.4 


H 


9.5 


H 


19 


H 


32 


H 


4000 


8.5 


H 


13 


H 


26 


H 


42 


H 


5000 


11 


H 


16 


H 


32 


H 


53 


H 


7500 


16 


H 


24 


H 


48 


H 


80 


H 


10 000 


21 


H 


32 


H 


64 


H 


110 


H 


15 000 


32 


H 


48 


H 


95 


H 


160 


H 


20 000 


43 


H 


64 


H 


130 


H 


210 


H 


50 000 


110 


H 


160 


H 


320 


H 


530 


H 



where is approximately equal to the load resistance i?^ in parallel with the effective 
plate resistance of the valve ; however see comments below. When the plate re- 
sistance is very high, as for a pentode without feedback, may be taken as being 
approximately equal to R,. 

For loss in bass response to be reduced to 0.5 decibel these inductance values should 
be increased by a factor of 1 .9 times. For a reduction of 2 db the factor becomes 0.67. 

Since the permeability of the core material varies with induction, the frequency 
response will vary with signal level — the limiting low frequency will usually extend 
lower as the signal level is increased. It is therefore desirable that the inductance 
values tabulated above be calculated or measured at low signal levels. In the case 
of feedback from the secondary, this effect should be taken into account. 

Table 2 gives the value of inductance to provide a nearly constant output voltage, 
but this is only one of several requirements to be satisfied. The core distortion 
is a fimction of the ratio wL^/R^ (this may be derived from equations 9 and 10) and 
for low distortion a high ratio of inductive reactance to is required, and this is 
equivalent to having a low value of bass attenuation (see Table 1). The bass attenua- 
tion in Table 2 (1 db at specified minimimi frequencies) is based on o)L„/R^ = 1.94, 
resulting in fairly low core distortion. Still lower core distortion would be achieved 
by increasing the inductance and hence, incidentally, decreasing the bass attenuation. 

The other important secondary effect resulting from a finite value of inductance 
is the phase angle of the load presented to the output valve(s). If the value of 
inductance from Table 2 is used for bass response down I db at a specified frequency, 
the phase angle of the load presented to the output valves will be between 45° and 90° 
for a triode either without feedback or with negative voltage feedback. This will 
cause a pronounced elliptical load-line, normally resulting in severe valve distortion 
at this frequency, at full power output. 

If R ^ in Table 2 is taken as being equal to R^, the maximum phase angle Of the load 
will be less than 28° for bass response 1 db down at the specified frequencies. If 
the factor 0.67, for bass response down 2 db, is applied to Table 2, the maximum 
phase angle of the load will be less than 38°. If the factor 2.0, for bass response 
down about 0.5 db, is applied to Table 2, the maximimi phase angle of the load will 
be about 15°. This appears to be a reasonable value for good fidelity. 

Table 2 may therefore be used as a general guide to the choice of inductance values 
where more exact calculations are not required — see below. 

Summary of general application of Table 2 

To give low core distortion, nearly constant output voltage and a total load im- 
pedance effective on the valve which is not too reactive : — 

1. Take = S^. 

2. Apply Table 2 as printed for ordinary use. 

3. Multiply inductance values by a factor of 2 for good fidelity. 

4. The specified frequencies in Table 2 are to be interpreted as the minimum 
frequencies of operation for the transformer. 
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Where the source impedance is high, the high frequency fall off is determined 
largely by and the winding capacitances as in the case of interstage transformers. 

Similar devices to that employed in the construction of interstage transformers can 
be used to extend the range of output transformers. The use of RADIOMETAL, 
specially annealed high silicon content steel (such as SUPERSILCOR), and grain 
oriented steels, are all common in better quality output transformers (Refs. C14, 15). 

It is feasible to " build-out " a transformer into a half section filter and thus main- 
tain the impedance, viewed either by the source or the load, constant over a wide 
frequency range. In addition the phase angle variation is reduced towards the ex- 
tremes of the range. This reduces distortion and maintains full power output to a 
greater degree than otherwise possible. 

This idea can be applied to interstage transformers and output transformers quite 
successfiilly (Refs, C19, C20). Even large modulation transformers and class B 
driver transformers for broadcast equipment have provided improved performance 
when treated in this way (Refs. C16, 17, 18). 

In radio receivers and record players advantage can be taken of tliis " building- 
out " procedure, to limit the high frequency response to any given point, say 6000 c/s, 
with rapid attenuation thereafter. This usually involves only one extra component ; 
a condenser across the secondary winding of the output transformer. This is qtiite 
an effective " top " limit, more so than the normal tone control. The output trans- 
former is designed to have the necessary amount of leakage inductance for the net- 
work to function as intended. 

The winding resistances are not of major importance in interstage transformers, 
but assume greater significance in output transformers. An appreciable amount of 
power may be lost imless the resistances of both primary and secondary are kept to 
reasonable proportions. In the normal good quality transformer the total resistance 
reflected into the primary side is approximately double the measured d.c. resistance 
of the primary. The total winding resistance (referred to the primary) will vary be- 
tween 10 and 20 per cent of the load resistance, which means an insertion copper loss 
of 0.5 to 1 db. This extra resistance must be considered when choosing the turns 
ratio to reflect the correct load (see Eqn. 2, Sect. 2), otherwise an impedance error 
of 10 to 20 percent will occur. Core losses v/ill not materially affect the calculation 
as these losses do not reach their maximum except at full power at the lowest audio 
frequency of interest. 

Distortion in output transformers 

When a transformer has its primary connected to an audio frequency source of 
zero impedance, the waveform of the voltage on the secondary will be the same as 
that of the source — in other words there is no distortion. 

When a transformer is connected in the plate Circuit of a valve, the latter is equiva- 
lent to a resistance in series with the source and the transformer primary. If the 
secondary of the transformer is also loaded by a resistance Ri, this is equivalent (as 
regards its effect on distortion) to a total primary series resistance R, 

1 1 1 
where -5— = + ^iTTirrTXr^ 

Ni = primary turns 
and = secondary turns. 

In the following treatment the symbol R is used to indicate the total effective primary 
series resistance, whether it is caused by rj, alone or by a combination of this and 
secondary loading. 

The resistance R in series with the primary causes a voltage drop proportional to 
the current flowing through it, which is the magnetizing current. Now the form of 
the magnetizing current is far from being sine-wave, since it is distorted by the non- 
linear B-H characteristic of the core material. 

This distorted current waveform has no bad effect when R is zero, but results in 
distortion of the voltage waveform which becomes progressively greater as R is in- 
creased, for any one fixed value of B^ax- 
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The resulting harmonic distortion with silicon steel has been calculated by Dr. N. 
Partridge, and his results are embodied in the formula which follows (Refs. C24, C25, 
C26, C27). 



V, 



This formula can be modified to include the core stacking factor, 
inch units instead of centimetres. It then becomes 



where 



V 4Z// 



(8) 

90%, and to use 



N'Af 

the harmonic voltage appearing across the primary, 
the fundamental voltage across the primary, 
the distortion coefficient of the magnetic material, 
the length of the magnetic path, 
number of primary turns, 

resistance (or equivalent resistance) in series with the primary, (refer 
under eqn. 4, Sect. 3), 
cross-sectional area of core, 
^ frequency of fundamental in cycles per second, 
impedance of primary at fundamental frequency 2-nfL 
inductance of primary in henrys at chosen flux density. 
In most cases the final term (I — R JiZ,) can be omitted with a further simpli- 
fication. 

The right hand side of this equation gives the value of the fractional harmonic dis- 
tortion ; the percentage harmonic distortion may be obtained by multiplying this 
value by iOO. The formula holds only for values of R/Z, between 0 and 1 ; this 
limits its application to output circuits having a maximum attenuation of 3 db. 



and 



I 

N 

Ra = 

A 
f 
Z, 
L 




Fig. "S.ISC. The distortion coefficient of Silcor 2 as a function of B (Ref. C25). 

Values of 5„ for Silcor 2 can be obtained from Fig. 5.13C. Similarly Fig. 5.13D 
can be used to determine the permeability of Silcor 2 and hence the inductance of the 
primary from the formula 

L = j^Q^henrys (10) 

where ix = permeability at operating flux density 
and core stacking factor is 90%. 
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0 10 
FIG. 5.I3D 



Peak Flux Density (fin«i per 19. in.) 



70 



Fig. 5.13D. Variation of permeability with B at 50 c/s of Silcor 2 laminations, 
0.014 in. thick (Ref. C25).' 

Both of these figures have been adapted from those published by Partridge CRef 
C25). 6 V . • 

An example is quoted to demonstrate the use of these formulae. 
Determine the transformer distortion produced when a pair of KT66 valves (very 
similar to type 6L§-G) connected as triodes are operated in conjunction with a trans- 
fornjer having the following characteristics. 
Lowest frequency of operation 
Maximimi flux density 

Core stack of M.E.A. 78 Pattern lams. Silcor 2 
(Refer to Sect. 5 and also Fig. 5.18C for lamination data) 
Operating conditions of KT66 valves 
Plate voltage 

Plate resistance (per valve) 
Load resistance (total) 
Power output 

1st step. Calculate primary voltage 

E = VWR = Vrr>O0000'= 374 V. 
2nd step. Calculate primary turns 
£ X 10 



50 c/s. 

40 000 lines/sq. in. 
2 ins. 



400 volts 
1450 ohms 
10 000 ohms 
14 watts 



N --= 



3rd step. 
4th step. 



4 X JliA '^^^^°^'"S 90% core stacking factor) 

374 X 10" 

' 4 X 50 X 4 X 10^ X 1.25^rT ^ 

Determine /u, from Fig. 5.13D 
^ 4300. 

Calculate 2/ (sa 2-n fV) 
2TTf N'' Ail 



lOH 

X w X 50 X 2.8 



X L87 X 1.87 X 10« X 1.25 x 2 x 4300 



10» X 7.5 

= 45 300 ohms. 

5th step. Calculate (parallel resistance of plate and load resistance) 
(r„ + R,,) Rl , ^ c ,^ 

assuming R]y = 400 ohms 
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(2900 + 400) 10 000 
then R, = ' = 2480 ohms. 

6th step. Calculate 1 - («^/4Z,) 

1 - (RJiZf) = 1 - (2480/4 X 45 300) = 0.986. 
Thus this factor can be neglected without serious error. 
7th step. Determine 5^, from Fig. 5,13C 

S„ = 60. 

8th step. Calculate fractional distortion 

JjL 5.54 SfjlR^ 5.54 x 60 x 7.5 x 2480 

Vf ~ N'Af ~ 1.87 X 1.87 X 10" X 2.5 X 50 
= .014. 

Thus percentage distortion is .014 x 100 or 1.4%. 

Note : High fidelity output transformers may be designed with distortion less than 
0.05% at maximum power output at 50 c/s. 

The value of the distortion coefficient Sfj is constant for any given material opera- 
ting at any one value of i?„„^. The value of Sjj will be different for each harmonic, 
but its value for the third harmonic (S,) is very close to the r.m.s. sxmi of all harmonics 
(S,m>) when there is no direct current component. 

It will be noticed that the curve in Fig.5.13Creaches a minimum at about = 
10 000 lines /sq. in., and that the distortion coefficient rises at both lower and higher 
values of B„,a^, although the lower rise is only slight. Actually the lower part of the 
curve (below the knee) drops away rapidly and eventually reaches zero at B„„, = 0. 
Some alloy core materials have appreciable values of the distortion coefficient even 
when approaching B„„j, = 0 (Ref. C9). 

When there is a direct polarizing fieldj even as well as odd harmonic distortion are 
both evident. Under these conditions, below 65 000 lines/sq. in., the r.m.s. sum of 
the second and third harmonic currents 3 approximates to the r.m.s. sum of all 
the harmonic ciurrents. 

It will be seen from tliis analysis that it is desirable to use a low impedance source, 
(e.g., triodes), and a high inductance primary for best results at low frequencies. 

Distortion at high frequencies 

At high frequencies distortion is produced, apart from normal valve distortion 
due to non-linearity of characteristics, by the leakage inductance and winding capacit- 
ances which change the magnitude and phase angle of the load impedance. 

The load on the secondary, if a loudspeaker, also complicates this trouble. Here 
again, a low impedance source is desirable ; a high impedance source will accentuate 
the distortion due to this effect. With Class B amplifiers, it is essential that the leak- 
age inductance between each half of the primary be as small as possible, otherwise 
there will not be proper cancellation of even order harmonics, and higher order har- 
monics will be generated (Ref. C23). A static shield between primary and secondary 
will prevent any stray even harmonics being fed into the secondary by capacitive 
coupling. This shield will alter the winding capacitances and increase the leakage 
inductance, hence it must be employed judiciously. 

In Class B output transformers, high leakage inductance and winding capacitances 
cause distortion and decrease in power output. To a considerable degree, these 
remarks on distortion at high frequencies also apply to Class AB transformers. 

(iv) Designing for low leakage inductance* 

Assuming that the turns and winding dimensions are kept constant, leakage in- 
ductance can be progressively reduced by interleaving the winding structure until 
the limit is reached when 

a/3N' < c (11) 
where a = total thickness of all winding sections 

N = number of leakage flux areas 
and c — thickness of each insulation section. 



•This treatment follows Crowhurst, N. H. (Ref. C28). 
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fJrnr T? ^ , U 1 f insulation between the sections is the limiting 
factor. Fig. 5.13E shows that the largest value ofN' for a given number of sections 
IS achieved when there ,s a half section at the end of each winding structure ^ 
though series connecnons are shown, similar results can be obtained by paralleling 

•" """.h paralleled section must be equal. An 
example of the use of Fig, 



the sections. 
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FIG. S. I3E 

Fig. 5.13E. Table of winding arrangements 
(Ref. C28). 



5.13H to 

determine leakage inductance follows : 

A push-pull output transformer is 
to be wound on a former 1.875 inches 
long and have a winding height of 0.4 
inch, allowing for clearance. The 
mean length of turn is 9.5 inches. The 
primary and secondary turns are 2700 
and 120 respectively. Insulation be- 
tween sections is 0.015 inch. Assuming 
the seventh winding arrangement in 
left hand column of Fig. 5.13E, it is 
required to determine the leakage 
inductance between the whole primary 
and secondary. The total primary 
winding height is 0.24 inch and the 
total secondary winding height is 
0.16 inch. 



a = 0.4 inch. 



= 16. 



Referring to Fig. 5.13H, intercepts 
of a and give 0.008. 



Adding 



0.015 gives 0.023. 
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LEAKAGE INDUCTANCE 

MICROHENRIES MIUIHENRIES 




INCHES 




8 z 

4 3 



FIG. 5. I3H 



Pig. 5.13H. Leakage inductance chart {Ref. C28). 



Intercepts with the mean length of turn, 9.5 inches and winding width, h, of 1.875 
inches gives a vertical of 0.012. 

Assuming 270 turns, leakage inductance = 0.14 millihenry, or 14 millihenrys for 
2700 turns. 

(v) Winding capacitance* 

This information assists in computing the various winding capacitances of multi- 
layer windings used in the construction of audio-frequency transformers, chokes and 
other equipment. They apply to windings in which turns are woimd on layer by 
layer, either interleaved or random wound, so that the P.D. between adjacent turns 
belonging to consecutive layers wiU be much greater than that between adjacent turns 



•Reprint of an article by Crowhurst, N. H., in Electronic Eng. (Rcf. C29). 
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in the same layer. The capacitance effect between adjacent turns in the same layer 
is neglected, only that between layers being considered. Capacitance between wind- 
ing and core, and electrostatic screens, if used, must also receive attention. 

Fig. 5.13J illustrates a cross section of a piece of winding in which layer inter- 
leaving is used. It is seen that the dielectric between adjacent conductors in consecu- 
tive layers is complex both in shape and material. The turns on the top layer shown 
fall so that each turn drops in the space between two turns on the second layer, corru- 
gating the interleaving material with a slight resulting increase in capacitance com- 
pared with that between the middle and bottom layers shown. Due to the spiral 
form of each layer, the position of turns in consecutive layers to one another will 
change at different points round the direction of winding, thus the capacitance be- 
tween any pair of layers will automatically take up the average value. The composite 
dielectric is made up of conductor insulation, most conunonly enamel, interleaving 
material and the triangtilar shaped spaces left between adjacent rums and the inter- 
leaving material. These spaces will be filled with dry air if the windings are dried 
out and hermetically sealed, or with impregnating compoimd if the windings are 
vacuum impregnated. The latter procedure will give rise to a somewhat higher 
capacitance. 



Copper Contluctori Cnamcl 




toyer Interleaving FiG. S.OJ FtcS.OK 

Pig. 5.13J. Section through layer Pig. 5.13K. Effective capacitance 

interleaved winding (Ref. C29). of a pair of layers (Ref. C29). 



In practice the major controlling factor determining the total capacitance between 
two adjacent layers of winding is the thickness of the interleaving material, thus dis- 
tributed capacitance may conveniently be estimated in terms of the thickness of inter- 
leaving material, giving this material a value of dielectric constant empirically ob- 
tained, allowing for the average effect of the other dielectrics in the composite arrange- 
ment. 

Effective layer to layer capacitance 

Take a winding having only two adjacent layers, its turns distributed imiformly 
throughout the two layers as shown in section at Fig. 5.13K. Consider an element 
dx at a distance x from the end of the winding where the conductor steps up from one 
layer to the other. In the complete winding the elemental capacitance due to the 
section dx vnU be transformed so that it can be represented as an equivalent value 
across the whole winding. If the length of the whole layer is / and the capacitance 
per unit layer length C, then the effective capacitance of the element referred to the 
whole winding will be (.x/l) 'G.dx. The capacitance due to the whole winding will be 

1 

{xjiyc.dx = - I.e. 

Jo 3 

Thus the effective capacitance of such a two-layer winding is one-third of the capacit- 
ance between two layers measured when their far ends are unconnected. 

Take now a winding consisting of n whole layers : there will be (« — 1) adjacent 
pairs of layers throughout the winding and the effective capacitance of each pair of 
layers, referred to the whole winding, will be a capacitance of (2/«)- times their capadt- 
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ance referred to the high potential eno and considered as a pair. Thus the capacit- 
ance of n whole layers referred to the whole winding becomes 

3 

For large values of n the capacitance becomes inversely proportional to the number 
of layers. Fig. 5.13Q illustrates a typical winding shape together with the dimensions 
as used in the related diagrams. The capacitance per layer, given in the foregoing 
formula as CI, is proportional to the product of the length per mean tiu:n L„,j and the 
length of layer Z,„. 
Vertical sectionalizing 

It is sometimes of advantage to sectionalize the winding as shown at Fig. 5.13Lj 
each vertical space being filled completely before proceeding to fall the next one. 




Fig. 5.13L.- Sectionalizing to 
reduce capacitance {Ref. C29). 



Although physically the winding will have the same overall cross-sectional dimensions 
its self-capacitance will be equivalent to that of a winding having 1 /N X layer length 
and N X n layers, where A' is the number of vertical sections. The distributed 
capacitance of the winding due to such sectionalizing thus is reduced by the factor 
l/N'. Note that this rule applies only to referred interlayer capacitance and does not 
apply to capacitance between the top and bottom of the winding and adjacent wind- 
ings or screens. The various reduction factors for vertical sectionalizing are given 
in Table 4. 

TABLE 4 



Number of 
vertical 
sections 



Distributed 
capacitance 
component 



1 

0.25 
0.111 

0.0625 
0.04 
0.0278 
0* 



Winding to screen capacitance arrangement as 
Figure 5.13M 



(a) One side 
earthy 



1 

0.75 

0.704 

0.6875 

0.68 

0.676 

0.667 



(a) Centre point 
earthy 



0.5 

0.25 

0.185 

0.1875 

0.168 

0.176 

0.167 



(b) One side 
earthy 



0 

0.125 

0.185 

0.219 

0.24 

0.255 

0.333 



*The method of winding is here changed so that for the piu-poses of this column, 
the dimensions Z.„ and r„ will change places. 

Effect of mixing windings 

In the design of a transformer it is often necessary to mix the primary and secondary 
windings in order to reduce leakage inductance. This arrangement will generally 
be a disadvantage as regards minimizing winding capacitance, since it exposes greater 
siurface area of winding in proximity to either the other winding or an earthed screen. 
If the ratio of the transformer is fairly high, then from the high impedance winding 
the whole of the low impedance winding appears at common audio potential, usually 
earthy. But if the ratio of the transformer is not very high, capacitance between 
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points at differing audio potentials in the two windings may have serious effects, and 
it is generally best to arrange the windings so as to avoid such capacitance. 

Fig. 5.13N shows a cross-section suitable for an inter-valve transformer designed 
to operate two valves in push-pull from a single valve on the primary side. The H.T. 
end of the primary is earthy and is therefore diagrammatically earthed. The high 
potential end of the primary is adjacent to the earthy end of one of the half secondaries 
so that the capacitance between windings at this point is effectively from anode to 
earth. The two high potential ends of the secondary are remote from the primary 
and so minimize the possibility of unbalanced capacitance transfer from primary to 
one half secondary. 



/ / 



I I 



r 



Half Secondary 



Half Secondary 



-Grid 

"1 



-ir FIG. 5.I3N 

FIG. S.HM 

Fig. 5.13M. Arrangements using vertical sectionalizing. See Table 1 (Ref. C29). 
Fig. 5.13N. Push-pull secondary intervalve transformer secondary arrangements 

{Ref. C29). 

Another problem which often arises is in the design of push-pull output trans- 
formers, particularly for Class AB or Class B circuits, where it is essential that each 
half of the primary be well coupled to the whole secondary. From the viewpoint 
of leakage inductance and winding resistance, it is unimportant whether the secondary 
sections are connected in series or parallel. Fig. 5.13P illustrates three arrangements 
for a transformer of this type, each of which may be best suited under different cir- 
cumstances. At (a) is an arrangement which gives minimum primary capacitance, 
but suffers from the defect that leakage inductance and winding resistance are imequal 
for the two primary halves. For Class A operation using valves requiring an optimum 
load of high impedance tliis arrangement is sometimes the best. At (b) is an arrange- 
ment intended to equalize winding resistance and leakage inductance from each half- 
primary to the whole secondary as well as primary self-capacitance. This arrange- 
ment is particularly suited to circuits employing low loading Class AB or Class B 
operation. The alternative arrangement shown at (c) results in a slightly lower re- 
ferred capacitance across one half only of the primary. In general this unbalance is 
not desirable, but if leakage inductance is adequately low, the coupling between all 
the windings may be so good that the reduction in capacitance may be apparent across 
the whole primary. 



'-3 



(a) 



Af>ode-«- 



LI 



(0 

FIG. S.I3P 

Fig. 5.13P, Arrangements for push-pull output transformer (Ref. C29). 
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WINDING 
t SCREEN 
ARRANGEMENT 
( CONNECTION 



CAPACITANCE 
FACTOR 



r 



r 



I 



n 



I 



1 



I 



One 
forchy 



Centre 
point 
earthy 



y 



WINDING 
t SCREEN 
ARRANGEMENT 
t CONNECTION 



CAPACITANCE 
FACTOR 



1 



I 



1 



One 
iid« 



Ontre 
point 
•or thy 



I 



m 



m 



Table 5 gives a pictorial representation of various ways in which high impedance 
windings may be arranged in relation to earthy points shown as screens. The table 
is equally appUcable if these points are earthy low impedance windings. The capacit- 
ance factors for alternative connexions ot 
the windings, with either one side or the 
centre point at earth potential, are given 
relative to the average capacitance between 
one end layer of the winding and one 
screen. The two arrangements marked 
with an asterisk indicate that it is neces- 
sary to reverse the direction of winding in 
order tc achieve the capacitance factor 
shown. 






Random winding 

In what is known as random winding, no 
interleaving material is used. For ideal 



Fig- 
figures 



5 13Q. Dimensions used in 
5.13R, 5.13S, 5.13T, 5.13U 
(Ref. C29). 
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DlELECTRiC THICKNESS MILS NUMBER OF LAYERS 
2 34 66 10 20 30 20 I08«4 




Eoa 

*0< 





2 3 4 6 8 10 
LENGTH OF MEAN TURN L„t INCHES 
DIELECTRIC CONSTANT K 



5 6 

TURNS 



Fig 5 13R and 5.13S. Far distributed capacitance due to layer winding (Ref C29) 
Refer length of winding L,,, on their respective scales, to intercept at A then along the 
horizontal reference lines to intercept with the thickness of dielectric material T, 
r-' • ^"'f '■f'"' slanting reference lines to intercept with the 

empirically determined value of dielectric constant k, at C, then along the horizontal 
reference lines to the unity reference vertical at D. From this point refer down the 
slanting reference lines to intercept with the number of layers n. at E\ whence the 
referred capacitance is read off on the scale at the right. 

For interwinding, or winding to screen capacitance : As above, for the winding 
dimensions and dielectric thickness to a point corresponding to D, whence, for winding 
^ to screen capacitance, or inter- 

winding capacitance when the 
other winding is all at low poten- 
tial, refer down the slanting re- 
ference lines to intercept with the 
section capacitance factor ob- 
tained from Table 4. For inter- 
winding capacitance where there 
ts appreciable potential in the 
adjacent portions of both wind- 
ings, individual attention will 
be necessary for each interwinding 
space, and the turns factor scale 
will assist here. 
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random winding the layers should be built up so that at all times during winding the 
top surface is level. Failure to do this will not greatly aflfect the self-capacitance, 
but will result in increased danger of breakdown due to electrical or mechanical 
stresses. As the number of layers is always large, it is convenient to reduce the cal- 
culation to simple terms of the winding dimensions. 

The essential variables are : length of winding Z-„, length of mean turn L„„ 
winding thickness r„ (see Fig. 5.13Q), and number of turns, T. Considering variation 
of each of these quantities in turn, the others being taken as constant : variation 
of L„ will vary the referred capacitance per layer as before, and additionally the 
effective number of layers will vary inversely as L„* ; variation of L„„ simply varies the 



LENGTH OF MEAN TURN L„t INCHES TURNS 
I 2 3 4 « B 10 20 lo' 




03 -0* -O* -08 CM OJ M 0-4 O* M I 
WINDING THICKNESS T, INCHES 

no. 5. 



Lmt Turni 
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0 








''TU 



riO. 5.150 



Fig. 5.13T and 5.13U {Ref. C29). 
For distributed capacitance due to 
random winding. Refer length of tuind- 
ing /.„, and length of mean turn L„„ 
on their respective scales, to intercept at 
A then along the horizontal reference 
lines to intercept with the vertical line 
for thickness of winding T^, at B. 
From here refer up the slanting reference 
lines to the right-hand edge of the data 
sheet, and then back along the horizontal 
lines to intercept with the vertical 
lines for the number of turns at C 
from which referred capacitance ts read 
off along the slanting lines at C„. 



R.D.H. — 8 
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layer size, as before ; variation of both r„ and T varies the number of layers in direct 
proportion to r„i or T. Thus the whole expression for variation of capacitance can 
be' written, 

c„ cc J, i j-j. 

Figures 5.13T and 5.13U are based on this relation and empirical values obtained 
from average results with random windings. 
Example 1 

A push-pull output transformer is arranged as at Fig. 5.13N : primary winding 
has a total of 12 layers, T ^ = 3, k ~ 2 : insulation between primary and screen, 
= 15, * = 5 ; main dimensions, L„ = 2 in., Z,„, = 8 in. 
Distributed capacitance, using Figs. 5.13R and 5.13S, L„ = 2 in., L„, = 8 in., 

= 3, k = 2 and n = 12, is = 240 /x^F. 
Capacitance from each primary to screen, substituting T ^ = 15, ^ = 5, is = 
1200 nixF. The capacitance factors for the arrangement of Fig. 5.13N are : (a) 0.25 ; 
(b) 0.5 ; (c) 0.375. Thus the total capacitance referred to the whole primary for each 
method of cotmexion is, 

(a) 300 M/^F + 240 ft/^F = 540 ,^fiF. 

(b) 600 /li/iF + 240 ^^nF = 840 ixfiF. 

(c) 450 ^i/nF -f 240 ^i|uF = 690 ^t^F. 
Example 2 

An intervalve transformer, to operate from push-pull to push-pull, uses a simple 
arrangement having both windings all in one section ; = 0.6 in, !.„, = 2.5 in, 
T„ (each winding) = 0.1 in. ; insulation between windings, T a, k = 3 ; Turns, 
4 000 c.t./12 000 c.t. 

Distributed capacitance, using Figs. 5.13T and 13U L„ — 0.6 in., L„, = 2.5 in., 
r„ = 0.1 in., r (primary) = 4 000, is Cp = 58 fi/xF. For secondary, r = 12 000, 
C„ = 34 ixiiF. 

Capacitance coupling between one-half primary and one-half secondary, using 
Figs. 5.13R and 13S, actual capacitance, = 0.6 in., L„, = 2.5 in., T ^ = 10, 
^ = 3, is = 100 /i/xF. Both windings wound in same direction, turns factor 
across this capacitance referred to whole primary is i + 11 = 2, so referred capacit- 
ance is 400 /i/iF. Windings wound opposite directions, turns factor referred to 
primary is 1^ — | = 1, so referred capacitance is reduced to 100 /i/u.F. Referring 
these two values to secondary, turns factors are 1/2 + 1/6 = 2/3 or 1/2 — 1/6 = 
1/3, giving capacitance values referred to whole secondary of 45 /i/xF or 11 /x/iF 
respectively. 

A complete analysis would need to consider leakage inductance between each prim- 
ary and each half secondary, and separate source and load impedances applied to each 
half. For this purpose, the primary and secondary shvmt capacitances across each 
half would be 116;i|U.F and 68 /j.(xF respectively, while the capacitance coupling would 
be 1,600 ixiiV or 400 (xjiV referred to half primary. The secondary shunt capacit- 
ances referred to the half primaries would be 610 /x/^F- 
Example 3 

A direct coupled inter-valve transformer is arranged as at Fig. 5.13M : Z,„ = 1.5 
in., L„, = 6 in., T ^ = 20, k = I (air spaced) ; (each whole winding) = 0.2 in. ; 
Turns 4 000/12 000 c.t. 

Distributed capacitance, using Figures 5.1 3T and5.13U, Z-„ = 1.5in., Z,„4 = 6 in., 
r„ = 0.2 in., r (primary) = 4 000, gives C„ = 400 ^;aF. Secondary, T = 12 000 
gives = 225 /x/iF (or 450 /xfxF per half secondary). 

Interwinding capacitance, using Figs. 5.13R and 5.13S, actual capacitance, L„ = 
1.5 in., L„( = 6 in., = 20, k = 1, give RC^ just over 90 /xfiF say 100 /x^iF. 

Vertical sectionalizing will reduce the distributed component in each case, but 
will also vary the interwinding capacitance. Using the information in Table 4 the 
results may be presented as in Table 6. 

In practice three sections for the primary and four or five sections for each half- 
secondary will be best, remembering capacitance reduction is more important in the 
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secondary. By making the earthy end of primary and secondary at opposite ends of 
the vertical groups, interwinding capacitance couphng effects are minimized. 

TABLE 6 





Primary capacitance 


Half secondary capacitance 


Number 


■ 


























of vertical 


Dis- 


Inter- 


Total 


Dis- 


Inter- 


Total 


sections 


tributed 


winding 




tributed 


winding 




1 


400 


100 


500 


450 




450 


2 


100 


75 


175 


112.5 


12.5 


125 


3 


44.4 


70.4 


115 


50 


18.5 


68.5 


4 


25 


69 


94 


28 


22 


50 


5 


16 


68 


84 


18 


24 


42 


6 








12.5 


25.5 
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(vi) Tests on output transformers 

Summary of R.M.A. Standard SE-106A (Sound systems) 

The distortion shall be measured with a zero-impedance source of voltage in 
series with a pure resistance Rj-q of value 0.4 (±5%) times the square of the standard 
distribution voltage, Vj.^, from which the tap is designed to work, divided by the 
manufacturer's rating, Wj.^^, for the power drawn by that tap at that distribution 
voltage : 

= (0.4 V^^yWrjfXl ± 0.05). 
Measurements shall be made at the lowest frequency of the rated frequency response 
or 100 c/s, whichever is the higher ; at 400 c/s and at 5000 c/s if within the rated 
frequency response. 

The power-handling capacity of a speaker matching transformer is the maximum 
r.m.s. power drawn by the transformer at which the specified distortion (which shall 
be not more than 2%) is not exceeded. The power drawn by the transformer, Wj; 
shall be determined by dividing the square of the actual voltage measured across the 
primary terminals, Vj.p, by the square of the standard distribution line voltage, Kj.^, 
from which the primary tap is designed to work, and mvJtiplying this quotient by the 
manufacturer's rating for the power, Wj-n, drawn by that tap at that distribution 
voltage : 

The rating shall be determined as follows : The power at the stated distortion at 
100 c/s shall be multiplied by 2. This figure shall be compared with the other meas- 
urements made at the other test frequencies, and the lowest power figure shall be taken 
as the power-handling capacity. In case the transformer is provided with more than 
one primary tap, the rating shall be given for the tap drawing the highest power at 
the rated distribution voltage. If there is more than one secondary tap, the power 
rating shall be given for the tap with the lowest measured power rating when properly 
terminated. 

If the transformer is to be used in a system employing emphasized bass, a trans- 
former must be chosen which has a rating higher than the nominal power to be handled 
in proportion to the bass emphasis employed. Likewise, transformers to handle 
organ music must have a rating at least four times the nominal power to be handled. 

The frequency response of a speaker matching transformer is the variation of 
output voltage as a fimction of frequency, with a constant source voltage in series 
with a known impedance coimected to the primary, expressed as a variation in db 
relative to the output voltage at 400 c/s. 

For measurement, the transformer shall be connected as for distortion measurement 
(see above). The frequency response shall be measiured using a constant source volt- 
age, which will deliver one-half rated input power, Wj^, to the transformer at 400 c/s 
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The loss of a speaker matching transformer is the inverse ratio of the power 
delivered by the secondary of the transformer to a pure resistance equivalent to the 
rated load impedance, to the power delivered by the same sotirce if the transformer is 
replaced by an ideal transformer of the same impedance ratio, expressed in db. For 
measurement, the transformer shall be connected as for distortion measurement (see 
above). 

The impedance presented by the ideal transformer to the sotirce shall be taken as 

The power delivered to the secondary load is (.Vj,g^/R.j-[) where Vj-g is the voltage 
across the load resistance Rj-^. 

The power delivered to the ideal transformer is (Vj-i^/Rj-i) where Vj-i is the voltage 
across the load resistance Rj-i. 

The loss is given then by 

Loss = 10 log^rjr— 

The loss shall be measured at 400 c/s and at a value of source voltage at which rated 
power is delivered to the ideal transformer. The loss shall not exceed 2 db (equival- 
ent to 63% minimum efficiency). 

(vii) Specifications for a-f transformers 

The following details are suggested for forming part of a specification for a trans- 
former. See also Ref. C32. 

In all cases, it is desirable to submit a circuit showing the transformer application 
when writing a specification. 

(1) Input transformers 

(a) Operating level ; this shotild be quoted in db above or below specified refer- 
ence level, usually 1 milliwatt. 

(b) Frequency response with permissible variation in db from a reference fre- 
quency, generally 1000 c/s. 

Conditions of measurement must be specified — usually normal operating 
conditions. 

(c) Impedance ratio or turns ratio. 

(d) Positions of any taps should be stated. 

(e) Source and source impedance. 

(f) Load and load impedance. This may be the grid of a following amplifier 
valve. The secondary vrauding may also be shunted by a frequency-correcting 
network ; if so, full details should be given. 

(g) Total r.m.s. harmonic distortion ; this should be measured at max. output 
at the lowest frequency of interest. 

(h) Minimum resonant frequency. 

(i) Insertion loss in db — frequently quoted at 400 c/s. 

(j) Permissible phase characteristics at lowest and highest frequencies of interest. 

(k) Direct currents in windings. 

(1) Magnetic and electrostatic shielding. 

(2) Interstage transformers 

In general, as for input transformers, with the addition that the type of valves used 
in the preceding stage, together with their operating conditions, should be specified. 
Where push-pull input is intended, the maximum out-of-balance current should be 
stated. 

(3) Output transformers 

As (2) above. Where multiple secondary windings are employed the power to be 
delivered to each should be stated. 
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SECTION 4 : MAGNETIC CIRCUIT THEORY 

(0 Fundamental magnetic relationships {ii) The magnetic circuit (iii) Magnetic 
units and conversion factors. 

(i) Fundamental magnetic relationships 

Just as we have an electrical circuit, so the core of a transformer can be regarded as 
a magnetic circuit through which a flux passes, its value depending on the magneto- 
motive force producing it and on the nature of the magnetic circuit. These are 
related by an equation resembling Ohm's Law for electrical circuits : 

F = ^« or = F/R or R = F/<i> (1) 
where F = magnetomotive force (m.m.f.) in gilberts (c.g.s. electromagnetic units) 
analogous to electromotive force (e.m.f.) in electrical circuits, 
<^ = total flux = the total number of lines of flux (or maxweiis ; 1 maxwell 
1 line of flux), 

R — reluctance (equivalent to resistance in electrical circuits). The c.g.s. 
electromagnetic unit of reluctance is the reluctance of 1 cubic centimetre 
of vacuum, which is very closely that of 1 cubic centimetre of air. 
Reluctances are combined in series or parallel like resistances ; when in 
series they are added. 
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Fig. 5.14. Typical magnetic circuit 
with iron core and air-gap. 
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A typical magnetic circuit is shown in Fig. 5.14 where we have the greater part of 
the magnetic circuit through iron, and a short length (the air gap) through air. In 
this case the total reluctance is the sum of the reluctances of the iron-circuit and the 
air gap. The flux <!> is caused by N turns of wire carrying a current / amperes and 
producing a magnetomotive force given by 

F = (i-n/10) Nlf^ 1.257 N I (2) 
where F = magnetomotive force in gilberts, 

N = number of turns, 
and / = current in amperes. 

Thus 1 ampere turn ^ 1.257 gilberts. (3) 
Instead of considering the total flux, it is often more convenient to speak of the 
flux density, that is the number of lines (maxwells), per square inch or per square 
centimetre (eg s. electromagnetic imit = 1 gauss = 1 maxwell per square centimetre). 
The symbol for flux density is B. Thus 

<l> = BA (4) 
where <A = total flux, 

B = flux density, either in lines per square inch or in gauss (maxwells per 
square centimetre), 

and A = cross sectional area ©j- magnetic path (practically equal to the cross 
sectional area of the core in the iron section), in square inches or square 
centimetres respectively. 
The magnetizing force (also known as the magnetic potential gradient or the 

magnetic field intensity) is defined as the magnetomotive force per unit length of 

path : 
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(5) 



(6) 




H = F/l 

where H — magnetizing force in oersteds (or gilberts/centimetre), 

F = magnetomotive force in gilberts, 
and / = length of path in centimetres. 

Alternatively, if F is expressed in ampere-turns, H may be expressed in ampere- 
turns per inch or per centimetre. 

The permeability ( ^) is defined by the relationship ; 
M = B/H 

where B = flux density in gauss (maxwells per square centimetre), 

M = permeability*, 
and H = magnetizing force in oersteds. 
In air, H is numerically equal to the flux density {B). 

Permeability is the equivalent of conductivity in 
electrical circuits. Permeability in iron cores is not 
constant, but varies when the flux is varied. The 
relationship between B, H and ix is shown by the 
" BH characteristics " of the iron, as shown for 
example in Fig. 5.15. The value of at any point 
is the value of B divided by the value of H at that 
point. 

For example, the permeability at point C is equal 
to OE/OD, where OE represents the flux density at 
point C, and OD represents the magnetizing force 
at point C. The permeability is therefore the slope 
of the line OC. A curve may be drawn indicating 
the value of pi for any value of H, and this ciu-ve may 
be plotted on the same graph with, of course, the 
addition of a scale (dashed curve in Fig. 5.15). 

The incremental permeability is the permeability when an alternating magnetiz- 
ing force is superimposed on a direct magnetizing force. 

The initial permeability is the permeability 
at values of H approaching zero. 

The hysteresis loop of a typical magnetic 
material is shown in Fig. 5.16. When the 
magnetizing force increases from zero (demagnet- 
ized condition) to the positive peak, the B-H 
characteristic is followed from O to A, where A 
represents the maximum (peak) values of H and 
B. As the value of H decreases to zero and then 
increases in the opposite direction, the path 
followed is along the curve ACDE, where E is 
the negative equivalent to A, occurring half a 
cycle later than A. From E, the path followed 
is along the curve EFGAt. The area of the 
curve ACDEFGA represents power loss, known 
as hysteresis loss, in the magnetic material. 

Point C is the value of B for zero magnetizing 
force (i.e., H = 0) and it represents the residual 
Hysteresis loop of a magnetism ; this value of B is called the 
material. remanence, or remanent flux densityj. 



H-MACNETIZtNG FORCE 

(GILBERTS PER INCH, OR . 
AMPERE -TURKS PCH INCH) 



Fig. 5.15. BH characteristics 
of a typical transformer steel. 
The dashed curve is the per- 
meability )x where — B/H. 
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Fig. 5.16. 

typical magnetic 



♦Strictly speaking, /a is measured in gauss per oersted, but it is common practice in engineering work 
to speak of the permeability as a pure number which is the ratio between and fJ-o where fJ-o is the 
permeability of vacuum, and has a value of unity. 

tActually this " cyclic condition " is not reached until after a number of cycles have occurred. In 
the early cycles the position of A falls slightly each cycle. 

^This strictly applies only to the initial cycle ; the term residual flux density is used for symmetrical 
cyclically magnetized conditions. The latter term is also sometimes used when it is not desired to 
distinguish between the initial and cyclic conditions. 
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Point D is that at which the apphed negative magnetizing force brings the value of the 
residual magnetism to zero. 

The length OC 19 called the coercive force (strictly this applies only for symmetrical 
cyclically magnetized conditions). 

The average permeability is the slope of the straight line EOA (shown dashed 
in Fig. 5.16). 

The locus of the extremities (A or E) of the normal hysteresis loops of a material 
is called its normal magnetization curve ; this is the same as the B-H curve of 
Fig. 5.15. 

When alternating current is passed through the winding, the iron will pass through 
the hysteresis curve ACDEFGA (Fig. 5.16) each cycle. The maximum value of H 
is called H„,„,, and the corresponding value of B is called B„ax> the curve beingnorm- 
ally symmetrical in the positive and negative directions in the absence of a direct 
current component. 

When dealing with alternating currents, it is usual to quote ampere-turns per inch 
in r.m.s. values ; the corresponding values of flux density may be quoted either in 
terms of B or B„ax- It is obvious that = v'^H, but B„„i is normally greater 

than V2S. 

(ii) The magnetic circuit 

A typical magnetic circuit is shown in Fig. 5.14. Certain assumptions are gener- 
ally made for simple theoretical treatment, including — 

1 . That the flux confines itself entirely to the iron over the whole length of the iron 
path (in practice there is always some leakage flux, which is more serious when there 
is an air gap). 

2. That the flux is uniformly distributed over the cross-sectional area of the iron. 
In Fig. 5.14 we therefore have : 

Total magnetomotive force F 1 .26 NI from (2) 

Total reluctance R = i?,y„„ + jR„,> 

where Rir<,„ = reluctance of iron path 
and = reluctance of air path. 

Total flux '!> = P/R = F/(Rircn + Rair) from (1). 
The reluctance of the air gap is given by 

Ratr = P/j- = Hl/BA - kl/A (7) 
where / = length of air gap, 

A = equivalent area of air gap, allowing for " fringing " 
(a + l)(b + /) 
and a, b = actual dimensions of pole faces. 
Values of k are given by the table below : 



H 
B 

I 

A 
k 



oersteds 
gauss 

centimetres 
sq. centimetres 
1 



ampere turns/cm 
gauss 

centimetres 
sq. centimetres 
0.796 



ampere turns /inch 
lines/sq. inch 
inches 

square inches 
0.313 



The reluctance of the iron path is not constant, so that the best approach is graphical. 

The magnetic potential difference (C/) is the equivalent of potential difference 
in electrical circuits. The sum of the potential differences arovmd any magnetic 
circuit is equal to the applied magnetomotive force. 

Applying this to Fig. 5.14, 

F = Utron + U.ir (8) 
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where F = total magnetomotive force, 

U,r„„ = magnetic potential difference along the whole length of iron, 
and U^ir = magnetic potential difference across the iir gap. 




L|— MAGNETIC POTENTIAL DIFFERENCE 
L— MAGNETOMOTIVE FORCE 
FIG. 5-17 



Pig. 5.17. Total flux versm magnetic 
potential difference, with air loadline. 



This is applied in Fig. 5.17 where OM represents the applied magnetomotive 
force (/* «^ 1 .26 NI), and the curve shows the total flux (i^) plotted against F for 
iron only. The shape of the curve is the same as that of the B-H characteristic of 
Fig. 5.15, but the vertical scale <l> = Ba, and the horizontal scale F = IH. 

The " loadline " through M represents the effect of the air-gap ; it follows the 
equation 

U = F - <l>Rair (9) 

and its slope is — (l/Koj,). The intersection of the " loadline" and the curve at 
point P gives the operating point. Therefore ON represents the magnetic potential 
difference along the iron path, while NiM represents the magnetip potential difference 
across the air gap. 

It will thus be seen that variation of the air gap merely changes the slope of the 
" loadline " PM and moves point P, without changing the base line OiVI. 

In order to be more generally applicable, the scales of Fig. 5.17 may be changed — 
vertical scale : from <l> to B (Note ^ = Ba) 

horizontal scale : from F to H (Note F = IH) 

from U to U /I (i.e., magnetic potential difference per inch) 

as in Fig. 5.18A. 



(iii) Magnetic units and 
conversion factors 

The basic units generally adopted 
are the c.g.s. electromagnetic units 
such as the gauss, the oersted and the- 
gilbert, with the centimetre as the 
unit of length. Practical units 
such as the lines per square inch and 
ampere-turns per inch are widely 
used in engineering design. More 
recently, the Giorgi M.K.S. system, 
with its webers and webers per 
square metre, has achieved consider- 
able popularity. The full range of 
these various systems of units is 
given in Chapter 38 Sect. 1. 

The following table of conversion 
factors will be helpful in converting 
from one system to another. 
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H= MAGNETIZING FORCE 
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Fig. 



5.18A. Flux density versus magnetizing 
force, with air loadline. 
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Magnetic Units — Conversion Factors 



Multiply 


by 


to obtain 


F in ampere-turns 


0.4* = 1.257 


F 


in gilberts 


F in gilbens 


1/0.477 = 0.796 


F 


in ampere-tiMs 


F in pragilberts* 


0.1 


F 


in gilberts 


F in gilberts 


10 


F 


in pragilberts* 


F in ampere-turns 


477 = 12.57 


F 


in pragilberts* 


F in pragilberts* 


1/477 = 0.0796 


F 


in ampere-timis 


H in ampere-turns /in. 


0.477/2.54 = 0.495 


H 


in oersteds 


H in oersteds 


2.54/0.477 = 2.02 

10-' 


H 


in ampere-tums/in. 


H in praoersteds* 


H 


in oersteds 


H in oersteds 


10^ 


H 


in praoersteds* 


H in ampere-turns /in. 


495 


H 


in praoersteds* 


H in praoersteds* 


0.00202 


H 


in ampere turns/in. 


B in maxwells/sq. in. 


1/6.45 = 0.155 


B 


in gauss 


B in gauss 

B in maxwells/sq. cm. 


^6.45 


B 


in maxwells/sq. in. 


B in webers/sq. metre* 


10* 


B 


in gauss 


B in gauSs 


10-* 


B 


in webers/sq, metre* 


B in maxwell/sq. in. 


10~*/6.45 = 0.155 X lO-" 


B 


in webers/sq. metre* 


B in webers/sq. metre* 


6.45 X 10* 


B 


in maxwells/sq. in. 


^ in maxwells 
it in lines of flux 


j-io-« 


i- 


in webers* 


4> in webers* 


10« 




in maxwells 



SECTION 5 . POWER TRANSFORMERS 

(i) General («) Core material and laminations Primary and secondary turns 

{iv) Currents in viindings (v) Temperature rise (vi} Typical design (vii) Speci- 
fications for power transformers. 

(i) General 

The general design principles of power transformers have been dealt with in detail 
elsewhere (Refs. Dl, D2, D3, D4) but an outline is given below of the design pro- 
cediure for small power transformers for use in radio and electronic equipment. For 
transformers of this kind, efficiencies ranging from 80 to 90 per cent are common. 
The ratio of copper to iron losses is usually about 2 to 1 . Winding capacitances have 
little effect on circuit operation and are usually neglected. For radio receivers it is 
common practice to provide some form of electrostatic screening between the primary 
and the other windings. This can be achieved in one of several ways (Ref. D5) : 

(a) By using a turn of shim copper or brass of full winding width between primary 
and secondary, taking care to insulate the ends to avoid a shorted turn. This shield 
is then earthed. 

(b) By winding the earthed low voltage filament between primary and secondary. 

(c) By winding the high voltage secondary in two separate halves, one on top of the 
other, over the primary. The innermost and outermost leads are joined and become 
the centre tap which is then earthed. The two leads from the middle of the winding 
then become the high tension outers, and are connected to the rectifier plates. In 
this way the capacitance from primary to secondary is made very small. It is im- 
portant in this method of construction to ensure that adequate insulation is used be- 
tween the two plate leads within the winding, as the whole of the potential difference 
of the high tension winding appears between them. 

With the normal method of construction the leakage inductance between either 
half of the secondary and the primary is unequal. In large transformers this becomes 



•M.K.S. unit : See Chapter 38 Sect. 1. 
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important and, to maintain balance, the primary is wound between the halves of the 
secondary or the latter are wound side by side over the primary. 

(ii) Core material and size 

Various grades of core material are available all differing in silicon content from 
0.25 to 4.5 per cent (Refs. D6, 7). They feature lower loss, increasing cost and 
brittleness with increase in silicon. Several manufacturers make somewhat similar 
grades and these are listed hereunder (Ref. D8). 

TRANSFORMER STEELS 

Silicon 

Content* M. and E.A. Baldwin Sankey Allegheny Armco 
4% Silcor 1 Quality 5 Super Stalloy Transf. C Trancor 2 
3i% Silcor 2 Quality 4 Stalloy Transf. D Trancor 1 

2}% Silcor 3 Quality 3B 42 Quality Electrical Spec. Elec. 
1% Silcor 4 Quality 1 Lohys Armatiu-e Armature 

*This applies exactly to Silcor (Magnetic and Elec. Alloys Ltd.). 

The core losses for the various Silcor grades measured at 50 c/s. with 0.014 inch 
sheet, at two different values of flux density are shown below. 

Watts lost per pound 
B^aj; Silcor 1 Silcor 2 Silcor 3 Silcor 4 

10 Kilogaus- 0.59 0.63 0.89 1,32 

13 Kilogauss 1,04 1.07 1.51 2.24 

It will be observed that for small changes in flux density the core loss varies as the 
square of the flux density. For radio power transformer work, core materials similar 
to Silcor 2 are commonly used. Measurements of losses can be made with a low 
power factor wattmeter, or by the three ammeter method. A system suitable for mass 
production testing has been described recently (Ref. D9). 

Cold rolled, grain oriented 2.7 per cent silicon steels are becoming of increasing 
importance. Typical trade names for this material are " Hipersil " and " Crystalloy " 
(Ref. 10). Flux densities in excess of 110 000 lines per square inch (17 kilogauss), 
can be employed without high core loss. Owing to low core losses at such high flux 
densities, the apphcation of this material to small transformers for electronic equip- 
ment is increasing. It can be used in strip form, being wound around the winding 
in one method of assembly. In another method, the strip core is sawn in half and the 
two halves clamped together around the winding. Either method results in a con- 
siderable saving in material and labour over the present method of puaching lamina- 
tions and hand stacking the winding with them. 

The most popular laminations in current use are the E and / " scrapless " variety 
(Refs. Dll, 12, 13, 14). These are so dimensioned that the / is punched from the 
window of the E thus avoiding wastage. The usual ratio of dimensions of these 
laminations are as follows : Window height 1, tongue 2, window width 3, /-length 6, 
magnetic path 12. 

Similar laminations are stamped by several different firms : 

Standard Lamination Sizes 
Pattern Number 



Tongue 


M.E.A. 


Baldwins 


Sankey 


Allegheny 


Chicago 


9/16 in. 


18 






EI-56 




1 


145 


392 




EI-625 


FOOO 


} 


35 


217 


70 


EI-75 


DOOO 


i 


147 






EI-11 


BOOO 


1 


29 


430 


111 


EI-12 


1000 


li 






158 


EI-112 


13000 


li 


78 


420 


133 


EI-125 


14000 


If 


152 


362 




EI-138 




li 


120 




149 


EI-13 





5.5 



(ii) CORE MATERIAL AND SIZE 



235 



Laminations for small power transformers are generally 0.014 inch thick ; thicker 
laminations up to 0.025 inch are occasionally used, but result in increased losses and 
shortened lamination die life. 

To determine the core size, it is first necessary to estimate the power requirements. 
Then we may apply the empirical relation 

^ _^Vv7a (1) 

5.58 

where A = cross-sectional area in square inches 
and VA = voltamps output. 

For ease of production an approximately square stack is desirable. Thus having 
determined A, the tongue size can be estimated from -s/ A, Where high voltage 
windings, or windings operating above ground, or at a high potential between other 
windings, are used, it becomes necessary to employ a lamination which has a different 
ratio of dimensions from those quoted earlier, the window height being increased 
to allow room for extra insulation. The input current taken by a transformer on 
no-load is commonly called the magnetizing current. In fact, it consists of two 
components in phase quadrature. The in-phase component, usually small, is the 
iron loss plus a very small copper loss. The quadrature portion is the true magnetizing 
current. Their vector sum does not normally exceed about a third of the full load 
current. 

(iii) Primary and secondary turns 

The primary turns required can be determined from the fundamental transformer 
equation. 

^ 4M~fBA ^ 
where iV = primary turns, / = frequency in c/s 

B = max. flux density 
and A = cioss-sectional area of core in sq. ins. 

Assuming an average stacking factor of 90 per cent, the factor 4.44 becomes 4 in 
the denominator. The stacking factor reduces the apparent height of the stack, the 
reduction being caused by insulation, scale and burr due to die wear. With very 
thin laminations, the stacking factor decreases to 80 per cent approximately. For 
a flux density of 64 500 lines per square inch (10 kilogauss) eqn. (2) becomes : 
For 240 volts 50 c/s 230 volts 50 c/s 117 volts 60 c/s 

1860 1780 755 

N = N = N = ■ 

^ A A A 

where A = gross cross-secuonal area of core in sq. ins. 

The flux density employed depends on the application, the power rating, the core 
material and the frequency. For oscilloscopes and pre-amplifiers, densities of 
40 000 to 50 000 lines per square inch (about 7 000 gauss) are used. For small 
transformers below about 50 watts, densities up to 90 000 lines per square inch (14 000 
gauss) are used, gradually decreasing to about 65 000 lines (10 000 gauss) as the 
transformer size increases to several hundred watts. 

Having chosen a suitable flux density, the turns required for each secondary winding 
may be calculated. 

It can be shown that, approximately. 
El . Ni 

= — 7=^ where i? = transformer efficiency. 

£i . V) _ 
As a first approximation it may be assumed that ■>) = 0.85 and \/ 17 == 0.92. 

The values thus obtained for the secondary turns may be checked by more detailed 
calculations once wire gauges have been chosen and winding resistances calculated. 
For this purpose the equivalent circuit of Figure 5.11 may be used. 

If a secondary is to feed a rectifier and the d.c. output of the valve is specified, 
reference should be made to Chapter 30 or a valve data book to determine the required 
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secondary voltage. Allowance must be made for any voltage drops due to the d.c. 
resistance of the rectifier filter. 

(iv) Currents in windings 

To enable the wire gauges to be chosen and to assess the copper losses in the wind- 
ings, it is necessary to estimate the current in each winding. Where windings are 
used to supply valve heaters and resistance loads, the winding current is the same as 
the load current. In a secondary winding feeding a rectifier the winding current 
must be estimated from a knowledge of the type of rectifier and its associated filter 
and their characteristics. For normally-loaded full wave rectifiers the following 
values of secondary current may be used as a fairly close guide for design purposes. 

Condenser input filter : The r.m.s. current in each half of the transformer 
secondary may be taken approximately as 1.1 times the direct current to the load. 
For further details see Chapter 30 Sect. 2. 

Choke input filter : The r.m.s. current in each half of the transformer secondary 
may be taken approximately as 0.75 times the direct current to the load. For further 
information, see Chapter 30, Sect. 4 (also Sect. 3). With half-wave rectification 
there will be a d.c. component of the current which will aflfect the transformer design 
if the total d.c. ampere turns are considerable. For half-wave battery chargers using 
bulb rectifiers, this must be taken into consideration when selecting core size and wire 
gauges (Ref. D15). 

In the case of transformers supplying full-wave rectifiers, the full load primary 
current can be estimated by calculating the total secondary loading in voltamps, 
allowing an efficiency of 85% as a first approximation. This is then the primary 
input in voltamps which, when divided by the primary voltage, will give the desired 
current. Where secondaries feed a resistive load, the loading is the product of the 
voltage and current. Where a secondary feeds a full-wave rectifier the load is the 
product of the direct current and the direct voltage output from the rectifier plus the 
power lost in the rectifier. This latter can be calculated, for a condenser input filter, 
from data presented in Chapter 30, Sect. 2. It should be noted that indirectly heated, 
close-spaced rectifiers such as the 6X4, are more efficient than types such as the 5Y3- 
GT, with its heavier filament power and lower plate efficiency. This is one reason 
why the former are almost exclusively used in the majority of small a.c. radio receivers. 

The primary input current as calculated above should be accurate to within 10% 
for small transformers. 

Wire gauges and copper losses 

For the usual type of radio receiver power transformer it will be safe to choose wire 
gauges on the basis of 450-800 circular mils* per ampere (i.e. 2830-1590 amperes per 
square inch), but values up to 1000 circular mils per ampere (i.e. 1270 amperes per 
square inch) may be desirable in larger units, or if a high flux density is used with high 
loss lamination steel. The latter figure is easy to remember as 1 circular mil per 
milliamp. 

In practice, wire gauges may be chosen arbitrarily on a basis of (say) 700 circular 
mils per ampere (i.e. approximately 1800 amperes per square inch) and check cal- 
culations should then be made to see that 

(a) the build of the winding (i.e. winding height) is satisfactory for the window 
space available, 

(b) the copper loss is not so high as to cause excessive temperature rise, 

(c) the voltage regulation is satisfactory. 

Wire tables in this Handbook will simplify these calculations (Chapter 38 Sect. 19). 

(v) Temperature rise 

This is dependent upon the cooling area, the total loss and the ratio of iron to copper 
loss. To avoid deterioration of the insulating materials, it is necessary to limit the 
working temperature to 105°C for Class A insulation which includes paper, cotton. 



•A circular mil is the area of a circle 1 mil (1/1000 inch) in diameter. 
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silk, varnish and wire enamel (Refs. D16, 17). The temperature rise in the winding, 
as measiu-ed by the change of resistance method, will be about 10°C lower than the 
maximum (hot spot) temperature. Thus with an ambient temperature of 40°C 
(104°F) plus a margin of 10°C for the difference between measured and hot spot 
temperature, it will be seen that the maximum permissible rise is 55 °C, as measured 
by the change of resistance. 

It is common practice to allow 10°C margin for change in line voltage, frequency, 
or operation in situations with restricted ventilation. Thus 45 °C is generally accepted 
as the maximum permitted rise above ambient when measured by resistance change. 

The temperature difference between winding and core varies between 10° and 20°C 
according to the distribution of losses. This means that even with an ambient tem- 
perature of 25°C (77°F), the core temperature may be 60° (140°F). This will feel 
quite hot to the touch, although the internal temperature may be well under the per- 
mitted maximum. Measurement of the core temperature may be made with a spirit 
thermometer if good thermal contact is maintained between the core and the thermo- 
meter bulb. 

The winding temperature rise can be calculated by measuring the cold resistance, 
R„ at an observed temperature T^. After a heat run at full load the hot resistance R 
is measured and the ambient temperature is again measured. 

Taking the temperature coefficient of resistivity (a) of copper as 0.003 93, the tem- 
perature rise T is found from the formula 

To correct for any changes in ambient temperature during the heat run it is neces- 
sary to subtract the difference — Ti from T to find the actual rise. An example 
will illustrate this. 

The primary resistance of a transformer measured when cold was 30 ohms at an 
ambient temperature of 20 °C. After an 8 hour full load nm, the resistance was 36 
ohms, while the ambient temperature was then 18°C. It is required to find the 
winding temperature rise. 

36 - 30 6 
^ 30 X 0.00393 30 X 0.00393 ^ ' 
Now - Ti = (18 - 20)°C = -2''C. 

Winding temperature rise = [51° - (-2)]°C = 53°C. 

Standard methods of testing small radio receiver power transformers have been 
published (Refs. D18, D22). The cooling area of a transformer for the " scrapless " 
type laminations with standard ratio of dimensions is 

A == r(7.7ir + IIS) 
where A = cooling area 

T = width of tongue 
and 5 = height of stack. 

For a square stack 5 = T and ^ = 18.717'' (Ref. H). 

Having calculated the iron and copper losses and the total cooUng area, it is possible 
to estimate the temperature rise before a sample transformer is wound. The watts 
lost per square inch of cooling area is first calculated. Reference to Fig. 5.18B will 
then show the temperature rise to be expected with an accuracy of approximately 
± 10%. 

(vi) Typical design 

(Refs. D19, D20, D21, D23). 
Specifications : 

Primary 240 V 50 c/s 

Secondary (i) 6.3 V 2.6 A 

Secondary (ii) 300 V + 300 V r.m.s. for full wave 6X4 rectifier with condenser 
input filter to deliver 60 mA d.c. 

Secondary loading 

Secondary (i) 6.3 V 2.6 A or 16.5 watts 

D.C. output 343 V 0.06 A or 20.5 watts 
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Rectifier loss (see Chap. 30) 2.0 watts approx. 

Total loading 39.0 watts 

Primary input (assuming an efficiency of 85%) 46.0 watts. 

Thus the input current is 46/240 or 0.19 A. Core cross-section : A = v'39/5.58 
— 1.12 square inches. Choosing pattern EI-112 lamination of Silcor 2 material, 
a suitable stack for calculated cross section is 1.125 inches, that is, a square stack. 
Primary turns : 

With a flux density of 13 kilogauss (84 000 lines per square inch) and a stacking 
factor of 0.9, 

= 240 y 10V4 X 50 X 84 000 x 1.125 x 1.125 
= 1130. 
Secondary (ii) turns : 

Ni == EiNJE^V~ 300 X 11 30/240 V 0.85 
= 1530 + 1530. 
Tiu-ns per volt = N^/E^ = 1530/300 = 5.1. 
Secondary (i) turns = (6.3 X 5.1) = 32. 

Wire gauges : 

Assume a current density of 600-700 circular mils per ampere. Referring to 
wire tables, a suitable primary gauge is 29 A.W.G. enam. 

Turns per layer = 95. Refer Figs. 5. ISC and wire tables in Chapter 38 Sect. 19. 
No. of layers = 1130/95 = 12. 

R.M.S. current in secondary (ii) is (0.06 X 1.1) = 0.066 A. 




W — Watts p«r Sq.ic\ch Surfoci 

riG, 5 . IB B 

Fig. 5.18B. Temperature rise versus loss per square inch of cooling surface for 
ambient temperature 25°C (Ref. D.l.) 
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Suitable wire gauge is 34 A.W.G. enam. 

Turns per layer = 167. 

No. of layers ^- 3060/167 = 19. 

Suitable secondary (i) gauge is twin 20 A.W.G. enam. 
Turns per layer of twin wire = 16. 
No. of layers = 32/16 = 2. 

A twin wire is used in preference to a single wire of 17 or 18 A.W.G. in order to 
save winding height. 
Winding Build : 

Primary build = No. of layers X (enam. wire diam. + interlayer insulation) 

= 12 X (12.2 + 2) X 10 -inches 

= 0.170 inch. 
Secondary (ii) build = 19 x (6.9 + 1) X 10~Mnch 

= 0.150 inch. 
Secondary (i) build = 2 X (32.4 + 5) X 10-Mnch 

= 0.075 inch. 

Allowing 50 mil former thickness and 10 mil insulation between windings and over 
outer winding, total build is (0.170 + 0.150 + 0.075 + 0.050 + 0.040) inch 

= 0.485 inch. 
Winding height = 0.562 inch. 
Build expressed as a percentage of window height 

= 0.485/0.562 X 100 = 86.5%. 
In this particular design, the heater winding is wound between primary and high 
tension windings to serve as a static shield. 

Mean length of turn calculations — see Fig. 5.18D. 

A = Former build plus insulation = 0.050 + 0.010 0.060 inch 

B = Primary build plus insulation = 0.170 + 0.010 = 0.180 inch 

C - Secondary (i) build plus insulation = 0.075 + 0.010 = 0.085 inch 

D = Secondary (ii) build plus insulation = 0.150 -)- 0.010 = 0.160 inch 

4S = 2 X (stack + tongue) = 4.5 inches 

Primary mean length of turn = 5.44 inches 

Secondary (i) mean length of turn = 6.27 inches 

Secondary (ii) mean length of turn = 7.04 inches. 

Winding resistance : 

If each value for the mean length of turn is multiplied by the number of turns 
in its own winding and then divided by twelve, the resulting quantity will be the 
number of feet of wire in each winding. By referring to the wire tables, the re- 
sistance in ohms per thousand feet for any particular gauge can be found. Dividing 
the wire length by a thousand and multiplying by the resistance per thousand feet, 
will determine the winding resistance. 

Primary resistance = 5.44 x 1130 x 81.8/12 x 1000 = 42 ohms 

Secondary (i) resistance = 6.27 x 32 x 12/2 x 12 x 1000 = 0.09 ohms 

Secondary (ii) resistance == 7.04 x 3060 x 261/12 x 1000 = 470 ohms 

Copper loss : 

Primary copper loss = (0.19)^ x 42 = 1.52 watts 

Secondary (i) copper loss = (2.6)' x 0.09 = 0.61 warn 

Secondary (ii) copper loss = (0.066) x 470 = 2.05 watts 

Total copper loss — 4.18 watts 

Iron loss ; 

Loss per pound of Silcor 2 at flux density of 13 kilogauss = 1.07 watts. 
Weight of core = 2.17 lbs. 

Therefore total iron loss = (1.07 x 2.17) = 2.32 watts. 
Temperature rise : 

Total of iron and copper loss = (2.32 + 4.18) = 6.5 watts. 
Cooling area of square stack = 18.71 x (1.125)^ = 23.6 sq. inches. 
Therefore watts lost per sq. inch = 6.5/23.6 = 0.275 watts. 
From Fig. 5.18B temperature rise = 35 °C. 
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Efficiency : 

Efficiency = Power output/(power output plus losses) 
= 39/(39 + 6.5) X 100 = 86%. 
Regulation, calculated from British definition : 
Primary voltage drop =0.19x42 = 8V 

Regulation due to resistance of primary = 8 x 100/240 = 3.3%. 



FIG.S.I8C 



LAMINATION AND COIL DATA 
EXAMPLE: 

*24E WIRE ON SaUARE 1.25 CORE 
LAMINATION 

SIZE 1.25' 

OVERALL 3.73"x 3.12" 

4 HOLE MT0.--3.12"X2.5' 

CORE 

WEIGHT 2.95LBS. 

AREA i.sesqr 

MAGNETIC PATH 7.5-' 

COIL- *2i£ 

WIRE 0.578 AMPS MAX 

WIRE 61 turns/Layer 

WIRE 0213'OIAMETER 

INSULATION-.004" KRAFT 

TUBE .050" PAPER 

BUILD .538'mAX. 




LAYER INSULATION 



LaminraliaD 
Si» 


Width 
Center Leg, In. 


A. 


0.500 


0.625 


0.750 


0.875 


1.000 


1.125 


1.250 


1.375 


1.500 


Window 
Dimeniioot 


Area, Sq. In. 


B»D 


0.250 


0.292 


0.422 


0.573 


0.750 


0.950 


1.17 


1.42 


1.69 


length. In. 


D 


0.812 


0.937 


1.125 


1.31 


1.50 


1.69 


1.87 


2.06 


2.25 


■Width, In. 


B 


0.312 


0.312 


0.375 


0.437 


0.500 


0.562 


0.625 


0.687 


0,750 


Coil 
DimcRMoni 


Build, Max. In. 


S 


0.256 


0.256 


0.315 


0.367 


0.430 


0.483 


0.538 


0.590 


0.646 


Length 
Overall. In. 


P 


0.750 


0.875 


1.06 


1,25 


1,44 


1.56 


1.75 


1.94 


2.12 


Length 
Winding. In. 


R 


0.500 


0.625 


0.750 


I.OO 


1.12 


1,25 


1.37 


1.56 


1.75 


Core Tubt 


Thicltness. in. 


T 


0.035 


0.035 


0.050 


0.050 


0.050 


0.050 


0.050 


0.050 


0.060 


"E" & "1" Picct 
Overall 
Dimensions 


Length, In. 


F 


1.62 


1.87 


2.25 


2.62 


3.00 


3.37 


3.75 


4.12 


4,50 


Width. In. 


M 


1.31 


1.62 


1.87 


2.19 


2.50 


2.81 


3.12 


3.44 


3.75 


4 Hole 
MounlinK 
Dimensions 


Length, In. 


H 










2.50 


2.81 


3.12 


3.44 


3.75 


Width. In. 


J 










2.00 


2.25 


2.50 


2.75 


3.00 


Diameter 
Hole, In. 












0.219 


0219 


0.219 


0.219 


0.281 


2 Slor 
Mounting 
Dimensions 


Width, In, 


G 






1.62 


1.95 


2.16 


2.44 


2.78 


2.94 


3.12 


From End, In. 


K 






1.12 


1.31 


IJO 


1.69 


1.87 


2.06 


2.25 


"E" Piece 
Dimensions 


Width, 
Overall, In. 


E 


1,06 


1.25 


1.50 


1.75 


2.00 


2.25 


2.50 


2,75 


3.00 


Width. Outer 
Leg. In. 


C 


0.250 


0.312 


0375 


0.437 


0.500 


0.562 


0.625 


0.687 


0.750 


"I" Piece 


Width. In. 


L 


0.250 


0.312 


0.375 


0.437 


0.500 


0.562 


0.625 


0.687 


0.750 




Volume, 
Cu. Inches 


Area s^ 


0.810 


1.46 


2.54 


4.03 


5.00 


8.55 


11.70 


15.60 


20.20 


For 
Square Stack 
Center LeK 


Weight, 
Pounds 


Vol. 
Density 


0.21 


0.37 


0.54 


1.05 


1.50 


2.14 


2.95 


3.90 


5.06 




Area, 
Sq. Inches 


A < A 


0.250 


0.390 


0.562 


0.766 


1.000 


1.2? 


146 


1.90 


2.25 


Masnetic 
Path 


Length, In. 


/ 


3.2J 


3.75 


■H50 


5.26 


6.00 


6.75 


7.50 


8.24 


9.0O 



Fig. 5.18C. Lamination and coil data {Ref. D20). 
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METHOD or COMPUTING MEAN TURN LENGTH 




LET rt-TUBE TMICKNCSS, FIG. 5. ISO 

B> PRI BULD. 

€•5, BIM.D 

D- BUILD. 

5- ONE SIDE OF CORE 

4S- PERIMETER OF CORE. 
T«E 4 CORNERS MAKE A COMPLETE CIRCLE WIT" RADu AS SHOWN. 
THE CIRCUMFERENCE -1TD OR 2TTR. 
PRI MEAN TUnN.AS*(At|-)(2TT)QB 4S-(2A*6)n 

Si MEAN TUON - AS.(2A»2BtC)TT 

5, fcSAN TURN-4S-(2A*2a*2C-D)lT OR 4S»J/A 'B -02 -dJ" 



Fig. 5.18D. Method of computing mean length of turn (Ref. D20). 

The percentage regulation of any secondary winding is calculated by dividing the 
full-load voltage drop of the winding by the open-circuit winding voltage and multi- 
plying by 100, By adding the percentage regulation of the primary winding, the 
overall regulation for the secondary winding under examination is found. 
Secondary (i) voltage drop = 2.6 x 0.09 = 0.234 V 

Regulation, overall (i) = (0.234 x 100/6.8) + 3.3 = 6.7% 

Secondarv (ii) voltage drop = 0.066 x 470 = 31 V 

Regulation, overaU (ii) = (31 x 100/650) -f 3.3 = 8.1% 

Full load secondary (i) voltage = 6.35 V 

and full load secondary (ii) voltage = 300 V + 300 V. 

This should be a satisfactory design. 

As the temperature rise is low, it might be feasible to eifect economies by re-design. 
For example, a higher loss core material could be used. Alternatively the flux density 
could be increased by decreasing the turns or the size of the stack. A new design 
could also be tried on the next smaller size lamination. 

(vii) Specifications for power transformers 

The following may be incorporated into a specification for a power transformer. 

(a) Input voltage and frequency ; should these quantities vary, the range of varia- 
tion must be stated. 

(b) Secondary full load voltages and currents. If tapped windings are required 
this should be indicated. Tolerances on voltages should be stated. 

(c) Regulation of secondary voltages other than for rectifier plate circuit. 

(d) Power factor of each secondary load. 

(e) Rectifier system, if d.c. output is required ; e.g. full wave, half wave, etc. 

(f) Type of rectifier valve to be used. 

(g) Type of filter circuit ; e.g. choke or condenser input, etc. 

(h) Capacitance of input condenser, or inductance and resistance of input choke. 

(i) D.C. full load current and voltage at filter input, 
(j) D.C. regulation. 

(k) External voltages between windings, or between windings and ground. Should 
transformer windings be interconnected externally, this should be indicated. 
(1) Static shields. Number and position of each should be indicated, 
(m) Any limiting dimensions together with mounting and lead terminations, 
(n) Ambient temperature in which the transformer is to operate. 
A circuit should be supplied shoviring intended use of transformer. 
In all cases it is desirable for the design of the whole rectifier system, comprising 
transformer, rectifier and filter system, to be carried out by the one engineer. 
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SECTION 6 . IRON-CORED INDUCTORS 

(0 General (it) Calculations-general (in) Effective permeability (iv) Design with 
no d.c. flux [v) Design of high Q inductors (vi) Design with d.c. flux (vii) Design 
by Hanna's method {viii) Design of inductors for choke-input filters {ix) Measure- 
ments (x) Iron-cored inductors in resonant circuits. 

(i) General 

Iron cored inductors fall into several different categories depending upon the cir- 
cuit requirements. In some applications these inductors may have to carry a.c. 
only, in others, both a.c. and d.c. They may have to work over a wide range of 
frequencies, or at any single frequency up to the ultrasonic range. Iron-cored 
inductors are employed as smoothing and swinging chokes in power supplies, as 
equalizer elements in audio frequency equipment, as modulation chokes and as filter 
elements in carrier eqviipment, to mention a few varied applications. 

To design such an inductor it is therefore necessary to know some or all of the 
following specifications — 

(a) inductance, or range of inductance if variable, 

(b) alternating voltage across the coil, 

(c) direct current through the coil, 

(d) frequency of operation, 

(e) maximum shunt capacitance, 

(f) minimvun frequency of self-resonance, 

(g) minimum Q over frequency range and/or 

(h) frequency of maximum Q, 

(i) d.c. resistance, 
(j) shielding, 

(k) temperature rise, 

(I) size and weight limitations, 

(m) insulation requirements. 

(ii) Calculations — general 

The inductance L of an iron-cored coil may be calculated using the relation 
3.2 X iV« X /i X a 

L = W^l '^^"^^ 

where N — number of turns 

a = effective cross sectional area of coil in square inches 
I = length of magnetic circuit in inches 
and n = effective permeabihty.* 

The effective permeability depends on the type of steel used, on the a.c. and d.c. 





FIG. 5.19 PATH OF MAGNETIC CIRCUIT 

Fig. 5.19. Magnetic cores, shomng method for calculation of length of magnetic path. 



*A more precise term is " inductance ratio." 
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flux densities in the core, and on whether the core laminations are interleaved or 
whether there is an air gap in the magnetic circuit. 

The length of the magnetic circuit is the length measured around the core at the 
centre of cross section of each magnetic path. Referring to Fig. 5.19, the path taken 
will be along the centre of each leg except where there are two windows, when each 
path through the centre leg will be along a line one-quarter of the way across the leg. 
In this latter case only a single path round the window is considered in calculating 
the magnetic circuit length. 

Eqn. (1) is properly applicable only when the cross-sectional area of the core is 
imiform throughout the magnetic circuit. Where the cross section is non-imiform, 
a conservative value of L will usually be obtained by using for a the minimimi value 
of the cross-sectional area. For more accurate calculations in such cases reference 
should be made to a suitable text-book (e.g. Ref. El). 

(iii) Effective permeability 

For any given sample of lamination steel the effective permeability depends primarily 
on the a.c. and d.c. flux densities in the core. 

Irrespective of the presence of air gaps in the magnetic circuit, the maximimi a.c. 
flux density in the core is determined by the cross section of the core, the number 
of turns in the coil, the alternating voltage across the coil and the frequency, and may 
be calculated directly from the relation derived from eqn. (2) in Sect. 5, 

E X 10" 

B„,. = ^J^-^ (2) 

The d.c. magnetizing force in the core depends on the total number of d.c. ampere- 
turns, less the number of ampere-turns absorbed in any air^ap, divided by the length 
of the magnetic circuit in inches (see Sect. 4). 

Fig. 5.20 shows the variation of effective permeability with variation of a.c. flux 
density and d.c. magnetizing force for typical electrical sheet steel. It will be observed 
that the effective permeability increases up to a maximiun as the a.c. flux density 
increases, and then drops rapidly due to saturation of the core. For any particular 
value of a.c. flux density the effective permeability decreases as the d.c. magnetizing 
force is increased. 

Where the a.c. flux in the core is much less than the d.c. flux, it is convenient to 
refer to the effective permeability as the incremental permeability since it depends 
on the characteristics of the core material in relation to small changes in the total flux. 
This term is therefore generally used in dealing with filter chokes and other inductance 
coils having a relatively large number of turns and carrying a relatively large direct 
current. 

(iv) Design with no d.c. flux 

If there is no d.c. flux in the core the calculation of inductance is straightforward 
because the effective permeability depends only on the number of turns, the frequency, 
the core cross section, and the applied voltage. This case arises when the windings 
of a coil or transformer do not carry direct current or when the windings carrying 
direct current are so arranged that the d.c. flux in the core is zero as, for example, 
with transformers used in balanced push pull amplifiers. 

Design of a coil to obtain a required value of inductance is therefore also quite 
straightforward, and the following steps may be followed — 

(1) Choose an available core and calculate from eqn. (1) the number of turns re- 
quired to give the necessary inductance assuming a value of effective per- 
meability of between 1 000 and 5 000 depending on a very rough estimate of 
the a.c. flux density in the core. 

(2) Calculate the a.c. flux density for this number of turns in relation to the known 
frequency and voltage across the coil. 

(3) Correct the estimate of the number of tiurns using a revised value of perme- 
ability for the calculated flux. If the first estimate was far out, repeat steps 
(2) and (3). 
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(rf) Ainigv3kNa3d 



Ji;.v^;^/ ^ff^."^'''^ permeahiUty (^) of silicon steel versus a.c. maximum flux 
denstty,for vanous values of d c. m^etising force {by courtesy of AUeghe^ 
Ludlum Steel Corporation). & J 
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(4) If the flux density is excessive (i.e. above about 50 000 lines per square inch) 
increase the number of turns until the flux density is satisfactory. 

In case step 4 is necessary, the magnetic circuit must be broken by an air gap and 
the gap adjusted until the required value of inductance is obtained i but if the larger 
value of inductance is satisfactory or useful the air gap may be omitted. 

(5) Calculate the wire gauge required, and the copper and iron losses as in the 
design of a power transformer. Check also that the d.c. resistance of the 
winding is not excessive for the purpose for which the coil is to be used. 

If an air gap of length a inches is used in the core, the value of inductance becomes 

^ 10'./ ^ + a/Z) 

and this expression may be used for calculations. Alternatively, it will be clear that 
if the air-gap is large, so that l/^a <gj a//, eqn. (3") approximates to 

Z- = 3.2iV^ . a/10«(x' (4) 

FIG. 5. 21 
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Fig. 5.21. Experimentally determined curve shozving values of " a" as a function 
of frequency for several magnetic materials {Ref. E2). 

(v) Design of high Q inductors 

This sub-section follows S. L. Javna (Ref. E2) and is set out in a step-by-step form 
for ease of working. The following table defines the symbols used by Javna in the 
formulae presented here. 

A = Effective cross-sectional area of magnetic-flux path, in sq. in. 
A, = Gross cross-sectional area of magnetic-flux path, in sq. in. 
a = Empirical constant, see Fig. 5.21. 
B = iVIaximum flux density in the core, in lines per sq. in. 
F = Fraction of core-vrindow area occupied by copper wire of coil 
/ = Frequency, in cycles per second. 
g = Actual gap length, in inches. 
k = Empirical constant, see Fig. 5.22. 
L = Inductance of iron-cored coil, in henrys. 
/ = Mean length of magnetic path, in inches, 
m = Mean length of a turn of the coil, in inches. 
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MA 



= Incremental permeability of core with respect to air at operating frequency. 
= Number of turns in coil. 

= A.W.G. (B. and S.) wire gauge number of conductor. 
= Apparent a.c. coil resistance caused by core loss, in ohms. 
= Copper loss resistance, in ohms. 
s = Total lamination window area, in sq. in. 
V = Voltage across coil, in volts. 
til = Weight of core, in poimds. 

A typical problem will be solved to illustrate the design procedure. 

A 5 henry inductor is to be designed on a one inch square stack of Allegheny pattern 
EI-12 audio transformer A siUcon steel armealed laminations. The voltage across 
the coil will be 10 V a.c. at 1000 c/s. It is required to determine the turns and gauge 
of wire, the gap width and Q at the operating frequency. Assume a stacking factor 
of 0.9. 



Tabulation 
/ 



A 

s 



from Fig. 5.18C 



6.0 ins 
1.5 lbs. 
1.0 sq. in. 
0.9 sq. in. 
0.75 sq. in. 
m = 5.5 ins. from Fig. 5.18D 
P «rf 0.3, a typical value for this lamination 
k = 13 X 10-» from Fig. 5.22, 
a = 1.987 from Fig. 5.21. 
H/\ is found from Fig. 5.20. 

Calculation : 



B 



Q =^ 



■sf) 



l/(a + 2) 



N 



\akwf'L "A' 

sFB'AJ^ 

2nfL 

^u. c. + Rd. c. 

4.44 fBA' 

49.8 + 9.96 log {\.2R 
(\.59N^A, lA 



/niN) 



48.6 lines/sq. 
430 ohms 
440 ohms 

36 

5150 turns, 
33 A.W.G. 
0.08 in. 



Coil build check ; 

Turns/layer using 33 A.W.G. enam. = 133 from winding data chart, 

thus number of layers = 5150/133 = 39. 

Interlayer insulation from winding data chart = 0.0015 in., 

thus winding build = 39 (0.0078 + 0.0015) = 0.363 in. 

Former thickness = 0.05 in. 

Insulation under and over winding = 0.02 in., 

thus total coil build = (0.363 + 0.05 + 0.02) = 0.433 in. 

Max. build from Fig. 5.18C = 0.43 in., 

thus the winding should fit the window satisfactorily. 

It should be noted that Ra, c. and R^^ are usually very nearly equal and where a 
square stack of scrapless laminations is used, m will approximate /. Due to the large 
air gap the inductance will remain practically independent of voltage and frequency. 
The basic design equations may be used and applied to almost any magnetic material. 
The constants a and k for other magnetic materials can be obtained from graphs 
drawn from measurements made in accordance with the method mentioned in the 
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FIG. 5.22 
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Fig. 5.22. Experimentally determined curve showing values of " k" as a function 
of frequency for several magnetic materials {Ref. E2). 

original reference. Further information on iron-cored inductor design is contained 
in Refs. E3, E4, E5, E6, E7, E8, B9. 

(vi) Design with d.c. flux 

(Ref. ElO). 

When a d.c. flux is set up in the core by unbalanced direct currents in the windings, 
the effective permeability is decreased, as is shown in the curves of Fig. 5.20. 

The amount of d.c. flux set up in the core depends on the applied d.c. magnetizing 
force (i.e. the total unbalanced ampere-turns in the windings), on the length of the 
magnetic circuit, and on the length of any air gap in the magnetic circuit. 

The effective permeability depends on 

(i) the d.c. flux density in the core 

(ii) the a.c. flux density in the core 

and (iii) the length of air gap in the magnetic circuit. 

There is an optimum air gap giving a maximum value of the effective permeability 
for any particular value of total d.c. magnetizing force and a.c. flux density (Ref. Ell). 

For very low values of a.c. flux density, the following table gives the variation of 
incremental permeability with d.c. magnetizing force (A.T./inch of total length oT 
magnetic circuit) and the ratio of the length of air gap to the total length of the magnetic 
circuit. 
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Incremental Permeability of High Silicon Steel 

Total d.c. magneti2ing force 



Gap 
Ratio 


1.0 

AT /in. 


2.0 
AT/in. 


5 

AT/in. 


10 
AT/in. 


20 
AT/in. 


30 
AT/in. 


0 


1000 


820 


490 


340 


250 


140 


0.0005 


720 


700 


680 


560 


360 


170 


0.0010 


530 


520 


510 


490 


410 


250 


0.0015 




425 


410 


400 


370 


270 



Such data may be obtained using the methods given in " Magnetic Circidts and 
Transformers " (Ref. A3) Ch. 7, which sets out the general methods suitable for 
calculation of inductance with d.c. flux in the core. 

The method developed by Crowhurst (Ref. E18) makes a considerable saving in 
time by the use of charts, particularly when a number of inductors are to be designed. 

However, when the a.c. flux density is very small, as for example in many filter 
chokes, the method developed by Hanna may be used. 

wo 



450 
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50 

o 

0 20 40 60 go 100 120 140 

T FIG. 5.73 

Fig. 5.23. LP/V plotted against NI/l with various gap ratio intercepts 

(Ref. E13). 

(vii) Design by Hanna's Method 

(Ref. El 2) 

Strictly, the method is appUcable only when the core to be usedjfis of constant cross 
section throughout the length of the magnetic path, but it gives a useful first estimate 
in cases where the cross section is not uniform. 
Let JV = nvunber of turns in coil 
/ = direct current through coil 
L = Inductance in henrys (at low a.c. flux density) 
/ = length of magnetic gap (inches) 
a = length of air gap (inches) 
ot// = air-gap ratio 
a = cross-sectional area of core (square inches) 
and V — l.a = Volume of core (cubic inches). 
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Then, assuming in a typical case that i- is 12 henrys and / is 80 mA proceed thus — 


(a) choose lamination size and stack e.g. 


EI-11 i in. 


(b) find V from Fig. 5.18C 


4.03 cub. in. 


(c) calculate LP/V 


190 X lO-" 


(d) find AT/// from Fig. 5.23 


58 


(e) find / from Fig. 5.18C 


5.26 in. 


(/) calculate N 


3800 turns 


(g) assume suitable wire gauge 


33 A.W.G 


(h) find turns per layer from winding data chart 


118 


(i) calculate number of layers 


33 


(j) calculate coil build using 0.0015 in. insulation 


0.31 in. 


(k) calculate winding build using 0.05 in. former 


0.36 in. 


(D find maximum build from Fig. 5.18C so that winding 




wiU fit window satisfactorily 


0.367 in. 


(m) calculate mean length of turn from Fig. 5.18D 


4.8 ins. 


(n) calculate coil resistance 


315 ohms 


(o) calculate power lost in coil 


2 watts 


(p) calculate cooling area (see Sect. 5) 


14.3 sq. ins 


(q) calculate dissipation in watts/sq. in. 


0.14 watts/sq. in. 


(r) find temperature rise from Fig. 5.18B 


20°C. 


(s) find gap ratio a/i from Fig. 5.23 


0.0029 


(t) calculate air gap (a//) x / 


0.0075 in. 


With any particular core, the highest inductance is obtained with the largest possible 



number of turns, as limited by the window space available, the permissible value of 
d.c. resistance, and heating of the winding with the specified current. 



(viii) Design of inductors for choke-input filters 

(Ref. El 3) 

(a) The input choke 

Chapter 30 Sect. 3 Eqn 1, 2 or 3 gives the minimum value required for the induct- 
ance of the input choke of a choke-input filter for any particular values of load re- 
sistance and frequency. 

The required inductance for any particular value of load resistance may be achieved 
by designing the choke by Haima's method as given above. It is only necessary to 
check that the value of the a.c. flux density in the core is small, so that Haima's method 
will be applicable. For a full-wave rectifier the a.c. voltage applied to the choke is 
of twice the supply frequency and its peak amplitude is approximately two-thirds of 
the direct voltage at the input to the filter. 

If, however, good regulation is required over a wide range of loads, it is necessary 
for the inductance of the input choke to be sufficiently high at the highest value of 
load resistance, that is, at the minimum value of load current. Some minimum load 
current greater than zero must be provided because the inductance would need to be 
infinite to maintain regulation down to zero load. 

For a wide range of load variation (say 10 : 1) it would be very uneconomical to 
design a choke to have a constant inductance at all load currents as large as that re- 
quired at minimum load. The choke is therefore designed so that its inductance 
will vary with the direct current through it, in such a way that the inductance is suffici- 
ently high at all values of the load current. This method is discussed fiilly by Dun- 
ham (Ref. E14) and Crowhurst (Ref. E19) and reference should be made to their 
papers for detailed design considerations. 

For many purposes, the following simple design procedure is adequate. 

(1) From Eqn. (1) (2) or (3) of Chapter 30 Sect. 3, determine the required values 
of the choke inductance at minimum and maximum d.c. load currents. 

(2) Select an interleaved core and, assuming a permeability of (say) 1000, design a 
choke to give the inductance required at minimum d.c. load current. For this pur- 
pose use the procedure of Sect. 6(iv) above but correct the assumed value, of per- 
meability using Fig. 5.20 and taking into accoimt the number of d.c. ampere-turns 
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per inch of core path length. The peak a.c. voltage, of double mains frequency, 
across the choke, may be taken to be about two thirds of the d.c. voltage at the input 
to the filter. 

(3) Using Fig. 5.20 note the change in permeability /i vi^hen majdmum d.c. load 
current flows through the choke and check that the value of inductance under these 
conditions is sufficient. If it is not sufficient an increase in turns may be satisfactory 
and this can be checked by repeating the procedure above. If this is not satisfactory 
a small air gap may be necessary, but calculations then become complex. 

A choke so designed is commonly referred to as a swinging choke because its 
inductance varies with the direct current through it. 

(b) The second choke 

The design of the second choke of a choke input filter is straightforward, and 
Harma's method may be used after determining the required value of inductance by 
the methods set out in Chapter 31 Sect. 1. 

(ix) Measurements 

Measurements of inductances of iron-cored coils must be made under conditions 
similar to those under which the coils are to be used, because the value of inductance 
depends to a marked degree on the a.c. iiux density in the core and also on any d.c. 
flux set up in the core by direct currents in the windings. 

Bridge methods are desirable for accurate measurements of inductance but must 
be arranged to simulate the operating conditions of the coil being measured. Owen 
and Hay bridges are widely used when there is a large flux due to direct current 
(Refs. El 5, E16). 

For many purposes it is satisfactory to determine the effective inductance (or more 
accurately, the impedance) of a coil by measuring the current through the coil when 
the rated a.c. voltage is applied to it ; but this method is not usually feasible when a 
d.c. component is also present. 




VALVE 
VOLT- 
METER 



Fig. 5.24. Determination of the impedance of an inductor L carrying direct current. 

When a d.c. flux must be produced in the core to simulate operating conditions, 
the circuit arrangement of Fig. 5.24 may be used to determine the a.c. impedance 
of the coil. A valve voltmeter is used to adjust the a.c. voltage drop across the known 
variable resistance R to equality with the a.c. voltage drop across the inductance L. 
The required value of direct current through the coil -is obtained by adjusting the 
tapping on battery B and the rheostat Ri (or by adjusting any other variable direct 
current source), the cxu-rent being measured by a d.c. ammeter or milliammeter. 
The required alternating voltage across the choke coil is then adjusted by varying 
the tapping on transformer T, the voltage across the coil being read on the valve volt- 
meter ; this adjustment is not usually critical. The resistance R is then varied until 
the same reading is obtained on the valve voltmeter when it is connected across R 
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by operating the switch S. If the valve voltmeter responds to direct voltages, it 
must be connected to the circuit through a blocking condenser and grid leak as shown 
in the diagram. 

The value Z obtained for the impedance of the coil will differ from its reactance 
owing to coil losses, but for most purposes it will be satisfactory to assume that it is 
equal to the reactance. If the frequency used is /, the value of inductance is given 
approximately by 

/* ^ Z/27rf. 

or L !^ 2/314 Henrys, for / = 50 c/s. 

(5a Z/376 Henrys for/ = 60 c/s. 
where Z is numerically equal to the value of R for balance. 

For choke coils carrying direct current, and operating with a high a.c. flux density, 
reference should be made to the method of approximate measurement given by F. E. 
Terman (Ref. E15) Fig. 40 and pp 57-58. 

(x) Iron-cored inductors in resonant circuits 

The performance of iron-cored inductors in resonant circuits cannot be calculated 
mathematically owing to the immense complexity. While most work is carried out 
empirically, it is helpful to have a general grasp of the problem, and this may perhaps 
best be carried out graphically (see Ref. El 7). 
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For ease in reference 

Mathematical signs see Chapter 38 Sect. 6(vii) 

Greek letters see Chapter 38 Sect. 14 

Definitions see Chapter 38 Sect. 15 

Decimal equivalents of fractions see Chapter 38 Sect, 16 

Numerical values see Chapter 38 Sect. 18 

Logarithm tables see Chapter 38 Sect. 20 

Trigonometrical and hyperbolic tables see Chapter 38 Sect. 21 

Log. scales and log. scale interpolator see Chapter 38 Sect. 22 

Mathematics, to the radio engineer, is merely a tool to be used in his design work. 
.For this reason it is often used in a slovenly manner or with insufficient precision or 
understanding. 

There are normally three stages in the solution of a problem — 

1. Transferring the mechanical or electrical conditions into a mathematical form, 

2. Solving the mathematics. 

3. Interpreting and applying the mathematical solution. 

The first stage is dealt with in Chapter 4 ; the second stage is the subject of this 
chapter, while the third stage requires careflil consideration of all the relevant con- 
ditions. A solution only applies under the conditions assumed in stage one, which 
may involve some approximations and limits. In all cases the solution should be 
checked either experimentally or theoretically to prove that it is a true solution. 

This chapter is not a textbook on mathematics, although it is in such an easy form 
that anyone with the minimimi of mathematical knowledge should be able to follow it. 
It has been written primarily for those who require assistance in " brushing up " 
their knowledge, and for the clarification of points which may be imperfectly under- 
stood. It is " basic " rather than elementary in its introduction, and could therefore 
be read with advantage by all. 

Sufficient groimd is covered for all normal usage in radio receiver design, except 
for that required by specialists in network and filter design. 

Reference data have been included for use by all grades 
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SECTION 1 : ARITHMETIC AND THE SLIDE RULE 

(i) Figures (it) Powers and roots (m) Logarithms (iv) The slide rule (v) Short 
cuts in arithmetic 

(i) Figures 

A figure (e.g. 5) indicates a certain number of a particular object — e.g. five resistors, 
or five radio receivers ; or else five units of a particular scale — e.g. five inches, five 
microfarads or five ohms. No matter what we may do with adding, subtracting, 
multiplying or dividing, if we begin with ohms we must finish with ohms, tod so on 
with any other vinit. We caimot add together dissimilar objects without identifying 
each type, and similarly with any other mathematical process. 

(ii) Powers and roots 

As figures are often too large, or too small, to be shown completely in the ordinary 
form, there is a Scientific Notation commonly used — 

Numbers above unity Numbers below imity 

101 = 10 10-1 = 0.1 

10« = 100 10-2 ^ 0.01 

10' = 1 000 10-' = 0.001 

10« = 10 000 lO-" = 0.000 1 

10= = 100 000 10-5 = 0.000 01 

10" = 1 000 000 10-« = 0.000 001 

and so on 
10° = 1 

Note that 10'' means 10 x 10 = 100; 10' means 10 x 10 x 10 = 1000 and so on. 
The " 2 " and the " 3 " are called exponents, or indices (plural of index). 
10* is called "10 squared " 
10' is called " 10 cubed " 
10* is called " 10 to the fourth " etc. 
10-1 is called " 10 to the minus 1 " etc. 
Examples : 2 750 000 is written 2.75 X 10" 
0.000 025 is written 2.5 X 10-^ 
Multiplying is carried out as in the examples : 
(1.5 X 10") X (4 X 10-*) = 6 X 10' 
(4.5 X 10') X (2 X 102) = 9 X 10= 
Reference should be made to the table of multiples and sub-multiples in Chapter 38 
Sect. 17, Table 59. 

The same procedure may be applied, not only to 10, but to any figure, e.g. 3 ; 

3" = 1 

31 = 3 

32 = 3 X 3 = 9 = 1/3' = 1/9 
3' = 3 X 3 X 3 = 27 3-3 = 1/3' = 1/27 

Roots ; The expression 9i may be written -\/9, where the sign \/ Js called the 
square root. Similarly 27"' may be written ^27 where the sign is called the 
cube root. 

The whole question is dealt with more fully, and more generally under " Algebra " 
in Sect. 2. 

(iii) Logarithms 

We may write 100 = 10^ 
or we may express this in different language as 
2 = logio 100 

which is spoken of as " log 100 to the base 10," Here 2 is the logarithm of 100 to 
the base 10. 

Tables of logarithms to the base 10 are given in Chapter 38 Sect. 20, Table 71. 
They are useful in multiplying and dividing numbers which are too large to handle 
conveniently by the ordinary procedure. 
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A typical logarithm is 2.4785. Here the figure 2 to the left of the decimal point 
is called the index, and the figures 4785 to the right of the decimal point are called 
the mantissa. 

(1) The index of the logarithm of a number greater than unity is the number which 
is less by one than the nimiber of digits (figures) in the integral* part of the given 
mmiber ; for example the index of the logarithm of 

57 640 is 4 
5 764 is 3 
576.4 is 2 
57.64 is 1 
5.764 is 0 

If the number is less than vinity, the index is negative, and is a higher number by 
one than the number of zeros that follow the decimal point of the given number ; for 
example the index of the logarithm of ' 

.576 4 is -1 
.005 764 is -3. 

To denote that the index only is negative, the minus sign is usually written above it ; 

e.g. 1, 3. 

(2) The mantissa of the logarithm is found from the tables. Proceed to find the 
first two figures in the left hand column of the table, then pass along the horizontal 
line to the vertical column headed by the third figure. To this ntimber add the 
nimiber in the difference column under the fourth figure of the given number. The 
mantissa is the result obtained by this process with a decimal point before it. 

For example, to find logjo 5764 . 
The index is 3 

The mantissa is ,7604 + .0003 =■■ .7607 

Therefore logi„ 5764 = 3J607. 

Similarly, logio 0.5764 = 1,7607 (note that the index is negative, but the mantissa 
positive'). 

To find the number whose logarithm is given, it is possible to use either 
antilog. tables (if these are available) or to use the log. tables in the reverse manner. 
In either case, only the mantissa (to the tight of the decimal point) should be applied 
to the tables. 

The procedure with log. tables is firstly to find the logarithm, on the principal 
part of the table, which is next lower than the given logarithm, then to calculate the 
diiference, then to refer to the difference columns to find the number — exactly the 
reverse of the previous procedure. 

For example, to find the nimiber whose logarithm is 2.5712. The mantissa is 
.5712 and the nearest lower logarithm on the tables is 5705, the difference being 7 
(in the fourth figure). The ntmiber whose log = 5705 is 3720, and to this must be 
added the figure 6 which corresponds to the difference of 7 in the fourth column ; 
the nvunber is therefore 3720 + 6 — 3726. The decimal point must be placed so 
as to give 2 + 1=3 digits to the left of the point, i.e. 372.6. 

The application of logarithms 

If two numbers are to be multiplied together, the answer may be found by adding 
their logarithms, and then finding the nimiber whose logarithm is equal to their sum 
For example, suppose that it is desired to multiply 371.6 x 58.24, 

log 371.6 = 2.5701 

log 58.24 = 1.7652 



sum = 4.3353 
The number whose log = .3353 is 2164. 

The decimal point should be placed so as to give 4+1=5 digits to the left of 
the point ; i.e. 21 640. 

•To the left of the decimal point. 
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Therefore 371.6 x 58.24 = 21 640. 

It should be remembered that the last figure of four figure logs, is correct to the 
nearest unit, and that slight errors creep into the calculations through additions and 
other manipulations. The first three digits of the answer will be exact, and the fourth 
only approximate. 

If one number is to be divided by a second number, the answer may be found by 
subtracting the logarithm of the second from the logarithm of the first, then finding 
the number whose logarithm is equal to their difference. 

Logarithms may also be used to find the powers of numbers For example, 
to find the value of (3.762)' : 

log (3.7621' = 3 log 3.762 = 3 X .5754 
= 1.7262 

Therefore (3.762)' = antilog 1.7262 = 53.23. 

For other applications of logarithms see Sect. 2(xvii) 

(iv) The Slide Rule 

The Slide Rule is a mechanical device to permit the addition and subtraction of 
logarithn.s so as to effect multiplication and division of the numbers. The small 
size of the normal slide rule does not give as high a degree of acctuacy as four figure 
log. tables, but is sufficiently accurate for many calculations. 

The usual 10 inch slide rule has four scales A, B, C, D of which B and C are on the 
slide. The scales C and D (the lower pair) are normally used for multiplication and 
division, and each covers from 1 to 10. The upper scales A and B cover from 1 to 100, 
The square of any number from 1 to 10 is found by adjusting the line on the cursor 
(runner) to fall on the ntmiber on the D scale, and reading the answer where the line 
cuts the A scale. The cube of a number from 1 to 10 may be found by squaring, and 
then multiplying the result by the original number on the B scale, reading off the 
answer on the A scale. If the number is not between 1 and 10, firstly break it up 
into factors, one of which should be a multiple of 10, and the other a nimiber between 
1 and 10, then proceed as before. For example 

300= = (3 X lOOy = (3)2 X (100)2 = 3s X 10*. 
The value of 3* is found in the normal way to be 9 j this is then multiplied by 10* to 
give the answer 9 X 10* = 90 000. 

Square roots may be found by the reverse procedure. Firstly reduce the number 
to factors, one of which should be a multiple of 100 and the other between 1 and 100, 
then apply the cursor to the number on the A scale and read the answer on the D scale 
to be multiplied by the square root of the 100 factor. For example, to find the square 
root of 1600 : ^ Vl6 X 100 = Vl6 X \/l00 = \/T6 x 10. 

The value of 4 on the D scale is then multiplied by 10 to give the answer 40. 

Cube roots of nimibers between 1 and 100 may be determined by setting the 
cursor to the number on the A scale, then moving the slide until the B scale cursor 
reading is the same as the D scale reading below 1 on the C scale. 

Slide rules which have log/log scales may be used to determine any power of 
a number 1.1 or greater (up to a maximum value of 100 000). Set the cursor to the 
number on the upper log/log scale, then set 1 on the C scale to the same cursor line. 
Move the cursor to the required power on the C scale and read the answer on the 
log/log scale. If the number is too high to be on the upper log/log scale, carry out 
the same procedure on the lower log/log scale. If the number is found on the upper 
scale, but the answer is beyond the limits of this scale, set the mark* (e.g. W) on the 
slide immediately below the number on the upper scale, and read the answer on the 
lower scale, inunediately below the power on the C scale. 

If several figures are to be multiplied and divided, carry out multiplication and 
division alternately, e.g. 75 x 23 x 5 

41 X 59 X 36 

should be handled as 75 41 x 2 3 -i- 59 x 5 - 36. 

•With slide rules having no special mark, use 10 on the C scale as the " mark." 
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In a complicated calculation, especially with very large and very small numbers, 
it is highly desirable to arrange the numerator and denominator in powers of 10. 
For example 

75 000 X 0.0036 x 5900 7.5 X 10« X 3.6 X 10"^ X 5.9 x W 



The slide rule does not indicate the position of the decimal point, and it is necessary 
to determine the latter by some method such as inspection ; this is much easier when the 
individual numbers are all between 1 and 10 as in the example above. It is also possible 
to keep track of the decimal point by noting how often the manipulation passes from 
end to end of the rule. 

To find the logarithm of a given number, move the 1 on C scale to the number on 
the D scale, then turn the rule over and read the logarithm on the L scale against 
the mark (this will be a number between 0 and 1). 

To find the decibels corresponding to a ratio, proceed as for the logarithm, but 
multiply by 10 for a power ratio or 20 for a voltage ratio. 

To find the sine or tangent of an angle, first set the angle on the S or T scale to the 
mark, then read the value on the B scale, below 1 on the A scale, and divide by 100. 

There are countless special types of slide rules, and in all such cases the detailed 
instructions provided by the manufacturers should be studied. 

Hints on special calculations on the slide rule 

(1) z = Vr'^'^+x''' = rVTTJx~^7^ 

Procedure : For example if X — 3 and i? = 2 set cursor to 3 on D scale, move 
slide to give 2 on C scale. The value of (X/Ry is given by the value on A scale op- 
posite 1 on B scale — in this case 2.25. Move the slide up to 3.25 (= 2.25 + 1) and 
then move the cursor to 2 on C scale, reading 3.61 on D scale as the answer. 

(2) If a large number of figures is to be divided by one figure, divide unity or 10 
(D scale) by the divisor (C scale) and then, with fixed slide, move the cursor to each 
dividend in turn on the C scale, reading the answer on the D scale. 

(v) Short cuts in arithmetic 

(a) Approximations involving V 

Tr'' may be taken as 10 with an error less than 1.4% 
7T may be taken as 25/8 with an error less than 0.6% 
I/tt may be taken as 8/25 with an error less than 0.6% 
277 may be taken as 25/4 with an error less than 0.6% 
l/27rmay be taken as 4/25 with an error less than 0.6% 
{liry 39.5 with an error less than 0.06% 

(b) Approximations with powers and roots 

General relation : (x ± S)' x" ± nx"~^ & 
where S is small compared with x. Examples are given below. 
Squares (« = 2) 

lO.P = (10 + O.iy 10^ + 2 X 10 X 0.1 «^ 102 (error = 0.01%) 
10.2^ = (10 + 0.2)2 «i 102 + 2 X 10 X 0 2 «a 104 (error = 0,04%) 
9.9^ = (10 - 0,1)'- 10'^ - 2 X 10 X 0,1 ^ 98 (error = 0.01%) 
Square roots [n = 0,5 ;(« — !)= —0,5] 



160 000 X 0,000 001 7 



1.6 X lO'* X 1,7 X 10-' 
7.5 X 3,6 X 5.9 x 10=^ 
1,6 X 1.7 



0.58 



V X 



Vno = \/ioo + 10 ^ v/ioo + 



V 101 



0^5 J^l 
0.5 X 10 

v'loo 



10,5 (error = 0,12%) 



10,05 (£rror = 0.001%) 
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a/ 50 = V 49 + 1 V" 49 + ''A^J- ^ 7.0714 (error = 0.004%) 

^49 

Cubes (n = 3) 

(10.2)» = (10 + 0.2)3 «a -,- 3 X X 0.2 1060 (error = 0.1%) 
Cube roots [n = 0.333 ; (n - 1) = -0.667j 

-^66 = ^64 + 2 ^ ^^^64"+ ^ 4.042 

3x4^ 

For more accurate approximations see Sect. 2 eqns. (82) and (83). 

(c) Approximations in multiplication 

a X b !^ i(a + by where a and b are close together 

e.g. 49 X 51 i(49 + 51)= !^ ^(100)^ 2500 (error 0.04%). 

This may be put into the alternative form : 

a X b !^ (arithmetical mean between a and 6)'' 

e.g. 68 X 72 !%! (70)'' «a 4900 (error 0.08%). 

(d) Exact multiplication 

a X b = i{(a + by - {a - bf) (no error) 

= (arithmetical mean between a and hy — I {.a — by. 
When (a — i) = 1, the second term in this expression becomes i and we have the 
exact application : 

3i X 4i = 16 - i = 151 (exact). 
Another application is illustrated by the example 

98 X 102 = 100^ - 1(4)'^ = 10 000 - 4 = 9996. 

(e) To multiply by 11 

To multiply a number by 1 1, write down the last figure, add the last and last but 
one and write down the result, carrying over any tens to the next operation, add the 
last but one and the last but two and so on, finishing by writing down th« first 
e.g. 11 X 42 736 = 470096 (no error) 

(f ) For approximations based on the Binomial Theorem see Sect. 2(xviii). 

(g) For general approximations see Sect. 2(xx). 



SECTION 2 : ALGEBRA 

(t) Addition (ii) Subtraction (Hi) Multiplication (iv) Division (v) Powers 
(vi) Roots (vii) Brackets and simple manipulations (viii) Factoring (ix) Proportion 
(x) Variation (xi) Inequalities (xii) Functions (xiii) Equations (xiv) Formulae 
or laws (xv) Continuity and limits (xvi) Progressions, sequences and series (xvii) 
Logarithmic and exponential functions (xviii) Infinite series (xix) Hyperbolic 
functions (xx) General approximations. 

See Section 6 for Complex Algebra. 

Algebra is really only arithmetic, except that we use alphabetical symbols to stand 
for figures. It is frequently more convenient to put an expression into an algebraic 
form for general use ^ and then to apply it to a particular case by writing figures in place 
of the letters. All algebraic expressions are capable of being converted into arith- 
metical ones, and the fundamental tnathematical processes of algebra may be used 
in arithmetic. 
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(i) Addition 

If a, by and c are all values of the one unit (e.g. all resistances in ohms) we can add 
them together to find the sum d, where d will also be in the same unit, 

<i = a + 6 + c 
For example, if a = 5, 6 = 10, c = 15 ohms, 
then = 5 + 10 + 15 = 30 ohms. 

(ii) Subtraction 

Subtraction is the opposite of addition, or negative addition, and can only be applied 
when the quantity to be subtracted is in the same unit as the quantity from which it 
is to be taken. For example let 

a = 6 — c 

where a, b and c are all voltages. 

If 6 = 6 volts and c = 2 volts, then 

a = 6 — 2 = 4 volts. 

As another example, let a, b andc be readings of a thermometer in degrees — say 
b = 10°C and c = 20°C, then a = 10°- 20°= - 10°C. This is commonly de- 
scribed as " 10 degrees below zero " or " a temperature of minus 10 degrees." Thus 
a negative temperature has a definite value and is readily understood. Its magnitude 
is given by the figure, while its direction above or below zero is given by the positive 
or negative sign. 

Similarly a negative current is one with a magnitude as indicated by the figure but 
with a direction opposite to that of a positive current. In most cases the direction 
of a positive current is arbitrarily fixed, and if the answer comes out negative it merely 
indicates the actual direction of current flow is the opposite of the direction assumed. 
The same principle holds in all cases. 

(iii) Multiplication 

Multiplication is continued addition — 

4xa = (2 + a + a + a 
and is commonly written as 4a. In the general sense we can write ba where b is any 
number ; this has the same value as ab, 

i.e. ab = ba or a,b = b.a. 

It should be noted that 

4 X (— a) =i — 4a 
and(- 1) X (- 1) = 4- 1. 

(iv) Division 

Division is the breaking up of a number of things into a given number of groups, e.g. 
6a -f 3 = (2a + 2a + 2a) 3 = 2a. 
We may write this in the alternative forms 

6a 

— = 2a, or 6a/3 = 2a. 

(v) Powers 

Powers are continued mtiltiplication, 

e.g. a' = aaa = a x a X a 

a" = a X a X a x a . . . (m factors) 
a^=axaxaxa...(n factors) 
Therefore a" x a" = a'" + (1) 
We can write, as a convenience, 

1 

— - in the form a~" 

■ a" 

where the — n is not a true index (or exponential) but merely a way of writing 1/a". 
a" 

Therefore ^ = a" x a~" = a"" " (2) 
which indicates that the -n can be treated as though it were a true index. 



6.2 



(v) POWERS 



The following can also be derived : 
a" 

— V = a""""" = a" 
a" 

but = 1 
a"* 

Therefore a° = 1 

(d"*)" = d™ ^ " = d"*" 
(a6)" == a"6" 

I,— a)" = ( — 1)" X a" 

= +a" if n is even 
or = —a" if « is odd 

These identities hold even when m and n are negative or fractions. 

(vi) Roots 

\/ a X a = a ot \/ = a 

a X a X a - a or ^ = a 
We may adopt as a convenience the_form 

= a% 

V7= 

This may be extended to include 

"Va™ = (a")"" = a"'" 
so that a™'" is the nth root of a"*. 

Note that = ^iTa ; l/Wa = "VlTo" 

(vii) Brackets and simple manipulations 

a (a + b) a X a + a X b = + ab 
X {a + b — c) = xa + xb — xc 

— X (a + A) = —xa — jrJ 

— X {a — b) = —xa -\- xb = x {b — a) 
- {{a -b) -{c + d)] = -{a -b) + ic + d) 

= (6 + c + - 0 
ax + bx (a + i)jc a + * a: _ a + b 
cx + (c + d)x c + J X c + 

(a + by- = {a \ b){a + fc) = a(a + b) + b{a + 6) 

= fl" + 2 afc + 6^ 
(a _ 6)2 = (a - i)(a - fc) = a(a - fc) - «)(a - b) 

= - 2ab + b' 
(a + - fc) = a(a - 6) + - i) = a= - 6= 
(a + b)lx + y) = ax + ay + bx + by 
(a + b + cy a'' + b'' + + 2ab + 2bc + 2ca 
a a -~l2ac ^ 

a —a —a ^ 

+ 6""^^ " ^ -b 

a X 0 = 0 ; ^ = infinity* = co 

(note that it is not possible to divide by 0 in algebraic computations). 



•Infinity may be described as a quantity large without iimit. 
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c^d" cd ' c^c~~r~"' — ^ "^3^) 

The sign ± means either plus or minus. When ± and/or q= signs are used on 
both sides of an equation, the upper signs in both cases are to be taken in conjunction 
as one case, while the lower signs are to be taken as the other case. 

(32) 
(33) 
(34a) 
(34b) 



a 

i ^' 


c 


ac 


a 


ac 


1 


"Fd' 


b 


^ b^ 


a 


c 

d 


a 


d 
c 


ad 


X 


a 


+ b 


x(c - 


1- d) 



c + d y(c + d) y\c + d_ 
^ x{c + d) - y{a + b) 

" 'yiF+ll) 



(viii) Factoring — Examples 

6ab + 3ac = 3a(26 + c) (35) 

x2 - 7x3; + 123," = {x - iy){x - 3y) (36) 

2x^ + Ix + 6 = (2x + 3)(x + 2) (37) 

x'^y - 4j;' = y{x^ - iy^) = y{x + 23;)(x - 2y) (38) 

(ix) Proportion 



c 



6=7 ^-^^ 7 = -^ (39) 



(1) If 

, a c 

b ~~d ^ ^ therefore = 0 (40) 




(41) 



from which ad — be = Q 

(2) If r = ^ and also -7 = 4' 
b d f h 

, ae eg 

then — = -2— 

bf dh 

(x) Variation 

\i y = kx, then 3; cc x 

i.e. y is directly proportional to x. 

If J' = then V oc — 

X X 

i.e. y is inversely proportional to x. 
If y = kxz, then y varies jointly as x and z. 

X 

11 y = k~, then y varies directly as x and inversely as z 

(xi) Inequalities 

The letter symbols below are positive and finite. 

If a > 6 then a + c > b + c, b < a (43a) 

a — ob — c, c — a<c — b (43b) 

ac > be, be < ac (43c) 

a b c c 

7 > - <t: f43d) 

c c a b ' 
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If a — c> b then a> b + c (44) 
If a > 6 and c > d 
then a + c> b + d, and ac > bd (45) 

(xii) Functions 

We may describe 3x + 4 as " a function of x " because its value depends upon the 
value of X. This is usually written as 

F(x) = 3* + 4. 

Other typical functions of x are 

2x'' + 3x + 5 ; x(,x^ + 3x) ; 
cos x ; log X ; 1/x. 

In such ftmctions, x is called the " independent variable." It is usual to write 
F{a} as meaning " F(x) where x = a." 

(xiU) Equations 

An equation is a statement of conditional equality between two expressions con- 
taining one or more symbob representing unknown quantities. The process of 
determining values of the unknowns which will satisfy the equation is called solving 
the equation. 

An Identical Equation is one which holds for all values of its letter symbols. 
A Linear Equation is one in whichj after getting rid of fractions, the independent 
variable only occurs in the first degree (e.g. x). 
Example : y = 5x + 3. 

A Quadratic Equation is one in which, after getting rid of fractions, the inde- 
pendent variable occurs in the second degree (e.g. x^) but not in higher degree. 
Example ; y = 4x^ + 5x + 3. 

A quadratic equation in one unknown has two roots, although both may be complex 
(i.e. with an imaginary term). 

A Cubic Equation is one in which, after getting rid of fractions, the independent 
variable occurs in the third degree (e.g. x^) but not in higher degree. 

Example : y = 3x' + + 2x + 5. 

Note : X and y are usually taken as unknowns ; a, b, c and d as known constants. 

Rules for solution of equations 

1. The same quantity may be added to (or subtracted from) both sides. 
Example : If x + 3 ^ 2 ; then x + 5 = 4 and x + 1 = 0. 

2. A term can he moved from one side to the other provided that its sign is changed. 
Example : If a = 6 ; then a — 6 = 0. 

3. All signs in the equation may be changed together. 
Example : If x — a = y — b ; then a — x = b — y. 
This is equivalent to multiplication throughout by — 1. 

4. Both sides can be multiplied (or divided) by the same quantity. 
Example : If a: + 2 = 5 ; then 2x + 4 = 10. 

5. The reciprocal of one side is equal to the reciprocal of the other. 

1 1 

Example : If x = a ; then ~ — ^ ' 

6. Terms can be replaced by terms that are equal in value. 

7. Both sides can be raised to the same power. 
Example : If x = a ; then x- = a". 

8. Both sides can be replaced by the same root of the original. 
Example : If x --= a ; then i/ x = -^Z a, and 

in general, "V x = "Va if n is odd, buc if n is even we must write 

"V X = ± Wa 
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which means that 

either "V x = "V a or "y/ x = —"^J a. 
In such cases two roots are obtained, and both should be tested in the original equa- 
tion. 

Warning 

If both sides of an equation are squared, or if both sides are multiplied by a term 
containing the unknown, a new root may be introduced. 

Solution of equations 

(1) Linear equations with one unknown 

Example : ax -\- h — Q. 

Solution : X = — hi a. (46) 

(2) Linear equations with two unknowns 

Any linear relation between two variables, x and y, can be written in the geneiral form 

ax + fejy + c = 0 (47) 
or (provided that h is not zero) in the alternative form 

y = mx \ n (48a) 
This type of equation is not limited to one or two solutions, but has a corresponding 
value of jy foir every possible value of x. It is very helpful to plot the value of y against 
the value of x on squared paper — see Sect. 5(i). With any equation of this type, the 
graph will be a straight line, and it is only necessary to determine 

(1) one point on the line 

(2) the slope of the line at any point. 

The most convenient point is usually x = and in eqn. (48a) 

this will give y = n 

or in eqn. (47) this will give y = — c/b 

The slope of the line is given by the difference of the y values of two points, divided 
by the difference of their x values. 

In eqn. (47) the slope is — a/b 

while in eqn. (48a) the slope is m. 

A particular form of eqn. (47) is 

X y 

- + a = i (48b) 

and in this case the line cuts the x axis at x = a and cuts the y axis at ji — b. The 
slope is equal to — b/a. 
An equation of the form 

a b 

-+ -= c (49) 
X y ^ ' 

may be solved by regarding 1/x and l/y as the unknowns, then following a similar 

procedure as for an. equation in x and y, and solving for 1/x and \/y. 

(3) Simultaneous linear equations (two unknowns) 

a,x + b,y = c, ] ^^^^l^lf^l (50^) 

a^x + b^y = Ca J aiCa — uoc, 

y = —7 (50b) 

aibi — a^bi 

provided that (a — Oibi) is not zero. 

Alternatively the solution may be derived by determining * in terms of y from the 
first equation, and then substituting in the second. 

Checking solutions : 

After any solution has been foimd, particularly with more than one solution, it is 
highly desirable to check these in the original equation. 

(4) Three simultaneous equations (three unknowns) 

Given C ax + by -\- cz + d = 0. 

J. aiX + b^y + CiZ + di = 0 
{^UiX + b^y + Czz + da = 0 
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Then 


— biC^) + diCbCi — 


h^c) + diibic — 




X ~ 


- *2<;,) + - 

— fljCi) + diCfljC — 


*Cj) 4- Oiibci — 
aca) + rfzCac, - 


ai,c) 


y ' 

d(aj>i 


— fejCi) + ai(i>jC — 

— 0162) + diiabi - 


bCi) + flaCfcCi — 

- aj}) + di^Oib 


- afti) 


a{b 


— Aj^i) H- a^ib^c — 


bCi) + flaCici — 




It will be noticed that the three denominators are identical. 



(51) 



(5) Quadratic equations 

{x - a){x + i)=0; x = aor x = - b (52) 

ax" + bx + c =0; X = (53) 

Note that in eqn. (53) 
when 6" = 4ac, the two roots are equal 
when 6'' — 4ac is positive, the two roots are real , 
when — 4ac is negative, the roots are imaginary. 

(6) Quadratic equations with two variables 
Example : y = ax^ + bx + c. 

This type of equation is not limited to one or two solutions, but has a corresponding 
value of y for every possible value of x. It is helpful to plot part of the curve on 
squared paper — see Sect. 5(i). The curve may cut the x axis at two points, or it may 
touch at one point, or it may not touch it at all. Let y = 0, then 

ax' + bx + c - 0 
and the points at which the curve cuts the x axis will be 

- b ±V b' ~ ia c 

" = 2a ^^^^ 

If > iac, the curve will cut at two points. 
If J2 _ 4^^^ (he curve will touch at one point. 
If b' < lac, the curve wrill not cut the x axis. 

(xiv) Formulae or laws 

A formula is a law, or rule, generally in connection with some scientific relation- 
ship, expressed as an equation by means of letter symbols (variables) and constants. 

For example. Ohm's Law states that E ~ RI where each of the letter symbols 
has a precise meaning. If we know any two of the variables, we can determine the 
third, 

E E 
R = ^ and / = 

i K 

Another example is 

_ _1 

~ 2^fC 

which gives Xc for any desired values of / and C. Note that 2u is a constant. 

All formulae or laws may be rearranged in accordance with the rules for the solution 
of equations, so as to give the value of any variable in terms of the others. 

(xv) Continuity and limits 

Some functions are " continuous," that is to say they are smooth and unbroken 
when plotted as curves. Other functions are said to be " discontinuous " if at some 
value of X the value of y is indeterminate or infinite, or there is a sharp angle in the 
plotted value of 31 = F{x). Examples of points of discontinuity are : 

(1) y = l/x is discontinuous at x = 0. 

(2) y = 10'"* ~ " is discontinuous at x = 1. 

Even when a fxmction is discontinuous at one or more points, it may be described 
as continuous within certain limits. 



266 



(xv) CONTINUITY AND LIMITS 



6.2 



It frequently happens that a function approaches very closely to a limiting value, 
although it never quite reaches it for any finite values of the independent variable. 
For example, the voltage gain of a resistance coupled amplifier is given by 

^ A = tiRjJ(Rr, + r,) 
and it is required to find the limiting value of A when i?^ is made very great. 

The formula may be put in the form 

(55) 

and as i?^ is made very much greater than r the value of r^/Rj^ becomes very small 
although it never actually reaches zero. We may express this in the form 



which may be stated " the limit of (r^/Ri), as approaches infinity, is zero." The 
limiting value of A, as Rj^ approaches infinity, is therefore 

Lt A = (57) 

(xvi) Progressions, sequences and series 

A Sequence is a succession of terms so related that each may be derived from one or 
more of the preceding terms in accordance with some fixed law. 

A Series is the sum of terms of a sequence. 

Arithmetical Progression is a sequence, each term of which (except the first) is 

derived from the preceding term by the addition of a constant number. 
General form -.a, (a + d), {a + 2d)> {a + 3d) 
Example : 2, 5, 8, 11, etc. 

(here a = 2 and d = 3). 
The wth term = a + {n — \)d (58) 
The sum of n terms is 5 = Jn[2a + (« — V)d] (59) 
When three numbers are in Arithmetical Progression, the middle number is called 

the " arithmetical mean." The aritlimetical mean between a and b is \{a + b). 
Geometrical Progression is a sequence, each term of which (except the first) is 

derived from the preceding term by multiplying it by a constant ratio (r). 
General form : a, ar, ar' ar'. 

Examples: 3, 6, 12, 24, (r = 2) 

4, -2, +1, -i (r = - i) 

With the general form above, 

the «th term = ar""^ (60) 

and the sum of the first n terms is 



(61) 

When three numbers are in Geometrical Progression, the middle number is called 
the Geometrical Mean. The Geometrical Mean of two numbers a and b is \/ab. 

If the ratio r is less than imity, the terms become progressively smaller, and the 
sum of a very large number of terms approaches 

^ (62) 

Harmonic Progression : The terms a, b, c, etc. form a harmonic sequence if their 
reciprocals 

1 1 1 
— > ,- > — > etc. 

a b c 

form an arithmetical sequence. 

Example : 1, J, 1/3, I, 1/5 is a Harmonic Progression 
because 1, 2, 3 , 4, 5 is an Arithmetical Progression 

lab 

The Harmonic JVlean between a and b is — — -• 
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Note that the Arithmetical Mean between two numbers is greater than the Geo- 
metrical Mean, which in turn is greater than the Harmonic Mean. 

With any form of progression or sequence, we are often concerned with the sum of 
a number of terms of which the general term is given. It is possible to write this 
sum in a shortened form, for example 

k = n 

1 + 2 + 3 + 4 + ... + * + ... + « = 

k = 1 

where the Greek letter capital sigma is used to indicate the sum of a number of terms ; 
k is merely the general term ; and the values of k are to be taken from k = I (beneath 
sigma) 10 k = n (written above sigma). 

(xvii) Logarithmic and exponential functions 

If a"' = AT 

then X is the logarithm to the base a of the number N. This may be put in the form 

X = logo 

where the base a may be any positive number except 1 or 0. 
The two principal systems of logarithms are 

(1) The Naperian (or natural) system, using the base e = 2.718 28 . . . (pre- 
ferably written with the Greek e), and 

(2) The Brlggs (or common) system, using the base 10. 

Only one set of tables is required, for it is possible to convert a logarithm to one 
base (6) into a logarithm to any other base (a) : 

loga y = logs 3' X loga h 
If it is required to find the logarithm to the base e, given the logarithm to the base 10, 
\o%^y = logio J) X log£ 10 (63a) 
= log I X 2.3026 (63b) 
log 1 0 3' = log ^3/ X 0.4343 (63c) 

Some properties of e 

The value of e is given by the right hand side of eqn. (86). 

Values shown below in brackets are to four decimal places. 

e = 2.71828 (= 2.7183) 

1/e = 0.367879 (= 0.3679) 

logic e = 0.43429 (= 0.4343) 

log^ 10 = 2.30259 (= 2.3026) 

loge 10 = l/logi„ e 

logio e" = « X 0.43429 (= n X 0.4343) 
Some manipulations with logarithmic functions 



log a/b = log a — log 6 (64) 

log 1/a = — log a (65) 

log 3)" = « X log 3' (66) 

log3'~' = — log 3) (67) 

log 3;"'" = (m/«) X log 3; (68) 

log = log 3'"' = (1/2) log y (69) 

log -^y = \ogy^'^ = (1/3) log 3. 70) 

To find the cube root of 125— 
-^125"= (125)1'^ 



Therefore log (125)"3 = (1/3) log 125 = (1/3) (2.0969) = 0.699. 



Then antilog 0.699 = 5.00 (from tables). 

log -^3^= |log3' (71) 

log ahc = log a + log b + log c (72) 

log (ab/cd) log a + log 6 — log c — log d (73) 



2ab 

The Harmonic Mean between a and b is r- 

a + b 
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log Va* " fc' = i log (a + fc) + i log (a - b) (77) 

Logarithmic Functions are closely related to Exponential Functions, and any 
equation in one form may be put into the other form. If the curves are plotted, the 
two will be the same. 

Example : Exponential form y = 

Logarithmic form x — log, y 

Numerical example : 

If r = 10 and x = 3 

Then y = W = 1000. 

This may be handled by the logarithmic form of the equation, 
X = logr jy = logio 1000 = 3 as before. 

Logarithmic decrement : If the equation is of the form 

y = ae~'" 

where (— 2i) is negative, the value of y decreases as x is increased, and (— 6) is called 
the Logarithmic Decrement. 

(xviii) Infinite series 

It was noted, when dealing with Geometrical Progression, that it is possible to take 
the limit of the sum of a very large number of terms, as the number approaches in- 
finity, provided that the terms become progressively smaller by a constant ratio. 
Such a series is called " convergent " and is defined as having a finite limit to the sum 
to infinity. Infinite series which do not comply with this definition may be " diver- 
gent " (these are not considered any further) or else they may be " oscillating." 

(a) Binomial series : 

m(m — 1) m(m — l)(m — 2) 

I + mx + ^Y2~^^ ^23. + ^''^'^ 

The nth term is 

m{m - l)(m - 2) ... (w - n + 2) 

= 1:27 3 ■■■(»- 1) ^" (^^^ 

The denominator is usually written in the form 

(w - 1) ! 

which is called " factorial (n — 1)." 

This Binomial Series is convergent, provided that x is mmierically less than 1. 

(b) Binomial theorem : 
Case 1 : 

, , , m{m — 1) x^ mlm — l)(m — 2)x^ 

(1 ± x)"- = 1 ± mx + 2V~~ ^ ~^ h. + • • • 

, m(m — \) . . . {m — n + 2)x" ~ ^ 

± + . . . (80) 

which holds for all values of x if m is a positive integer, and for all values of m provided 
that X is numerically less than 1. 

The Binomial Theorem is useful in certain approximate calculations. If x is small 
compared with 1, and m is reasonably small, 

(1 + x)" 1 + ■] 

(1 - x)" 1 - (_ 

(1 + x)-™ 1 - mx r (81) 

(1 - x)-" I + mx. J 

To a closer approximation (taking three terms), 

(1 -I- x)" 1 + wx + i m{m - 1) x^ ^ 

(1 — x)" ^ I — mx -\- I mint — 1) x^ I (82) 

(1 + x)^"- ^ 1 - mx + I m(m + 1) x^' ( 

(1 - x)-" ^ 1 + mx + i m(m + 1) x^ J 

Numerical example : To find the cube root of 220. 
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1^220 = (216 + 4y/3 = |2i6(i + ale)}'" = ^(i + i)"- 

Applying the approjcimation from the Binomial Theorem, 
(1 + jc)"* 1 + mx 
to the evaluation of the quantity above, we may make x = 1/54 and m = 1/3, from 
which 

/ 1 N»'2 1 1 1 

V + TJ_^ 1 + 3- 54^ 1 + 162^ 1-0°^ 
Therefore -^220 «rf 6 x 1.006 17 ss^ 6.037. 
Case 2 : 

We can also expand (a + x)", which is convergent when x is numerically less than 

= ± ,,„-x, + "<!!Lli) ± !!<!!Li_i}(!l:il) ,„-3,, + . . .(83) 
Approximation : 

— i- = (a + 1)-J ^ -{ 1 - - ) when a > 1 (84) 
a + 1 a\ aJ 

(c) Exponential series 

From the Binomial Theorem, putting x = 1/n and m = nx, we may derive 
/ x' x^ x' x"-'^ ,„_. 

When X = 1 this becomes 



/IN" 111 1 



+ . . . (86) 

The right hand side of this equation is the value e, which is equal to 2.71828 (to five 
places of decimals). Taking the Arth power of each side of this equation. 



e 

Therefore = 



L.»— 1 



^2 ^3 j^n 

and e'^ = l+.x + ^ + ^+^+... + + • • • (87) 

which is called the Exponential Series. 

(d) Logarithmic series 

The logarithmic series is the expansion of log ^ (1 + x) in ascending powers of x : 

X^ X X* 

lege (1 + x) = X - ^ + 3- - ^ + . . . 
which is convergent if x is numerically less than 1. 

(e) Trigonometrical series 

JC^ 

sin X = X - jj- - + . . . (89) 

x^ X* x" /or,^ 
cosx = l -^ + 4y--g-, + ... (90) 

tan^ = ;f + 3-+^ + ^+28^ +...(|x|< V2) (91) 
For derivation of eqns. (89) and (90) see Sect. 6, eqns. (17) and (18). 

(xix) Hyperbolic functions 

These are combinations of the sum and difference of two exponential functions. 

is called the hyperbolic sine of x, designated by sinh x 
-is called the hyperbolic cosine of x, designated by cosh x, 



2 
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— — is called the hyperbolic tangent of x, designated by tanh x 

and similarly with the inverses 
cosech X = 1/sinh x 
sech X =1 /cosh x 
coth X == 1/tanh x 

1111 

Note € - 1 + fi + ^ + 3! + "41 + • ■ 2.718 28 (92) 

The following may be derived : 

cosh'x — sinh^x = 1 (93) 

sech^'x + tanh^x = 1 (94) 

coth^x — cosech^x = 1 (95) 
sinh ( — x) = — sinh x ; cosh {— x) = cosh x ; tanh ( — ?c) = -- tanh x (96) 

tanh X 

""^"^ Vr=W. = Vcosh^--l (97) 

cosh X = ^,=-4ni?^ = ViiiS^TT (98) 

sinh X 

^ = coih"^ = Vl ~ sech^^c (99) 

sinh X + sinh y = 2 sinh cosh (100) 

sinh X — sinhj) = 2 sinh — ^ — cosh — -— (101) 

X + v X — y 

cosh X + cosh 3; = 2 cosh - ^ '^osh — ^ — (102) 

cosh X — cosh 31 = 2 sinh — ^ — sinh — ~- (103) 

, , , sinh {x ± v) 

tanh X dz tanh 3/ = — r r (104) 

cosh X cosh y ^ ^ 

(sinh X + cosh x)" = cosh «x + sinh nx (105) 

sinh-'x = logj (x + + 1) = cosh-iV x^ + 1 (106) 

cosh^^x = logj (x + V^'' — 1) = sinh^'V x' — 1 (107) 
1 + X 

tanh-'x = i logj Y'Z^ (108) 

, 1 X 

= cosh ' = sinh"' — ~- _= fl091 

Vl - Vl - 

Sinh (x ± y) = = sinh x cosh y ± cosh x sinh 3- (110a) 

^x± V _|_ ^— ( a:± I/) 

cosh (x ± 3/) = ^ = cosh X cosh 3 ± sinh x sinh 31 (110b) 

,"7 , , e'^i" -e-'=^±"" tanh x± tanh 3) 

tanh (x ± v) = ^ , — -= ~- — Mm 



e^±» + e-i^'i" 1 ± tanh x tanh y 
sinh 2x =2 sinh x cosh x ^ ^^^^ x 



cosh 2x = cosh^ x + sinh^x 



1 — tanh^ X 
1 + tanh^ X 



cosh X + sinh x = (' 
cosh X — sinh x = e~ 



(112) 
(113) 



1 — tanh^ X 
2 tanh x 

^^'^^^x = j-^-^^ (114) 



(Ufa) 
(115b) 



sinh X = X + 3y+|y + . . . (115c) 
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cosh X = i+~ + J-+^ + ... (115d) 

(these are convergent for all real values of x). 
Also in complex form (see Section 6) 

sinhyx = j sin x ; cosh;* = cos x; ; tanh/x = j tan x (116) 
siajx = j sinh x ; co&jx = cosh x (117) 
sinh (x ± jy) = sinh x cos y i: j cosh x sin y (118) 
Note that x and 3/ in sin cos x, tan x etc. in eqns. 116 to 119 must be expressed 
in radians. 

cosh (x ± jy) = cosh x cos y zt j sinh x sin 3; (119) 

<.;„!, (''\ /cosh X — 1 , /'*^ /cosh x + 1 

"■^ = V J ; cosh (^^J = V 2 — ^120) 

, / x\ cosh 3c — 1 sinh x 

tanh U ) = ^-i:^ = — u f-r (121) 

\2J smh X cosh x 4- 1 

(xx) General approximations 

Let 8 be an extremely small quantity and x be a quantity very large compared with 
S, then 

^ 1 + 8 v-^s \ ~l (122) 



1 - 8 ^ ' 1 + 8 

1 + 81 



J ^ _ 1 + 81 - 8, (123) 

(1 ± 8)" 1 ± «S ") 

J I where n may be mtegral, f (124) 

-71 — ; — rr- «a 1 T "8 ( fractional or negative \ (125) 

(1 ± 0)" J 

Vl + S 1 + i8 Vl - 3 ^ 1 - iS (126) 

- , ^ 1 - i8 , — ■ »^ 1 + 48 (127) 
Vl + S VI - 8 

(1 + 8)2 !^ 1 + 28 (1 - 8)2 I - 2S (128) 

Ix ± 8)» X" ± nx" ~ '8 (129) 

Eqn. (129) is used in Sect. l(v)b for approximations with powers and roots. 

V»(x + 8) P« X + iS Vx{x - 8) «=! X - P (130) 

(1 + 8,)(1 ± 8^) !5a 1 + 8i ± 82 (131) 

(1 + 8i)(l + 8,)(1 + 8,) ^ 1 + 81 + + 8, (132) 

where 81, Sj and Ss are all extremely small quantities. 

e^f^l + h 6"S 1 - 8 (133) 

g«/«c ^ 1 + t/RC. ^-t/Rc ^ 1 _ t/RC (134) 
Eqn. (134) has an error less than 0.6% when t/RC does not exceed 0.1. 

iog« (X ± 8) ^ log^ "^l- ^^^^^ 

logf(l ± 8)?« 8 - i8» (136) 

sinh h cosh 8 1 tanh 8 ss 8 (137) 

sinh-iS ^ 8 tanh-'S i?a 8 (138) 

sinh (x + 8) «!:( sinh x + 8 cosh x ; sinh (x ~ 8) sinh x — d cosh x (139) 

cosh (x + 8) f?a cosh x + 8 sinh x ; cosh (x — 8) ^ cosh x — 8 sinh x (140) 

tanh (x + 8) «ri tanh x + 8 sech^ x ; tanh (x — 8) tanh x — 8 sech^ x (141) 
When Z. is a large quantity 

sinh L ^ ie^ cosh L s» \e^^ tanh L 1 (142) 

Trigonometrical relationships 

When 8 is an extremely small quantity, so that an angle of 8 radians is a very small 
angle, and x is an angle very large compared with 8, 
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sin S ?a S cos S (=a 1 tan 8 iss 8 (143) 

sin- >8 «t! 8 cos- > 8 «a M4^C - 1) + 8 tan" ^8 8 (144) 

where K is any integer. See Sect. 3(iii) for inverse functions. 

sin (x + 8) sin :)£ + 8 cos x sin (x — 8) sin >; — 8 cos x (145) 

cos (x +• 8) cos X — 8 sin K cos {x — S) cos x + 8 sin ;c (146) 

tan (x + 8) tan x + S/cos'' x tan (x — 8) tan x — 8/cos^ x (147) 



SECTION 3 : GEOMETRY AND TRIGONOMETRY 



(i) Plane figures (it) Surfaces and volumes of solids 
ships. 



(Hi) Trigonometrical relation- 



(i) Plane figures 
Angles 

Two angles are complementary when their sum is equal to a right angle (90°). 
Two angles are supplementary when their sum is equal to two right angles (180°). 
The three angles of a triangle are together equal to two right angles (180°) 

2w radians = 360° 

■n radians = 180° 

1 radian ^ 57.29578° 

1°«B 0.0174533 radian. 
When an angle is measured in radians, and incorporates the sign tt, it is usual to 
omit the word " radians " as being understood — e.g. tt, l-n. 

Right Angle Triangles (Fig. 6.1) 

Sine :* - = sin .4 a = c sin A (1) 



Tangent ; 



Cosine : 



= tan A 



- — cos A 



b taaA 



b = c cos A 



(2) 
(3) 




f IG. 6.1 



+ = 



Cosecant : - = cosec A = 1/sin A 
a 

Secant : ? = sec /I = 1/cos A 
■b 

b 

Cotangent : - = cat A = l/tan A 
a 

c is called the hypotenuse. 



V 



mc 



= ^/(c + b)(c - b) - 
= csixx A = b tan A 
= •\/(c + a)(c — a) = \/ nc 
= ccos A — a cot A = a/tan A 



= Va" + b^ m + n 

= a cosec A = a/sin A = b sec A = 6/cos A 
Area = i ab = i cot A = i b^ tan A 

= i sin 2A = i 6c sin ^ = i ac sin B j 
The perpendicular (p) to the hypotenuse is the mean proportional (or mean geo 
metrical progression) between the segments of the hypotenuse. 



(4) 
(5) 
(6) 



(7) 
(8) 
(9) 
(10) 
(11) 
(12) 
(13) 
(14) 
(15) 



•See Sect. 3(iii) for trigonometrical relationships. 
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m 
P 



P " \^ mn 
« _ i 
h~ c' 

Any triangle inscribed in a semicircle, with the diameter forming one side, 
angle triangle. 

Equilateral Triangle (Fig. 6.2a) 



m a 
also — =- 
a c 



(16) 

(17) 
is a right 




Each side 


= a 


Each angle 


= 60° 


m 


= i a 


h 




area 


= i ah 



0.866a 



(•\/3/4)a2 0A33a' 



Any triangle (Fig. 6.2b) 

Area = i bh = V Ks — a)ls - ft)(j - c) 
where b = base, h — height, s = i (a + 6 + c). 

a b 




sin A sin B sin C 

= 6= + - 26c cos ^ 
J2 = c2 -f - 2ca cos B 
c« = a* + 6' - 2a6 cos C 
a = b cos C + c cos B 
6 = c cos /4 + a cos C 
c = a cos S + i cos 



} 

} 



Rectangle (Fig. 6.3) 
Area = ab 



d = diagonal = \/ a? + b^ 
Parallelogram (Fig. 6.4) 

Area = bh = ab C ; a == c ; b = d. 

Angle A = angle C ; angle B = angle D. 
Trapezoid (Fig. 6.5). 

Side d is parallel to side b. 

Area = i(,b + d)h. 



Polygons and Quadrilaterals 

To find area, divide into triangles, calculate the area of each, and add. 
arcle 

Circumference = w x diameter 3.1416 x diameter 

= 27r X radius i=a 6.2832 x radius 
Area = w x (radius)^ = i (circumference x radius) 
= (7r/4) X (djameter)^ 0.7854 (diameter)^ 
Sector (Fig. 6.6) 

A = angle subtended at centre = s/r radians _^ 

c = 2-\/ r' - a^~ -= 2 r s in {A/2) = 2a tan iA/2) = 2^/ 2hr - 
a = i\/4r=i - = i\/ d' - c' = r cos (A/2) = J c cot (A/2) 



(18) 
(19) 

(20) 

(21) 
(22) 

(23) 
(24) 

(25) 

(26) 
(27) 

(28) 
(29) 

(30) 




(31) 
(32) 
(33) 
(34) 

(35) 
(36) 
(37) 
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^10.6-6 nc 6-7 



s = length of arc = rA (A in radians) (38) 

= IT r^/180 in degrees) (39) 

ft = r- a = r(l- CMS A/2) (40) 

Area of sector = J rs = J r'A {A in radians) (41) 

= TT r2 A/360 (A in degrees) (42) 
Area of segment (bounded by chord c, curve s) 

= ir' (A - sin A) {A in radians) (43) 

= i r (s — r sin s/r) (s/r in radians) (44) 

= i [r (.5 — c) + ch] for segments less than half a circle. (45) 
Ellipse (Fig. 6.7) 
The ellipse has two foci, F and F', and for any point P on the perimeter, 

FP + PF' is constant = FB + BF' = FA + AF' (46) 

Major axis = AB = 2a ; minor axis = CD = 2b (47) 

Area of ellipse = -ncA «t! 0.7854 major axis x minor axis (48) 

Perimeter j=si a (4 + l.lw + 1.2m'), where m = b/a (49) 



An ellipse may be drawn by putting a pin into the paper at each focus (F, F'), tying 
the ends of a short length of cotton thread around the pins leaving a slack portion in' 
the middle, and running a pencil point around in the loop of the thread. 

To find the foci, draw an arc with centre at C and radius a to intersect the X axis 
(AB) at F and F'. 
Parabola (Fig. 6.8) 

The parabola has a foctis (F) and a directrix (MN) and for any point P on the para- 
bola, 

FP = PM where PM is the perpendicular to the directrix (50) 
Area of segment cut off by chord PP' = (2/3) ch. (51) 




Hyperbola (Fig. 6.9) 

The hyperbola has two foci (F, F') and two asymptotes, and for any point P on 
either curve, 

FT - FP = constant (52) 

General rules for areas 

Areas bounded by straight sides may be calculated by dividing the area into tri- 
angles, calculating the area of each and adding. 

Areas bounded by irregular curves may be divided into parallel strips and the area 
calculated by one of the following approximations : 
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Trapezoid rule ^ 

Area = ddy^ + + y, + + y„-i + Jj„) (53) 

where d = width of each strip 

and 3'i,3'2,3'3 . . ■ ■3'n are measured lengths of each of the equidistant parallel chords. 
Note that the first (y 0 and the last (y „) do not cut the area, and may be zero if the 
surface is sharply curved. 

Simpson's Rule 

d 

Area = ^ {y^ + iy^ + 2y, + iy^ + 2y^ . . . + 2y^_^ + iyn-i + y^) (54) 

where n must be odd 

d — width of each strip 
and y \ ■ ■ ■ yn are measured lengths of equidistant parallel chords. 



(ii) Surfaces and volumes of solids 

Cube (length of side = d) 

Volume = (55) 
Surface area = (56) 
Length of diagonal = a\/3 (57) 

Rectangular prism 

(length = breadth = b, height = h) 

Volume = Ibh (58) 
Surface area =_2(/fe + lh + bh) (59) 
Diagonal = Vb^F^f^ (60) 

Cylinder, solid right circular 

(length /, radius r) 

Volume = TtrH 0.7854 d'l (61) 

Area of curved portion ~ 2v rl = v dl (62) 

Area of each end = -n (63) 

Total surface area = 2ii r {I -\- r) (64) 

Hollow cylinder, right circular 

(length /, outer radius i?, inside radius r) 

Volume = n l(R^ - r') (65) 

Any pyramid or cone 

Volume =1/3 (area of base x distance from vertex to plane of base) (66) 

Sphere 

Volume = I TT = 17 dy6 ^ 4.1888 ^ 0.5236 d^ (67) 
Smface area = Itt = tt d' (f 8) 



(iii) Trigonometrical relationships 

We have already introduced the sine, cosine and tangent of an angle, and their 
inverses, under the subject Angles (Fig. 6.1). The following table may readily be 
derived with the assistance of Fig. 6.10 : 



Angle Sine Cosine Tangent 
0 0 1 _ 0 _ 

30° 1/2- \/3/2_ 1/V3 

4 5° l/\/2 1/V2 1_ 

60° ^3/2 1/2 V3 

90° 1 0 CO * 



*Approaches infinity as angle approaches 90°. 

The values for any angle between 0° and 90° may be found from Table 72, Trigo- 
nometrical Relationships, in Chapter 38 Sect. 21, or from any book of Mathematical 
Tables. 
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Angles of any magnitude 

If the line OX (Fig. 6.11) revolves about O to a new position OP, the amount of 
rotation is the angle XOP between its original position OX and its new position OP. 
Such a counter-clockwise rotation is called positive, while the opposite direction of 
rotation is called negative. 




Examples of angles in all foiur sectors are shown in Fig. 6.12. It will be seen that, 
for any angle A, the position of OP is the same for a movement of angle A in a positive 
direction, or for a negative movement of (360° — A) ; for example, 

+ 330° = - (360° - 330°) = - 30° 
In the case of angles greater than 360° we are generally only concerned with the final 
position of OP, so that for these cases we may subtract 360°, or any multiple of 360°, 
from the angle so as to give a value less than 360°. For example 390° = 360° + 30° ; 



800° 



720° 



1125° 



1080° 



45° 



80° ; 

In trigonometry it is also necessary 
to define the polarity of the three 
sides of the triangles from which 
we derive the sine, cosine and 
tangent. The hypotenuse (OPi) 
is always positive (see Fig. 6.13). 
The base (OXj) is positive when X 
is to the right hand side of O, and 
negative when X is to the left of O 
(e.g. 0X2). The perpendicular is 
positive when P is above X (e.g. Pj Xj) and negative when P is below X (e.g. = P4). 

1st Quadrant : 
2nd Quadrant : 




3rd Quadrant : 



All sides positive (OXiPj). 
Sine, cosine, tangent all positive. 
0X2 negative, other sides positive. 
Sine = X2P2/OP2 which is positive. 
Cosine = OX2/OP2 which is negative. 
Tangent = X2P2/OX2 which is negative. 
0X2, X2P3 negative ; OP 3 positive. 
Sine = X2P3/OP3 which is negative. 
Cosine = OX2/OP3 which is negative. 
Tangent = X2P3/OX2 which is positive. 
4th Quadrant : OXi, OPj positive, X1P4 negative. 

Sine = XiPj/OPj which is negative. 
Cosine = OX1/OP4 which is positive. 
Tangent = X1P4/OX1 which is negative. 

A convenient method for determining graphically the value of the sine, cosine and 
tangent of an angle is shown in Fig. 6.14, where the circle is drawn with radius 1 
(to any convenient scale, say 1 inch). To the same scale, PX gives the value of the 
sine, OX the cosine and AT the tangent. 

" Inverse " functions 

If sin fi = n, we may describe 6 as the angle whose sine is n. This is convention- 
ally written in the form 

where the 
sine is." 



V = sm~ 

1 " is to be regarded purely as an abbreviation for " the angle whose 
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The same system is used with all trigo- 
nometrical functions — cos~ tan" 
cosec" sec~ cot" 

These are occasionally written as arc sin, 
arc cos, arc tan, etc. 




Summary of trigonometrical relationships 



1. 


cosec A 


= l/sin A = cot A /cos A 


(69) 




sec A 


= 1/cos A = tan A/sin A 


(70) 




cot A 


= 1/tan A = cos /4/sin /4 


(71) 


2. 


tan A 


= (sin /l)/(cos .(4) = sin A sec ^ 


(72) 


3. 


sin A 


= cos (90° A) = sin (180° - A) 


(73) 




cos A 


= sin (90° - ^) = - cos (180° - A) 


(74) 




tan A 


= cot (90° - A) = - tan (180° - A) 


(75) 




cosec A 


= sec (90° - A) ^ cosec (180° - A) 


(76) 




sec y4 


= cosec (90° - A) = -- sec (180° - A) 


(77) 




cot A 


= tan (90° - y4) = - cot (180° - A) 


(78) 


4. 


sin' A + cos' A I ; sec' A - tan' A = 1 


(79) 




(Note 


: sin' A is the square of sin A) 





A = ± \/l 



cos' A 



tan A 



= ±- 



1 



1 ^ = ± Vl - sin^ A = ± 



V 1 + tan'' A \/l + cot^ A 
1 cot .i4 

= ± 



Vi + taa' A Vl + cot' A 
the choice of signs being determined by the quadrant. 

5. sec^ A = 1/cos' A = 1 + tan' A 
cosec^ A = l/sin 2 ^ = 1 + cot'' A 

6. sin {A + B) 
cos (.,4 + jB) 



sin A cos B + cos sin B 
cos ^ cos B — sin y4 sin B 
tan y4 + tan B 
1 — tan A tan B 
sin y4 cos B — cos A sin B 
^ cos /4 cos B + sin .<4 sin B 
tan A — tan B 



tan {A + B) 

7. sin {A - B) 
cos (y4 - B) 

tan(^-B) -i+t,„^tanB 

8. Negative angles (Fig. 6.15) 

sin {- A) XPj/OPi = - (XP,/OP,) = - sin y4 
cos (-/!)= OX/OP 4 = OX/OP, = cos ^ 
tan (- A) = XP4/OX = - (XPi/OX) = - tan ^ 
cosec (- ^) = OP4/XP4 = - (OPi/XPi) = - cosec A 
sec {- A) = OP4/OX = OPi/OX = sec A 
cot (- y4) = OX/XP4 = - (OX/XP,) = - cot ^ 

2 tan ^ 

9. sin 2^ = 2 sin A cos A = 



cos 2A 
tan 2^ 

10. sin \A 
cos 



1 + tan^ A 

cos' A ~ sin' A = I - 2 sin' A ~ 2 cos' A 

2 tan ^ , cot'' A - 1 

; cot 2A = 



1 — tan'* A 



2 cot A 



tan iA = 



= ±Vill - cos A) = ± (iVl + sin A ~ jV l - sin.,4 ) 
= ±Vi(r+ cos ^) = ± (H^l + sin + iVl - sin ^ ) 
1 — cos A sin A 
sin A i + cos A 



(80) 
(81) 



(82) 
(83) 

(84) 
(85) 

(86) 

(87) 
(88) 

(89) 



(90) 
(91) 
(92) 
(93) 
(94) 
(95) 

(96) 

(97) 

(98) 

(99) 
(100) 

(101) 
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11. sin 3A = 3 sin ^ - 4 sin^ A ^ ^^t^nA^^A (io2) 
cos 3A = i cos^A — 3 cos ^ 1—3 tan^ A 

12. sin* A = Kl - cos 2A) (103) 
cos- A = Kl + cos 2A) (104) 

13. sin' A = i(3 sin A - sin 3^) (105) 
cos" A = i(cos 3/4 + 3 cos A) (106) 

14. Approximations for small angles : 
where A is measured in radians 

sin ^ !^ ^ - (^')/6 error for 30° is 0.06% (107) 

cos ^ «:i 1 - (A')/2 error for 30° is 0.35% (108) 

tan ^ .4 + iA^)/3 error for 30° is 1.03% (109) 

and for very small angles sin A A (110) 

cos A 1 (111) 

tan A :^ A. (112) 

See also Sect. 2(xx). 

15. sin A = ^. [Sect. 6, eqn. (19)1 (113) 

COS A = ^ [Sect. 6, eqn. (20)] (114) 

16. versine ^ '= 1 - cos ^ = 2 sin^ {Ajl) (115) 



SECTION 4 : PERIODIC PHENOMENA 

The rotation of a wheel and a train of waves are two examples of periodic phenomena, 
that is to say the same action takes place repeatedly, each of such phenomena being 
called a " cycle." The number of cycles which occur in 1 second is called the fre- 
quency, and is expressed in one of the forms 

cycles per second c/s 
kilocycles per second Kc/s 
megacycles per second Mc/s. 

If we take a point (P in Fig. 6.16) which is rotating with uniform angular velocity* 
about the point O, we can plot the height PX against the angle of rotation ( &). When 
P is at A (which we may regard as the zero point, since here 8 = 0), PX = O, and 
we mark point B. When P is at angle 9, the perpendicular PX gives point C, and 
CK = PX. When 6 = 90°, P will be at the top of the circle, giving D on the curve. 
When 9 = 180°, P will be at the extreme left hand side of the circle, and the height 
above OA will be zero, thus giving point E. When 8 = 270°, P will tie at the bottom 
of the circle, giving point F on the curve. Lastly, P will return to point A (the zero 
point) and the height will be zero, point G. If the process is continued, the curve 
(GH etc.) will repeat the shape of the first cycle (BD etc.) and so on indefinitely. 
Thus BCDEFG lepresents one cycle. 




Angle O' ® 90° ISO* 270° 360° 450° 



The length PX = r sin 0, so that its 
projected height CK is proportional to 
the sine of 6. The curve is therefore 
called a " sine curve " or " sine wave." 
A cosine curve has exactly the same 
shape, except that it begins at D (since 
cos 0° = 1) and the cycle ends at H. 



The motion of the point X, as it oscillates about O between the extremes A and A' 
is called Simple Harmonic Motion. 

Angular velocity (usually represented by the small Greek letter omega— oj) is the 
number of radians per second through which the point P travels. In each revolution 



'i.e. uniform rate of rotation. 
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(360°) it will pass through l-n radians, and if it makes / revolutions per second, then 
the angular velocity will be 

to = 2-nf radians per second 
where / = frequency in cycles per second. 
In most mathematical work it is more convenient to write ui than to write 2-nf. 



SECTION 5 : GRAPHICAL REPRESENTATION AND j 

NOTATION 



(j) Graphs (ii) Finding the equation to a curve 
and j notation. 



(Hi) Three variables (iv) Vectors 



(i) Graphs 

Graphs are a convenient representation of the relationships between functions. 
For example. Ohm's Law 

E ^ RI 

may be represented by a graph (Fig. 6.17) in which / is plotted horizontally (on the 
X axis) and E vertically (on the Y axis) for a constant value of R. 

Any point P on the plotted " curve " has its position fixed by coordinates. The 
horizontal, or x— coordinate (OQ) is called the abscissa, while the vertical, or 
^—coordinate (QP) is called the ordinate. The position of the point is written as 
a, b, thus indicating that x = a and y = b, where a = OQ and b = QP. 

Any function of the form 

y — mx + n (m and n being constants) 
is a linear equation, since the plotted curve is a straight line. It only passes through 
the origin (O) if « = 0 



SECOND 
QUADRANT 




FIRST 

QUADRANT 



In the general case, the 
axes extend in both direc- 
tions about the origin (Fig. 
6.18) forming four quad- 
rants and allowing for neg- 
ative values of both x and jy. 
These are known as " Car- 
tesian Coordinates." 

When the two variable 
quantities in an equation 
can be separated into 
" cause " and " effect," the " cause " (known as the independent variable) is plotted 
horizontally on the x axis, and the " effect " (known as the dependent variable) vertic- 
ally on the y axis. In other cases the choice of axes is optional. 

Any convenient scales may be used, and the x and y scales may differ. 

The procedure to be adopted to plot a typical equation 

y = 2x' + Ax - 5 

is as follows. Select suitable values of x (which will be regarded as the independent 
variable) and calculate the value of y for each : 



rouRTM 

QUADRANT 



X 


== 3 




y = 


18 + 12 


- 5 = 


-1- 25 


X 


= 2 




y = 


8-1-8 


- 5 = 


+ 11 


X 


= 1 




y = 


2-1-4 


- 5 = 


-1- 1 


X 


= 0 




y = 


0-1-0 


- 5 = 


- 5 


X 




1 


y = 


2-4 


- 5 = 


- 7 


X 




2 


y = 


8-8 


- 5 = 


- 5 


X 




3 


y = 


18 - 12 


- 5 = 


+ 1 



Then plot these points, as in Fig. 6.19A and draw a smooth curve through them. 
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The tangent at any point (e.g. P in Fig. 6.19A) is a straight line which is drawn so 
as to touch the curve at the point. The slope of the tangent, which is the same as 
that of the curve at the point, is defined as the tangent of the angle 9 which it makes 
with the X axis. Between points B and C on the curve, 6 is positive, therefore tan 9 
is positive and the slope is called positive. Between points B and A the angle 9 is 
negative, and the slope negative. At point B, 9 = Q and the slope is zero. It is 
important to remember that the cvu-ve normally extends in both directions indefinitely 
tmless it has limits, or tirnis back on itself. It is therefore advisable, when plotting 
an unknown function, to take very large positive and negative values of x and cal- 
culate the corresponding values of y, even though the points caimot be plotted on 
the graph paper. This will indicate the general trend of the curve beyond the limits 
of the graph paper, 

*1 




FIG. 6. I9A 



The equations of some common curves 


are : 




Straight line through origin 


y = mx 


(1) 


Straight line not through origin 


y = mx + n 


(2) 


Circle with centre at origin 




(3) 


Circle with centre at {h, k) 


{x - hy + (3^ — ky = 


(4) 


General equation of circle 


x^ + y"" + dx + ey + f ^ <i 


(5) 


Ellipse 


x^ y' 

^ — = 1 


(6) 


HjTJerbola 


x^ y^ 


(7)' 


Parabola (origin at vertex) 


y^ =: 2px 


(8) 


Focus is at 


X = p/2, 3? = 0 


(9) 



Areas and average heights 

The average height of a curve (i.e. the average length of the brdinates) may be de- 
termined by dividing the area beneath the curve into strips of equal width, and then 
using either the Trapezoid Rule or Simpson's Rule [see Sect. 3 eqn. (54)] to deter- 
mine the area, and dividing the area by the length (abscissa). 
Logarithmic paper 

Logarithmic ruled paper is frequently used in the plotting of curves, particularly 
when the x or y coordinates cover a range of 100 : 1 or more. Single cycle* paper 
accommodates a range of 10 : 1, and may be drawn by hand, using the whole of the 
C scale, or half the B scale on a slide rule. Two " cycle " log paper accommodates 
a range of 100 : 1, and may be draw n with the whole B scale on a slide rule. Each 

♦Strictly this should be called single decade. ~ ~ " 
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of the " cycles " has the same linear length. Additional " cycles " may be added as 
desired (for examples see a.v.c. characteristics in Chapter 27). 



FIG. 6. 19 B 

Occasionally it is desirable to use log. 
log. ruled paper ; this is ruled logarithmic- 
ally on both X and Y axes. An important 
feature of this form of representation is 
that a curve of the type 

y = ax" 

is shown as a straight line with a slope of n 
where the slope is measured as the number 
of " cycles " on the Y axis per " cycle " 
on the X axis (see Fig. 6.19B). 

In plotting readings (say for a valve /j, 
£j characteristic) which are likely to follow 
.X a power law, it is often helpful to use log. 
log. paper. A straight line indicates a 
true power law, and its slope gives the value of the exponential — usually not an integer. 
A slightly curving line indicates a close approach to a power law, and a tangent or 
chord may be drawn to give the slope at a point or the average over a region. 

(ii) Finding the equation to a curve 

A method which may be used to find the equation to a curve is given by K. R. Sturley 
in his book " Radio Receiver Design— Part 1 " (Chapman and Hall, London, 1943) 
pages 419-421. 









■a 1 C/cle »• 



(iii) Three variables 

The plate current of a triode is given 
approximately by 

=iC(^B, -t- E^TI\ 
In one typical case = 10 x 10-" mhos 
(the perveance) 

and = 20. 
Here there are three variables, E„ En and 
It. We can select a suitable value of E,,, 
calculate the curve, and then repeat the 
process for other values of i? j. Here E ^ is 
called the parameter. 




If £j = 250 volts, the plate current in milUamperes will be 

/j = lO-'^ (20 X £, + 250)'/^ mA 
If E, = 0, = 10-2 (0 + 250)"'=^ = 10-2 (250)3/2 i=a 39 mA 



jB, = - 4, /, = 10- 
Ee 

E, = 



(- 80 + 250)"a = 10-2 (170)3/2 «j; 22 mA 
8, h = 10-2 (_ + 250)=/2 = 10-2 (90)3/2 ^ g g ^ 
12, /s = 10-2 (_ 240 -h 250)''/3 = IQ-" (lO)'/^ 0.3 mA 
These points have been plotted in Fig. 6.20, and a curve has been drawn through 
them marked = 250 V. 
Similarly, for E„ = 150 V, 

If E, = 0, /a = 10-2 (0 + 150)3/2 = 10-2 (150)3/2 «a 18 mA 

= - 2, = 10-2 (_ 40 4- 150)3/2 = 10-2 (110)3/2 «i 11.5 mA 
= - 4, It = 10-2 (_ 80 + 150)3/2 = 10-2 (70)3/2 (=a 5.8 mA 
E,= - 6, = 10-2 (_ 120 + 150)3/2 = 10-2 (30)»/2 «t! 1.6 mA 

Cut off occurs at Be = - (150/20) = - 7.5 volts. 
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These points have been plotted and a smooth curve drawn through them. Similar 
curves could be drawn for any other plate voltage, thus forming a " family " of curves. 
This is actually a three-dimensional grajshical^ diagram reduced to a form suitable 
for a flat surface. 

(iv) Vectors and j notation 

Any physical quantity which possesses both magnitude and direction is called a 
vector. Vectors may be represented on paper by means of straight lines with arrow- 
heads. The length of the line indicates (to some arbitrary scale) the magnitude of 
the quantity, and the direction of the line and arrow-head indicates the direction in 
which the vector is operating. The position of the line on the paper is of no con- 
sequence. 

Addition of vectors 

Vectors may be added by drawing them in tandem, and taking the resultant from the 

beginning of the first one to the end of the 
last one. Fig. 6.21A shows two vectors, 
a and b, which are added together to give 
the resultant c. Exactly the same result 
is obtained by placing a and b together, as 
in Fig. 6.21B, completing the parallelo- 
gram, and taking c as the diagonal. Vec- 
tors are generally printed in bold face type, 
to distinguish them from scalar values, 
which have no direction, although they 
have magnitude and sign (i.e. positive or 
negative). 




Vector negative sign 

A vector ( — a) has the same magnitude 
as a vector (a) but its direction is reversed. 

Subtraction of vectors 

The vector to be subtracted is reversed in 
direction, and then the vectors are added. 

In Fig. 6.22, to find a — b, the direction of b is reversed to give ( — b) and then a 
and (— b"! are added to give the resultant (a b). 
Multiplication of a vector by a number («) 

The resultant vector has the same direction, but its length is increased n times 

e.g. a X n = «a 






The scalar product of two vectors 

The scalar product of two vectors (a and b in Fig. 6.23) is ah cos B, where 6 is 
the angle between them. This may be written 

a . b = afe cos 0 

where a . b indicates the multipKcation of two vectors. From Fig. 6.23 it will be 
seen that the scalar product is the product of the magnitude of one vector and the 
" projection " of the other on it. 
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Components of a vector 

Any vector can be resolved into two component vectors in any two desired directions. 
For example, in Fig. 6.21 the vector c can be resolved into the component vectors 
a and b. If the component vectors are at right angles to one another they are called 
rectangular components ; in such a case they are usually taken horizontally (along 
the X axis) and vertically (along the Y axis). The vector OA in Fig. 6.24 can be 
resolved into two rectangular components OB and OC where 
|OB| = |OA| cos 0, |OC| - |OAi sin f. 

Polar coordinates 

An alternative form of defining a vector OP is 

OV =r L9 

where r is the magnitude of OP, and L 9 indicates that there is an angle 9 between it 
and OX (Fig. 6.25). 

A graphical device has been described* for the con- , 
version from complex to polar forms. 

Rotating vectors** {j notation) 

If a vector X (OA in Fig. 6.26) is rotated 90° in a 
positive direction to a position OB, the new vector is 
called /X, and / is described as an " operator " 
which rotates a vector by 90° without changing 
its magnitude. 

If the vector ;'X (OB in Fig. 6.26) is operated upon 
by y, it will be rotated 90° to the position OC, ^ a a 

where it is called j^X, the indicating that it has 
been rotated 2 x 90° = 180° from its original position OA. 

If the vector /-X (OC in Fig. 6.26) is operated upon by ,/, it will be rotated 90° to the 
position OD, where it is called j'X, the;'' indicating that it has been rotated 3 x 90° 
= 270° from its original position OA. 

If the vector y=X (OD in Fig. 6.26) is operated upon byj, it will be rotated 90" to 
the position OA where it would be called /'X, thej* indicating that it has been rotated 
4 X 90° = 360° from its original position OA. 

There is an important deduction which is immediately obvious, p indicates a 
B reversal of direction which is the same as 

a change of sign. The operator p is 
therefore equivalent to multiplication 
by - 1, 

If the operator is applied twice in succes- 

ision, the result should be equivalent to multi- 
plication by — 1 twice in succession, i.e. 
(—1) X (— 1) = +1. This is so, because 
* the operator /» brings the vector back to its 
original direction. 

Since the operator is equivalent to multi- 
plication by — 1, we may deduce that the 
operator is equivalent to multiplication by 
a/ — 1, even though this in itself does not 
mean anything. 



FIG 6.26 



Operator 

J 

-i 



Equivalent to multiplication by 



+ 



—\/ — I (same as operator p) 



•Snowdon, C. "A vector calculating device," Electronic Eng. 17.199 (Sept. 1944) 146. 
♦•Also called " radius vectors." In pure mathematics " i " is used in place of ;. 
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Operator Equivalent to multiplication by 

- —V— 1 (same as operator — /) 



— r — —~T V — 1 (same as operator ;') 

-J J 

See Chapter 4 Sects. 4(v), 5(v) aud 6 for the application of the j notation, to a.c. 
circuits. 

The direction of any vector can be defined in terms of the/ notation. In Fig. 6.25, 
OX represents the axis of reference, OP the vector, and $ the angle of rotation of OP 
from OX. The perpendicular PA may be drawn from P to OX and then, by the 
simple theory of vectors, OP is the sum of the vectors OA and AP, Using / notation, 
we may say that 

OP = a + jb 

which means that the vector OP is the vector sum of a and h, where a is in the direction 
of the reference axis OX and b is rotated 90° from OX. In other words, a is the 
component of OP in the direction OX, and b is the component of OP in the direction 
OY. The values of a and b are given by 
a = OP cos B, 6 = OP sin 6, 
where 9 = tarr i b/a. 

This is sometimes called the Argand Diagram. 

In electrical a.c. circuit theory (Chapter 4) it is well known that the current through 
an inductance lags behind the applied voltage, while the current through a capacitance 
leads the voltage. This is most clearly shown by rotating vectors. It should be borne 
in mind that all the vectors are rotating at the same angular velocity — one revolution 
per cycle of the applied voltage — and that the pictorial representation is for any one 
instant. Fig. 6.27 shows the vector diagram for peak a.c. current (/) flowing through 
a resistance {R) and an inductance {L) in series. The current vector (I) may be placed 
in any convenient direction — say horizontally (Fig. 6.27) ; a solid arrow head is used 
to distinguish it from voltage vectors. The peak voltage drop (RI) in the resistance 
must be " in phase " with the current, and is so shown. The scale to which the 
voltage vectors are dravra has no Connection with the scale to which the current (I) 
is drawn — in fact we are here, only concerned with the direction of I. The peak 
voltage drop across L is tuLI = X^I, and this vector is drawn vertically so as to lead 
the current I by 90°. The total peak voltage drop (E) is found by " completing the 
parallelogram of vectors " as previously. It will be seen that I lags behind E by the 
angle 6. 




A similar procedure applies with a capacitance instead of an inductance (Fig. 6.28) 
except that the capacitive reactance is Xc instead of and the vector of peak voltage 
drop across C (X^I) is drawn vertically downwards, since it must be opposite to X^I. 
The current (I) here leads the voltage (E) by the angle d. 
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SECTION 6: COMPLEX ALGEBRA AND DE MOIVRE'S 

THEOREM 



(fi) Complex algebra with polar 




(») Complex algebra with rectangular coordinates 
coordinates {Hi) De Moivre's Theorem. 

(i) Complex algebra with rectangular coordinates 

Complex algebra should preferably be called " the algebra of complex quantities," 
and it is really quite simple to understand for anyone who has even a limited know- 
ledge of mathematics. 

It was explained in Section 
5 that the letter j* in front of 
a vector indicated that it had 
been rotated 90° from the 
reference, or positive X, axis 
(Fig. 6.29). We can make 
use of this procedure to in- 
dicate the magnitude and 
direction of any vector. In 
Fig. 6.30 the vector OP, with magnitude 5, has been resolved into the rectangular 
components — 

OA = 4 in the + X direction 
and AP = 3 in the /ftT direction (90° to X). 
The X axis is taken horizontally through O, and is sometimes called the " real " axis, 
while the jX direction is called " imaginary." It is therefore possible to describe 
OP in both magnitude and direction by the expression 

4 + /3. 

Its magnitude is the vector sum of 4 and 3, which is + 3^ = v'ZS = 5, Its 
direction is given by the angle 8 from the X axis, where cos B = 4/5. 

Any other vector, such as a in Fig. 6.31, can similarly be resolved into its com- 
ponents : 

6 = a cos in the X direction 
and c = a sin in the jX direction 

PIG. 6.31 

b +;c 

6 = a cos 9 
and c = a sin 9. 

The expression b + jc is called a complex quantity, the 
word " complex " indicating that the addition is not to be 
made algebraically, but by vector addition. 

This use of a complex quantity such as 6 + jc is not 
limited to true vectors, but is found useful in many applica- 
tions in electrical engineering. Its application to alter- 
nating currents is covered in Chapter 4, and the following treatment is a general 
introduction to the methods of handling complex quantities. 
Modulus 

The modulus is the magmtude of the original vector (a in Fig. 6.31) and is numeric- 
ally equal to the square root of the sum of the squares of the magnitudes of the two 

components, 

\a\ = Vb' + c^ (1) 
Addition and subtraction of complex quantities 

The primary rule is to place all " real " numbers together in one group and all 
" imaginary " nimibers in another. These two groups must be kept entirely separate 
and distinct throughout. The final form should be 

(. . .) +K. ■ •). 



and be written as 



where 




*Or i in pure mathematics. 
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Example : Add A + jB, C + jD, E - jF. 
Total is A + C + E + jB + jD - jF 

= (A + C + E) + j (B + D ~ F). 

Multiplication of complex quantities 

The multiplication is performed in accordance with normal algebraic laws for real 
numbers, j^ being treated as — 1 , 

(^1 + jyiXxi + jy2) = x^x^ +jyix,^ + jy^x^ +j-yiy2 

= Ui^2 ~ y\yi) +y(xi3'2 + ^^yd (2) 

Division of complex quantities 

The denominator should be made a real number by multiplying both the numerator 
and the denominator by the conjugate of the denominator (i.e. the denominator with 
the opposite sign in front of they term). 

x-i + jyi ^ {xi +jyi){Xi -jyj) ^ x^x^ + jy^x ^ ~ jx^y^ + >'i,ya 
X2 + jy2 (^2 + jy^Xxt — jyi) x^' + y^' 

^ + Vs^ / xJ- + y,^ ) 



Xi yt" / ^ Xz" -f- yi 

Similarly 

1 {l){x-jy) 



- jy (x -i'- jyXx jy) \x^ ^- y 



(4) 



Square root of complex quantities 

To find the square root of (a + jb), assume that the square root is {x + jy) and 
then proceed to find x and y. 

(x jyT' = (x + jy){x + jy) = x'- - y'^ + 2jxy 
Therefore a + jb = (x' — y^) + 2jxy = {x^ — y^) + j{2xy) 
Therefore (x'' — y") = a 
and 2xy = b. 

Modulus = r = V + b'^ 

Square of modulus of (x + jy) = x^ + y^ 
Therefore x'^ + 31^ = ?• 
But x'^ ~ y" = a (see above) 

Therefore x^ = i(r + a) and y^ = Kr — a) 

Therefore x == ± V~W~+ a) and = ± Vi{r~~^a) (5) 

The signs should be checked to see which are applicable 

(ii) Complex algebra with polar coordinates 

In complex numbers we can write (Fig. 6.31) 
a = b + jc 

but b = |a| cos 8 

and c = \a\ sin 8 
Therefore a = |a| cos $ + j \al sin 6 

Therefore a = \a{ (cos 0 + / sin 6) (6) 

Here \a\ is the magnitude of the vector and (cos 0 + j sin $) may be called the 
trigonometrical operator which rotates the vector through the angle 9 in a positive 
(counter-clockwise) direction from the x axis. 

As explained in Sect. 5(iv), a vector may be defined by 

r Z e 

where r is the magnitude and Z 8 the angle between the vector and the reference axis. 
It will therefore be seen that the trigonometrical operator (cos 0 + j sin 6) is effectively 
the same as Z ^ with polar coordinates. 

i.e. Z 5 = cos e + ;■ sin 9 (7) 
Pure mathematical polar form 

By the use of the Exponential Series we can express in the form (Sect. 2, eqn. 87) 
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Putting jS for x wc obtain 

a u^y uoy 

' 2! ' 3! ^ 4! ^ 5! ^ 

g2 93 ^4 J5 

Grouping the j terms, 

. 0^ e* B' fl* 

€'9 = (1 - 21 +T! - • • +^^^ - 3r + "5! - • 
But cos e = r — ^ + — • • • from eqn. (17) below 

and sin 9 = fl — + y; — . . . from eqn. (18) below. 

Therefore e'9 = cos 9 + ; sin 9 (8) 
Thus the pure mathematical polar form is 

la I 

and is called the Exponential Form. 

The vector can thus be written in the various forms 

a = b +jc (9) 
a \a\ AS (10) 

a = |a| e'fl (11) 
a = \a{ (cos e +y sin 6) (12) 
a = \a] cos 0 + j\a\ sin B (13) 
A graphical method for converting from the complex form (b + jc) to the polar 
form and vice versa has been described.* It will therefore be seen that there is a 
connection with the operator j : 

j turns a vector through a right angle 
(cos 8 + J sin 

)^ turns a vector through ^n angle 6. 
or J 

Addition and subtraction in polar form 

Addition and subtraction may be done either graphically, or by expressing each 
in rectangular components and proceeding as for rectangular coordinates. 
Multiplication of polar vectors 

The product is found by multiplying their magnitudes and adding their angles. 

Division of polar vectors 

The quotient is found by dividing their magnitudes and subtracting the angle of 
the divisor from the angle of the dividend. 
Square root of polar vectors 

The root is found by taking the square root of the magnitude and half the angle. 

(iii) De Moivre's Theorem 

De Moivre's Theorem states that 

(cos B + j sin 8)" = cos nB + j sin nB (14) 
where n may be positive or negative, fractional or integral. 

It was explained in (ii) above that (cos B + j sin 8) may be regarded as a trigono- 
metrical operator which rotates the vector through an angle B. If this is applied twice 
in succession, the trigonometrical operator becomes 

(cos B + j sin B){ cos 8 + j sin ■ 8) = (cos 8 + j sin 8y 
giving a total rotation of an angle 28. 

Similarly if this is applied three times in succession, the trigonometrical operator 
becomes 

(cos 8 + j sin e)(cos 8 +j sin S)(cos 8 +j sin 8) = (cos 6 +j sin By 
giving a total rotation of an angle 3 8. 

♦Snowdon, C. "' A vector calculating device " Electronic Eng. 17.199 (Sept. 1944) Z46. 
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Thus, in the general case, the trigonometrical operator (cos 4- /sin ff)" gives a 
rotation of an angle n$ which, as explained above, is equivalent to a trigonometrical 
operator 

(cos n9 +y sin nB). 

We have, in this way, proved De Moivre's Theorem for the case when « is a positive 
integer, and indicated the significance of the Theorem. 

Application of De Moivre's Theorem : 

1. To express cos nS and sin nfl in terms of cos 9 and sin 9, where n is a positive 
integer. 

Cos n0 + y sin nfl = (cos B + j sin $)" 

= cos" B + nj cos"~i e. sin 9 + ^^ y. cos"~^ B. sin' 8 + . . . 

(as in Sect. 2, eqn. 83). 

Then equate the real and imaginary parts\of the equation, giving 

„ n{n - 1) „ „(„ _ i)(„ _ 2)(« - 3) 
cos = cos"e - ^ — cos"-2e. sin^fl + ^ 4T~"'^ cos"-* 9. 

sin»e + . . . (15) 
„.-_..., . «(«-!)(« -2) 



3! 

n{n ~ 1)(« - 2){n - 3)(« - 4) 



cos"~^». svn'B + 

gi e. sin^ e + . . . (16) 

2. To express cos 9 and sin B in terms of 9, Write B in the form n( Bjri) and expand 
the sine and cosine as in eqns. (15) and (16). When « becomes large, cos (fl/n) 
may be taken as imity and sin ( Bin) as ( Bin) itself. In the limit as n tends to 
infinity it can then be shown that 

02 04 08 

COS fl = 1 - -J +--- + .. . (17) 

e« 0= 0' 

sin0 = 0-3^+^ -- + ... (18) 
where 0 is expressed in radians. 

3. To express sin 0 and cos 0 in terms of e'^ . 

By substituting / 0 in place of x in the Exponential Series (Sect. 2, eqn. 87), and by 
using the relationship 

gifl = cos 0 + j sin 0 
and equations (17) and (18) we may obtain 

sin 0 = (19) 

e<0 + e->0 

and cos 0 = r (20) 
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SECTION 7: DIFFERENTIAL AND INTEGRAL CALCULUS 

(i) Slop6 and rate of change {ii) Differentiation (Hi) Integration (iv) Taylor's 
Series (v) Maclaurin's Series. 

(i) Slope and rate of change 

The slope of any straight line is the ratio of the lengths of the vertical and hori- 
zontal projections of any segment of the Une. In Fig. 6.32 the line QP has its vertical 
projection MN and horizontal projection AB ; its slope is therefore MN/AB, Its 
slope could equally well be based on the projections of its segment CP, and Its slope 
BP/CB. In both cases the result is the same, and is equal to the tangent of the angle 
of inclination which the line makes with the horizontal axis — ■ 
slope = MN/AB = BP/CB = tan fl. 

The lengths of the projections must be measured in terms of the scales to which 
the line is drawn. Thus horizontal projections such as CB must be measured, not 
in inches, but in the equivalent number of units corresponding to the length CB on 
the X axis. Similarly with the vertical projections on the Y axis, which usually has 
quite a different scale from that for the X axis. 





If the line QP in Fig 6.32 is rotated approximately 90° in the counter-clockwise 
direction, the result will be as shown in Fig. 6.32A, the angle 0 being more than 90°. 
The vertical projection is RS and the horizontal projection is DE. The slope is there- 
fore RS/DE or OF/GO, the latter applying to the segment FG. It is important in 
all this work to consider the directions as well as the magnitudes of the lines : OF is 
in a positive direction but GO is in a negative direction. We can therefore replace 
GO by -OG J the slope of QP will then be given by -(OF/OG) which is described 

as a negative slope. The loadlines on 
valve plate characteristics are examples of 
lines with negative slope (e.g. Fig. 2.22). 

When a line is curved, its slope varies 
from point to point. The slope at any 
point is given by the slope of the tangent at 
that point. In Fig. 6.33 the curve is QPR, 
and the slope at P is given by BP/CB or 
tan $. 

Rate of change 

One of the most important relationships 
between the variables in any law, formula 
or equation is the rate of change of the 
whole function with its independent vari- 
able. 
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Definilion 

The rate of change is the amount of change in the function, per unit change in the 
value of the independent variable. The rate of change of the function is therefore 
the ratio of change in the function to the change in the variable which produces it. 

Consider the equation for a straight line 

y — ax + b 

where a and b are constants. Let us take two values of x, one equal to x i and the other 
(Xi + Ax), where Ax is a small increment of x. 
Point 1 : x = ■'■yi — "Xi + b (1) 

Point 2 : x = (x^ + Ax) :. = a{x^ + Ax) + b (2) 

(^s - yi) = a.^x 
Ay = a. Ax 

-JZ = " (3) 



Subtracting (1) from (2), 
Putting (3>2 - yi) = Ay, 

Dividing both sides by Ax, 



Here Ay is the amount of change in the function for a change Ax in the independent 
variable. The " rate of change " is defined as the amount of change in the fimction 
per unit change in the independent variable, that is 

rate of change = Ay/Ax (4) 

Referring to Fig. 6.34, we have a graph ofy — ax + b which is, of course, a straight 
line cutting the Y axis at a height b above the origin. The first point {x^, yi) is at P, 
and the second point {xi + Ax, yi + Ay) is at Q. In the preceding argument we 
fotmd that Ay/ Ax = a. In Fig. 6.34 Ax = PR and Ay = RQ, so that Ay/ Ax = 
RQ/PR, which is the slope of the line y =^ ax + b. Thus 

RQ Ay 

slope=pg- = ^^=a (5) 

Equations (4) and (5) prove that the rate of change is the same as the slope 
for a straight line. 

We now proceed to consider the general case when the function is not linear. In 
Fig. 6.35 there is plotted a function which may be of the form 

y = ax^ + bx + c 

where a, b and c are constants. As before, the independent variable (x) is plotted 
horizontally, while the dependent variable (y) is plotted vertically. The vertical 
coordinate of any point P (i.e. AP in Fig. 6.35) represents, to its proper scale, the value 
of ax'' + bx + c which is a fimction of x, wliile the horizontal coordinate (OA) re- 
presents, to its own scale, the value of x. 




As with the simpler case of the straight line, take a second point (Q) with its x 
coordinate increased by Ax. Also, as before, call the increment in the y coordinate 
Ay. It will therefore be seen that, commencing at point P, an increment (Ax = PC) 
in the value of x results in an increment (^Ay = CQ) in the value of y. 

The average rate of change over this increment is, as before. Ay/ Ax which is 
the slope of the chord PQ and the tangent of the angle 8^ which PQ makes with the 
horizontal. If now, leaving point P xmchanged, we gradually move Q along the curve 
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towards P we will see that, as Q approaches P, 6^ approaches B■^ until in the limiting 
case the slope of the chord approaches the slope of the tangent (PT). The tangent 
to a curve at any point shows the instantaneous slope of the curve at that point and 
therefore the instantaneous rate of increase of the function at that point, 

(ii) Differentiation 

We may express the foregoing argument in the mathematical form of hmits — 

Lt {Ay/ Ax) = tan flj (6^ 
Ax^ 0 

which says that the limit (as Ax is made smaller and approaches zero) of Ay/ Ax 
is tan 01 or the slope of the tangent PT, which is the instantaneous rate of increase 
at point P. 

This is given the symbol dy/dx which is " the differential coeflFicient (or de- 
rivative) of y vrith regard to x" and is spoken of as " dee y by dee x." 

It should be noted that dy/dx is a single symbol, not a fraction, and is merely a 
short way of writing 

Lt (Ay/ Ax). 
Ax^ 0 

Differentiation is the process of finding the differential coefficient (or derivative). 
Some examples are given below and in each case the result may be obtained by con- 
sidering the increase in the function which results from an increase Ax in the inde- 
pendent variable. 

Note : u and v are functions of x ; a, b and c are constants. 

1. Derivative of a constant [y = c] dy/dx = 0 (7) 

2. Derivative of a variable with respect to itself 

[y = x] : dy/dx = dx/dx = 1 (8) 

3. Derivative of a variable multiplied by a constant 

[y = cx] : dy/dx = c (9) 

4. Derivative of powers of a variable 

ly = x^] : dy/dx = 2x (10) 

ly = »3] : dy/dx = 3x^ (U) 

[y = x«] : dy/dx = 4x» (12) 

[y = X"] : dy/dx = (13) 

This applies for n negative as well as positive. 

5. Derivative of a constant times a function of a variable 

[jy = cx^] : dy/dx = 2cx (14) 

[y = cm] : dy/dx — ^.du/dx (15) 

6. Derivative of fractional powers- of a variable 

[y = xi] : dy/dx - ix'i (16) 

[y = xi'"] : dy/dx = (l/n)A:ii/n)-i (17) 

7. Derivative of a simi or difference 

[y = u ± v] :■ dy/dx = du/dx ± dv/dx (18) 

ly = ax^ + hx^ - cx] : dy/dx = 3ax' + 2bx - c (19) 

8. Derivative of a product of two functions 

[y = u.v] ; dy/dx = uj-^ + (20) 

[y = (x + 1) x'] : dy/dx = (x + \)2x + xM 



9. Derivative of a quotient ot two fimctions 



3x2 + 2x (21) 



(if 

'^>' "Jx ~ "S^" (22) 

[3; = : ^ = _ 

10. Differentiation of a function of a fimction 

dy dy du 

[y = F{u) where « = F(x)] : d^ = '^ J^ (23) 

[jy = «2 where « = ax' + b] : dj;/cix = 2(ax2 + b)(2ax) (24) 
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U. [y = €']: dy/dx = e' (25) 

[y = a.e""*] : dy/dx = a.w.e'"" (26) 

[jV = e"J : dy/dx = e"- du/dx (27) 

12. [i^ = log^jc] : =!/;«: (28) 
[y = loge m] : dy/dx = (l/uXdu/dx) (29) 
[j; = logi„ u] : di'/dx = (l/«)(i«/djc) log,„6 (30) 

= (0.4343)(l/«)(du/dx) (31) 

13. [y — sin x] : dy/dx = cos x (32) 
[jV = cos x] : dy/dx = — sin 3C (33) 
[y = tan x] : dy/dx = sec^ ac (34) 
[y = cot : dy/dx = — cosec^ x (35) 
fj; = sec a;] : dy/dx = sec x. tan jc (36) 
[jy = cosec x] : dy/dx = — cosec x. cot x (37) 

14. [3; = sin-i x] : dy/dx = I/Vl - (38) 

[:y = cos-i : = - l/Vl - ^''tt *(39) 

[y = tan-^ x] : dy/dx = 1/(1 + x^^)! (40) 

15. [y — sinh x] : dy/dx = cosh x (41) 
[jy = cosh x] : dy/dx = sinh x (42) 
[3/ = tanh i] : dy/dx — sech* a;. (43) 

Successive differentiation 

If 3» is a function of x, then dy/dx will also be a function of x and can therefore be 

differentiated with respect to x, giving 

d ( dy\ . . . d'y 
— r\ ~r J which is written as -nr 
dx\dxJ dx^ 

and spoken of as " dee two y by dee x squared." Here again this is only a symbol 

which must be handled in accordance with its true meaning. The same procedure 

may be applied again and again. 

Example : y ~ x" ftmction F{x) 

dy 

__ „ „3|.n 1 derivative F\x) 

d^y 

= n(» — l)x"~'' second derivative F'Xx) 

d^y 

= «(« — !)(« — 2)x""' .... third derivative F"'(x) 

Application of differentiation 

The plate current versus grid voltage characteristic of a triodc valve (for constant 
plate voltage) is a function of the grid voltage, and follows approximately the law 

= KijxE, + E,y'^ 

where K, ft and are constants. The derivative with regard to is dlJdE,, 
which is the mutual conductance. The second derivative is the rate of change of the 
mutual conductance with regard to Eg, and is useful when we want to find the con- 
ditions for maximum or minimum mutual conductance. 

In Fig. 6.36 there is a curve with a maximum at point M and a minimum at 
point N. It will be seen that the instantaneous slope of the curve at both points M 
and N is zero, that is dy/dx = 0. 

Part of curve : P to M M M to N N N 10 Q 

Slope (dy/dx) : + ve O — ve O + ve 

d'^y/dx^ : — ve + ve 

A maximimi is indicated by : / dy/dx = 0 

Xd'y/dx" negative 

A minimimi is indicated by : / dy/dx = 0 

Xd^y/dx" positive 

t X measured in radians. 

•Positive sign if sin-i xliesinfirst orfourth quadrant, negative sign if sin-i« lies in second or third 
quadrant. 

quaSSit '™ ''^ cos - 1 X lies in first or second quadrant, positive sign if cos -i x lies in third or fourth 
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= 0 

d'y/dx' positive 
d'y/dx' negative 




A point of inflection* is indicated by : 

d^y/dx'' 

Curve concave upwards indicated by : 
Curve concave dowrivi^ards in.dicated by : 

Examples 

(1) To find the maximum value of 

y = 2x - x^ + i 

dy/dx = 2 — 2x 

For a maximimi dy/dx = 0, therefore 
2 — 2x = 0, and x = 1. 

This is the value of x at which a maximum, 
or a minimum, or a point of inflection occurs. 

To see which it is, take the second derivative — 
d^y/dx^ = — 2 which is negative. 



Therefore the point is a maximum. 

To find the value of y at this point, put the value 

{x = 1) into y = 2x — x^ + i. 

Therefore y -=2-1+4 = 5. 
(2) To find the points of inflection in the curve 

y = X* - ex" - X + 16. 

dy/dx = 4x» - 12a: - 1 
d^/dx' = 12x' - 12. 
For points of inflection, d^y/dx^ = 0, therefore 12a:'' — 12 = 0 

Therefore 12^^ = 12, Thus x = ± I. 
There are thus two points of inflection, one at x = + 1, the other at — 1. The 
values of y at these points are given by substituting these values of x m the function. : 
A:= + l::y = l- 6- l + 16=+10. 
X = - 1 : :y = 1 - 6 + 1 + 16 = + 12. 
It is always wise to make a rough plot of the curve to see its general shape. Some 
curves have more than one value of maximum and minimum. 
Partial differentiation 

Partial differential coefficients, designated in the form dy/dx (the symbol d may be 
pronounced " der " to distinguish from " d " in dy/dx) are used in considering the 
relationship between two of the variables in systems of more than two variables such 
as the volume of an enclosure having rectangular faces, the sides being of length 
X, y and z respectively : 

V = X y z (44) 
Thus, the rate of change of volume with the change in length of the side x, while 
the sides y and z remain constant, is 

dv/Sx = y z (45) 
Similarly dv/dy = z x, where z and x are constant (46) 
And dv/dz = xy where x and y are constant (47) 
In three-dimensional differential geometry, the equation representing a surface may 
be represented generally in the form 

y =F(^x, z) (48) 
In this case, the partial differential coefficient dy/dx represents the slope at the point 
{X, y, z) of the tangent to the curve of intersection of the surface with a plane parallel 
to the plane passing through the x and y axes and separated oy a fixed distance z 
from the latter. 

Thus dy/dx represents the slope of a tangent to a cross section of a three-dimensional 
solid, the partial derivative reducing the three-dimensional body to a form suitable 
for two-dimensional consideration. " dy/dx " is equivalent to " dy/dx (z constant) " 
when there are three variables, x, y and z. 

•A point of inflection is one at which the curvature changes from one direction to the other (e.g. S 
in Fig. 6.36). It is necessarily a point of maximum or minimum slope. 
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Partial dififerentials are therefore particularly valuable in representing Valve Co- 
efficients [see Chapter 2 Sect. 9(ix)]. 

Total differentiation 

When there are three independent variables {x, y, z) which are varying simul- 
taneously but independently of each other, 

M = F{x,y^) (49) 

the total differential is 

6u du du 

and similarly for two, or any larger number of independent variables. 

When the independent variables are functions of a single independent variable (f) 
the total differential with respect to t is 

du du dx du dy du dz 

dt ^ dx dt dy ' dt dz dt 

(iii) Integration 

Integration is merely the inverse of differentiation. For example — 
d 

Differentiation— ^ (4x= + 2) = 12^2 
Integration— jl2x' dx = Ax' + C 

The sign J (called " integral ") before a quantity indicates that the operation of 
integration is to be performed on the expression which follows. 

The dx which follows the expression is merely a short way of writing " with respect 
to X." Just as the constant 2, in the function above, disappeared during the process 
of differentiation, so it is necessary to replace it in the inverse procedure of integration. 
But when we are given the integral alone, we do not know what was the value of the 
constant, so we add an unknown constant C, the value of which may be determined 
in some cases from other information available. 

Useful rules for integrals 

a,b,c = constants j C = constant of integration ; u and v are functions of x. 

1. j'a.F(x) dx = ajF(x) dx ; dx = ax + C (52) 

2. J(u ±v) dx = J« dx ± dx (similarly for more than two) (53) 

3. Jjc" dx = ^" + 1 + C („ ^ _ 1) (54) 

4. ^a'dx = (aVlogfC) + C (55) 

5. jf'dx^ + C ; I (fa: = (1/a) + C (56) 

jxe^dx = e%x - 1) + C; jx"'e''dx = x^t^ - m jx'^^e'dx + C* (57) 

c f.dv , c du 

J ^ ~ uv — I v^dx (integration by parts) (58) 

rdx fl 

7- j~= j-dx ^log^x + C ^los^cx (59) 

8. ja' loge adx = a'' + C i Jlog„ x dx = x log„ (x/t) + C (60) 

r (ax + 6)""*"^ 

9, j(ax +brdx = a(n + l) +^ (« ^ - D (61) 

* m > 0. 
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10- f — ^ = f -^A*^^ = ("^ + i) + C (62) 

J ax -f- o J ax -f- 0 

r X dx c X 

11. r-T-= r-L = lax + b - b log, (ax + 6)] + C (63) 

J ax + b J ax + 0 

12. fr-^rN.-= f.-4:irx2 'l" = ^J~^~u + ^°S. 4 *)] + C (64) 
]{ax + by J (ax + by a^l_ax + b ^ J 

C x^ dx c 1 r(ax + by 

13. —r- = : -T- dx = r - 2b(ax + b) + 

J ax + b J ax + b a^L 2 

bHos, {ax + 6)J + C (65) 

C dx rl .1 X „ 1 . X „ ,,,, 

14. T = — ; dx = - tan-i - + C = - - cor' - + C (66) 

.r. f r 1 . 1, X — a ^ 1 a — X 

J .^-.T = J = 2a ^MTa + ^ = ^ ^x + ^ ^^^> 

c dx r 1 

J vV^^ J V^^^ '^'^ = ^'^''"^ + C = - cos- (x/a) + C (68) 

18. Jsin ax ix = - (1/a) cos ax + C (70) 

19. Jcos ax dx = (1/a) sin ax + C (71) 

20. Jtan ax £?x = — (1/a) log^ cos ax + C = (1/a) log, sec ax + C (72) 

21. Jeosec ax dx — (1/a) log, (cosec ax — cot ax) + C (73) 

= (1/a) log, tan (ax/2) + C (74) 

22. J sec ax dx = (1/a) log, (sec ax + tan ax) + C (75) 

= (1/a) log, tan [(ax/2) + >i /4] + C (76) 

23. J" cot ax dx = (1/a) log, sin ax + C = — (1/a) log, cosec ax + C (77) 

24. Jsin^ ax dx = x/2 - (l/2a) sin ax cos ax + C (78) 

= x/2 - (l/4a) sin 2 ax + C (79) 

25. Jcos^ ax dx = x/2 + (l/4a) sin 2ax + C (80) 

26. J sinh x dx = cosh x (81) 

27. Jcosh X dx = sinh x (82) 
Rules to assist integration 



1 . If the function is the sum of several terms, or can be put into this form, integrate 
term by term. 

2. If the function is in the form of a product or a power, it is usually helpful to 
multiply out or expand before integrating. 

3. Fractions may be either divided out, or written as negative powers. 

4. Roots should be treated as fractional powers. 

5. A function of x may be replaced by «, and then 

jFix)dx = jpwf^du. 
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Areas by integration 

If the area under a given portion of a cvirve is A (Fig. 6.37), then a small increase 
Ax on the horizontal axis causes an increase A A in area, where 

A A = Ax(y + Idy). 
As Ax and Ay are made smaller, in the limiting case as Ax approaches zero, the value 
of {y + Mjy) approaches y. 




I.e. 

Lt 
Ax-* 0 



dA 



Therefore — = y = Fix) 
ax 

Therefore dA = y.dx = P{x) dx 
Thus A = j y dx = jF(x) dx (83) 

The area is therefore given by the in- 
tegral of the function, over any desired 
range of values of x. 



Example 

To find the arej tinder the curve y = from x = 1 to x = 4. 



when x 
when X 



--I 



3x^ dx x^ + C 



1,A =0, therefore x" + C ^ 0, therefore C = - 1 
4, ^ = - 1 = 43 - 1 = 63. 



Definite integrals 

When it is desired to indicate the limits in the value of x between which the integral 
is desired, the integral is written, as for the example above. 



X = 4, ("4 

3x^ dx or 3x^ dx. 

X — I J I 



These limits are called the limits of integration, and the integral is called the de- 
finite integral. For distinction, the imlimited integral is called the indefinite 
integral. 

The definite integral is the difference between the values of the integral for x = fc 

and X = a — 



Ax) dx = 



1* 



F(«) 



F(x = i>) - F(x = a) 



(84) 



Owing to the subtraction, the constant of integration does not appear in definite 
integrals. 

Special properties of definite integrals 



J: 



/(*) dx 



fix) dx = 



- JV(3c)rfx 
J* fix) dx + J' 



Examples : 

sin B de 

0 



I 



cos 8 



fix) dx 



(85) 
(86) 

[- cos 7r/2 + cos 0] = 0 + 1 = 1 (87) 
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j: 
J 
J 
i: 



cos 9 dd 



sin 6 dB 



sin 5 



cos 9 



cos fl ifl = 



sin e i e 



0 

2-rr 



COS e dO = 



sin" nB de = J 



cos B 



sin 6 



0 
0 

2w 



[sin 7r/2 - sin 0] = 1 - 0 = 1 (88) 

= [- COS w + COS 0] = 1 + 1 = 2 (89) 

= [sin TT - sin 0] = 0 - 0 = 0 (90) 

= [- cos 277 + cos 0] = - 1 + 1 = 0 (91) 



[sin 257 — sin 0] = 0 — 0 = 0 



B - (l/2n) sin 2nB 



fT/2 



cos^ nB dB = 



(1 - sin^ n 



0 dB) dB = 



- tt/2 = tr/2 



The following may also be derived* where m =^ n 



i: 

I sin^ n 
J 0 

h " 
/ 
J 



sin n8 dfl = 0 



0 

2TT 



dB = 7T 



sin m 8 cos nB dB =0 



cos w 5 cos nB dB = 0 



J 0 
J 0 



1*277 

J 0 
J 0 



cos n0 dB 



cos" nB dB = Ti 



sin mfl -=n n9 (ifl = 0 



(ifl = 277 



sin n 9 cos nB dB = 0 



(92) 
(93) 
(94) 

(95) 
(96) 
(97) 
(98) 
(99) 



Average values by definite integral 

The value of the definite integral is the area under the curve between the limits 
on the horizontal {x) axis. The average value of the height is determined by dividing 
the area by the length, or in other words the average value of y is determined by 
dividing the definite integral by the difference in the limiting values of x. 

Examples : 
1.3; = ix" from X = 1 to X = 4. 



E av — ^ 



1 Bfra 

L r 

"Jo 



3x:^ dx 



4 - 1 I , ~ " 3 
2. e = E„ sin B from B = 0 to 8 = tt. 

1 ~ 



64 



63 



= 21. 



sin 0 dB = E„. 



2 

= — E 



♦This also applies with limits from k xo {k + 2v). 
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This is the average value of a sine wave voltage. It was taken from 0 to ir since 
this is the range over which it is positive. The other half cycle is similar but negative, 
so that the average over the whole cycle is zero. 



3. 



1 p. 

Jo 



/ 2 

m 
I 2 

^ Ttl 
2lT 
I 2 

2^ 



(7„ sin ey de 

sin 2 9 



, E„orI 



2 4 

[tt - 0 - 0 



2w 

0 

0] 




Therefore = IjV2 0.707 /„. 
This is the root mean square value of the current with sine waveform. 

(iv) Taylor's Series 

lif(x) be a fimction with first derivative f'(x), second derivative /"(x:), third deriva- 
tive /'"(^c), etc., and if the function and its first n derivatives are finite and continuous 
from X = a to X = b, then the following expansion holds true in the interval from 
X = a to X — b : 



fix) =f(a) + 



1 ! 



(X 



2! 



f"{a) + ~^r^f"'(a) 



3! 



+ . 



+ 



(n - 1) 



(x - a)" 



(100) 



where a < x„ < b. 

The final term is called the remainder ; if this can be made as small as desired by 
making n sufficiently large, the series becomes a convergent infinite series, converging 
to the value /(x). 

Another form of Taylor's Series is : 

f(a + h) =/(a) + ^-/'(a) -f ~ f"{a) + ^^f"{a) + . . . 



1) ! /""'(a) + ^ /"(«) + ... 



(101) 



The sum of the first few terms of Taylor's Series gives a good approximation to f^x) 
for values of x near x = a. 

Examples of the use of Taylor's Series : 
(1) To expand sin {a + h) in powers of h. 
f{a) = sin a and/(/z) = sin h 
Differentiating in successive steps we get 
f'(a) = cos a 
f"{a) = — sin a 
f"'{a) = — cos a 
f"'\a) = sin a 
Applying the alternative forth of Taylor's Series, 

; cos a + ~ sin a + . . . 



sin (a + A) = sin a + /! cos a 
(2) Similarly 

cos (a + /i) = cos h — h iin a 



3!' 



2! 

- cos a + - J sin a 



(102) 



cos a + . . . (103) 
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(v) Maclaurin's Series 

Maclaurin's Series is a special case of Taylor's Series where a = 0. 

Kx) = /(O) H j-j- + — yj — H h . . . (104) 

The sum of the first few terms of Maclaurin's Series gives a good approximation 
to f(x) for values of x near x = 0, 

Example of the use of Maclaurin's Series : 
fix) = cos X 

then cos x = /(O) H j-p H + "Yl ^ i\ — 

where /(O) = cos 0 = 1 

/'(O) = - sin 0 = 0 
/"(O) = - cos 0 = - 1 
/'"(O) = sin 0 = 0 
/""(O) = cos 0 = 1 
The series may then be written down as 

OC^ JC^ dC^ 

cosx = l -2T+IT -gT + F!"--- ^^"^^ 
Similarly 

x" 



sin ;ic = jc 



3! +5T~7T+9l - ••• 
y sin X = y(jr - + 1] - ■ . .) 

(x^ \ { x^ x^ \ 

^ " 2T"^ 4I 6l + • • V+A"^ 3T+ sT ' tT + • • V 

ysj^a 

= 1 + 7^ + •'-j-f + -3T + + • • • 
Also it may be proved that 

log. (1 + = X - 2~ + |- - + . . . (108) 

.•23^2 y^x* 

and e'- = 1 + + 2I - + -3T- + + ■ • ■ 

= cos X + y sin X (see eqn. 107) (109) 



SECTION 8 . FOURIER SERIES AND HARMONICS 

(i) Periodic waves and the Fourier Series (ii) Other applications of the Fourier 
Series (m) Graphical Harmonic Analysis. 

(i) Periodic waves and the Fourier Series 

The equation for any periodic wave can be written by substituting the correct 
values in Fourier's Series : . 

y = F(.S) ^ BJ2 + sin fl + -<42 sin 2 9 + ^3 sin 3 » + . . . 

+ B, cos e + cos 29 + B3 cos 3t) + ... (1) 
where B„/2 is a constant which is zero if the wave is balanced about the x axis ; 

its value is the average value of y over one cycle and may be 
determined by putting w = 0 in the expression for below, 

1 

A„ = — F(,e) sin n9 ^/ 9 where n = 1,2,3, etc. 
"jo 

= 2 X average value of F( d) sin n 9 taken over 1 cycle, 
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and 



20 
30 



J 0 



F(e) cos ne de where n = 0,1,2,3, etc. 



2 X average value of F( 6) cos n 6 taken over 1 cycle, 



tor = Inft 

2(Ot = 277(2/)f 
30Jt = 277(3/)t 

etc. 



/ = fundamental frequency 
(2/) = second harmonic frequency 
(3/) = third harmonic frequency 




is called an 



Special cases 

(1) F{B) is an even function 

If the waveform is symmetrical about the y axis (e.g. Fig. 6.39), F( t 
even function and A„ ~ 0, giving the simplified form 

F(0) = BJ2 + Bi cos 9 + cos 2« + Ba cos 39 + . . . (2) 
This is the equation which applies to all types of distortion introduced by valves. 

(2) F(B) is an odd function 

If the waveform is such that the value of y is equal in magnitude but opposite in 
sign for plus and minus values of x (e.g. Fig. 6.40), F(. 6) is called an odd function and 
Bn — 0, giving the simplified form ; 

F(e) = Ai sin 9 + sin 29 + ^3 sin 39 + . . . (3) 





This is the equation for the condition when the fundamental and all the harmonics 
commence together at zero. 

(3) F(0) = - F(9 ± n) 

If the waveform (Fig. 6.41) is such that the value of y is equal in magnitude but 
opposite in sign for x = Xi and x = (xj ± ^r), the expansion contains only odd 
harmonics : 

F(9) = ^1 sin 9 + ^3 sin 39 + ^6 sin 59 + . . . 

+ Bi cos 9 + Bs cos 3 9 + Bs cos 5 9 + . . . (4) 

(4) F( 9) is an even function, with the positive and negative portions identical 
and symmetrical (Fig. 6.42) : 

F(9) = Bi cos 9 + B3 cos 39 + Bs cos 59 + . . . (5) 
or if the origin is taken at A, 

F(0) = Bi sin 9 - B3 sin 39 + B5 sin 59 - . . . (6) 
This is the equation for a balanced push-pull amplifier. 

The general equation (1) can also be expressed in either of the alternative 
forms : 

F(9) = B„/2 + Ci sin (9 + i,^) + sin (29 + .^2) + . . . (7) 
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(8) 



Fie) = B J2 + Ci co s (g - <^i') + cos (26 - <!>■,') + . . . 

where C„ = V^^' + Bn' 
and tan 4>n = Bn/-^n j tan <^„' = A„/B„. 

The angles "^i, 1^2, . . .in eqn. (7) are the angles of lead between the harmonics 
of the sine series and the corresponding sine components in eqn. (1). The angles 
1', ^2', ... in eqn. (8) are the angles of lag between the harmonics of the cosine series 
and the corresponding cosine components in eqn. (1). All the angles <l> and <j>' in 
equations (7) and (8) are measured on the scales of angles for the harmonics 




Harmonic composition of some common periodic waves (Fig. 6.43) 
Square wave (A) 

4£/ cos 3d cos 5 9 cos 7 

y^^i^cos 0 - -3— + -5- 

Triangular wave (B) 

cos 3 9 cos 5 

, cos B + 



+ 



■) 



Sawtooth wave (C) 
y = — I sm 9 ■ 



+ ■ 



■■) 



9 ' 25 

sin 2 0 sin 3 0 sin 4 0 

+ —3 - 4 

FIG. 6.«3 



+ 



(9) 



(10) 



(11) 







Y 








i 
E 






0 
1 
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Short rectangular pulse (D) 

r 2 ■ sin 2^77 cos 2 6 
y = E\k +- (sm k-n cos B H f- , . . 

sin nkiT cos k ^ 1 

+ n^+---n (12) 

Half-wave rectifier output (E) 

£/ 77- cos 2 cos 2 2 cos 4 e 2 cos 6 B 
y=-.V+—2- + 3 15- +~l5~- - ••■ 

_ _ (_ i)n,2+i cos «e . . (n even) (13) 

Full vcave rectifier output (F) 

2E/ 2 cos 2 9 2 cos 4 & 2 cos 6 6i 

y = + -J + - 

2 cos nd \ 

■ 1)""*' ~^~r ■ ■ 7 (« ^^e"^) (14) 



D 



i 



2TTk 



HI- U Q. 



Fig. 6.43 



0 1 I I 

K-TT-*4«-TT-»^ 




T 

E 

_i_ 



"I I I 



(ii) Other applications of the Fourier Series 

The Fourier Series is particularly useful in that it may be applied to functions having 
a finite number of discontinuities within the period, such as rectangular and saw- 
tooth periodic pulses. 

The Fourier Series may be put into the exponential form, this being useful when 
the function lacks any special symmetries. 

The Fourier Series may also be applied to non-periodic functions. 

For information on these applications, see the list of references — Sect. 9(B). 

(iii) Graphical Harmonic Analysis 

Any irregular waveform may be analysed to determine its harmonic content, and 
the general method is to divide the period along the X axis into a suitable number of 
divisions (e.g. Fig. 6.44 with 24 ordinates), the accuracy increasing with the number 
of divisions. 

Ordinates are drawn at each point on the X axis and the height of each ordinate 
is measured. The minimum number of ordinates over the cycle must be at least 
twice the power of the highest harmonic which it is desired to calculate. Various 
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methods for carrying out the calculations have been described. Some are based on 
equal divisions of time (or angle) while others are on equal divisions of voltage. 

In the harmonic analysis of the distortion introduced by valves on resistive 
loads, it is possible to make use of certain properties which simplify the calculati<5ns : 




(1) All such distortion gives a waveform which is symmetrical on either side of the 
vertical lines (ordinates) at the positive and negative peaks. 

(2) It is therefore only necessary to analyse over half the cycle, from one positive 
peak to the following negative peak, or vice versa. 

(3) Even harmonic distortion results in positive and negative half cycles of different 
shape and area, thus causing a steady (" rectified ") component. 

(4) Odd harmonic distortion results in distorted waveform, but with the positive 
and negative half cycles similar in shape. 

(5) Even harmonics are in phase with the positive fmidamental peak, and out of 
phase with the negative peak, or vice versa ; they are always maxima when the funda- 
mental is zero. 

(6) Odd harmonics are always exactly in phase or 180° out of phase with both 
positive and negative fundamental peaks, and are zero when the fundamental is zero. 

The relative phases of the fundamental {H^ and the harmonics (up to H^) are shown 
in Fig. 6.45. The fundamental and third, fifth and higher order odd harmonics 
have zero amplitude at 0°, 180° and 360° on the fundamental scale. The second. 



300° 330° 
I I I. I I I I 




fourth, and higher order even harmonics reach their maximum values (either positive 
or negative) at 0°, 90°, 180°, 270° and 360° on the fundamental scale. 
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The amplitudes of the harmonics as drawn in Fig. 6.45 have been exaggerated for 
convenience in drawing, while their relative magnitudes are quite arbitrary. Their 
relative phases are, however, quite definite. 

In proceeding with Graphical Harmonic Analysis it may be shown that it is possible 
to select thirteen points on the X axis which will enable the exact values of the first, 
second, third and fourth harmonics to be calculated (Ref. C9) on the assumption that 
there are no harmonics of higher order than the fifth, or that these are negligibly small. 
These points are limited to the range from 90° to 270° on the fimdamental scale, as in 
Fig. 6.45. They may be expressed in terms of the grid voltage E„ the static operating 
point being — and the operating point swinging from = 0 on the one side 
to lEc on the other side. 

It is only necessary to determine the plate currents at the specified grid voltages, 
to insert these into the formulae given in the article and to calculate the. values of the 
harmonics. 

The preceding exact method has been approximated by R.C.A. (Ref. ClO) to give 
greater ease la handling. In the approximation there are eleven specified points 
in place of 13 in the exact form, the values of the grid voltages being (see Fig. 6.45) : 
0; -0.191£<,j -0.293iS„j -0.5.B. ; -0.6915,; -E^; -1.309£<:; -1.5£„; 
-1.707.B„; -1.8095,,; -2X)E,. 

These have been approximated by R.C.A. to the nearest decimal point, and the 
approximate values have been used in the "eleven selected ordinate method" of 
Chapter 13 Sect. 3(iv)D and Fig. 13.24. 

The equation giving the second harmonic distortion — eqn. (28) in Chapter 13 Sect. 
3(iv) — only requires the values of plate current at three points. This is an exact 
form and is used for triodes in Chapter 13 Sect. 2(i) eqns. (6) to (7b) inclusive and 
Fig. 13.2. 

The " five selected ordinate method," described in. Chapter 13 Sect. 3(iv)A 
and used for calculating second and third harmonic distortion in pentodes, is exact 
provided that there is no harmonic higher than the third. It is, however, a very Close 
approximation imder all normal conditions. The same remarks also apply to the 
simple method for calculating third harmonic distortion in balanced push- 
pull ampHfiers, described in Chapter 13 Sect. 5(iii) eqn. (23) and Fig. 13.37. 

An alternative method, based on equal grid voltage divisions, has been devised 
by Espley (Ref C6). This gives harmonics up to one less than the number of voltage 
points. Two applications are described in Chapter 13 Sect. 3(iv) — five ordinates 
giving second, third and fourth harmonic distortion, and seven ordinates giving 
up to sixth harmonic distortion. 

When the loadline is a closed loop, as occurs with a partially reactive load, these 
conditions and equations do not apply, or are only approximated. 
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SECTION 1 : FUNDAMENTAL TYPES OF FEEDBACK 

(i) Feedback, posithie and negative (it) Negative voltage feedback at the mid-fre- 
quency {Hi) Negative current feedback at the mid-frequency (iv) Bridge negative 
feedback at the mid-frequency (v) Combined positive and negative feedback at the 
mid-frequency (vi) Comparison between different fundamental types at the mid- 
frequency. 

(i) Feedback, positive and negative 

Feedback may be applied to any amplifier, at any frequency, and may be either 
positive or negative. The application is illustrated in Fig. 7.1 where an amplifier, 
with voltage amplification A, develops a voltage across its load. Portion of the 
voltage across the load {fiE^ is fed back in series with the input terminals, so that the 
input voltage E,' differs from the voltage {E,) across the input terminals of the ampli- 
fier itself. It is obvious that 

£■„ = AEi and that E/ = ± ^E„, 
the sign in front of ^£'0 taking account of phase relationships. The quantity j3 is 
sometimes called the transfer coefficient. 



El- 









AMPLIFIER 
AMPLIFICATION =A 


- ♦ 

E„ 

* 


LOAD 









Fig. 7.1. Block diagram of an 
amplifier with feedback. 



The effective overall amplification with feedback is therefore 

_ Ej, _ Ej, 

" El ~~ Ei ± pEo ■ 
If the effect of feedback is to increase the gain, the feedback is positive* ; if it 
decreases the gain, the feedback is negative. Positive feedback is used to convert 



*If ^Eq ii^^ch greater thsn Ej, tht n the gain will theoretically be reduced irrespective of the sign in 
front of (^Eq. 
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an amplifying valve into an oscillator (see Chapter 24). Negative feedback is used 
mainly in amplifiers, botli at radio and audio frequencies, although this Handbook 
covers only low frequency r.pplications. 

The voltage ^E'l, may be proportional to E„, in which case it is described as voltage 
feedback-; or it may be proportional to the current through the load, when it is 
called current feedback. These two are, of course, identical if the load is a constant 
resistance, since the voltage and current are then proportional. 

Bridge feedback is a combination of voltage and current feedback. 

A network may be inserted in the feedback circuit to change the phase of the fed- 
back voltage, or to change its magnitude and/or phase so as to discriminate between 
different frequencies. 

Use of symbols 

Black (Ref. Al) and others use the symbols n/3 to indicate the same quantity 
which is here indicated by ^A. Some authorities use the symbols A^, but in certain 
equations (e.g those involving effective plate resistance) it is necessary to introduce 
or H|3 where fi is the amplification factor of the final valve. The latter form might 
be confused with Black's which has an entirely different significance. Hence the 
use of M in this chapter. A further, but minor, advantage from the use of is 
that the begiimer, in considering operation at the mid-frequency, is able to regard the 
magnitude for )3 as being simply a fraction. 




FIG. 7.2C PIG. 7.20 



Fig. 7.2. Block diagrams of amplifiers with negative feedback. It is assumed 
that (Ri + ^a) has a resistance very much greater than the load impedance; {A) 
and (B) have feedback external to the amplifier connected in series with the input 
voltage (C) has feedback connected in shunt with the input voltage {D) has the 
feedback connected to a cathode in the amplifier. 

(ii) Negative voltage feedback at the mid-frequency 

Block diagrams of two conventional forms for applying negative voltage feedback 
are shown in Figs. 7.2A and B. The polarities marked on the diagrams are instantane- 
ous values at an arbitrary time. In each case the feedback voltage is derived from a 
voltage divider RJii across the output and is applied in series with the input 
voltage so as to give negative feedback. In Fig. 7.2A the polarity of the output, 
voltage is opposite that of the input voltage— this is regarded in network analysis as 
being equivalent to an amplification of — A. The amplifier of Fig. 7.2A may con- 
sist, for example, of one, or any other odd number of resistance-coupled stages. 

In Fig. 7.2B the polarity of the output voltage is the same as that of the input voltage 
— this being regarded as equivalent to an amplification of + A. In Fig. 7.2B the 
feedback voltage is marked |j3ii„| thus indicating the magnitude of the voltage and 
leaving its polarity to be indicated by the positive and negative signs. 

In this section the treatment is limited to the mid-frequency at which the amplifier 
has maximum gain and zero phase shift. 

The combined amplifier and feedback circuit, from input back to input, is called 
the feedback loop. 
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The magnitude of |8 is equal to Ri/(Ri + /ia). In all cases, for negative feedback, 
must be negative and the feedback network must be arranged to give this result. 

An alternative method of applying the feedback voltage to produce degeneration 
(Fig. 7.2C) coimects the feedback voltage in shunt with the input voltage. In 
this case the amplification must be negative, that is to say there must be an odd number 
of stages unless a transformer is incorporated (Ref. A17), and ^ must therefore be 
positive. 

A still further variation is when the feedback voltage is applied to the cathode 
of one of the stages in the amplifier (Fig. 7.2D). In this case the amplification 
must be positive, for example an even number of r.c.c. stages with the feedback 
returned to the cathode of the first stage, which must have some impedance between 
cathode and earth. Alternatively the feedback may be returned to the cathode of the 
penultimate stage of a multi-stage r.c.c. amplifier. The value of j3 should be con- 
sidered as negative on account of the method of coimection of the feedback loop. 

The following treatment is based on the circuit of Fig. 7.2B but the results may 
also be applied to any amplifier with the feedback applied externally to the amplifier 
and in series with the input voltage. It is understood that in all cases the polarity 
of the feedback voltage is arranged to give negative feedback. 

(A) Gain without feedback 

A = E,/Ei (1) 
and if feedback is applied and the input voltage increased to E/ to give the same out- 
put voltage Eo as without feedback, then follows 

(B) Gain with feedback 

, Eo^ Eq 

^ ~"E,'~ E,- pEo (2a) 
Combining (1) and (2a), 

_ A 1 A 

~ 1 - M (1/^) - ^ 1 -H [AR,/(Rr + R,)] (2b) 
(for chart showing relationship between A' and A sec Ref. A21), 
and if IMI >1 

then /I'i^ l/(- © ^ (2c) 
The value of /3 is given by 

j3 = - RJ(Ri + R^) (3a) 
The effect of feedback on gain is therefore 
A EJE, pEo , 

^ = XKET^fE;) = 1 - = 1 - M (3b) 

The quantity ^A is negative for negative feedback ; A/ A' = 1 — ^A is always 
greater than unity. 

The quantity (1 — M) is called the feedback factor*. The degree of feedback 
is indicated by the reduction in gain. For example, an amplifier with " 20 db feed- 
back " is one in which gain has been reduced 20 db by feedback. 

In the general case, when the phase angle displacement is not restricted, 

, A 

~ Vl + - 2|MI cos^ ^^^^ 

[which becomes A' = A/(l — ^A) when ^ = 180°] 
where <j> = phase angle displacement of amplifier and feedback circuit loop. 

(C) Effect of feedback on harmonic distortiont 

Let the input voltage Ei be expressed in the form £(„' cos wt. 
Then the output voltage {Ed) will be given by 

Eom cos mt + cos 2u>t -\- E-sm COS 3 0)t (4) 

•Some authorities cali fiA the feedback factor, and care should therefore be taltcn in the use of this 
term. 

^Treatment adapted from K. R. Sturley, 
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where = peak value of fundamental frequency, 

Eim = peak value of second harmonic, 
and = peak value of third harmonic. 

The feedback voltage (— j3^„) will therefore be 

— P(E„„ cos «Jt + JSzm cos 2 tot -f cos Scot). 

The voltage applied to the input of the amplifier will be 
Ei + j3£o 

== Ei„' cos a>t + PiEom COS cut + E^m COS 2 cat + E^^ COS 3wt) 

= + PEo„) COS (ur + PE2„ COS 2a)t + j3£3„ cos 3 cot. 

The output voltage will therefore be 
AEj + harmonic distortion 

= Al(E„„' + ^E„„) cos u>t + pE^n cos 2tot + /S^a™ cos 3a.t] 
+ A(E,„' + ^E„„XH^ cos 2<ot + H, cos 3<ot) (5) 
where = ratio second harmonic to fundamental voltages in amplifier without 
feedback, 

and H3 = ratio third harmonic to fundamental voltages in amplifier without 
feedback. 

But we already have the output voltage in (4) above. 
Equating fundamental components in (4) and (3), 
£„„ = A(:E,J + )3£„„) 

EiJ = (1 - PA)E„JA (6) 
Equating the second harmonic components in (4) and (5), 

Eim = ?AEi„ + A{Ei„' + PEom)H2. 

Inserting the value of Em' from (6) above, 
E,„ = PAE^„ + [(1 - M) £o» + PAE„„]H^ 
Therefore (1 - PA) = E„„H^ 

Therefore li^-'^-. — C') 

Bom 1 - M 
Similarly for the third or any higher harmonic, 

■^a" ^ ^3 /OS 

£0™ 1 - M ^ ' 

That isj the magnitudes of all the harmonics (and of coiu-se the intermodulation 
products) introduced by the amplifier are reduced by negative voltage feedback in the 
same proportion that the gain is reduced. 
This result is based on the assumptions : 

(1) that £'0 is exactly 180° out of phase, or exactly in phase, with Ei 

(2) that the amplification A is the same for the harmonics as for the fundamental 

(3) that the intermodulation voltages are negligibly small. The presence of 
intermodulation* has no elfect on the second harmonic, but in certain cases 
the higher order harmonics can increase owing to a small amoimt of negative 
feedback ; when the feedback is raised sufficiently these harmonics will 
decrease again. When Hj = 0, Hs with feedback will be as indicated by 
eqn. (8). In any case, the effect is small if the amplifier distortion is initially 
fairly small. 

(D) Effect of feedback on hum or noise introduced by the amplifier 

Following a similar method — 

Input voltage = £/ = cos cot 

Output voltage = = -Eom cos cot + cos <o„t (9) 
where = peak value of noise or hum output voltage introduced by 

the amplifier with feedback, 
and (u„ = 2Tr x frequency of noise or hum voltage. 

•TeUegen, B. D. H., and V. C. Henriquez " Inverse feed-back," W.E. 14.167 (Aug. 1937) 409— 
quoting R. Feldtkeller ; also correspondence by R. W. Sloane and J. Frommer " Distortion in negative 
feedback amplifiers " W.E. 14.164 (May 1937) 259 ; 14.166 (July 1937) 369 J 14.170 (Nov. 1937) 607 ; 
15.172 (Jan. 1938) 20. 
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The feedback voltage is therefore 

— = — cos ait + E^„; cos 

The voltage applied to the input of the amplifier is 

= Et + pE„ = Eira' cos wt -f i3(£'|,„ cos cot + cos co„t) 

= ^- fSEom) COS «t + fiE„J cos aj„t. 

The output voltage is therefore 

£0 = AEi + noise voltage without feedback 

= A(EiJ + fiEg^ cos + pAE„„,' cos <^„f + cos co„f (10) 
Equating the fundamental components in (9) and (10), 
= A(EiJ + J. 

Therefore = (1 - M) £omM (11) 

Equating the noise components in (9) and (10), 

E„J(1 - PA) = E,,„ 
E„„' 1 

e:7-t^w ^''^ 

Thus the feedback reduces noise or hum voltages introduced by the amplifier in 
the same proportion that the gain is reduced, provided the following conditions are 
fulfilled : 

(1) That the signal input voltage is increased with feedback, to maintain the 
signal output voltage constant. 

(2) That (3 and A have the same values for the hum (or noise) frequency as for 
the signal. frequency. 

(3) The voltage fed back does not include any voltages other than the fraction 
of the amphfier output voltage. In many circuit arrangements this con- 
dition is not satisfied ; the most important of these are covered in Sect. 2. 

When all noise is considered as originating at the input (e.g. thermal noise), the 
signal-to-noise ratio is unchanged by the feedback. 

(E) Effect of voltage feedback on the output resistance of the amplifier 

Every linear network which has a pair of output terminals may, as regards its ex- 
ternal effects, be replaced by its equivalent open-circuit voltage in series with its 
equivalent resistance. 




Fig. 7.3. Equivalent circuit dia- 
grams of amplifier and load resistance 
{A) without feedback (B) mth 
feedback. 

nt-. /'J • 

The following treatment is based on a single stage, but may be applied to any ampli- 
fier provided that the values of ft and are as defined below. 

Fig. 7.3A shows the equivalent circuit of the amplifier without feedback : 

Ea IJ-R f 

A = Tr= — (14a) 
Ei r^ + ^ ' 

where /i = amplification factor (i.e. amplification with an infinite load resistance) 

and r„ = plate resijtance of final stage. 

If the amplifier has more than one stage fi must be defined by 

= Aifi.^ (14b) 

where A^ = amplification between input and grid of final stage (with due regard to 

phase reversal) 

and /io = amplification factor of final stage. 

Fig. 7.3B shows the equivalent circuit of the amplifier with voltage feedback :** 

- ^'^■(.-ttVJ- 

••Based on B. D. H. Tellegen " Inverse feed-back " Philips Tec. Rev. 2.10 (Oct. 1937) 289. 
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But Ea = A'Ei' 



(MA) - )3 
Applying the value of A from (14a), 

" + (1 - p^.) 

This may be arranged in the form 



from eqn, (2b). 



^ji/ \rja - p^) + K 
which is the same as eqn. (15) except that 



I - 



(16) 
(17) 

(18) 
(19) 



Equations (18) and (19) give the effective amplification factor and plate resistance 
respectively with feedback. It will be seen that these are each equal to the corres- 
ponding value without feedback divided by (1 — ^/i), whereas the gain, internally 
produced hum or noise, and distortion are divided by (1 — ^A). If the amplifier 
has more than one stage, the value of /j. must be as defined by eqn. (14b), while the 
plate resistance r.„ will be that of the final stage. 

However, it is important to remember that the actual valve characteristics are not 
changed by feedback, since feedback is external to the valve ; while the optimum 
value of load resistance is also unchanged by feedback except under certain very 
special conditions. 

It may be shown that negative voltage feedback as a method for reducing the 
effective plate resistance, when compared with a transformer giving the same reduction 
of gain, is more effective than the transformer with low feedback factors, is equally 
effective with a particular feedback factor, and is less effective than the transformer 
with feedback factors greater than this value. 

Example : 6V6-GT with = 218, and A = 17. 



Gain 


IMI 






Transformer 
impedance 
ratio 


1/2 


1 


12.8 


1/13.8 


1/4 


1/10 


9 


115 


1/116 


1/100 


1/100 


99 


1270 


1/1271 


1/10000 



The " looking-backwards " output terminal impedance of the amplifier is 
equal to r„' in parallel with i?^, 

_r^, ^^^^^ 



If r ^ is very much less than eqn. (17) becomes 



\lEI 



1 - ^i>. 

that is to say, the output voltage is independent of the value of R^. 
dication of good regulation. 



(20) 

This is an in- 



(F) Effect of voltage feedback on the input resistance 

The effect of feedback on the input resistance depends on the method of application 
of the feedback and not on whether it is voltage or current feedback. For example, 
consider the amplifier of Fig. 7.2B. Let the input resistance of the amplifier without 
feedback be r,. 

Then = EJh. 
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With feedback, the same current will flow, but the input voltage will be 

Ei' = El\ - PA) 
Therefore r/ = Ei'/h = - M) 

Therefore r/ = ^(1 - ^A). (21) 

Thus in this case the input resistance is increased by feedback in the same proportion 
that the gain is decreased. This applies to all cases in which the feedback voltage 
is applied in series with the input voltage, including the current feedback case of 
Fig. 7.4, as will be shown later. 

On the other hand, if the feedback voltage is applied in shunt with the input voltage 
the input resistance will be decreased as proved below for Fig. 7.2C — 

The input resistance of the amplifier without feedback is 

Ti = EJh. 

With feedback, the current will be unchanged, but there will be an additional 
current U through J? 4 and of direction such as to increase the current from the source, 
which will therefore become (/j + /j). The input voltage applied to the input 
terminals of the amplifier will be the same as without feedback 
A 

Therefore ?•(' = rj- -j — j — ^- 
ii + ■'2 

which is less than r^. 

Other special cases are covered in Sect. 2. 

(iii) Negative current feedback at the mid-frequency 

The block diagram of an amplifier with negative current feedback is shown in 
Fig. 7.4. In this case the feedback voltage is derived from the voltage drop across a 
resistor in series with the load impedance. The resistance of R3 should be very 
small compared with the load impedance. This diagram also is for the case with the 
polarity of the output voltage opposite that of the input voltage. 



r 



AMPLIFIER 

'i 

AMR FACTOR = 




FIC. 7-4 
Fig. 7A. 



Block diagram of an amplifier with negative current feedback, 
resistance is very much smaller than the load impedance. 
Fig. 7.5. Block diagram of an amplifier with bridge feedback. 



Without feedback but with in position (Fig. 7.4) 



A~^- 
E, - 



+ R, 

With current feedback, 

~Ei' 



R, 



The 



(22) 



A' 



1 



Therefore A' = 



Therefore A' 



Ei + JR3/0 
i^Rl 



Et + (RJR^)Eo (Ei/Eo) + R,/R, 



(1^ + l)i?3 
A 



+ R, 



1 + ARJR,^ 1 + tiRJ{r^ + Rz+ R£) 
It is sometimes helpful to substitute 
- y = RJR^ 

where y has an application similar to that of ^ in the case of voltage feedback, 
(24a) may thus Ije put into the form 
A' = A/il - yA). 
Equation (23) indicates that for a single stage amplifier 



(23) 
(24a) 

Eqn. 
(24b) 
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(A) the amplification factor with current feedback is the same {n) as without 
feedback 

(B) the effective plate resistance with current feedback is 

Tp = r„ + (a» ^ (25a) 
and r//r„ = 1 + + 1)«3/'-, • : . (25b) 

The increase in plate resistance (eqn. 25b) is proportionally greater than the decrease 
in gain (eqn. 24a). 

When the voltage is fed back over more than one stage, the effective plate resistance 
with feedback is given by 

r/ = rp + Ai (/Li2 + 1)R„ (25c) 
where Ai = amplification between input and grid of final stage (with due regard to 

phase reversal) 
and = amplification factor of final stage. 

The " looldng-backwards " output terminal impedance of the amplifier is 
equal to in parallel with 1?^, 

, r/Rj [r, + (m + m .WL ^ . , 

^° = ttTr- = + (, + mVT^, 

„, „ , [r, + A, (iM, + 1) R,] R ,^ 

or i<o = , — J — \ — 7V~B — ; — 5~ foi^ more than one stage. 

+ ^1 Kt^'i + >■) tii + a 

(C) The ratio of amplification with and without feedback is given by 

±. ^ (/^ + 1)^3 +r,+R^ 

A' i?3 + r„ + ^ ' 

which may be put into the form 

A /A' = 1 + A{R,/R,) = 1 - yA. (27) 

(D) Approximations when is very large 

If /i is very large, 

A' ^ RJR^^ \/{- y) (28) 
which is independent of the amplifier characteristics. 
Also, if IX is very large, 

/o ^ E„/i?i s» Ei'/R, (29) 
which gives an output current which is constant, irrespective rf i?^. 

(E) Input resistance with negative current feedback 
In the circuit of Fig. 7.4 — 

Without feedback 

= EJh 
With feedback 

, _Ei___ Ej + {RJR^)E, _ Ej + (,R JR£)A Ei 
/ / " / 

Therefore r/ = r/l + ARJR,) = rll - yA) (30) 
■which indicates that with this circuit the input resistance is increased with negative 
current feedback in the same proportion that the gain is decreased (eqn. 27) and the 
effect is therefore the same as with Fig. 7.3. 

(F) Harmonic distortion with negative current feedback 

It may readily be shown that, as with negative voltage feedback, the harmonic 
distortion is reduced in the same proportion that the gain is reduced, subject to the 
conditions enumerated above (following eqn. 8) : 

Ej-n Ha . 

^•^•'£„„" 1 + ARJR^ ~ 1 - yA 

(iv) Bridge negative feedback at the mid-frequency 

Bridge feedback is a combination of voltage and current feedback, as shown in 
Fig. 7.5. It is assumed that (i?i + i?,) >Ri and that i?3< Rj^. 
Without feedback : A = Eo/E, = iiRJ{r^ + Rz + Rj). 
With feedback : 

Feedback voltage = RiE„/{R^ + R^) + I0R3 
Therefore £/ = Ei + R^EJiR^ + R^) + /„i?3 
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„ AEi AE, 
Therefore A = 



and A' = 



E/ Ei + AEiRJiRi + R,) + R^AEi/R^ 

Therefore A' ^ r+ ARJiR, +R-,)TARJr:' ^^'^ 
Comparing this witJi (2b) and (24a), it will be seen that the denominator in (32) 
includes the second terms of the denominators of both (2b) and (24a). Equation (32) 
may be put into the alternative forms 

^ 1^:^ m) 

+ (fi + l)i?, + i?i(l + ^.i?0/(i?i + Ri) 

Rl 

1 + ^^RJ{R, + R.;) + (^ + l)i?a 

1 + ^^RJ(R, +R^)'^ i 

Equation (34) indicates that — 

(1) the amplification factor is reduced by the factor 

V ^PTT^ ^Tn" n — which is the same as for voltage feedback 

1 + /iRi/{Ri + Ka) 1 — p/i 

alone (equation 18). 

(2) the effective plate resistance is given by 

, r „ + (m + l)i?3 _ liL - (/^ + IXy^i.) 

1 + i^RjiR, + R,) 1 - ; ^ ^ ^ 

Compare this with equation (25a) for current feedback alone and (19) for voltage 
feedback alone. 

If the amplifier has more than one stage, ii must be defined as 

/X = A.iJ., (35b) 
where A^ = amplification between input and grid of final stage (with due regard to 
phase reversal) 

and = amplification factor of final stage, thus giving the expression for effective 

plate resistance 

' _ >- p + (A>xa + mz _ r„ ~ (Af-^2 + IXyRl) , . 

1 - A,f.,fl 1 - A,f.,fl ^^^"^ 

where y = — Rs/Ri- 

Special applications of bridge feedback (Ref. A9) 

(A) The output resistance may be adjusted so as to equal the load resistance. 
If the voltage and current feedback resistors are adjusted so that 

i?i/(Ri + R2) = R3/R1, that is (S = y, 
then Ri 
provided that (— ,8/i,) > 1 
and that (— ^p.R£) >>>•». 

(B) Negative voltage feedback may be combined with positive current feedback 
to decrease the plate resistance r/ to zero or even to make it negative. This is little 
used in amplifiers because the positive current feedback increases the harmonic dis- 
tortion. However, it is possible to combine negative feedback in the output stage 
with positive feedback in an earlier stage to give very useful results — see Sect. 2(xi). 
This somewhat resembles one form of the balanced feedback in (v) below, except 
that the design is less restricted. 

(C) Negative current feedback may be combined with positive voltage feedback 
to give very high effective plate resistance. 

(v) Combined positive and negative feedback at the mid-frequency 

The distortion in a two or three stage amplifier is mainly in the output stage, and 
the distortion in a well designed first stage will be relatively quite small. It is practic- 
able to apply positive voltage feedback to the first stage only, and then to apply nega- 
tive voltage feedback over two or three stages in order to secure very low distortion 
and low output resistance. 
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This arrangement is shown in the simpUfied block diagram of Fig. 7.6. The effect 
of positive feedback on Ai is to increase its gain from Ai without feedback to A' with 
positive feedback. The effect on the whole amplifier, so far as effective plate resist- 
anccj distortion in the final stage and gain are concerned, is the same as though 
with positive feedback were replaced by another amplifier without feedback but with 
gain A'. The positive feedback in Ai will increase the distortion of this stage, but 



EFFECTIVE 
GAIN A' 



Fig. 7.6. Simplified block 
diagram illustrating one possible 
arrangement of combined posi- 
tive and negative feedback. 



will decrease the distortion of the whole ampUfier provided that the initial distortion 
in Ai is small in comparison with that in A^. A general purpose triode may be used 
in the first stage, and yet have an effective stage gain greater than that of a pentode 
with a plate load resistor of 0.25 megohm. 

Practical amplifiers using this principle are described in Sect. 2(xi). 



Balanced feedback amplifiers 

A balanced feedback amplifier is one using both positive and negative feedback 
in such proportions that the overall gain with feedback is equal to that without any 
feedback (Ref. A20). There does not seem to be any real advantage in achieving 
exact balance between the two feedback systems and the designer vdll generally prefer 
complete Ubcrty on this point. 



(vi) Comparison between different fundamental types at the mid- 
frequency 

Negative feedback : 



Voltage 


Current 


Effect 


Feedback 


Feedback 




decreases 


decreases 


gain 


decreases 


decreases 


effect of variations of valves and other com- 






ponents on gain 


decreases 


increases 


effective plate resistance 


increases 


increases 




or 


or 


input resistance* 


decreases 


decreases 




decreases 


decreases 


harmonic distortion 


decreases 


increases 


effect of load impedance on output voltage 


increases 


decreases 


effect of load impedance on output current 


increases 


decreases 


damping on loudspeaker 


increases 


increases 


frequency response (band width) 


decreases 


decreases 


hum and unwanted voltages introduced in the 






amplifier (subject to certain conditions). 


Positive feedback : 




Voltage 


Current 


Effect 


Feedback 


Feedback 




increases 


increases 


gain 


increases 


decreases 


effective plate resistance 


increases 


increases 


harmonic distortion 



•The effect on the input resistance depends on the method of applying the input voltage. 
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Characteristics of amplifiers with negative feedback 

Characteristic No feedback Voltage feedback Current feedbackf 



Voltage gain 



r, + Ri r, + i?i(l - p^) r,+iRJl-y(,. + l)] 

A A 
^ 1 - M "l - vA 



Effective amplification 

factorf ft 

Effective plate resist- + + 1)R, 

ance of final stage! j--^ ^ , _ _ ^ 

Input resistance r,{l — ^A)* r,(l — yA)** 



Second harmonic dis- 
tortion H, 



Note : is negative throughout. 

y is defined by — y = R^/R^. 



Ho Ho 



1 - M I - vA 



Hum or noise intro- ^ £ 

duced by amplifier " " 



^A I - yA 



SECTION 2 : PRACTICAL FEEDBACK CIRCUITS 

(i) The cathode follower (it) The cathode degenerative amplifier and phase splitter 
(Hi) Voltage feedback from secondary of output transformer (iv) Voltage feedback 
from plate — transformer input (v) Voltage feedback from plate — r.c.c. input (vi) 
Voltage feedback over two stages (vii) Voltage feedback over three stages (viii) Cathode 
coupled phase inverters and amplifiers (ix) Hum (x) Some special features of feed- 
back amplifiers (xi) Combined positive and negative feedback (xii) Choke-coupled 
phase inverter. 

The idealized conditions assumed in Section 1 do not always hold. At very low 
and very high audio (or ultrasonic) frequencies, the reactances cause phase angle 
displacements tending to nullify the "negative" feedback which, in extreme cases, 
may even become positive. The resulting effects may be evident as poor response 
to transients (damped oscillations), parasitic oscillations extending over a portion of 
a cycle of sine waveform or, in extreme cases, oscillation at a very low or very high 
frequency. This aspect is considered in further detail in Section 3 for those who 
wish to have anything beyond the most elementary understanding of the problem. 

Other complications arise from (a) certain circuit connections affecting the amount 
of htun, and (b) the application of feedback in parallel with an impedance within the 
amplifier. 

(i) The cathode follower 

With a cathode follower the load impedance is connected between cathode and earth 
instead of between plate and earth in the more conventional arrangement. It is there- 

•AppUes only to circuits such as Fig. 7.2A or 7.2B in which the feedbaclc voltage is applied in series 
with the input voltage. 
tOver single stage. 

JIf the amplifier has more than one stage, the amplification factor must be acfined by = Aifl^ 
where Ai = amplification between point at which feedback is introduced and grid of final stage 
and jx^ = amplification factor of final stage. 

••Applies only to circuits such as Fig. 7.4 in which the feedback voltage is applied in series with the 
input voltage. 
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fore frequently referred to as " cathode loading " in distinction to the conventional 
" plate loading." As a result of 100 per cent, negative voltage feedback inherent in 
a cathode follower, both the distortion and the output impedance may be very low. 

The basic circuit of a triode cathode follower is shown in Fig. 7.7. It is understood 
that the input circuit must be conductive to provide a grid return path, and that a 
suitable grid bias value is achieved by inserting an appropriate battery at, say, point D. 
The input voltage is applied between grid and earth while the load resistance (Rt) 
is conneaed between cathode and earth. The voltage developed across i? i is the out- 
put voltage, and the maximum output voltage is slightly greater than for the con- 
ventional case with jR * as the plate load resistor. The stage gain, however, is neces- 
sarily less than 1 since the input voltage is equal to the grid-to-cathode voltage plus 
the output voltage (with a medium-mu valve the voltage gain normally approximates 
0.9). Since the stage gain is always less than unity, the input voltage is always 
greater than the output voltage. Thus the input voltage may be very much greater 
than the grid bias, but grid current will not flow until the instantaneous difference 
between the input and the output voltage exceeds the bias.* In some cases the input 
voltage will be very high as, for example, when a high power output is required from 
a cathode-loaded low-mu triode operated with a high plate voltage. In extreme 
cases there may be difficulty in obtaining sufficient voltage in the preceding stage to 
excite fully the cathode follower. 




Fig. 7.7. Basic circuit of 
a cathode follower. 



FIC. 7-7 



Since a cathode follower does not amplify the input voltage it might, at first sight, 
be thought that the arrangement fulfilled no useful purpose. Its principal usefulness, 
however, hes in its impedance characteristics. The input impedance is high while 
the output impedance (Rq') is low, and the whole device may therefore be regarded 
as a kind of Impedance Transformer — see (Fl) below. 

The low output impedance of the cathode follower makes it particularly useful as a 
driver stage for Class ABa or Class B ampUfiers, or for pulse techniques where a low 
impedance source is required. 

With the cathode follower, the grid and cathode are in phase with one another, so 
that there is no reversal of polarity as with plate-loaded amplifiers— this characteristic 
is sometimes useful in amplifiers, and particularly with pulse techniques. 

A cathode follower will work into practically any value of load resistance, although 
there is a broad optimum value for any particular application. 

The effect of interelectrode and wiring capacitances on the gain is generally negli- 
gible up to a frequency of 1 Mc/s. 

It is important to remember that all electrode voltages must be stated with respect 
to the cathode ; these will normally have the same values as for plate loading. 

The graphical treatment is given on pages 390-394. 

(A) Voltage gain at low frequencies 

The voltage gain without feedback would be 
Mi?- , 

The value of the transfer coefficient /3 will be (3 = — 1. 



•More precisely, the difference between the bias and the voltage of the grid current cross-over point. 
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The gain with feedback will therefore be 

A' = ±^ 

\ - I + A 

Therefore A' = (la) 

which may be written in the form 

• ft +l' R, + r.J{^i + 1) 
Equation (la) may also be written in the form 

A' :^ 

J<4 T- 



where g„ = mutual conductance in mhos. 



If >■ Ij the gain with feedback will be approximately 

^ ^ T Ti;^ 

i?t is the resultant of all resistances between cathode and earth, whether internal 
or external to the amplifier itself. There is very little increase in gain through making 
greater than about twice r„ ; provided that n is not less than 10, then the increase 
of gain through any further increase in i?i is always less than 5 per cent. (It is as- 
sumed that the input voltage is small enough to avoid grid current and/or plate current 
cut-oiT). 

Charts giving gain 

Voltage gain (exact) based on ix, R,, and 7 „ — Ref. CI 9. 

Voltage gain (approx.) based on and for pentodes — Ref. C21. 

Gain in decibels (approx.) — Ref. C24. 

(B) Effective plate resistance (r,') at low frequencies 

The effective plate resistance in the arrangement of Fig. 7.7, as with any case of 
viltage feedback, is equal to r^, divided by (1 — B/m), i.e. 

\ 1 - PfX 1 + M M + 1 ^ ' 

If /i is very much greater than 1, 
then r„' !^ l/g„ (4a) 
with an error not exceeding 5 per cent, if ft is not less than 20. 

As with the gain, so too with the effective plate resistance, there is very little change 
brought about by an increase in R^ beyond 2r „, provided that ii is not less than 20. 
Chart of r^' (approx.)— -Ref. C24. 

(C) Equivalent valve characteristics 

The restilts obtained with a cathode follower (e.g. eqn. lb) are equivalent to those 
which would be obtained from an equivalent plate-loaded triode* having : 
plate resistance ~ r ^' = r^/{ix + 1) 
ampUfication factor = /:t/(/i + 1) 
mutual conductance = (unchanged) 
and working into a load resistance = R » (unchanged). 

Example 1 : type 6J7 (triode connection) 

For 250 volts between plate and cathode, jj. = 20, g ^ = 1900 micromhos and 
r„ = 10 500 ohms. The value of i?^ for greatest power output may be assumed 
to be approximately equal to 2r^, so that a value of 20 000 ohms may be adopted 
(see Sect. 5 for graphical treatment). The effective plate resistance is therefore 

rv = r,/(ix 4- 1) = 10 500/21 = 500 ohms, 
and the gain will be 

*See Sect. 5Ci) for graphical treatment. 
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, 20 000 _ 

(21/20X20 000) + 525 ~ 

Example 2 : type 6V6 (triode connection) 

With 250 volts between plate and cathode, ij. = 9.6, g„ — 4000 micronihos and 
r, = 2400 ohms. If R ^ is made equal to 5000 ohms we have 

r/ == 2400/(9.6 + 1) = 2400/10.6 = 226 ohms, and the gain will be 

5000 

(10.6/976)5000 ~250 " 

(D) Distortion 

The distortion, within the limits of plate-current cut-off on one hand, and grid 
current on the other, is reduced by the same factor that the gain is reduced, namely 
1/(1 + A) where A is the gain without feedback. In a practical case, if ;t = 20 and 
Ri = 2r,, then the distortion is reduced to 3/43 of the distortion with plate loading. 

The maximum input voltage which may be handled without distortion may be 
calculated graphically (see Sect. 5). 

(E) Calculated operating conditions 

The following treatment is based on ideal valve characteristics with straight lines 
instead of curves, and is therefore only approximate (Ref. C31). It is assumed that 
the bias is adjusted to allow for maximum voltage swing over the whole loadline. 
Operating point: /j = iE„J(r^ + Rk) (4b) 
= iE,^,/ir^ + R,y (4c) 
= - E,,/(,2i.) (4d) 
where = voltage across Rj,- 

If the circuit of Fig, 7.10 is used to provide grid bias : 

R, = (r, + R„)/f^ = R^/A =(1 + R„/r,)g„ (4e) 
where A = fiR^/ir^ + Rt) 

= ampUfication of valve with plate loading. 
Example : Type 6J7 (triode connection) 
It = 125/30 500 = 4.1 mA 

= 125 X 20 000/30 500 = 82 V 
= - 250/40 = - 6.25 V 
A = 20 X 20 000/30 500 = 13.1 
R^ = 30 500/20 == 1525 ohms. 
In the general case, use may be made of the following table, based on eqn. (4e) : 
when Rh = 0-1/r^ 1.0r„ 2r„ 3r„ 4r; 5r ^ 

then i?2 = M/^-m 2/^'„ 3/^„ 4/^'„ S/^-^ (>lg„ 
The peak ampUtude of the voltage E^\% given by 

= i£6i,Kt/(r. + R^) (4f) 
Special case (1) 

If it is desired to use the minimum value of j to give a specified peak output 
voltage the value of i?^ is given by 

i?, = 2£,„r,/(i5„ - 2£,J (4g) 
and the optimum value of bias resistor (Fig. 7.10) is given by 

^ (4h) 

gJ^Ett — 2Et„) 

If Etm is small compared with E^iy R2 is thus approximately equal to l/^„. 
Special case (2) 

If i?i is greater than l/g„ and the whole of jRj is used to provide grid bias, the 
maximum output voltage is thereby reduced, 

^1, + Cfi + l)i<k 

Special case (3) 

If i? t is made equal to 1/gm the cathode follower works into a load equal to its own 
effective plate resistance (r^')- The value of peak output voltage is given by 
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E,r. = + 1) (4j) 

and the optimum value of bias resistor is given by 

so that the valve may be considered perfectly biased by the whole of its cathode re- 
sistor R I. 

Special case (4) 

When the value of cathode resistance required to provide bias is small compared 
with l/g„, the arrangement of Fig. 7.11 may be used in which Ri = R^ = l/g„, 
and i?3 is calculated to provide the correct bias. Since R^ is small compared with 
=- T^/jj., the maximimi peak output voltage will be given approximately by 

£tn, «a iE^iRJr^ (41) 

Special case (5) 

If i?t is small compared with l/g„ and R,; alone used to provide bias, the bias will 
not be optimum and the maximum peak output voltage will be given by 

P I^Rk^Eti tin'Eii 

~ r,[r, + (f. + DR.] ~ (f. + l)n + 1 ^^"^^ 
where Rt is neglected in comparison with r„ and n = R^/r„. 

The ratio of the output voltage with correct bias (eqn. 41) and that with self bias 
from cathode resistor (eqn. 4m) is given by 

= i^rW (^'^^ 

(Fl) The " looking-backwards " output terminal impedance (RoO 

The impedance, seen when looking backwards from the output terminals of Fig. 7.7 
into the amplifier, is equal to r^' in parallel with R^. This corresponds to the 
plate-loaded case where we have to consider and R^ in parallel. 

R ' = '•/^^ ?^ 1 , , 

+ R, (r, + R^)/r, -f- g„R, g„ + l/R^ + l/r, ^ ' 

Therefore Ro = 7~~^^k— — C5b) 
(fi -h l)Ri -f- r„ 

Ifr, >Rt.Ro'i^ (6) 

In special cases, where a very low value of R^' is required, it may be convenient to 
obtain it by decreasing the value of R even though this results in a serious reduction 
in maximum power output. For example, with type 6V6 (triode connection) under 
the conditions given above, where r„' = 226 ohms, 

when Rj = 2400, 1000, 500, 200, 100, 50 ohms. 

then R„' = 206, 184, 156, 105, 69, 41 ohms. 

Charts : 

Ro' (approx.) based on R^ and g^ — Ref. C23. 

Ro' (approx.) but with correction factor to give exact value — Ref. C22. 
(F2) Resistance-capacitance coupled cathode follower 

An alternative form of load is illustrated in Fig. 7.8 where R^ is the d.c. load re- 
sistance, Cr the coupling condenser, and R, the a.c. shunt load resistance. In cal- 



Fig. 7.8. Cathode fol- 
lower with d.c. load 
resistance R^, capacitance 
coupled to a shunt load 
resistance R,. 




dilations regarding grid bias, the resistance of R ^ should be used ; in calculations 
regarding gain the resultant R = RtR„/(Ri + R„) should be used. As for the 
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similar case with plate-loading, it is usually desirable to have i?» considerably greater 
than Ri. may take the form of a volimie control. 

Alternatively, Rt may be selected to suit the grid bias, while R, is then calculated 
to provide the desired total ax. load. 

When the circuit of Fig. 7.8 is used as a power amplifier stage, it may be shown 
(Ref. C32) that maximiun power is dissipated in i?„ when = r„ and Rt = V2T^, 
and that when these conditions are fulfilled the power dissipated in /?, is given by 

R max — -^l^/^^^D 

where — plate supply voltage E t » less the voltage where the tangent to the 
i?5 = 0 characteristic cuts the axis (point B in Fig. 7.8A) 

and r^ = plate resistance of valve at junction of d.c. loadline with J5e = 0 
characteristic (point D in Fig. 7.8A). 

If in Fig. 7.8 the load impedance is re- 
moved to a distance and the leads between 
the cathode follower and the output ter- 
minals are lengthened, the " link " be- 
tween the amplifier and the output may 
be used as a low impedance loaded a-f line, 
although it is loaded unequally at the two 
ends. 



A.C. LOADLINE 



The term " link " is used to describe a 
line which is so short that its characteristics 
at the frequency of operation may be ne- 
glected in comparison with the loading. It 
should be carefully distinguished from a 
" transmission line," which has a character- 
istic impedance determined by the self in- 
ductance and capacitance per unit length 




^ D.c LOADLINE 



Pig. 



7.8A. Leadlines of circuit Pig. 7.8 
used as a power amplifier. 

and which, for the suppression of standing waves, requires to be terminated by an 
impedance equal to the characteristic impedance. 

(G) Transformer coupled cathode follower 

With the resistance-coupled case of Fig. 7.7 the plate supply voltage must be higher 
than the plate-to-cathode voltage and the whole of the power output plus the d.c. 
losses are dissipated in the resistance Rk- It is possible to replace * by the primary 
of a transformer, and the secondary of the transformer may then be loaded, e.g. by 
driving the voice coil of a loudspeaker or other electrical network (Fig. 7.9). In 
this case the full supply voltage, except for the small resistance loss in the transformer 
primary, is applied between plate and cathode. 



Eig. 7.9. Cathode follower having the primary 
of a transformer in its cathode circuit, the secondary 
of the transformer being loaded. 




The maximimi power output with the same load resistance as for plate loading will 
be approximately the same. The distortion and the output resistance will, however, 
be very much lower than for plate loading, and the damping on the loudspeaker will 
be greater. 

A special case of some importance is when Vj is the driver valve of a Class B power 
ampUfier (see Chapter 13 Sect. 7). 

The optimum load resistance may best be calculated graphically (see Sect. 5). 

The resistance of the transformer primary will provide at least part of the voltage 
for grid bias ; the balance may be supplied by a suitable resistance (shunted by the 
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usual by-pass capacitance) between the cathode and the upper transformer primary 
terminal. 

Alternatively, the primary of the transformer may be conneaed in place of R, 
in Fig. 7.8, and Cc may be adjusted to tune the primary to a suitable low frequency 
to extend the frequency band to lower frequencies or to give bass boost (Ref. C14). 

(H) Grid circuit arrangements and their effect on input resistance and Rg' 

If the voltage drop in ^ t is greater than the desired grid bias, then a convenient 
arrangement is to rettim the grid resistor (R^) to a tapping point (X) on the cathode 
load resistor, the position of X being adjusted for optimum operating conditions 
(Fig. 7.10) ; the bias will be 

= RJ, (7) 
where is the bias in volts, R2 is expressed in ohms and /j the plate current in 
amperes. The total load resistance is + R2) which corresponds to Rkin Fig. 
7.7. The correct value of C should always be selected on the basis of the input re- 
sistance (/?,') and not on the basis of 





Fig. 7.10. Cathode follower with grid bias supplied hy a tapping point (X) on the 

load resistance. 

Fig. 7.11. Cathode follower with separate resistances for bias [R^ by-passed by 

Cj) and load (Ri). 
Fig. 7.12. Cathode follower with alternative form of grid bias circuit. 

The circuit of Fig. 7.10 does not apply the full degree of feedback (as in Fig. 7.8) 
unless the output resistance of the preceding stage is very much smaller than R,. 
In other cases the feedback is reduced by a factor i?„/(R, + i?o) where Ro = 
r%fi-[J{r„ + Ri) for the preceding stage. 

The input resistance (/?,') due to the grid resistor {R, in Fig. 7.10) is greater than 
Rg because the voltage across R, is less than Ei. 

Thus R,' = Ei/i 
where Ei = the input voltage 

i = the current through R, (Fig. 7.10). 
i = {Ei - £«)/i?, 
E, = A'EiRJiR, + R.)- 



and 

Now 

and 



Therefore R/ = — 
t 

Therefore i?/ = 



EiR, 



Ei - E, 
R. 



Eiil - A'RJiR^ + Rj)] 



(8) 



1 - A'RJ{R, + R,) 
Special cases : 

If Ka = 0, i.e. R, returned to cathode : i?/ = RJO- - A') (9a) 
If Ri = 0, i.e. R, returned to earth : i?/ = R, (9b) 
As a practical example take type 6J7 (triode connection) with the same conditions 
as previously (Example 1). The cathode load resistance {Ri + R^) is therefore 
20 000 ohms. The cathode current (from the published data) is 6.5 mA while the 
grid bias is —8 volts. The resistance of R^ is therefore 1230 ohms and R^ is 18 770 
ohms. If i?„ is taken as 1 megohm the input resistance will be 
1 20 000 



Ri = 



= 8 megohms. 



1 - 0.93 X 18 770/20 000 20 000 - 17 500 
The " looking-backwards " output terminal impedance with the circuit of 
Fig. 7.10 becomes (Ref. C28) 
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1_ 



1 

■ + -- 



(10) 



i?„ i?i + R^J ^ R, + R.^ 
where Kj = source impedance of input voltage. 

[Compare eqn. (10) with eqn. (5a) which applies to the circuit of Fig. 7.7.1 
If i?, is not greater than one fifth of i?,, the effect on thp output terminal impedance 
will usually be negUgible. 

If Ri in Fig. 7.11 is by-passed, the a.c. load is lower than the static load resistance, 
which is usually undesirable unless iJj is very much smaller than R For example, 
if i?i is at least 10 times the value of R^, the effect is usually so small as to be negligible. 
The input resistance is 

R,' = Rg/(1 — A') which is the same as (9a). 
The same remarks apply as for Fig. 7.10 with regard to the output resistance of the 
preceding stage. 

An alternative circuit is shown in Fig. 7.12 in which the reactance of Ci,at the 
lowest frequency to be amplified, should be small compared with the resistance of R. 
The input resistance is approximately equal to R„ provided that (R + Ri) is much 
larger than the reactance of C^. With this circuit, the full degree of feedback is 
obtained irrespective of the output resistance of the preceding stage. 

Another method of securing the correct grid bias voltage is to connect a positive 
grid bias to counteract the too-great negative bias due to R la either at the point D 
in Fig. 7.7 or at the low potential end of the grid resistor R„. One method of obtain- 
ing the negative bias without requiring a separate bias voltage source is shown in 
Fig. 7.13 where Rs and i?, form a voltage divider across the plate voltage source. The 
input resistance here is equal to R, and R^ in parallel. 

Direct coupling to a cathode-follower is shown in Fig. 7.14. If the first valve has 
low plate resistance, it would be practicable to drive the cathode follower into the 
grid current region. The voltage drop in Rn must equal the grid-plate voltage of 
the cathode follower. 



He- 





t 










flC.713 ' nc. 714 ' FIC.7-15 

Pig. 7.13. Cathode follower toilh positive grid bias from voltage divider across 
B + , in order to counteract the too-great negative bias from R ^. 
Fig. 7.14. Direct coupling to the grid of a cathode follower. 
Fig. 7.15. Triode cathode follower showing capacitances. 

(I) Input capacitance (purely resistive load) 

The capacitance from grid to plate (C,p) is effectively across the input (Fig. 7,15). 
The effect of the capacitance from grid to cathode is reduced by the ratio of the voltage 
from grid to cathode to the voltage from grid to earth. Thus 

C/ = C„ + (1 - A')C,^ (Jl) 
or C/ = C„ + CJO- + A) . . (12) 

where A has the same meaning as with plate loading, being the stage gain without 
feedback, and A' is the actual stage gain, being always less than 1 (eqns. la and lb). 
Note the reversed Miller Effect whereby the C^t is reduced by the factor 1/(1 4- A). 
In a typical case, using type 6J7-GT (triode connection) : — 
A' = 0.93 ; C„ = 1.8 nfiY ; and C,s = 2.6 fijiV. 
C/ = 1.8+ 0. 07 X 2.6 = 1.8 + 0.18 = 1.98 /xf^F 
This may be compared with an input capacitance of 22.4 iifj-V under equivalent plate 
loaded conditions. 

(J) Output capacitance 

The capacitance from plate to cathode (Cp^) and also the capacitance from heater 
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tp cathode (Cjj) are across the output (Fig. 7.15). The voltage across the capacitance 
ifi-om grid to cathode (C„t) is (1 — A')ei and the current through C.^ is, therefore, 
(1 — A') ei.jwCa i. The current which would flow through C, j if connected directly 
across jR I is A'ei.jwCgf Therefore, the effect of Cgt connected between grid and 
cathode is the same as that of a capacitance of [(1 — A')/ A'] Cgn = C,JA con- 
nected across Rt. It is assulned that the source of input voltage has a resistance and 
a reactance each negligibly small in comparison with the reactance of C„^. With 
this assumption the effect of the capacitance from grid to plate (C^j,) is zero, since 
it merely shunts the input voltage. 

Thus, the output capacitance (Co') under the assumed conditions is given by 
Co' = + C„ + CM (13) 
This capacitance is effectively shunted across i?o' (see eqn. 5). 

In the case of type 6J7-GT (triode coimection), C„j = 17.0 fifiF, C/,j = 10.5 nfiF 
(approx.), Cjifc = 2.6 fj-iJP, and A' = 0.93 (see Example 1). 

Therefore Co' = 17.0 + 10.5 + 2.6 (0.07/0.93) = 27.7 ix/xF. 

This is effectively in shunt with the output resistance (i?o') of ohms. In the 
plate-loaded case there would be a capacitance of 17.0 (i(iF shunted across 6900 ohms. 

In all practical cases, both for input and output capacitances, it is necessary to make 
allowances for stray capacitances in addition to the valve capacitances. 

(K) Special considerations with pentodes 

The discussion so far has been principally confined to triodes, or pentodes con- 
nected as triodes. It is readily seen that if a pentode is operated with the screen volt- 
age equal to the plate voltage, without special precautions 
to isolate the screen and plate, the result is equivalent to 
triode operation. The reason is that there is, in the 
cathode circuit, an impedance which is common to both 
plate and screen currents, so that the signal voltage drop 
across it affects tiie voltages of both plate and screen. 
Under these conditions the valve ceases to behave like a 
pentode. 




FIG. y \t 

Fig. 7.16. Pentode 
cathode follower with 
screen by-passed to 
cathode. 



If it is desired to obtain pentode operation, the voltage 
between screen and cathode must be maintained steady 
and free from signal frequency fluctuations. This may be done by connecting an 
impedance (either a voltage dropping resistor or a choke) between the plate and the 
screen, and by-passing the screen to the cathode by means of a sufficiently large 
capacitance (Fig. 7.16). 

The screen dropping resistor R,^ is effectively in parallel with Rt so far as signal 
voltages are concerned. Unless R^^ is more than 20 times greater than allowance 
should be made for its effect. 

If the by-pass condenser (C) is returned to earth instead of to the cathode the result 
is, again, effectively triode operation except that the screen may be operated at a 

voltage lower by a fixed amount than 
that of the plate. For example, if the 
static voltage from cathode to plate is 
200 volts, and from cathode to screen 
100 volts, then the voltage from screen 
to plate is 100 volts (Fig. 7.17). But, 
when a signal voltage is being amplified, 
the cathode voltage has a signal-fre- 
quency component which may reach a 
peak value of, say, 120 volts (see dia- 
gram). This makes the cathode 20 
volts more positive than the screen, or 
this may be expressed the other way 
around as the screen being 20 volts ne- 
gative to the cathode. The result is 




Fig. 7.17. 



F IG..7. 17 

Voltage relationships in pentode 
cathode follower. 
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plate-current cut-off and severe distortion, which can only be avoided by a reduced 
output voltage. In the case of pentode operation, with the screen by-pass condenser 
returned to the cathode (Fig. 7.16) this type of overloading cannot occur. 

When valves having high mutual conductance arc connected as triodes, it may be 
found that parasitic oscillation occurs at a very high frequency. This may be pre- 
vented by connecting a 100 to 500 ohm non-inductive resistor in the link between 
plate and screen, using short leads. 

(L) Voltage gain with pentodes 

Owing to the very high values of /* with most pentodes, eqn. (2) may be taken as 
being almost exact : 

where gm = pentode mutual conductance under operating conditions in mhos. 

In Example 1, the pentode gn may be taken as being {In/It) X triode gm j i-e. 
0.8 X 1900 = 1520 micromhos. 



With Rt = 20 000 ohms, 

1520 X 20 000 X 10- 

A = 



= 0.97. 



1 + 1520 X 20 000 X 10" 
Values of A' up to about 0.99 are practicable with pentodes, using higher values of 
load resistance. 

(M) Input capacitance with pentodes, screen by-passed to catliode (Fig. 7,16) 
The input capacitance with pentode operation is different from that with triode 
operation of the same valve. The capacitance from grid to plate may be neglected, 
and the total input capacitance is approximately given by 

Cj' = (1 — A") X pentode input capacitance (14) 
In the case of type 6J7-GT the pentode input capacitance is 4.6 /i/iF and with a stage 
gain (A') of 0.97 the input capacitance will be 0.03 x 4.6 = 0.14 nfiF. This is 
less than one fourteenth the input capacitance of the same valve with triode con- 
nection under similar conditions (previously shown to be 1.98 n/iF). 

If tlie screen is by-passed to earth the input capacitance will be the same as 
for triode operation. 

(N) Output capacitance with pentodes (screen by-passed to cathode) 

With pentode operation the screen and suppressor are effectively at cathode potential 
at signal frequency (Fig. 7.16). The " pentode output capacitance " is the capacit- 
ance from the plate to all other electrodes except the signal grid and will therefore 
take the place of the plate-to-cathode capacitance in a triode (eqn. 13). The output 
capacitance is therefore given by 

Co' = pentode output capacitance + Cu, 

+ (1/A) X pentode input capacitance (15) 
In the case of type 6J7-GT with a stage gain of 0.97, the pentode output capacitance 
is 12 li/iF, and the pentode input capacitance 4.6 i^ixF, so that Co' is 12 + 10.5 + 0.14 
= 22.6 fifiF. This may be compared with 27.7 ixnF for triode operation under 
similar conditions. 

CO) Circuit to avoid screen current through the 
load resistance 

With the normal pentode cathode follower, the screen 
current passes through the load resistance with resulting 
complications (see also Sect. 5). One way of avoiding 
these is shown in Fig. 7.18 which produces results 
identical with those of the cathode follower. The input 
is applied between grid and plate, the load resistance is 
in the plate circuit, and the cathode bias resistor has the 
same value as for normal operation. It has the disad- 
vantage that neither input terminal is earthed, and 
transformer input is necessary. 




FIC. 7 » 

Fig. 7.18. Alternative to 
the cathode follower, giving 
similar results, with input 
applied between grid and 
plate. 



326 



(i) THE CATHODE FOLLOWER 



7.2 



(P) Circuit to make the screen current constant 

One other method of avoiding the troubles caused by the screen current involves 
the use of an additional valve to apply signal voltage of the correct value and phase 
to the screen, and thereby maintain the screen current constant (Ref. C25). 

(Q) Screen-coupled cathode follower 

The cathode of a cathode follower may be directly coupled to the screen of the 
following stage, this being particularly valuable in d.c. amplifiers. See Ref. C26, 
also Chapter 12 Sect. 9(vi), 

(R) " Infinite impedance detector " 

The circuit arrangement of the cathode follower is the same as for the so-called 
" infinite impedance detector " or " reflex dttector," but in the latter case it is essen- 
tial for the plate current to cut off for part of every r-f cycle. 

For further information see Chapter 27 Sect, l(ii)D. 

(S) Amplification at all frequencies — complex load 

It is impossible in practice to have a purely resistive load owing to the unavoidable 
effect of the interelectrode capacitances plus stray wiring capacitances. 

When the load is a resistance in parallel with a capacitance, the input re- 
sistance (and conductance) may become negative, thus leading to oscillation under 
certain conditions. This may be prevented, where necessary, by the addition of a 
non-inductive grid-stopper of 100 to 2000 ohms resistance ; in resistance-coupled 
a-f applications a grid stopper is unnecessary . When an inductance is coupled to the 
grid circuit (e.g. the secondary of an a-f transformer) it may be necessary to shunt it 
by means of a fairly low value of resistance to avoid instability. 

When the load is inductive the input resistance and conductance are always 
positive. 

The input reactance is always capacitive. 
References C14, C20. 

(T) Gain with capacitive load 

When the load impedance is a resistance R t (as in Fig. 7.16) shunted by a capacit- 
ance Ct, the gain is given approximately by (Ref. C6), 

^1 4- g„R 

where fi > 20 

/ = frequency at which the gain is calculated, 

/„ =■= \/2-nR^C^ 

and 8 = tan' 



( fifo \ 

Vl ^gJRj' 



The expression within the square root sign in eqn. (16) is known as the relative 
gain, and has been plotted graphically (Ref. C6b, Data Sheet 39). The phase angle 
e has also been plotted (Data Sheet 41). 

References C6, C9 \ Reich (Ref. A30) pp. 166-168 equations 6-34 to 6-34F. 

The transient performance under pulse conditions is given in Refs. Jl, J5, J6. 

(U) Input impedance with capacitive load 

Input resistance 

„, (1 +?,nRk)^ + (///„)^ 

Ri !^ when ft >1. (17) 



Input capacitance 

C/ «a C„„ + C 

References C6, C9, C20, J7 ; Sturley (Ref. C34) Vol. 2, pp. 119-120 



C, ^ C„„ + when > 1 (18) 
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(V) Plate resistance with capacitive load 



(W) Effect of impedance of input voltage source 

This is covered partly by Lockhart (Ref. C6) and more completely by Jeffery 
(Ref. C9) 

(X) Wide band amplifiers 

The cathode follower is a valuable method of coupling in wide band amplifiers 
(Refs. C2, CIO, C14). 

(Y) Cut-oflf effect and overloading with capacitive load 

When a cathode follower with a capacitive load has a quickly-changing voltage 
applied to its input, the plate current tends to cut off and positive grid current tends 
to flow even with input voltages less than those practicable with low frequency sine- 
wave input. At low input voltages it behaves quite normally, and the time constant 
of its load impedance (R j, and C.t in parallel) is 
R!,C^r^'/ir^' + R„). 

When the plate current has been cut off, the time constant becomes R^Cu, which is 
more than /i times greater (it is assumed that i?* is not less than r j,), and the advantages 
of the cathode follower are lost. It is therefore essential to ensure that plate-current 
cut-off never occurs. This effect occurs with a rectangular waveform, a steep saw- 
tooth waveform or with a high frequency sinewave input. 
References C13, C15, J3, J4, J5, J6, J9 

(Z) Noise in cathode followers 

A triode cathode follower has the same reflected noise voltage in the grid circuit, 
and the same reflected equivalent noise resistance as when used with plate loading. 
The high input resistance has the effect of improving the signal/noise ratio. 

A pentode cathode follower always has a higher equivalent noise resistance than a 
triode, but the noise resistance is greater when the screen is by-passed to earth than 
to the cathode. 

Refs. Bl, B2, C6a (Part 3-A), J12. 

(ii) The cathode-degenerative amplifier and phase splitter 

With conventional plate loading, the whole load is in the plate circuit ; with the 
cathode follower the whole load is in the cathode circuit. We now consider the case 
when part of the load is in the plate circuit and part in the cathode circuit. 

Fig. 7.19 shows the general. form of the cathode degenerative amplifier with plate 
load and cathode load Z^. The output may be taken from K and earth, or from 
P and earth, or from both. 

(A) Unbypassed cathode resistor 

Fig. 7.20 is a particular case cotnmonly known as the unbypassed cathode resistor.* 
Although not shown in the diagram, there are valve and stray capacitances which can 
only be neglected at low audio frequencies ; this condition will be assumed as a first 
approach. Here jR^ is the load resistance, iJj; is the unbypassed cathode resistor 
and R.J the grid resistor. In this application i?^ usually has a much lower resistance 
than i?^. If the signal current through the valve and through R^ is called then 
the signal voltage drop across Rjcis R which is proportional to the signal current 
through the load ; hence the current feedback. The formulae used below are taken 
from Sect, l(iii), putting R^ in place of R3. 
Gain (equation 23, Section 1) : 




(19) 



A' = 



' J, 

(/i + 1)R„ + r,+ R^ 



(20a) 



For pentodes 



♦For graphical treatment see Sect. 5(v) and (vi). 
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A' SB ?J!:Ui 

■■ gmRu + {r^ + Ri)/r^ 
Ratio of gain with and without feedback 

From equation (24a) Section 1, 

]___ 

A ~ 1 +'^RJ{r^ + + 
or as a rough approximation for triodes 
A' /A = RJiRj. + f^R,) 
An alternative exact form is 

^ '^'^ ~ VTV^r'jir ^ -r +, i?^) , 
or as a rough approximation for pentodes 
A'/A^ 1/(1 ; 
^Ffom equations (24a) and (24b) of Section 1,; 
: .A' 1 ,: 1 

A 



1 



7A 



1 



(20b) 



(21) 



(22) 



(23a) 



(23b) 



(24) 



where — y = R'i,/R^. 
Example (!'■ : 6J5 with 



R^(l - y) 



20, r. 



conditions), = 100 000 ohms, 



= 20 000 ohms (under resistaiice-cpuDled 
2700 ohms. , " ' ' 



^'/^ = + 20 X 2700/(20 000 + 2700 + 100 000)] = 0,695, .' 
Using the rough approximation, ^'/^ 0.65. 
Example (2) i Pentode with = 2000 micromhos and 
i?it = 2000 ohms, ^7.4 1/(1 + 4) «i! 1/5. „ , c 

With a pentode, the gain is approximately halved when, i? t = l/gm (see eqn. 23b). 

Thus when ^„ = 2000 micromhos, a value of HV =, 500 ohms will halve the gain and 
Halve the distortion, .. . . 





Fig. 7.19. General circuit of a cathode-degenerative amplifier. 
Fig. 7.20. Resistance coupled amplifier with unbypassed cathode bias resistor, 

gimng cathode degeneration with current feedback. 
Fig, 7.2\. Resistance coupled pentode with unbypassed cathode bias resistor. 

•Input resistance : As the grid resistor R, (Fig. 7.20) is returned fo earth, the input 
resistance is i?,. If it had been returned to cathode, eqii, (30) Sect:- 1 could then be 
applied, putting R, in place of f,- : . . : : 

Input resistance, with returned to cathode— ' 
r/ = R,{1 '.+'AR,/Ri) =, i?„[r + f^R.mi, + R, + r,)V ' (25) 

Effective plate re^stance (equation' 25a, Sect, 1) . 

r/ = + ■ ' 1^26) 

and r//r, = 1 + i^R„/r^ (27) 
With the arrangement of Fig. 7.20, the total load on the valve is Rj^ + i? ^ and this 
is the value which should be used in drawing the leadlines on the characteristics. 
The value of R^ is, however, regarded as fixed, while R^is regarded as capable of 
being varied— otherwise the " output resistance " would be meaningless. In practice. 
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Rj^ may be modified by the comiection to point P of a coupling capacitance and follow- 
ing grid resistor, thus providing an a.c. shunt load. 

If the valve is a pentode, the suppressor is normally connected to the cathode, 
although it may be connected to earth if the voltage drop across R^is very small ; 
the screen should be by-passed to the cathode (Fig. 7.21). In calculating the grid 
bias, allowance should be made for the d.c. screen current through R j,. 

If a less degree of feedback is desired, portion of j may be by-passed. In Fig. 7.22, 
the value ofRu for calculations of gain, r,' and r „' should be R^, but for grid bias should 
be (Ri + Alternatively, R^ could be by-passed, instead of i?;. 





Fig. 7.22. Cathode degenerative amplifier with a small degree of current feedback. 
Fig. 7.23. Cathode degenerative amplifier with a large degree of current feedback. 
Fig. 7.24. Cathode degenerative amplifier with an alternative method of obtaining 

grid bias. 

If a higher degree of feedback is desired there are several alternatives. In Fig. 7.23 
{Ri + R2) = i?t for signal frequencies, but only R^ is effective in producing grid 
bias. Ci should have a reactance much lower than {R3 + Ri). As a slight modi- 
fication, Ci may be retiurned to any tapping point along i?i and i?2, to give any desired 
degree of feedback between zero and maximum. An alternative modification is to 
by-pass i?2, and to return Cj to any tapping point along Ri. Finally, the arrangement 
of Fig. 7.24 provides a positive voltage from the voltage divider Ru R^ which may be 
adjusted to give the correct bias voltage from grid to cathode. 

When Rj^ and are not purely resistive, they may be replaced by Zj and Zk in 
the expressions for gain which then become vectors. 

Current feedback is undesirable in transformer loaded amplifiers for it tends to 
stabihze the output transformer's magnetizing current (i.e. make it sinusoidal) and 
thus produce a distorted output voltage. 

(B) Phase splitter 

IfR/t is made equal to R^, we have the well known 
" phase splitter " (Fig. 7.25), in which the output 
from P to earth is equal and opposite in phase to that 
from K to earth. Obviously (i?, + R^) == Ri, = R^, 
and the same signal current (7^) passes through i?^, 
r„ i?2 and Ri. The grid resistor i?„ is returned to a 
point on to give the desired grid bias (£„ = — 

The gain to either output chaimel is then 




FIC. 7 ZS 

Fig. 7.25. Conventional 
phase splitter. 

which is always less than 1. 
A' = 0.9. 

The input resistance is 

R, 



^' (fi -i- 2)Rj + r. 
In a typical example where pi = 20 and i?^ 



1 - ^.'Ri/(jR, + Ri) 



(28) 



4r, 



(29) 
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If A' = 0.9 and = 9R.u then r,' = 5.25-R,, 

If is returned to earth, or to a voltage divider, or to a separate bias supply, the 
input resistance is R,. 

If R, is returned to cathode, or if R.^ is by-passed, then r/ = — A') ^ lOR,. 

If i?a is by-passed, then R^ must be increased to equal Rj and channel K should be 
taken from point X. If channel K is taken from point X, and i^i = Ri., then the 
by-passing of Rt, is unimportant, except that the maximum output voltage will be 
reduced slightly ; this is of greater importance with low mu valves. 

The effective output resistance is different for the two output channels, since P 
operates with current feedback and K with voltage feedback. 

Channel P : r/ = (n - l)i?t where R^ = R ,, (30) 
(from equation 25a, Sect. 1) 

Channel K : r/ = (r^ + R,)/{ii + 1) (31) 
(from equation 3) 

but this does not affect the balance at either low or high frequencies when the total 
effective impedance of channel P is equal to that of channel K. The same signal 
plate current which flows' through one impedance Z p also flows through the other 
impedance Z^, and if Zp = Zj^ then the two output voltages are equal. The ratio 
of the output voltages is : R ^ at low frequencies and : Zjj-at any high frequency. 
The capacitive component of Z p is the sum of the input capacitance of the following 
stage, wiring and stray capacitances, and the output capacitance of P channel (eqn. 33), 
and similarly with Z (eqn, 34). The output capacitances of the phase splitter norm- 
ally differ by only 1 or 2 ft^iF, having a negligible effect on the balance at 10 000 c/s — 
see also pages 522-523. 

Input capacitance (Fig. 7.25) 

C/ = C„,/(l - A') + C,„(l + A') (32) 

Output capacitance 
P channel : C„' = 2C„, + C„(l + \/A') (33) 
K channel: C„' = 2C,^ + C,i(l/A' - 1) + C^t (34) 

The equivalent source impedance that determines the high frequency attenuation 
for each channel due to shunt capacitance is given by 

R, = Ti^i^ (34a) 

° + i?^ (^ + 2) ^ ^ 

and is of the order of 1000 ohms. Hence the excellent high frequency response 
characteristic (Ref. A33). 

(C) Tone control with cathode degenerative amplifier 

If R k (Fig. 7.20) is shunted by a capacitor C t, it will cause a rise in gain which will 
reach the maximum of a normal non-degenerative amplifier at frequencies where 
the reactance of Cj. is small compared with R^. may also be connected across 
portion of Rj,, 

If R J IS shunted by an inductor L i, it will cause a similar rise of gain at low fre- 
quencies. 

(D) Degenerative cathode impedance (Rt + Lj) 

A degenerative cathode impedance with Rj, in series with may be used with r-f 
or i-f amplifiers. 

(F) Other forms of cathode degenerative amplifiers 

Cathode-coupling is described in Section 2(viii). 

.A cathode-degenerative amplifier may be used as the first or second stage of an 
amplifier having an overall feedback loop, to provide improved stability and a flatter 
frequency response characteristic — see Sect. 3(v)E and 3(vii)C. 

(iii) Voltage feedback from secondary of output transformer 

Voltage feedback* may be taken from the secondary of the output transformer and 
applied to the grid or any other suitable electrode in the power amplifier valve or any 
earUer stage. Fig. 7.26 shows one form with feedback to the grid of the power am- 
plifier valve. This is limited to transformer input, and there is a further limitation 

*For graphical treatment see Sect. 5(iii) and (iv). 
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in that the voltage across the voice coil may not be great enough to provide sufficient 
degeneration. It is important to avoid accidental reversal of the secondary terminals. 
This, and all its modifications, may be treated as pure voltage feedback following the 
formulae of Sect. 1, at least in the middle frequency range where jS is equal to To/r,, 
the transformer turns or voltage ratio. It has the properties of maintaining constant 
the voltage across the secondary, thereby avoiding the effects of transformer leakage 
inductance at high frequencies, and of reducing the transformer distortion. Un- 
fortunately, at very low and very high audio frequencies, the phase angle introduced 
by the output transformer tends to cause instability, the tendency being more pro- 
nounced as the feedback is applied over 2 or 3 stages. This subject is treated in detail 
in Section 3. 



Fig. 7.26. Voltage feedback from 
secondary of output transformer, 
over one stage. 




The push-pull form is merely a mirror image of the single-ended variety, and 
involves two separate secondary windings on the input transformer, and a centre-tap 
on the secondary of the output transformer, which is earthed. 

In either case, if the feedback voltage is greater than desired, the connection may be 
taken from a voltage divider across the voice coil (or each half of the transformer 
secondary). 

I — ^A/^A/ — • K " 





Voltage feedback from secondary of output transformer to cathode 
of preceding stage. 

Fig. 7.28. Voltage feedback from secondary of output transformer to grid of 

preceding stage. 

A form suitable for feedback over two stages is shown in Fig. 7.27 where the feed- 
back voltage is reduced by the voltage divider RiRs and applied to the cathode of V^. 
The voltage divider total resistance (i?, + R,) should be at least 20 times the voice 
coil impedance, while R^ should preferably be less than one tenth of R3, otherwise 
there will be an appreciable amount of negative current feedback* in Vj. Here 
A = voltage gain from grid of V, to plate of V,, 

(35) 



^ =(«r+^;)(R) 



and r,' = R, at mid frequencies (36) 
Portion of the plate current of Vi will flow through the secondary winding. It is 
sometimes fovmd that a very small condenser C connected from the plate of V2 to the 
cathode circuit of Vi reduces the tendency to instability. 

A modified form providing feedback to the grid circuit of V, is shown in Fig. 7.28 
(note the reversed connections to the secondary of the output transformer). This 

•In practice, this may be desirable. 
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avoids d.c. through the secondary winding, but the impedance of the preceding stage 
(Ro) affects the value of j3, A being unchanged. 

In this case the input resistance is decreased because the feedback vohage is applied 
in shunt from grid to cathode, 

r/ = RJ(l - fiA). (37b) 

This principle is also incorporated in Fig. 28.3 where feedback is taken from the 
secondary to a tapping on the volume control. 

A further modification, in which the amount of feedback decreases as the volume 
control is increased, is described in Chapter 35 (Fig. 35.3). 

See Sect. 2(vi) below for an analysis of a two stage amplifier with feedback from 
the secondary of the output transformer. 

(iv) Voltage feedback from plate — transformer-input 

A typical power output stage with negative voltage feedback from the plate to the 
bottom end of the secondary of the input transformer is shown in Fig. 7.29. The 
reactance of C is normally small compared with the total resistance of the voltage 
divider (i?i + Ri). The condenser C is placed in this position instead of between 
J?2 and plate since in the latter position the circuit may oscillate owing to the capacit- 
ance of C to grid. If there is a tendency to oscillate due to the leakage inductance 
of the transformer, a small condenser or a resistance, or both, may be connected across 
the input transformer secondary. 

OUTPUT 




Fig. 7.29. Voltage feedback from the 
plate to the grid circuit, using trans- 
former-coupled input. 



This arrangement reduces the amplitude distortion resulting from saturation of the 
output transformer core at low frequencies, and improves the low-frequency response. 
It does not, however, counteract the effect of leakage reactance at high frequencies. 

A = voltage gain of valve from grid to plate 

^ = R,/(R, + R^ 

and r/ is extremely high, being unchanged by the feedback (valve input impedance 
alone). 

The same method may be applied to a push-pull stage, but a transformer is required 
having two separate secondaries, and each valve must have its ovra feedback network. 
This circuit is not suitable for use with resistance coupling. 

(v) Voltage feedback from plate — r.c.c. input 

If it is desired to employ negative feedback from the plate to a resistance-capacitance 
input coupling, it is impossible to apply the feedback voltage in series opposition to 
the signal voltage. The only manner of applying it is, so to speak, in shunt with the 
input signal. 

The simplest circuit is Fig. 7.30 in which Vi is r.c. coupled to Va, and a feedback 
path RxCi is provided from plate to grid of Vj. For normal applications Ci is merely 
£i blocking condenser to isolate grid and plate for d.c. The resistance R^ acts as a 
shunt path for signal frequencies in much the same way as the Miller Effect ; the 
circuit behaves as though an additional shunt resistance equal to Ri/(A, + 1) were 
connected from grid to earth, A,_ being the numerical voltage gain of Vj. This de- 
creased input resistance causes a reduction in overall amplification. The amplifica- 
tion of Va is not affected, but Vi now has a heavy a.c. shunt load, leading to increased 
distortion and possible overloading. As an example, for the gain to be reduced to 
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half, the additional a.c. shunt resistance across R, will be equal to the total resistance 
of Tpi, Ri and in parallel. A larger than normal value of coupling condenser (C) 
will obviously be required. 



Fig. 7.30. Voltage feedback from plate to 
grid, with resistance capacitance coupling. 
The feedback makes the a.c. shunt load on 
Vi considerably less than R,,. 




As a modification of Fig. 7.30, R^ may be made zero and Ci may have a capacitance 
of about 10 to 100 fi ftp to provide degeneration principally at high audio frequencies. 
This has been used very successfully in small receivers with very littie margin of gain, 
but is oiJy fully effective when no plate by-pass capacitor is used. 

An improved circuit is Fig. 7.31 (Refs. El, E3) in which Ri and R^ form a voltage 
divider across the primary of the output transformer, Rj being coimected to the 
junction (X). If + R^) is at least 10 times the load resistance of Vj, the divider 
will have little effect on V2. It is obvious that the degree of feedback can be adjusted 
from zero to maximum by moving the tapping point X on the voltage divider from 
the B+ end to the plate end. If R, + R^^ where R, = r^iJ?,/(r,i + R,), 

'^^''^^ - R^, R^R~ ^^^^ 
An electrically equivalent circuit is Fig. 7.32 (Ref. E2) in which the two resistances 
i?3 and Ri take the place of the three resistances i?^, /?i and of Fig. 7.31. For 
identical operating conditions : 

(R, + R,)Ri ^ R.Rj. 
i?3 = and = R^Rl (39) 

The value of |3 in Fig. 7.32 is given by 

^ = - R^R "^"^ h7;;+i;^k- 




Fig. 7.31. Voltage feedback applied in series viith the load resistor. The reduction 

in effective resistance occurs in the load resistor itself. 
Fig. 7.32. Electrically equivalent circuit to Fig. 7.31, using one less resistor. 

Both these circuits (Fig. 7.31 and 7.32) have the effect of reducing the effective 
load into which Vi works. This has the merit of extending the response to higher 
audio frequencies. In Fig. 7.31 the effective value of Rj^ becomes 

Rl = Rl/WI^i + 1) where !i3| = + R^) 

and Ai is the numerical voltage gain of Vj. For example if |i3| = 0.1 and = 17, 
the effective load resistance changes from Rj^ without feedback to 0.37 i?^ with feed- 
back. The load i?^' into which Vi works is, however, not constant because A^ varies 
due to distortion. This circuit is usually limited to values of |j3| not greater than say 
0.05 to 0.1 for typical applications. 

A similar effect occurs with the equivalent circuit Fig. 7.32 in which the feedback 
causes the effective value of R, to change to R,/iA^ + 1). In both circuits Vi is 
preferably a pentode, although a high-mu triode may be used with less effectiveness. 
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Mezger (Ref. E4) has shown that it is equally valid to regard the plate resistance of 
V, (and consequently its amplification factor) as being reduced by feedback, leaving 
the external resistors unchanged. 

(vi) Voltage feedback over two stages 

Voltage feedback over two stages permits a wide choice of circuits, without the 
limitations which frequently arise with a single stage. 

(A) One of the deservedly most popular circuits is Fig. 7.33 in which feedback is 
taken from the plate of to the cathode of V^. The most serious limitation to its 
use is that it cannot be applied without complications* to combined second detector 
and amplifier valves of the conventional type. It actually involves two types of 
feedback — the primary voltage feedback, and the subsidiary current feedback caused 
by the unbypassed cathode resistor in Kj. 

This is a form of Duerdoth's multiple feedback — see Sect. 3(v)E — and the two 
feedback voltages must be added together to determine the performance. The 
subsidiary feedback increases the stability by reducing the slope of the fiA characteris- 
tic over a wide range ot very low ana a wiae range of very high frequencies. 




Pig. 7.33. Amplifier with voltage feedback from the plate of to the cathode of 
Vj, also incidentally incorporating negative current feedback due to the unbypassed 

resistor R^. 

Fig. 7.34. Simplified a.c. equivalent of Fig. 7.33 for calculations. 



The following theoretical treatmentt is based on the simplified a.c. diagram 

Fig, 7.34. Here has constants g„^, r,i while has fij, and r^a. Resistor 
R represents R,^ and R,^ in parallel. It is assumed that, unless otherwise specified, 
the impedance of the input voltage source (i?,) is zero. 

The amplification of stage without negative current feedback is defined as Ai 
where 

Ai = E,JE,, = tiJi/{R + i?, + (41a) 
The amplification of stage V, is given by 

A^ = E„/E,2 = li^R^^/CRii + r„2) (41b) 

Also IS ^ R,/iRf + R,) (4jj,) 

Now Eo = A^A.,E,i (41d) 

Ei = £„i + £it = B„i + RJj, (41e) 

and /, = [p.,E,J{R + i?^ + r,,)] + fiEJR^ (41f) 

= F,iy.J{R + i?, + r„i) + f.A^AilR^-\ (4ig) 
(neglecting E,' l{R,i + R^ as being very small). 
Applying these values in equation (41e) 



U..R 

Also £„ = A^A^E,^ = . aJE,^ 



(41h) 



*See Fig. 35.3 for one possible arrangement. ~~~ ~~ 

tThe Editor is indebted to Mr. E. Watkinson for this method. This method assumes that (r , ^ 
IS large compared with J?j,, and that i?, is large compared with R,,. " ' 



7.2 



(vi) VOLTAGE FEEDBACK OVER TWO STAGES 



335 



{r + R, i 
^/ ^hR_ 

Therefore £0 = E/ 



Ei' 



+ PA,A2 + ^^lR„/{R + Rk 

\ / A^EiXR+R^+r^,) 

r^J\R+Ric + r 

A^iJ-iR 

+ (f^i + 1)/?, + r„i + ^A,A^{R +R,+ 
A2111R 



'•i.i)) 



?A,A.. 



PA,A 

Also when i? j = 0 there is no current feedback : 
A,f.,R 

The overall amplification with feedback is given bv 
A' = EJE/ 
while that without feedback is given by 

A = EJEi = A^i>.^RI{R + r.i) 



)+ + rpi] [1 + Mi^a] 



(41i) 

(41)) 

(41k) 
(411) 



Therefore 



Therefore 



a:_ 

A~ 
A' 



A^i^iR 



R 



(41m) 



Output impedance 

The effect of the unbypassed cathode resistor depends on the resistance of the 
source (jRj). 

Let S = RJ(R, + R,) (42a) 

Let voltage Eo be applied across Rj^t from an infinite impedance source with no 

input voltage applied to the amphfier. 

, Eo Eo , Eo , EopHA.tMi 

Then /„ = 5 — + r „ , n + r"~T^ " 



(42b) 



The final term in eqn. (42b) is the effect of the voltage £„, a fraction of which is 
fed back across R t> and amplified by Vj and applied to the grid of Vj. The effect 
in the plate circuit of Vj is the same as though a voltage £„(38^iH2 were applied to a 
series cormection of r„2 and Rj^^- 

Thus the " looking backwards " output terminal impedance is given by 
„ , _ ^ ^ 

"/oil 1 , |88^i/^2 



(42c) 



R, 



R, + Rk 



R, 



i.e. the effect of the feedback is to add another impedanccj 

P&AilXn^ 

in parallel with the output, as shown in Fig. 7.41. 



Input impedance 

Ei 



Ri' = 
Therefore R/ = 



i^iR k 



R + Rk 



Egl/Rll 



(42d) 
(42e) 



R + Rk +r. 
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Therefore g^- = 1 + ^ /^^^ + ^^'^^ ^'^'^ 
where i?( is defined as the input resistance when Rk = 0. 

Conclusions 

Eqn. (41m) shows that the effect of feedback in reducing gain in this circuit (Figs. 
7.33 and 7.34) is not given simply by the product of the current feedback gain re- 
duction and the voltage feedback gain reduction, each considered separately. 

Eqn. (41h) indicates that the two feedback vohages are effectively added so far as 
their effect on gain is concerned. This is in line with Duerdoth's multiple feedback 
theory in Sect. 3(v)E. 

Eqn. (42c) shows that the effective plate resistance of differs from that of an 
equivalent amplifier without current feedback only on account of S. When the 
source impedance is zero, S has the value unity, and the effeaive plate resistance of 
V2 is identical with that of an equivalent amplifier with voltage feedback only. 

It is obvious that current feedback in cannot directly affect the plate resistance 
of Vi. The only indirect effect (through S) is the result of partial application of the 
feedback voltage to the grid of Vi, which must also affect the gain. In other words, 
the impedance of the input voltage source affects the gain, the effective plate resistance 
and the output resistance R^'. 

If the source is reactive, some non-linear frequency characteristic will occur — 
for example, if the source is a crystal pickup there will be some measure of bass 
boosting. 

The circuit of Fig. 7.33 tends to produce peaks at low and high frequencies in the 
response characteristic unless the feedback factor is low. An analysis of the peaks 
has been made by Everest and Johnston (Ref. H5) based on the ideal condition of 
zero-impedance screen circuits and unbypassed cathode resistors ; it also omits any 
complications arising from an output transformer. Methods for reducing or elimina- 
ting these peaks are described in Sect. 3(vi) and (vii). 

The condenser Ci in the feedback network of Fig. 7.33 is normally only a blocking 
condenser ; it may, however, be designed to produce a fixed degree of bass boost. 
Alternatively, Cj may remain as a blocking condenser and a second condenser inserted 
at point X to provide bass boosting ; the latter may be shunted by a variable resistance 
to form a continuously variable tone control (see Chapter 15 Sect. 2 and Fig. 15.11). 

It will be demonstrated in Sect. 3 that feedback over two stages of r.c. coupling is 
normally stable ; this does not necessarily hold if cathode or screen by-pass condensers 
are used or if an iron-cored transformer forms any part of the feedback loop.* 

(B) Feedback from secondary of output transformer 

See Sect. 2(iii) and Figs. 7.27 and 7.28 for the general description of such an am- 
plifier. 

An illustration of the effects of negative feedback on a simple 2 stage a-f amplifier 
can be obtained by calculatingf the low frequency response of the circuit of Fig. 7.35. 
In this simplified circuit batteries are used as voltage sources to minimize calculation, 
but the effect of cathode by-passes (or of screen by-passes) could be covered without 
difficulty by using Figs. 12.11 A and B and 12.3 A and C. 

The values of components used in interstage couphngs have also been chosen for 
simplicity. Referring to Table 42 in Chapter 38 it will be seen that the reactance of 
a 0.01 ijF condenser (the coupling between the 6AV6 and 6AQ5) at 50 c/s is 318 000 
ohms. It is assumed that the series impedance of i?„ and the parallel combination 
of R^ and the 6AV6 plate resistance [see Chapter 12 Sect. 2(xiii) Eqn. 15] is' also 
318 000 ohms, so that at 50 c/s the reactance and resistance of the interstage couphng 
network are equal. 



•The feedback loop is the complete path, commencing from, the point to which the feedback is re- 
turned, through the ampiifier to the point from where the feedback is taken, back through the feedback 
network to the starting point. 

tThe Editor is indebted to Mr. E. Watkinson for the calculation of this example. 
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Similarly the reactance of the output transformer primary at 50 c/s is equal to the 
plate resistance of the 6AQ5 in parallel with the reflected load and winding resistances 
(coupUng 3). 




\ «AV6 r 1 \ 6AQ5r 



COUPLING 3 



5: 

■^1-4 




Pig. 7.35. Simple feed- 
back amplifier in which 
setting of volume con- 
trol alters feedback. 



Movement of the input volume control is assumed to have no effect on the fre- 
quency (12i c/s) at which the reactance of the input condenser is equal to the resistance 
in series with it, say 2.55 megohms (coupling 1). 

The amplification faaor, n, of the 6AV6 is 100 and its plate resistance, r„ 80 000 
ohms, so the mid-frequency 6AV6 gain, [see Chapter 12 Sect. 2(vii)] is 
_ 100 X 73 000 _ 
^ ^ 80 000 + 73 000 ~ 
where 73 000 ohms is the value of and 7?; in parallel. 

The 6AQ5 ft is 210 and its 52 000 ohms so that the 6AQ5 gain 
_ 210 X 5000 
" 52 000 + 5000 " ■ 
The output transformer impedance ratio is 5000/1.7 so that its gain 

A3 = V 1.7/5000 = 1/54. 
Total gain from 6AV6 grid to voice coil : 

v4 = X ^2 X = 48 X 18.4/54 = 16 times = 24.1 dbvg.* 
When the voltmie control is ttimed to its minimum setting, one half of the output 
voltage is applied to the amplifier input, i.e. |3 = — i and the factor 

1 1 1^ 

1 - M ~' 1 + 16 X i ~ 9 ■ 
As the volume control is turned up, a smaller amount of the negative feedback 
voltage is applied to the 6AV6 control grid, and when the control is 50 000 ohms 
from its maximum setting only one quarter of the previously used feedback voltage is 
effective (ignoring the shunting effect of R^. In this case 

1 1_ 

1 ^ M 3 ■ 

The low frequency response curves will be calculated for each of these volimie 
control settings, but it is first necessarv to obtain the response of the amplifier without 
feedback. This is done in Table 1 . Lines 1 and 2 of Table 1 are obtained from Figs. 
12.9A and B with 12^ c/s taken as the frequency for 70.7 per cent, voltage gain (when 
the reactance is numerically equal to the resistance) in line 1, and 50 c/s in line 2. 
Thus for the 25 c/s response in line 1 

Actual frequency ^ 

Frequency for 70.7 per cent, frequency response 
so that attenuation = 1 db and phase shift = 27°, and so on for each of the other 
frequencies in the two lines. 

Line 3 is obtained by adding nvice the attenuation and phase shift of line 2 (because • 
there are two 50 c/s couplings) to line 1. 

Line 4 is the result of adding the mid-frequency gain of the amplifier (24.1 db) 
to the attenuation and phase shift at each of the tabulated frequencies. This gives 
the frequency response as plotted at A in Fig. 7.36. 

In line 5 the gain A is expressed numerically, giving the actual gain at each fre- 
quency. 

•Gain expressed in decibels of voltage gain — see Chapter 19 Sect. l(vi)A. 
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Table 2 sets out the calculations necessary to obtain the modification of the fre- 
quency response by the application of feedback when p — — i. Line 1 results 
from converting the attenuation expressed in db in line 3 of Table 1 to fractions, and 
line 2 is obtained by multiplying the mid-frequency gain, the attenuation and phase 
(for the frequency concerned) by |6. The result is which is plotted in Fig. 7.37. 
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FREQUENCY (C/S) F1G.7.M 



Fig. 7.36. Frequency response of amplifier of Fig. 7.35 with zero feedback and 
two selected values of feedback. 

For the method of plotting this curve and for its significance see Sect. 3 of this Chapter. 
It should be noted that once the curve has been obtained the effects of feedback 
on the gain and phase shift of the amplifier can readily be obtained graphically as 
discussed below. Lines 3 to 9 of Table 2 are the mathematical equivalents of the 
measurements mentioned below (1 and 5) which give the degree of degeneration or 
regeneration and the phase shift with feedback between output and input voltages 
at a given frequency. 
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Lines 3 and 4 are the values 
for the sine and cosine of the 
angle of phase shift [see 
Chapter 38 Table 72 for magni- 
tude ; Chapter 6, Sect. 3(iii) 
for sign]. Line 5 expresses 
1 — fSA in the form a + jb. 
Multiplying the magnitude of 
flA in line 2 by the sine of the 
associated angle gives the j term 
and multiplying by the cosine 
and adding 1 (because of the 1 in 
\ — ^A) gives the real term. For 
example, at 100 c/s, 1 + 6.3 X 
0.4848 = 4,05 and 6.3 x 0.8746 
= 5.5 so that 1 - j8y4 = 4.05 + 
j 5.5. 

Lines 6 and 7 convert 1 — pA 
to polar co-ordinates again (the 
change to rectangular co-ordin- 
ates was necessary to add 1 to 
^A), line 6 being expressed in 
the form of the square root of the 
sum of the squares of the two 
terms in line 5 at the angle whose 
tangent is the imaginary term 
divided by the real term, e.g. at 
100 c/s the angle is tan-' 5.5/ 
4.05 = tan-' 1.36 = 54'' to the 
nearest degree. Where negative 
terms occur the appropriate 
quadrant is determined from the 
knowledge of the sign of the sine, 
cosine and tangent, all of which 
are known at this stage. 

Line 8 is the reciprocal of line 
7, so that magnitudes are divided 
into unity, and angles are re- 
versed in sign. In line 9 the 
magnitudes are expressed in db, 
and in line 10 the original gain A 
at each frequency is multiplied by 
1/(1 — PA) to give the response 
of the amplifier with feedback. 
Since lines 9 and 4 are both ex- 
pressed in db, the multiplication 
is carried out by adding the 
values in decibels. Line 10 is 
plotted in curve C of Fig. 7.36. 

Table 3 gives similar calcula- 
tions when |3 = — 1/8 and the 
result is plotted in curve B of 
Fig. 7.36, while the smaller fiA 
polar diagram is also plotted in 
Fig. 7.37. 

Several interesting aspects 
which are common to all feed- 
back amplifiers are brought out 
by these calculations and curves. 
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Mid- 
frequency 


200 c/s 


100 c/s 


50 c/s 


25 c/s 


20 c/s 


18} c/s 


16 c/s 


121 c/s 


(1) Couplings 
1+2+3. Gain 


1.0 


0.93 


0.79 


0 48 


0.18 


0 12 


0 104 


0.073 


0.042 


(2)6/1(6=- -1) 


—8/^0° 


—7.45/132° 


g 3^61 ° 


— 3.8/1 104° 


— 1.44Z 153° 


— u.yo/_ loo 




— U.DO/_ 10^ 




(3) Sine 


0 


0.5299 


0.8746 


0.9703 


0.4540 


0.2079 


0.1219 


-0.0349 


-0.2924 


(4) Cosine 


1.0 


0.8480 


0 4848 




— 0.8910 


— 0.9781 


— 0.9925 


— u.yyvTr 


9553 


(5) 1 - pA 


9+JO 


7.3+A9 


4.05 +y5.5 


0.08 +y3.7 


-0.28 +y0.65 


0.06+y0.20 


0.18+/0.1 


0.42-;0.02 


0.67 -/O.l 


\0) 1 — pyi 




















V 9 +0^/ 0 


V53,3 + 15.2/128° 


V 16.4+30.3/154° 


V'0.078+0.42Z113° 


V 0.004 +0.04Z73° 


(7) 1 - pA 


9/10° 


8.3Z28° 


S.8Z54° 


3.7Z87° 


0.71Z113° 


0.21Z73° 


0.21 Z29° 


0.42Z-3° 


0.67Z-8° 


1 

(8) 

1 - Pa 


0.11^0° 


0.12/1 -28° 


0.147Z -54° 


0.27Z -87° 


1.4Z -113° 


4.76Z -73° 


4.76Z-29° 


2.4Z3° 


1.5Z8'' 


1 

(9) (db) 

1 - Pa 


-19.2/10° 


-18.4/1 -28° 


-16.6/1-54° 


-11.4Z-87° 


+3.0Z -113° 


13.6Z -73° 


13.6Z -29° 


7.6Z3° 


3.6Z8° 


A 

(10) (db) 

1 - Pa 


4.9/10° 


5.1^4° 


5.4^7° 


6.4Z17° 


12.1 Z40° 


19.3Z95° 


18Z144° 


9.0Z185° 


0.1Z205'' 
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TABLE 3 





Mid- 
frequency 


200 c/s 


100 c/s 


50 c/s 


37» c/s 


25 c/s 


20 c/« 


16 c/s 


12i c/s 


(1) 1+2+3 Gain 


J/0° 


0.93/. 32° 


0.79/61° 


0.48/. 104° 


0.33Z 124° 


0.18/. 153° 


0.12/168° 


0.073/. 182° 


0.042Z197° 


(2) j3/4;/3 = -i 


-2^0° 


-1.86Z32° 


-1.58Z61° 


-0.96/. 104° 


-9.66/. 124° 


-0.36Z153° 


-0.24/. 168° 


-0.146Z182° 


-0.082/ 197° 


(3) Sine 


0 


0.5299 


0.8746 


0.9703 


0.8290 


0.4540 


0.2079 


-0.0349 


-0.2924 


(4) Cosine 


1 


0.8480 


0.4848 


-0.2419 


-0.5592 


-0.8910 


-0.9^81 


-0.9994 


-0.9563 


(5) 


3+yo 


2.58+>0.98 


1.77+yi.4 


0.77+yo.93 


0.63+/0.55 


0.68+y0.16 


0.755 +yo.o5 


0.855 -y0.005 


0.92-/0.024 


(6) 1-/5/! 




















V3«+0*Z.0° 


V6.65 +0.96Z21'' 


V3.13 + 1.96/.38° 


V'0.59 +0.86/50° 


Vo.40+0.30Z41° 


Vo.46 +0.02/13° 


(7) I -PA 


3Z.0° 


2.76/21° 


2.26/.38° 


1.21/. 50° 


0.84/.41» 


0.69/. 13° 


0.76/.4° 


0.86Z0° 


0.92/. -2° 


1 

(8) 

1-/3/4 


0.33ZO° 


0.36Z. -21° 


0.44/ -38° 


0.82/. -50° 


1.19/. -41° 


1.45Z-13° 


1.3/. -4° 


1.16/. 0° 


1.09/. 2° 


1 

(9) (db) 

1-/5/4 


-9.6Z.0' 


-8.9/. -21° 


-7.1/ -38° 


-1.7/ -50° 


l.S/.-41° 


3.2/: -13° 


2.3/ -4° 


1.3/10° 


0.7Z2° 


A 

(10) (db) 

1-/8/4 


14.5Z.0° 


14.6Z11° 


14.9/23° 


16.1/. 54° 


1«.2Z85° 


12.3Z140° 


8.0/. 164° 


2.7/. 182° 


-2.8/199' 
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(1) The degree of degeneration (or regeneration) at any frequency marked on the 
polar diagram Fig. 7.37 can be obtained by measuring the distance at the appropriate 
frequency from the curve to the point 1,0, The same scale is used for the measure- 
ment as for plotting and the distance gives the amount of degeneration, e.g. the 
50 c/s point on the = — 8 curve is 3.66,8^ tmits from 1,0, so gain reduction 
= 3.66 times = 11.3 db (compare 11.4 db Table 2 line 9). Again at 20 c/s, distance 
= 0.2 units so gain reduction = 0.2 times, i.e. gain increase = 5 times = 14 db (com- 
pare 14.1 db Table 2 line 9). 

It follows that at whatever frequency the curve crosses the circle with centre 
1,0 and radius 1, the gain of the amplifier is unchanged by feedback. For example, 
with pA = — 8, the locus cuts the circle with radius 1 luiit at a frequency of 28 c/s, 
which is therefore the frequency at which the gain of the amplifier is unchanged by 
feedback. 

The same result may be obtained from Fig. 7.36 where the intersection of curves 
pA = 0 and ^A ~ 8 is at 28 c/s. At lower frequencies the feedback is positive. 

(2) When ^A = — 8 the low frequency peak is relatively much larger than when 
^A = — 2 (14 db when ^A = — 8 and 2i db when ^A = — 2) and it occurs at 
a lower frequency. The reason can be seen from the polar diagram. When ^A is 
large the curve is increased in size so that lower frequencies on the curve come closer 
to the 1,0 point. 

(3) When = - 8, the angle of ^A varies from 0° to 197° but the angle of 
\ — ^A varies from 0° to 113° to — 8° (Table 2). The reason can be seen from the 
polar diagram. Note the rapid 1 — ^A phase shift near the regenerative peak and 
the reason from the polar diagram. 

(4) From the calculations it will be seen that, close to the mid-frequency, phase 
shift correction is approximately equal to 1/(1 — ^A) e.g. when = — 8 at 200 
c/s in Table 2, a phase shift of 32° is reduced to 4°. 

(5) Although the feedback is regenerative as soon as the ^A curve cuts the circle 
with centre 1,0 and radius 1, there is phase correction tmtil the ^A curve cuts the 
horizontal axis (between 18| and 16 c/s when pA = — 8;. 
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FIG. 7. 3B 



























































































































































Pig. 7.38. Construction to demonstrate correction of phase shift by negative feedback. 

The phase shift correction due to negative feedback is not directly obtainable from 
Fig. 7.37, but a construction to illustrate this effect is given in Fig. 7.38. In the 
diagram the larger curve {A^ = 16) is the polar diagram of the gain of an amplifier, 
plotted as before, while the smaller curve (pAo = 8) is drawn for ^ = i. (For con- 
venience, /3 is here taken as positive). 

£„ represents the voltage applied between grid and cathode of the input valve, and 
since it is drawn 1 unit in length, the amplification curve also represents the output 
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voltage Eo(= 16 at the mid-frequency). Similarly the pAo curve represents the 
feedback voltage, and the vector sum of the grid to cathode voltage and the feedback 
voltage gives the required input voltage with feedback, 
i.e. E, + j3£„ = Ei'. 

Thus at the mid-frequency, 1 volt of input gives 16 volts of output without feedback, 
but 9 volts of input are required for the same output voltage with feedback. Since 
there is no phase shift, there is no phase correction. 

However at 250 c/s a phase shift of 23° has occurred and Eo has the magnitude 
and phase shown in the diagram. E/ is still the vector sum of E, and pE„ as shown 
on the diagram, and the phase angle between feedback input voltage E/ and output 
voltage Eo is only about 3°. 

This checks as closely as the angles can be measured with Eqn. (51) Sect. 3(viii) 
of this chapter, taking into account the fact that Eo has a smaller value at 250 c/s 
than at the mid-frequency. 

At 50 c/s a phase shift of 106° between the voltage between grid and cathode of the 
first valve and the output voltage is reduced to about 17° between input voltage with 
feedback and output voltage, which is also in agreement with eqn. (12). 

As the phase shift in the amplifier proper approaches 180°, phase shift reduction 
from inverse feedback becomes smaller, disappearing at 180° and becoming an in- 
crease at greater angles. This can be visualized from Fig. 7.38 or demonstrated on 
a polar diagram on which the pA curve cms the X axis between 0 and 1 and returns 
to zero after passing through angles greater than 180°. 

(C) Feedback from plate, with transformer coupling 

The circuit is conventional, but there is danger of instability. See Sect. 3. 

(D) Multiple feedback 

The theory of multiple feedback for the purpose of improving stabiHty is covered 
in Sect. 3(v)E. Fig. 7.33 is an example of dual feedback, with a principal feedback 
loop and subsidiary feedback through the unbypassed cathode resistor in the circuit 




Fig. 7.39. Amplifier with 
interconnected positive and 
negative feedback loops in 
which the negative loop is 
completely contained within 
the positive. 



Fig. 7.40. Amplifier mth 
interconnected feedback 
loops in which the loops 
overlap. 



of Vi. In the case of a 3 stage amplifier, the imbypassed cathode resistor could be 
in the first or second stage. It is highly desirable, in general, for some such form of 
subsidiary feedback to be used. It is normally desirable that the degeneration due 
to the subsidiary feedback shoxild not exceed say 10 per cent, of that due to the prin- 
cipal feedback loop, since the subsidiary feedback increases the distortion in the 
final stage. For further details and more complicated circuits see Sect. 3(v)E. 
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There are two general cases of interconnected feedback loops, the first in which 
one loop is completely contained within the other (Fig. 7.39) and the second in which 
the loops overlap as in Fig. 7.40. In each of the circuits the gain of the valves Vi, Vj 
and Vs is A^, and A3 respectively, and the size of the resistors R is such as to intro- 
duce negligible current feedback. 

For the circuit of 7.39 the gain reduction factor is 

1 ^ 

1 - aAiA^As - 

(with a subject to the same convention as P) and the effective plate resistance of V, 
becomes 



' 1 - <xA,A,^, - (3^jf*3 
For the circmt of 7.40 the gain reduction factor is 

1_ 

1 — aAiAi — pA^Aa 
and the effective plate resistance of becomes 

^3>3 .; 

1 — oiAiAi 

(vii) Voltage feedback over three stages 

When the feedback is taken over three stages, there is a strong likelihood of experi- 
encing instability at extremely low and high audio (or ultrasonic) frequencies (see 
Sect. 3). There are several popular circuits : 



FIG. 7.42 




Pig. 7.42. 30 watt push-pull amplifier viith voltage feedback from one output 
plate to the screen of the first stage. Stability is ensured by adjustment of condenser Cj. 

(A) Feedback from plate of V3 to screen of Vi (Fig. 7.42) 

This circuit is very satisfactory for push-pull amplifiers. As the feedback is taken 
from one plate only, the output transformer should have very tight coupling between 
the two halves of the primary (i.e. very low leakage reactance). The ampUfier and 
feedback network have been designed to give a flat response over a wide band of fre- 
quencies, with the intention of introducing additional attenuation at one point only. 
No instabiUty has been experienced, and ipractically no rise in response, at low audio 
frequencies. On a resistive load, the high frequency response has a slight peak at 
about 40 000 c/s, while on a loudspeaker load the peak is much larger and occurs at 
a lower frequency. Attenuation is provided by the condenser Ci from the plate of 
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the first valve to earth, with the results on frequency response shown in Fig. 7.43, 
fot resistive loading. 

FIG. 7.43 



Pig. 7.43. Frequency res- 
ponse curves for an^Ufier of 
Pig. LAS, on resistive load taitk 
several values of C,. 



In the absence of Ci and on a loudspeaker load, parasitic oscillations may occur at 
a £iirly high output level. These are largely independent of the input signal frequency 
but are found to occupy a small part of the cycle, with a parasitic frequency in the region 
of 30 000 to 40 000 c/s. The effect on music is not very apparent, but a single input 
frequency shows a slight " breaking up " effect when the parasitics appear. The 
best check is by the use of a C.R.O. 

The feedback is equivalent to overall voltage feedback, and follows the usual 
formulae, except that it is necessary to allow for ji,i,2 of the iirst valve in the calcu- 
lations for p and A. In this case : 

(8 = 16 000/(16 000 + 2 000 000) = 0.008 
A = amplification from first grid to final plate divided by ^,1,2 
= 2730/20 = 136.5 

Calculated gain reduction 1/2.1 

Measured gain reduction 1/2.2 

Input voltage for 30 watts output = 0.2 volt r.m.s. 

Distortion at 30 watts output : = 0.7%, H, = 0.9%, Ht = 0.1%, H, = 
0.2%. Total 1.16% r.m.s. 
Intermodulation distortion (Amplifier A513) : 

Conditions of test — ^input frequencies 60 c/s and 2000 c/s (voltage ratio 4:1) 
Power output (r.m.s.)* 4 10 14 20 24 watts 

Equivalent power** 5.9 14.7 20.6 29.4 35.4 watts 

Intermodulation 2.9 7.7 10 17.5 42% 

•r.m.S. sum of two output frequencies 

♦*r.m.s. sum x 25/17 to give the single frequency power havmg the same peak 
voltage swing (see Chapter 14 Sect. 3). 

Any further increase in the degree of feedback is likely to prove difficult (see Sec- 
tion 3). 

When a circuit is used which appUes negative feedback to the screen of a 
pentode, the input capacitance is increased by 

where nt is the " triode ampUfication factor " 

C,i,» is the capacitance from control grid to screen 

1^1 is numerical value of ^ 
and A is voltage gain from grid to the point from which the feedback is returned. 

(B) Feedback from secondary of output transformer 

This inuoduces additional phase shift in the amplifier and requires very careful 
design of the output transformer for all but small degrees of feedback. The feedback 
voltage is usually taken to the cathode of the first valve, but if there is transformer 
input to the first stage then it may be returned to the transformer secondary (as Fig. 
7.26). This method may be applied equally to both single-ended and push-pull 
amplifiers. 
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Fig. 7.44 is the circuit of such aa amplifier using push-pull triodes, with extra- 
ordinarily low distonion. It is based on the design of Williamson (Refs. F4, F6). 
The first triode (Ki) is direct-coupled to the grid of a phase splitter (Fj) which in 
turn is r.c. coupled to push-pull triodes {V, and F4) and thence to the output stage. 
No by-pass condensers are used and the only reactances to cause phase shift at low 
frequencies are the grid coupling condensers in two stages. The circuit has a number 
of refinements which are described in the references. 




Fig. 7.44. Amplifier employing voltage feedback from the secondary of the output 
transformer, with push-pull triodes. The amplifier is virtually distortionless up 
to an output 0/ 1 1 watts, and has a smooth overload up to K) watts. 



The original version used type L63 valves in place of each half of the 6SN7-GT, 
and type KT66 as triodes in the output stage. The circuit shown (A515) gives almost 
identical results, but type 807 valves are used in place of t3npe KT66. 

The specifications laid down by Williamson for the output transformer are as 
follows : 

Primary load impedance 10 000 ohms, centre-tapped 

Primary inductance 100 henrys, min. 

Leakage inductance, series 

(whole prim, to whole sec.) 30 millihenrys, max. 

Primary resistance 250 ohms, approx. 

Commercial transformers wound to the original winding data suppHed by Williamson 
perform quite satisfactorily, although some difliculty may be experienced where the 
winding structure differs from that recommended. This is brought about by the 
increase in interwinding capacitances which may result. 

Several manufacturers have recently marketed some wide range output transformers 
which are a considerable improvement on that specified above. 

In one particular transformer, the Partridge CFB, the series leakage inductance, 
the winding resistances and weight have been reduced by a third, but the power 
handling capabilities have been increased four times. The core distortion at a level 
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of 16 watts has been reduced ten times and the important leakage inductance existing 
between the halves of the primary has been decreased thirty times. 

These improvements mean that this transformer, when used in the original William- 
son circuit, will give a greater stability margin or alternatively will permit the use of 
a greater amount of feedback. 

Distortion will be appreciably reduced in any amplifier by the use of a well designed 
transformer of such a type. 

Distortion with amplifier A515 

Power Output Ht Hj Total r.m.s. 

11 wans 0.01 0.04 0.01 0.015 0.045% 
14 watts 0.075 0.35 0.01 0.26 0.44% 

16 watts 0.04 0.92 0.11 0.45 (overload) 

The smooth overload is a particularly valuable feature. 

Intermodulation distortion 

Conditions of test — input frequencies 60 c/s and 2000 c/s ; higher frequency 

12 db lower than 60 c/s level. 

Power output (r.m.s.)* 4 6 8 10 12 watts 

Equivalent power** 5.9 8.8 11.8 14.7 17.6 watts 

Intermodulation 0.17 0.27 0.72 3.7 8.8% 

*r.m.s. sum of two output frequencies 

**r.m.s. svmi x 25/17 to give the single frequency power having the same peak 
voltage swing (see Chapter 14 Sect. 3). 
Note : 

In the circviit of Fig. 7.44, a capacitance may be inserted in series with the 5000 
ohm resistor in the feedback circuit to provide bass boosting for equalizing purposes 
in record reproduction ; see Chapter 15 Sect. 9(ii)B. 

A modification of this circuit, which provides for bass boosting, is given in Fig. 
15.58A. 

A new version of the Williamson amplifier, together with pre-amplifier and tone 
conttol (Ref F9) is given in Figs. 17.35B,C,D,E,F,G. See also Chapter 13 Refs. 
F4, F5, H15. 

Modified forms of the WilLamson amplifier are given in Refs. F6, F8 and Chapter 

13 Refs. H5, H6, H8, HID. H12. 

(C) Bridge circuits 

Amplifiers can be designed with bridge circuits in both input and output circuits, 
which prevent any modification of the input and output impedances and which also 
eliminate any phase shift round the feedback loop caused by reactances introduced 
through the input or output circuits (Refs. Al, A2, All). 

(viii) Cathode-coupled phase inverters and amplifiers 
(A) Cathode coupled phase inverters 

The fundamental circuit is Fig. 7.45 and requires two triode units with both 
cathodes Unked, a common cathode resistor Rt and separate plate resistors R^i and 
R^2. Three tappings are required on the battery or potential divider across the B 
supply. The input voltage is applied between the two grids (Ref. Gl). 

If both and have identical characteristics and Rii ^ R^ = °**y 
be shown (Ref. C7) that 

E^s = ^^E,RJ{Rj^ + r„) (43) 
where E, = signal input voltage apphed between the two grids 
and E = signal output voltage between points A and B. 

Similarly, where E ^ and Eg are the voltages from these points to earth, 

^-^-<^)0-^ ...f;y(;+i)J 



(45) 
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The two voltages thus differ by a small amount, which can be reduced by using a 
large value of Rk and/or by using high mu valves. If the remaining out-of-balance 
is still serious, it may be eliminated entirely by making slightly smaller than R^t 
so as to give exact balance. 




FIG. 7.45 FIG. 7.46 

Fig. 7.45. Fundamental circuit of a cathode coupled phase inverter. 
Fig. 7.46. Fundamental circuit of a cathode-coupled amplifier. 



One stage of a cathode-coupled phase inverter may be coupled to a second (Ref. 
C7) and the output of the latter will be almost exactly balanced. 
The same principle may be applied to the power output stage (Ref, G6), 
The circuit Of Fig. 7.46 may also be used as a phasc-invertcr. 
See also Chapter 12, Sect. 6(vi). 

(B) Cathode-coupled amplifiers 

The fundamental circuit of a cathode-coupled ampKfier is shown in Fig. 7.46 in 
which F, and are twin triodes with a common cathode resistor R e. The output 
may be taken from either A or B, A being 180° out of phase with the input, while B 
is in phase with the input voltage. 

Output from A : Gain Ai = ■ — — —5-7 — -, (46) 

r„ :- jR^i + rji^ii 4- l)/[r, + Rk((i + 1)] 

(Note : Rj^i may be shorted-out.) 

The plate resistance is increased by r„ and J? + I) in parallel. The minimum 

value of A' is half the gain without feedback (when Rt = 0). (Ref. G2). 

Output from B : (Note : may be shorted out) (Refs. G2, G4) 

Gam A,' = - 2r„ + + r„(r/V Ri_,)/R,(^i. + 1) 
If >r„ then A^' is» - /i/?^2/(2r, + iJ^j) (48) 
In reality, the values of 11 and Tj, are not constant and not equal for the two units 
in the twin triode. A rigorous analysis (Ref. G17) provides a straight forward method 
for the accurate derivation of the amplification when the output is taken from B. 

Outputs from A and B (special case of phase inverter). 

The gain is somewhat less than with Fig. 7.45, but the circuit is often more con- 
venient. 

There are many applications of this circuit which are described in References 
(G) also C7, D6 and J2 ; see also Chapter 12 Sect. 9(iii). 

(ix) Hum 

The hum in a practical amphfier is not always reduced by the factor 1/(1 — pA) 
as in eqn. (12), Sect. 1 but sometimes is decreased according to a different law, and 
sometimes is even increased by the application of feedback. All hum arising from 
sources within the amplifier and which is independent of the signal level, may be 
represented by an equivalent hum voltage in series with the input voltage ; this is 
reduced in all cases by the factor 1/(1 - pA). 

(A) Hum originating in the grid circuit of a single stage amplifier will be reduced 
by 1/(1 - PA). 

(B) Hum caused by heater- cathode leakage is reduced by 1/0- — M) with 
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voltage feedback. With feedback from an unbypassed cathode resistor, however, 
the cathode-to-earth impedance is often very high, and the hum is thereby increased. 
With the circuit of Fig. 7.20 the hum voltage in the output is 

f^Ri 

+ + l)i?* +r, -f-i?i 

where E/, = heater voltage (r.m.s.) 
and = leakage resistance from heater to cathode. 

(C) Hum originating in tlie plate supply voltage 

[The examples below are based on the follomng povier amplifier valves under typical 
operating conditions : 





Triode 


Pentode 


Type 


2A3 


6V6-GT 




4.2 


215 


/I {triode connection of pentode) 




9.6 


rp 


800 


52 000 ohms 


Rl 


2500 


5000 ohms 


A 


3.2 


18.8 times 



Voltage feedback is taken as 20% (i.e. |3 = — 0.2). 
Current feedback is based on Rt = 250 ohms.] 

Case (1) Transformer-coupled output with voltage feedback from the 
secondary (Fig. 7.26) 

In this case the hum is multiplied by the factor 1/(1 — ^A) [= 0.61 for type 2A3 
and 0.21 for type 6V6-G T]. The result is that the feedback reduces the hum slightly 
in the case of a triode and very considerably in the case of a pentode. If a hum- 
bucking coil is used, the number of turns will require readjustment for negative 
feedback. 

Case (2) Transformer-coupled output with voltage feedback from the plate 

(Fig. 7.29) 

In this case the feedback voltage is a fraction of the output voltage plus the hum 
voltage across the condenser Co. 

If Fj is a triode, the hum voltage without feedback is 

= E,RJ(,Rj^ + r,) (50) 
[Example : E^o = 0.76Hs for type 2A3.] 
while the hum voltage with feedback is 

= E,RJ{Rl + r/) (51) 
[Example : Eho' = 0.85£j for type 2A3] 
where Eko = hum voltage output without feedback 

£,o' = himi voltage output with feedback 
and £i = hum voltage across condenser C^. 

Since r/ = rj(l — P/i) is less than r^, the hum with feedback is greater than the 
hum without feedback : 

E\t)' _ Rj_ + r„ _ 1 ~ .g^-j 
" +r^' " 1 - PA 
[Example : = 1.12 for type 2A3] 

If is a pentode, the hum voltage without feedback is 

= E, [l?i/(/?i + r,) + i?^/x,„/(i?^ + r,)] (53) 
[Example : E„„ = (0.09 + 1.96) E^ = 2.05 E,,for type (,V6-GT] 
wMe the hum voltage with feedback is 

£»„' = iS-»[Ri/(«i + r/) + + - ^^i)] (54) 

[Example : = (0.81 + 0.41)E» = 1.22£» /or type 6V6-GT] 

where /Xj2„ = mu factor from screen to plate without feedback 
«=! t^aiJf^,^,^ [= 215/9.6 = 22.4 /or type 6V6-GT.] 
It will be noticed that the screen and plate effects are additive ; it is only with 
parallel feed (see Case 3 below) that they oppose one another. The " screen " com- 
ponent of £fto' is equal to that without feedback multiplied by 1/(1 — ^A). This is 
not a good circuit for low hum, either with or without feedback ; these remarks also 
apply to Figs. 7.30, 7.31, 7.32, 7.33 and 7.42. 
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If the screen is perfectly filtered, the second term in eqn. (54) becomes zero. 
[Example : = O.SlE^for type 6V6-GT.] The effect of feedback on the hum is 

then given by eqn. (52) with the substitution of the correct values of n and A [Example : 
E^o7E^„ = 9.2 for type 6V6-GT]. 

Case (3) Parallel feed with voltage feedback (Fig. 7.47). 

When Vi is a triode, this is an excellent circuit for low hum, both with and without 
feedback, provided that Li has a reactance, at the hum frequency (i.e. twice supply 
frequency for full wave rectification) at least several times the impedance of r„' and 
in parallel. 

When Vi is a pentode, the hum due to the plate circuit is low but that due to the 
screen is high. Screen filtering (LiCi) is required for low total hum ; this is improved 
by feedback so that the screen filtering may be omitted in some applications. 

Without feedback, when Vi is a triode, the hum voltage is applied to a voltage 
divider with wLi in one arm and R in the other, where R = r^R^/(,r^ + Rj). For 
ease in calculation it may be expressed in the form 

E^is = cos e.E^ where d = tan 'I-i/K (55) 

[// mLi = 25 000 ohms, and R = 606 ohms as for type 2^3, 
then e = ran-'41.2 = 88.6°. Thus 
cos 9 = 0.024 and E„„ = 0.024Bj]. 

With feedback, = £»o/(l - BA) (56) 

[Example : = 0.024/1.64 = 0.015 for type 2A3]. 

When Vi is a pentode without feedback 

E»„ «s H»[cos 8 - J?i/i,2,/(J?i + r,)] (57) 
where 6 = tan"' wLi/R as for the triode case 
and R = r^J{r, + R^. 

The second term in eqn. (57) is only approximate, since it is assumed that the 
shunting effect of caL^ on R , has no effect on the gain ; this is very nearly true when 
loL, is at least equal to lOi?^. 

[Example : If tuL, = 25 000 ohms, and R = 4560 ohms as for type 6V6-GT, then 
6 = ta«-' 5.48 = 79.7°. Thus cos 6 = 0.179 and = (0.179 - 1.96)if» 
= — 1.78i?j. With screen filtering, this would he considerably improved.'] 

With feedback, E„„' = E^„/{\ - M). (58) 

[Example : E^„' = (- 1.78/4.8)£ft = - 0.37^»/or type 6V6-GT.] 

If Li is replaced by a resistor R, the necessary substitution fox juiL may be made in 
the equations for hum. Similarly, the transformer-coupled load (R^,) may be re- 
placed by a following grid resistor R,. 




FIG. 7.47 FIG. 7.48 

Fig. 1.47. Circuit of an amplifier with parallel-fed transformer output and negative 
feedback supplied from the plate. 
Fig. 7.48. Cathode follovier with parallel feed. 

With this type of amplifier, hum balancing arrangements inside the amplifier are 
vmaffected by the feedback. An adjustment of the hum bucking coil (if used) in the 
loudspeaker will be necessary. Any type of feedback circtiit may be used, either 
from the plate, or from the primary or secondary of the output transformer. 

Case (4) Cathode follower with parallel feed (Fig. 7.48) 
In this case the plate resistance is reduced by the factor l/(/i + 1), and the hum 
output voltage is decreased by the factor l/(/i + 1). If a pentode is used, the screen 
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capacitance by-pass to cathode (C in Fig. 7.16) may be adjusted to neutralize hum 
(Ref. C14). 

Case (5) Transformer-coupled output with feedback from an unbypassed 
cathode resistor (Fig. 7.49) 

The himi arising from the plate and screen circuits is the same as for Case (2) except 
that r,' is now greater than (Eqn. 51) : r„' = '■^ + (f + With a triode 

the hum is less with current feedback than without feedback. [Example type 2A3 : 
£jo'=0-54.Ej]. With a pentode the total hum from plate and screen is always de- 
creased by current feedback 



R, 



+ 



IXglvRl 



Ri^ + + R,(/i + 1) + + (fi + M,2p)i?d 



(59) 



where the first term is for the plate, and the second for the screen circuit. 
[Example : £»„' = (0.04 + 0.9T)E^ = l.OlE^for type 6V6-GT.] 



FIG. 7.49 




> 



INPUT 




Fig. 7.49. Transformer-coupled output with feedback from an unbypassed cathode 

resistor. 

Fig. 7.50. Parallel-fed transformer-coupled output with feedback from an unby- 
passed cathode resistor. 

Case (6) Parallel feed, with feedback from an unbypassed cathode resistor 

(Fig. 7.50) 

With a pentode, the " plate " hum is increased by feedback from an unbypassed 
cathode resistor, while the " screen " hum is the same as for transformer-coupling 
(Eqn. 59) except for the sign. 

„ , „ r r„ + /?t(>t + 1) j^QivRi 1 

^ "Ui +r,+ R,{ti + 1) Ri + + (m + n,t,)RicJ 



(60) 



_+r^ + R^iti + 1) Ri, + + (ii + ,1, _ _ 
The first term also applies to a triode. The approximation is from regarding Rt 
as the load, instead of /? t in parallel with toL. 
[Example of triode : E^„' = 0.46£ft for type 2A3. 
Example of pentode : E^' = (0.95 - 0.97)£» = - Q.Q2E„. 
This gives almost exact hum neutralization.^ 
References to hum : B3, B4, B5, B7. 
Summary — hum originating in the plate and screen supply voltages 

With triodes, the output hum voltage is always less than the hum voltage from 
the plate supply. In the examples given above, it varies from 46% to 85% of the plate 
supply hum voltage with one exception. The exception is transformer-coupled output 
with parallel-feed, feedback being taken from the plate, for which the output hum is 
only 1.5% of the plate supply hum voltage (Case 3). 

With pentodes or beam power amplifiers t -e output hum may exceed the plate 
supply hum voltage, owing to the effect of the screen. This occurs with Case (2) 
which is the conventional transformer-coupled output both without feedback and 
with voltage feedback from the plate. The only circuit giving very low output hum is 
Case (6) which applies to transformer-coupled output with parallel feed and with 
feedback from an unbypassed cathode resistor. The second best is Case (1) with 
feedback from the secondary, while the third best is Case (3) with parallel feed, having 
feedback from the plate. 

The examples given above have been tabulated for ease in comparison, including 
some cases also without feedback, and some with the screen circuit perfectly filtered. 
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Rdadve hum voltage with 
Case Fig. 2A3 6V6-GT Conditions 

1. 7.26 0.61 021 with feedback 



2. 


7.29 


0.76 


2.05 


without feedback 






0.85 


1.22 


with feedback 








0.09 


/"without feedback and with screen 








\ perfectly filtered 








0.81 


/with feedback and with screen 








\ perfectly filtered 



without feedback 
with feedback 

without feedback but with screen 
perfectly filtered 

with feedback and with screen 
perfectly filtered 



5. 


7.49 


0.54 


1.01 


with feedback 


6. 


7.50 


0.46 


0.02* 


with feedback 



3. 7.47 0.024* 1.78 

0.015* 0.37 

— 0.179 

— 0.037 



•Very low oiitimt hum. 

(x) Some special features of feedback amplifies 

(A) It is important to ensure that the frequency range of the input signal applied 
to a feedback amplifier does not extend in either direction beyond the " flat " fre- 
quency range of the amplifier. The reason for this is explained below. 

The voltage appUed to the grid of the first valve in a multi-stage amplifier with 
ovetall feedback is equal to the difference between the input signal and the fedback 
voltage. For example, assuming 20 db of feedback, the signal voltage may be 1 volt, 
die fed-back voltage 0.9 volt and the voltage ^applied to the first stage will then be 
1 — 0.9 = 0.1 volt. At some frequency well outside the " flat " frequency range 
of the amplifier, where the amplifier output is 20 db down, the fed-back voltage will 
be 0.09 volt for a 1 volt signal, leaving a difference of 0.91 volt appUed to the grid of 
the first valve — i.e. nine times its normal input. This may not overload the first 
stage, but it will probably overload the subsequent stages and cause serious distortion, 
even though the frequency is itself inaudible. 

Even at a frequency which is only 1 db down, the signal voltage may be 1 volt, 
the fed-back voltage will then be 0.8 volt and the difference of 0.2 volt wUl be applied 
to the grid of the first valve ; twice normal. It is therefore essential to restrict the 
input range of frequencies, and it is also advisable to place the coupling having the 
highest attenuation as close as possible to the input of the amplifier (Ref. F7). 

(B) Damping on transients 

See Sect. 3(v) including " Design Tests." 

(C) Overload test 

See Sea. 3(v) " Design Tests." 

(xi) Combined positive and negative feedback 

The principle of combined positive and negative feedback has been outlined in 
Sect. l(v). 

A practical version of such an ampUfier with push-pull output is shown in Fig. 7.51 
(Ref. FIO). The overall negative feedback is obtained from the secondary of the 
output transformer T, and is fed through to the cathode of Vj. Shunt capacitor 
Cj affords some feedback phase correction at very high frequencies. The feedback 
gain reduction is 9 db, and becomes 11 db with the positive feedback disconneaed. 

The positive feedback is obtained from the grid of V, and is fed through Ri and Ci 
to the grid of Vj. The positive feedback voltage is developed primarily across R, 
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and C3 since the plate resistance of Vi is relatively small, and the input resistance of 
the grid of V2 is high. The increase in gain due to positive feedback is about 26 db 
at 400 c/s. About one tenth of the voltage on the grid of V4 is fed back to the grid of 
Va. The resistance of Ri is therefore made about nine times that of R^, and Cj has 
about nine times the capacitance of C^. Because of the highly degenerative nature 
of the phase inverter, the balance is not appreciably affected by the additional load 
of the positive feedback network. 

Some phase shift in the positive feedback is obtained at extreme frequencies in 
the stages Vj and V3 due to electrode and stray capacitances, and due to the blocking 
capacitors. The input capacitance of the grid of V^ causes a further phase shift, so 
that the polarity of the product j3j Ai reverses from positive to negative at extremely 
high frequencies, vi^here ft and A, apply to stage Vj. The input capacitance of Vs 
is primarily Miller Effect due to feedback through its grid-plate capacitance at very 
high frequencies where the overall feedback is positive or small. 

In some designs it may be necessary to connect a small capacitor from the grid of 
Va to earth, or to use a more elaborate phase shift network to obtain a sufiiciendy 
rapid phase turnover in the local feedback. 

At extremely low frequencies most of the local feedback current flows through Rs 
instead of through Cj, so that a phase shift is obtained, which together with the phase- 
shifting action of the 0.03/xF blocking capacitors in stages and V3, is sufficient to 
cause the desired phase reversal. In practice, the phase reversal frequencies are 
placed as far outside the desired pass band as good stability permits. 

The output transformer is quite small, the core area being only i in. by | in. 

The maximum third harmonic distortion at 400 c/s is 0.24%, higher harmonics 
being relatively small, at 8 watts output, measured at the secondary. At 100 c/s 
the highest harmonic is the second, with 0.12% for 8 watts output. At 50 c/s, with 
5 watts output, third harmonic distortion is 0.88%, while at 2000 c/s with 4 watts 
output the third harmonic is 0.23%. The intermodulation distortion is 40% with 
no feedback, 8% with negative feedback alone and 1.9% with combined positive and 
negative feedback under the following conditions — output 8 watts, 4:1 ratio with 
frequencies 60 and 7000 c/s. With frequencies of 100 and 7000 c/s the intermodula- 
tion distortion is only 0.84%. The output circuit regulation is quoted as 0.1 db at 
400 c/s as compared with 2.7 db for positive feedback disconnected, or 19 db with 
no feedback (Ref. FIO). 
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It is possible to apply overall negative feedback together with positive feedback 
from a tapping on the cathode resistor of a phase-splitter through a coupling resistor 
to the- lubypassed cathode of the preceding r.c. pentode, and thus increase the gain. 
The increased gain may require additional filtering (Ref. F16). This may also be 
used with direct coupling (Fig. 7.51 A and Ref. Fll). 



084- 




Pig, 7, 51 A. Direct-coi^kd triode 
amplifier V, and phase splitter Kj, 
with positive feedback from the 
cathode circuit of to the cathode 
of Ki {Ref. Fll). 



It is possible to omit the by-pass condensers from the cathode bias resistors in the 
final and penultimate stages of an amplifier or receiver (or any other two successive 
stages) and to bring the gain back to normal by means of positive feedback, using only 
one resistor coupling the two cathodes as in Fig. 7.51B. 



FIQ, 7. SIB 



Fig. 7.51B. Positive feedback from 
the cathode of through to the 
cathode of Fj to offset the loss of 
gain by the omission of both by-pass 
condensers. 




This circuit (Fig. 7.51B) may also be used with any desired degree of feedback. 
The effective plate resistance of Va may be increased or decreased by the positive feed- 
back as shown by the following analysis and Fig. 7.51C. Here Ri replaces i?, and i? , 
in parallel, no input signal is applied but a signal generator E is inserted in the plate 
circuit. It is assumed that Rt is very much greater than R,. We thus obtain 



R 



where R 



A 



R. 



■ + 



A 

A ^ + + Ra 
Rg — Ri + r^a + Ra(hi 



+ 1) 



(61) 



and 1^1 = 



Ri + r, 
R> 



Ri + Ri 
From (61) we may derive 
E 



I = 



R 



B 



R^mA^^LJi ^/Rg 
E 



Rs + + /JsCfij + I - {WA^^>.Jft^)/RB] 
and hence r^^' = + J?,[na - (|;8i^,;i4ai?j)/i?gj (62) 
where \p\ and A have the values defiined below eqn. (61). The second term on the 
right hand side of eqn. (62) is the increase in effective plate resistance due to the un- 
bypassed cathode resistor of Vi, while the third term is the decrease in effective 
plate resistance due to positive feedback. It is obvious that, by a suitable choice of 
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PAi, it is possible to obtain any desired value of effective plate resistance from very 
high values to very low, even zero or negative values. If the resistor i?4 is made 
variable, the effective plate resistance may be varied over a wide range. The addition 
of overall negative feedback will make the gain nearly constant for all settings of R„ 
and will also decrease the distortion and reduce the effective plate resistance to any 
values desired (Ref. F17). See also Ref. J19. 

The addition of positive feedback will increase the phase shift and may increase 
the tendency towards instability at very low and very high frequencies ; care should 
be taken to reduce to a minimum the phase shift within the positive feedback loop. 
The general principles of designing for stability are the same as for negative feedback 
— see Sect. 3. 

It is normally inadvisable to return the positive and negative feedback loops to the 
same point in the input circuit. If both are taken to the same electrode, a bridge 
network may be used for isolating their effects. Each 6 db increase in gain due to 
positive feedback will double the distortion in this stage ; for example 24 db increase 
in gain will increase the distortion in this stage by 16 times. This will then be reduced 
by the negative overall feedback in accordance with the usual relationship. Refer- 
ences to positive and negative feedback— Refs. FIO, Fll, F12, F13, F15, F16, F17 ; 
Sect. 3(v)E. 




Pig. 7.51C. Analysis of circuit of Fig. 7.51B to determine the effective plate 

resistance of V^- 
Pig.l.5\D. Choke coupled phase inverter (Ref. F 14). 



(xii) Choke-coupled phase inverter (Ref. F14) 

The choke-coupled phase inverter of Fig. 7.51D has been designed to give higher 
output voltages than the conventional phase splitter, to be practically unaffected by 
the flow of grid current in Vj and to have small phase shift. The two identical chokes 
L in the plate and cathode circuits are tightly coupled so that this duty is performed 
by a 1 : 1 a-f transformer. This transformer applies negative voltage feedback to 
the input circuit, and thus causes a low effective plate resistance. Design must aim 
at a high total inductance to keep phase errors small, and a low leakage inductance 
if it is desired to keep the effect of grid current small. A fixed bias voltage is applied 
between terminals X, having polarity and magnitude to give, in conjunction with the 
voltage drop in the cathode choke, the correct grid bias. The complete analysis 
is given in Ref. F14. 

The voltage gain is given approximately by 

and the phase shift between input and output is given exactly by 

= +2)i?. +r„ X 
where X = 2w{L + M). 

X may be taken to include any self-capacitance or other stray capacitance. 

As a result of the small phase shift, this circuit may readily be used in feedback 
amplifiers. 
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SECTION 3 : STABILITY, PHASE SHIFT AND FREQUENCY 

RESPONSE 

(i) Stability and instability (ii) Conditions for stability (iii) Relationship between 
phase shift and attenuation (iv) Design of 1 and 2 stage amplifiers (v) Design 
of multi-stage amplifiers (vi) Effect of feedback on frequency response {vii) Design 
of amplifiers tvith flat frequency response (viii) Constancy of characteristics with 
feedback (ix) Effect of feedback on phase shift. 

(i) Stability and instability 

Equation (2b) of Sect. 1 gives the amplification with negative feedback, at the mid- 
frequency, in the form 

A' = A/d - M). 

It is obvious that both A and pA must be vector quantities having different magmtudes 
and phase angles at very low and very high frequencies from those they have at the 
mid-frequency. If ^A is real and negative, we have negative feedback with a decrease 
in amplification. If pA is real, positive, and less than 1 in absolute value, we have 
positive feedback with an increase in amplification. It ^A = 1 the amplification 
becomes theoretically infinite, and the system is unstable. If ^A is real, positive, 
and greater than 1 in absolute value, the system will be only " conditionally stable " 
and is likely to oscillate during the warming-up period. 

The quantity M is called the loop amplification. 

The conditions for stability described in (ii) below are based on the well-known 
Nyquist criterion of stability. There is, however, an alternative known as the Routh- 
Hurwitz stability criterion which is usefiil when the expression is in analytical form. 
See Ref. H16. 

(ii) Conditions for stability 

Before proceeding with any particular amplifier, it is necessary to calculate or 
measure its amplification and phase angle over a very wide band of frequencies. 
The frequency and phase angle characteristics of an imaginary amplifier are shown 
in Fig. 7.52. The frequency fo at which the phase angle is zero is called the mid- 
frequency ; /i and /j are the frequencies at which the phase angle displacement is a 
lead and lag of 90° respectively ; frequencies /s and fi are those giving a lead and lag 
of 180° respectively. 

Taking first the case of a single stage with r.c. coupling, it is possible to plot the 
locus of the values of ^A from zero frequency to infinity with polar coordinates (Fig. 
7.53A). This is commonly known as a " Nyquist diagram." If Ao is the ampli- 
fication at the mid-frequency fo> this will normally be its maximum value and the 
phase angle displacement will be zero. It will, of course, be negative for negative 
feedback, thus giving the vector pA„ as drawn. At any lower frequency/,, the value 
of A may be taken from the curve for this amplifier ; let us call it Ai. The value 
of p may be regarded as a fixed negative fraction less than vmity. We thus have the 
value of pAi, and the phase angle displacement may also be determined from the 
phase angle curve. This may then be plotted as a radial vector from 0 to ^Ai, with 
a leading phase angle displacement <^i, which implies that the phase of the feedback 
voltage leads the input voltage by die angle <t>i. 

Similarly for any higher frequency f^ ; we can plot ^A^ with a length proportional 
to the amplification at this frequency, and a lagging phase angle displacement (j>t. 
As the frequency increases still fiirther, we have a smaller pA^ with a larger phase 
displacement, while in the extreme limit ^A — 0 with = 90° lagging. At the 
other frequency extreme (/ = 6) we have ^A ^ 0 with <(> — 90° leading. In this 
case the shape of the locus is a circle which is all in the negative region ; this amplifier 
is, therefore always stable. 

Any amplifier may have its ^A locus plotted by this method ; a typical case is 
Fig. 7.53B for a 2 stage r.c.c. amplifier. Here pAi still has appreciable length with 
^, greater than 90°, but ^A = 0 when ^ = 180° either leading or lagging. 





Fig. 7.52. Voltage gain and phase angle shift of an imaginary amplifier. The 
mid-frequency is /„ and the maximum voltage gain A „. 



The distance from any point on the locus to point K is equal to (1 — ^A) where ^ 
is negative for negative feedback (see Fig. 7.53B). 

If it is desired to find the magnitude and phase angle of at any frequency, it is 
only necessary to measure the gain without and with feedback, to calculate the ratio 
A„/A' between them, to draw a circle with centre K and radius A^/A' units, then to 
draw a second circle with centre 0 and radius equal to the measured fed-back voltage 
1/3/4 1 . The line from the origin to the point of intersection between the two circles 
is the complex number pA. 

For any amplifier to be stable, the M locus must not include the point K 
(1,0). It is also desirable for the locus not to cut the X axis beyond the point K, 




FIG. 7.53 

Fig. 7.53. (A) Locus of pA vectors (" Nyquist diagram ") for a single stage 
resistance capacitance coupled triode amplifier with fixed bias (B) Similar locus for a 

2 stage amplifier. 
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otherwise oscillation may occur during the warming-up period ; such an amplifier 
is said to be conditionally stable. In the case of more complicated circuits, particu- 
larly those with peculiarly shaped pA loci, it is advisable to plot loci for successively 
increasing values of (3 up to and somewhat beyond the desired value of /3. The 
criterion of stability should be applied to each — tliat the locus should not enclose 
the point K (1,0). 

The following rule is also helpful as it covers most cases and avoids having to draw 
& locus. If is less than unity at ^ = + 180° and at 9!. = - 180° the 
amplifier is stable. 

Another useful rule is that the maximum permissible value of is equal to 
the maximum value of A (i.e. A„) divided by the value of A at <t> = ± ISO" 
(whichever is the larger). 

Also, if the phase shift is not more than 180° at zero and at infinite fre- 
quencies, the amplifier is always stable with any value of j3. 

The " attenuation " is the attenuation with respect to the maximxim value of A 
(i.e. Ad). Both the attenuation and the loop amplification flA may be expressed in 
decibels. 



o 




FIG. 7. 54 

Fig. 7.54. Additional information furnished bv a " Nyquist diagram " {see aho 

Fig. 7.53 A and B.) 

Certain aspects of the polar diagram for amplifiers with feedback are shown in 
Fig. 7.54. Circles are shown with centres at point K (1,0) with radii of 0.25, 0.5, 
1.0, 2 and 3 units. The circumference of the circle with a radius of 1 imit indicates 
the locus of points at which the gain is unchanged by feedback. At all points outside 
this circle, the feedback is negative and degenerative. For example, the circum- 
ference of the circle with a radius of 2 units is the locus of points having a gain reduc- 
tion of 6 db. At all points inside the circumference of the circle with a radius of 
1 unit, the feedback is positive and regenerative although not necessarily unstable. 
For example, the circumference of the circle with a radius of 0.5 unit is the locus of 
points having a gain increase of 6 db. 

Instability occurs when the point K is included by the BA locus. Straight lines 
are drawn radiating from the origin with stabihty margins of 15°, 30°, 60°, and 90°. 
The 30° line is tangential to the circle with a radius of 0.5 unit, so that the point of 
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tangency has 30° stability margin and 6 db gain increase. At other points along this 
line the gain increase will be less than 6 db. 

An example of the use of the polar diagram in connection with the design of nega- 
tive feedback amplifiers is given in Sect. 2(vi)B and Figs. 7.37 and 7.38. 

It would be permissible for an amplifier to have a locus such as the line 
OABCDEFG in Fig. 7.54 (see Ref. A29). Here the maximum increase of gain due 
to positive feedback is 6 db, which occurs between C and D. The feedback is nega- 
tive over the path EFG. The distance OA should not exceed say 0.3 unit, so as to 
allow for a possible increase in amplifier gain of about 3 db without further increasing 
the peak of 6 db. 

Feedback amplifiers which are designed with a small stability margin should have 
narrow tolerances on components that have a direct effect on gain or frequency charac- 
teristics. It is desirable for PA to be measured and its locus plotted for the pilot model 
of each design for three conditions, with normal (bogie) valves and with valves at the 
upper and lower limits for mutual conductance. This is only required in the region 
of the low and high frequency peaks of response, which are normally beyond the 
working frequency range. Alternatively and more simply, the height of the low and 
high frequency peaks may be measured in relation to the response without feedback ; 
in accordance with good practice, the rise with feedback should not exceed 6 db, and 
lower values are desirable. 

A special stability problem occurs when an amplifier may not always be coimected 
to its correct load. One way of overcoming this problem is to design a high-and-low 
pass filter pair for coimection between the amplifier and the load, the high-pass filter 
being terminated by a resistance (Ref. A29). 

If an amplifier is stable with the output terminals open-circuited, short-circuited, 
or operated into its rated resistive load, then it is stable under all load conditionsJ- 
The measurements of stability on open-circuit and under rated load resistance can 
be made with an oscilloscope across the output terminals to check for the presence 
of ultrasonic oscillations. A check on the short-circuit conditions can best be made 
using a high-frequency ammeter across the output terminals. An oscilloscope of 
very high input impedance might also be used by connecting it across the input of 
one of the stages in the feedback loop (Ref. A28). 

(iii) Relationship between phase angle displacement and attenuation 

The phase angle displacement of an amplifier is normally a function of the attenua- 
tion characteristic. Because of this fact, it is possible to design a feedback amplifier 
on the basis of either the phase angle displacement or the attenuation characteristic. 
If the attenuation characteristic* is a straight line with a slope of 6 decibels per octave, 
then the ultimate phase angle is 90° and so on in proportion ; 12 db /octave gives 
180° phase angle and 18 db/octave gives 270°. The condition which must be satis- 
fied is that the amplifier is a " minimum phase shift network." This condition is 
satisfied by most ampUfiers, the exceptions being (1) when it contains a transmission 
line or equivalent circuit with distributed constants, and (2) when it includes an 
allpass section, either as an individual structure or in a combination which can be 
replaced by an all-pass filter section plus some other physical structure (Refs. H6, 
HIO, Hll). 

Fig. 7.54A shows ultimate slopes of 6 and 12 db/octave and higher slopes. The 
12 db/octave attenuation characteristic is the limiting value for stabihty, being on the 
verge of instability. A practical amplifier requires a safety margin between the slope 
of its design characteristic and the limiting value of 12 db/octave. A typical design 
slope is 10 db/octave, giving an angular safety margin of 30°. 

Any single reactive element such as a grid coupling condenser, a shunt capacitance 
or a shunt inductance in conjunction with a resistance provides an attenuation charac- 
teristic with an ultimate slope of 6 db/octave. Such a combination is known as a 
single time constant circuit. Attenuation characteristics are given in Fig. 4.36 (grid 
coupling condenser or shunt inductance) and Fig. 4,38 (shunt capacitance), for a 
single time constant in each case. 

♦Plotted with logarithmic frequency scale, 

tThis applies to a resistive load only. With a capacitive load, instability is likely to occur. 
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If a parallel-fed transformer is used, the coupling condenser resonates with the 
primary ioductance at some low frequency and the tdtimate slope of the stage is ap- 
proximately 12 db/octave below the frequency of resonance. If the secondary of a 
transformer is unloaded, the leakage inductance resonates with the distributed capacit- 
ance, giving a slope for the stage of approximately 12 db/octave above the frequency 
of resonance. Each of these combinations is equivalent to two time constants. 
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FIG. 7.54A 



Fig. 7.54A. Attenuation characteristics for 6, 12, 18 and 24 decibels per octave 
as given by the " asymptotic " or ultimate characteristics of the amplifiers in their 
simplest form. The region beyond 12 db/octaoe is unstable ; that below W db octave 
is stable, and the region between 10 and 12 db/octave is a safety margin to allotofor 
discrepancies between the calculated design and the finished amplifier. 



Cathode and screen by-passing 

In the case of cathode and screen by-passing, the attenuation characteristics are 
noticeably curved and the phase angle displacement cannot be calculated as for a 
straight hne, but may be obtained from Figs. 12.3C and 12.UB respectively. In 
both cases the phase angle displacement reaches a maximum value at some frequency 
and gradually decreases at lower and higher frequencies. 

Cathode by-passing 

The maximum slope of the attenuation characteristic and maximum phase angle 
displacement are given belcw 

B ^ 2 3 5 10 

Max. loss = 6 9.5 14 20 db 

Max. slope = 2.25 2.6 3.6 4.8 db/octave 

Max. angle = 20° 30° 42° 55° 



where B = 1 + 



Rk(.y- + 1) 



2 


3 


5 


6 


9.5 


14 


2.25 


2.6 


3.6 


20° 


30° 


42° 


and i? = 






R-L + Rg2 





+ R 

For a pentode B ^ 1 + g„Rif 

For typical r.c. triodes and pentodes, B is usually less than 3. 



7.3 



(iii) PHASE ANGLE AND ATTENUATION 



361 



Screen by-passing 

This has an effect similar to that of cathode by-passing 

B 

Max. loss 
Max. slope 





2.5 


5 


10 


20 




8 


14 


20 


26 db 




2.4 


4 


4.5 


5.4 db/octave 




25° 


42° 


54.5° 


64.5° 



where B 



1 + 



and 



m — 



series screen resistor in ohms 

mutual conductance at operating point, in mhos 

ratio of plate to screen currents 

triode amplification factor 

plate load resistance in ohms 

plate resistance in ohms. 



Phase angle characteristics of " step circuit " 

The step circuit of Fig. 7.59A has a maximum phase angle displacement at the fre- 
quency of the half-anenuation point, and approaches zero at lower and higher fre- 
quencies. The curves for a particular case are plotted in Fig. 7.54B, and the value 
of the maximum phase angle as a function of the attenuation in Fig. 7.34C. 




lOOf, 
FIG. 1.S4a 

Pig. 7.54B. Attenuation and phase characteristics of " step circuit " Fig. 7.59A 
for particular case with step attenuation TOdb (JR^. HIS). 




6 8 10 12 14 16 
St<p Atttnuotion (db) 



I 20 2S 
FI6. 7. 54C 



Fig. 7.54C. Maximum 
phase shift as a function 
of attenuation in the 
circuit of Fig. 7.59A 
(Ref HI 8). 
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Totftl slope of attenuation characteristic 

The total slope of the attenuation charaaeristic of an amplifier in db /octave, at 
any frequency, is the sum of the slopes of the attenuation characteristics of all the re- 
active elements in the amplifier at the same frequency, provided that the slopes are 
constant. 

In practice, the best procedure is to plot the individual attenxiation characteristics 
vidth a linear db scale, then to add the decibel ordinates at various frequencies to 
determine the total attenuation characteristic. The slope of the latter may then be 
determined graphically. 

Determinatioii of phase angle 

When the attenuation characteristic is a straight line forming a sharp angle at the 
cut-off frequency /o, as in Fig. 7.55A, the phase angle displacement is x 45° at 
fo, where k is one sixth of the slope in db /octave, and the phase angle characteristic 
is asymptotic to 0° and k X 90°. 

When the attenuation characteristic is that of a normal r.c. ampUfier, ^ x 3 db 
down at fa (as broken curve in Fig. 7.55D) the phase angle displacement is also 
k X 45° at /o, but at other frequencies the phase angle characteristic diifers slightly 
from that of Fig. 7.55A. 



k«so 



1040 




k«IO 



if a lOfo 
FIO. 7.S5A 

Fig. 7.55A. Phase angle for attenuation characteristic as shown; k= 1 for 
6db/octave, k =^ 2 for \2db/octave etc. {Based on Bode, Refs. H6, Hll). 

On accoimt of this fairly close agreement between the phase angle characteristics 
/or the two cases, it is possible to replace the actual attenuation characteristic by an 
approximate " straight-hne " equivalent. Where the attenuation characteristic 
does not have constant slope throughout, it may be replaced by a succession of inter- 
secting straight lines having slopes of zero or any multiple of 6 db /octave, either 
positive or negative (e.g. Fig. 7.55B). These, in turn, may be resolved into " semi- 
infinite "* lines of constant slope, as in Fig. 7.55C. The phase charaaeristics may 
be derived by the use of Fig. 7.55A for each junction. The resultant phase angle 
characteristic may be determined by adding these individual characteristics. 

*A " semi-infinite " straight line is one commencing from a definite point and proceeding to infinity 
in one direction only. 
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More accurate results may be obtained in some cases by the use of phase angle 
curves for attenuation characteristics having a sloping portion and a horizontal portion, 
as given by Bode (Ref. Hll, Chapter 15). 





u 

FIG. 7.555 \ FIG. 7.55C 

Fig, 7,55B. Attenuation characteristic with straight line approximation {based 

on Bode, Ref. Hll). 
Fig. 7.55C. Semi-infinite lines of constant slope corresponding to straight line 
approximations in Fig. 7.55B {based on Bode, Ref. Hll). 

More accurately again, when the slope of the attenuation characteristic is 

varying, the phase angle at any frequency may be determined from a measurement 
of the amplitude characteristic over a wide frequency range. This procedure is 
facilitated by the use of special graph paper, plotting the slope of the amplitude charac- 
teristic in db/octave against a function of frequency, then measuring the area under 
the curve and so enabling the slope at one point to be determined (see Ref. A29). 

When the slope of the attenuation characteristic reaches a maximum value over a 
limited frequency range and is less than this value at lower and higher frequencies, 
the phase angle at the point of maximum slope is less than that indicated by the slope, 
while at frequencies below and above the region of higher slope the phase angle is 
greater than that indicated by the slope. 

Simple methoa for determination of phase angle (Ref. HIS) 

A very simple approximate method, which gives the total phase angle, is based 
on the straight-line approximate characteristics (Fig. 7.55D). The phase angle dis- 
placement at the cut-off frequency /o is 45° ; the approximate straight-line phase 
characteristic is taken as a tangent to the actual curve at the point of greatest slope, 
with sharp bends at the intersections with 0° and 90°. The maximum error is about 
10°. 




Fig. 7.55D " Straight line " approximate characteristics with an attenuation slope 
of 6db/ octave {actual characteristics shown with broken lines) and corresponding 
phase angle characteristics {Ref. HIS). 
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A typical attenuation characteristic is shown in Fig. 7,55E with three component 
" semi-infinite " slopes. 

The corresponding phase angle characteristics are shown in Fig. 7.55F, where 
1 and 2 are to be added, and 3 is to be subtracted to give the resultant. In each case 
the position of the component phase characteristic is determined by the relationship 
that the cut-off frequency on the attenuation characteristic gives 45*' phase angle. 
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flO.T.SSE 

Fig. 7.55E. Typical attentuation characteristic of amplifier with feedback {broken 
curve) and component " semi-infinite " slopes (1, 2 and 3) from which pig. 7.55A 
is constructed (Ref. HIS). 

The broken Une in Fig. 7.55F is the actual phase characteristic, indicating reasonable 
accuracy for the method. In all cases the actual characteristic tends to " round the 
comers " of the approximate characteristic. 

The same curves (Figs. 7.55D, E and F) may be used for the low frequency attenua- 
tion characteristics by inverting the frequency scales. 



(iv) Design of 1 and 2 stage amplifiers 

A single stage resistance capacitance coupled amplifier has + 90° phase angle 
displacement at zero frequency due to the grid coupling condenser. The screen 
and cathode by-pass condensers may cause phase angle displacements up to about 
+ 65° and + 30° respectively (see Figs. 12.1 IB and 12.3C) but these come back to 
zero again at very low frequencies. Consequently the total phase angle displacement 
is nonnally less than 180° at any frequency. At the high frequency end the maximum 
phase angle displacement is — 90°. Such an amplifier is stable under all conditi<»s. 

A two stage r.c.c. amplifier has twice the phase angle displacement of a single 
stage amplifier, if both stages are identical. It may therefore produce peaks of fre- 
quency response due to positive feedback at low and high frequencies, and care is 
necessary in design — see Sect. 3(vi) below. It is desirable to " stagger " the low 
frequency attenuation characteristics by choice of widely different time constants for 
the grid condensers and following grid resistors ; the larger the ratio, the larger will 
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be the permissible feedback factor. One or both cathode by-pass condensers may be 
omirted, or the by-passed section of iR ^ may be reduced in resistance. One or both 
screen dropping resistors may be reduced in resistance, or replaced by a voltage divider 
writh other consequential adjustments. The values of the cathode and screen by-pass 
capacitors may be adjusted so that their frequencies of maximum phase angle are 
" Staggered," preferably in the ratio of at least 20 to 1. 

The high frequency peak may be reduced by staggering the high frequency response 
of the two stages, for example by shunting a capacitor from one plate to earth and 
increasing the capacitance experimentally imtil the peak is sufficiently reduced. 
For an exact design method see Sect. 3(vii) below. 

The phase angle displacement is increased by the inclusion of an iron-cored trans- 
former within the feedback loop, also by any resonance effects, and such cases should 
be treated by the method described for multi-stage amplifiers. 

1 1 1 — I I I I I I 1 1 1 — I I I I II 1 1 1 — 1 I I I I I 140* 




■If, •3f, fo Jfo •<"« »0'o l°°'o 



Fig. 7.55F. Phase angle characteristic derived from Pig. 7.55E {Ref. HIS). 

(V) Design of multi-stage amplifiers 

In the design of multi-stage amplifiers, Bode's method (A) is most commonly used 
or its simplification by Learned (B). This method is intended primarily for use with 
amplifiers having only one feedback path. 

The addition of subsidiary feedback to a single feedback loop leads to Duerdoth's 
multiple feedback system (E) which is based on a modified stability margin (C) and 
the theory of the summation of attenuation characteristics and subsidiary voltages 
(D). Duerdoth's system is capable of providing a greater feedback factor than Bode's 
method, with the same tninimum value of stability margin in each case. Some de- 
lightfully simple appUcations of Duerdoth's method are possible and it seems that 
any ampUfier with a single feedback loop can be improved as regards stability by die 
addition of one or more subsidiary feedback paths. The laner, in their simplest 
form, may be merely imbypassed cathode resistors. 

With any multi-stage amplifier, an important feature is the degree of damping 
on transients. Insufficient experimental work has been carried out to indicate 
what degree of damping is desirable in a-f amplifiers. A reasonably safe inference 
is that damping heavier than critical damping is undesirable, because it results in 
sluggish uptake. Whether critical damping— see Sect. 3(vii)C— is desurable, or some 
lighter degree of damping is preferable, is an unsolved problem which can only be 
tackled on an experimental basis. It is stated by those who advocate a light degree 
of damping that this gives very rapid uptake, and the overshoot which occurs is at an 
ultrasonic frequency which is certainly inaudible, and in any case would be very 
seriously attenuated by the loudspeaker. On the other hand, it is well known that 
some forms of ultrasonic parasitic oscillation give rise to objectionable reproduction. 
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Design tests 

It is highly desirable to measure and plot both the frequency response and phase 
angle over a sufficiently wide frequency range ; both curves may be plotted on the 
same sheet of logarithmic graph paper. The required frequency range is the useful 
frequency range of the amplifier plus (at each end) one octave for each 10 db of feed- 
back plus at least one octave. 

When it is desired to achieve the maximum degree of feedback it is essential to 
plot the polar (Nyquist) diagram as in Figs. 7.53B and 7.54. For a method of measur- 
ing the phase angle see Refs. H7, H19, H20. 

An amplifier may be tested for transient response by applying a rectangular wave- 
form to the input and observing the waveform of the output with a C.R.O. having 
good frequency and phase charaaeristics up to the maximum test frequency. If 
there is any oscillatory response or " overshoot " the feedback may be reduced or 
some modification made to the feedback loop to provide the desired degree of damp- 
ing. 

Another usefiil design test is to overload the amplifier with input voltages of various 
frequencies, and to determine the level to which the input must be reduced to return 
to normal linear operation (Ref. A29 discussion). 
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FIG. 7. 56 A 

Fig. 7. 56 A. Bode's method — Curve (1) attentuation characteristic and (2) phase 
angle displacement characteristic for constant 150° phase angle displacement above 
Upper working frequency f „ ; curve {,3) constant slope \Odb/octave {Ref. Hll). 

Alternative methods of design 

(a) One method sometines used is the " cut and try " method of constructing an 
amplifier and then applying feedback with the feedback factor increasing in steps 
until instability occurs, and finally deaeasing the feedback to provide a safe margin. 

If instabihty occurs with only a small degree of feedback, there are devices which 
may be experimented with, such as 

1. Shunting the primary of the output transformer by a condenser. 

2. Coimecting a very small condenser from the plate of one of the earlier stages to 
earth. 
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3. Sbundi^ the feedback resistor by a condenser, or the more elaborate network of 
Fig. 7.59C. 

(b) A preferable alternative is to measure and plot the frequency response curve 
with and without feedback, over a frequency range sufficiently wide to include both 
low and high frequency peaks. The feedback faaor may be increased until the re- 
sponse with feedback is greater than that without feedback by a predetermined amount 
(say from 1 to 6 db) at any frequency. 

(c) Alternatively the amplifier may be designed with " staggered " frequency 
response. In a 2-stage amplifier, there should be one stage with wide, and the other 
with a narrow frequency response ; in a 3-stage amplifier there may be two stages 
with vnde and one with narrow frequency response. The use of " maximal flamess " 
— as described in Sect. 3(vii)A and B — results in osdllatoiy response to transients, 
and the feedback faaor should be reduced to half the specified value if it is desired 
to produce critical damping. A preferable arrangement is " compensated" critical 
damping as described in Sect. 3(vii)C. 

(A) Bode's method (Refs. H6, HU) 

In accordance with Bode's method, the usual procedure is to adopt a constant phase 
angle displacement, expressed in the form of an attenuation characteristic, as the 
safety margin. For example. Fig. 7.56A shows the attenuation charaaeristic BC of 
Curve 1 for a constant phase angle displacement of 150°, thus giving a constant safety 
margin of 30°. The ultimate slope of this charaaeristic is 10 db/octave, which is 
extended upwards in Curve 3 to point D. The charaaeristic ABC gives an additional 
octave of working frequency range as compared with charaaeristic ADC and is there- 
fore to be preferred if the maximum possible feedback is to be used, together with 
an adequate safety margin. 
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FIG. 7.S«B 

Pig. 7.36B. Bode's method — Curve (1) as in Fig. 7.56A ; (2) normal attenuation 
characteristic of typical amplifier. Shaded portion indicates additional attenuation 
required in the feedback loop. 

For convenience in feedback design, Curve 1 has been redravm in Fig. 7.56B with 
0 db corresponding to IM I == 1, for 30 dboffeedback at the mid-frequency. Curve 4 
is the normal attenuation characteristic of a typical amplifier, so that the shaded 
portion indicates the additional attenuation required in the feedback loop to produce 
the desired curve 1. The shaded portion is limited at the lower end by the line EF 
which provides a safety margin (here 10 db) below \pA\ = 1. The desired charac- 
teristic is therefore BEFG, where FG is portion of the normal attenuation charaaer- 
istic of the amplifier. The safety margin is therefore a constant angle of 30° from B 
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to E, and a constant attenuation of 10 db from E to F The effea of the horizontal 
" step " EF is to limit the phase angle displacement in this region, to a value less than 
180°, which wiU hold provided that 

/j ultimate slope of actual characteristic (Curve 4) in db/octave 
/i ~ ultimate slope of desired characteristic (Cvirve 1) in db/octave 

Since point F is fixed by the actual attenuation characteristic, the position of point 
B, and hence Curve 1, will be determined by the ratio fjfx. 

Methods for providiig the " step " in the characteristic are described in (B) below. 

The following relations hold, provided that the ultimate slope of curve 1 is 10 db/ 
octave and the safety margin of the " step " below |iS.<4| = 1 is 10 db- 

Let n — ultimate slope of actual attenuation characteristic, in db/octave 

|/Sij<4oi =" desired value of \^A\ at the mid-frequency 
and f% = frequency at which the actual attenuation is equal to (|Pl^^4o| H- 10) db, 
then fi = /a (10/«) 

niunber of octaves between /o and /i = |/3o.;4o|/10 

/i and /a == 3.32 log(«/10). 

The frequency ratio may be derived from the number of octaves by the relation — 
frequency ratio = antilog (0.301 x number of octaves) 
or by the use of the table below : 



Frequency IRatio, Octaves and Decades 



Frequency 


No. of 


No. of 


Frequency 


No. of 


No. of 


Ratio 


Octaves 


Decades 


Ratio 


Octaves 


Decades 


1.07 


0.1 


0.03 


5.28 


2.4 


0.72 


1.15 


0.2 


0.06 


6.07 


2.6 


0.78 


1.23 


0.3 


0.09 


6.97 


2.8 


0.84 


1.32 


0.4 


0.12 


8.00 


3.0 


0.90 


1.42 


0.5 


0.15 


9.18 


3.2 


0.96 


1.52 


0.6 


0.18 


10.0 


3.32 


1.00 


1.63 


0.7 


0.21 


10.6 


3.4 


1.02 


1.74 


0.8 


0.24 


12.1 


3.6 


1.08 


1.87 


0.9 


0.27 


13.9 


3.8 


1.14 


2.00 


1.0 


0.30 


16.0 


4.0 


1.20 


2.30 


1.2 


0.36 


18.4 


4.2 


1.26 


2.64 


1.4 


0.42 


21.2 


4.4 


1.33 


3.03 


1.6 


0.48 


24.3 


4.6 


1.39 


3.48 


1.8 


0.54 


27.9 


4.8 


1.45 


4.00 


2.0 


0.60 


32.0 


5.0 


1.51 


4.60 


2.2 


0.66 









Frequency ratio = antilog (number of decades) 

= analog (0.301 x number of octaves) 
Number of decades = log (frequency ratio) 

= 0.301 X number of octaves 
Number of octaves = 3.32 x log (frequency ratio) 

= 3.32 X number of decades. 

Relatioiiship between db/octave and db/decade 

db/octave 3 6 9 10 12 15 18 

db/decade 10 20 30 33.3 40 50 60 
In addition to the attenuation of the shaded area in Fig. 7.56B, it is also necessary 
to boost the gain near the limits of the working frequency band to provide nearly 
constant gain (area AHB) and thereby achieve almost zero phase angle at the cut-off 
frequency /„. This may be accompUshed by the circuit of Fig. 7.56C in which the 
Q of the L^Cx circuit should be unity, as given by 

Li = l/aj^Cj and r = l/tojCi 
where r = series resistance of Lj. More complicated but more satisfactory networks 
(low-pass or band-pass " Wheeler " networks) are described in Ref. A29. These 
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have an ultimate attenuation of 6 db/octave and a phase angle 
displacement of approximately 90° at all frequencies outside 
the working band. For other methods see Ref. Hll. 

The low frequency end may be treated in a similar manner 
throughout. 

Means for producing the desired attenuation characteristics 
are described by References H6, HIO, Hll. See also (B) 
below. 

This method of design requires the ampliiier to have a very 
much wider frequency range before feedback is applied than it 
would need without feedback. The extension is approxi- 
mately one octave in each direction for each 10 db reduction of 
gain by feedback plus a sufficient margin of safety (say 1 octave 
at each end). Thus an amplifier to cover from 40 to 15 000 
c/s with 30 db reduction of gain by feedback would require to 
have a frequency response without feedback (at 40 db down) 
from 2.5 to 240 000 c/s. This actually applies to the trans- 
mission characteristics of the whole feedback loop (amplifier 
and feedback network together). 

(B) Simplified treatment by Learned (Ref. H9) 

The following treatment is based on the simpUfied assumption that the attenuation 
characteristics are straight lines. This is approximately correct except in the octave 
immediately above and below the useful frequency band of the ampUfier, where the 
method gives a wider safety margin than is necessary. The method does not, there- 
fore, give the same degree of feedback obtainable with the precise method of Ref. H6. 
At the same time it is quite suitable for general use. 




Fig. 7.57. Low frequency attenuation characteristics of multi-stage amplifier with 
feedback {simplified treatment). 

Low frequency attenuation characteristics 

As an example for illustrating the general principle, take an amplifier with nominally 
flat frequency response down to 20 c/s (actually it will be — 2 or — 3 db at this fre- 
quency). Let the loop amplification \^A\ be 30 db at useful frequencies. 

Draw the attenuation characteristic with a slope of JO db/octave from 20 c/s down- 
wards (line ABC in Fig. 7.57). Point B is where the value of the loop amplification 
becomes unity. Extend the line AB to C which is at a level 10 db below \PA\ = 1. 
At C, insen a horizontal " step " CD, the length of which will be given later. Be- 
yond D the attenuation will fall at a rate of 12, 18, 24, 30 db or more depending on 
the circuit ; each single time constant or non-resonant transformer contributes 6 db, 
while each resonant circuit contributes 12 db. The frequency ratio between points 




FIG. 7.56C 



Fig. 7.56C. Simple 
network in plate cir- 
cuit to give more 
nearly constant gain 
over the working 
frequency range 
{based on Ref. A29). 
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C and D is made equal to the ratio of the slopes of DE and AC, which is equal to 
the slope of DE divided by 10. The line ABCDE, thus determined, is to be used 
as a guide to the low frequency attenuation characteristic of the amplifier. In reality, 
of course, the sharp comers will be rounded— the important features are that the 
slope of the AC region should not exceed 10 db/octave, and that the step should be 
sufficiently long. 




FIG. 7.58 
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Pig. 7.58. Three stage aniplifiermth negative feedback illustrating design method {Ref. H9). 
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Fig. 7.59. Lovi frequency attenuation characteristics of Pig. 7.58 (Ref. H9). 
Example 

An example of an amplifier designed in accordance with this method is Fig. 7.58 
(Ref. H9). The low frequency attenuation characteristics are given in Fig. 7.59. 
The 6V6 cathode, 6V6 screen and 6SJ7 screen characteristics are designed to provide 
a very close approach to a total slope of 10 db/octave vrith a limiting attenuation of 
40 db, so providir^ the basis of a step. The two grid condensers are designed to give 
effective attenuation beyond the limit of the step. It is evident that it is possible to 
design an amplifier which provides the necessary low frequency attenuation charac- 
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teristics, including the step, without using any resonant circuits. The tolerances on 
the frequency-dependent components (R and C) must be small. 

The feedback loop does not include the plate circuit of the third stage, so that the 
slope of the high-frequency attenuation charaaeristic is nominally 12 db/octave. 
The resonant circuit (incorporating Cj) in the feedback path is employed to stabilize 
the frequencies in this region by providing a step in the high-frequency anenuation 
characteristic. 
Corrective networks 

The design of simple corrective networks is well summarized in Ref. H9. More 
compUcated designs incorporate LCR 2-terminal networks as the plate load imped- 
ances and (some) cathode bias impedances (Ref. HU). See also Ref. J16. 

One of the simplest and most effective methods of providing the required step in the 
high frequency attenuation characteristic is the RC network shunting the plate load 
resistor of the pentode V, in Fig. 7.5QA (based on Ref. H9). The ultimate anenuation 
of the step in decibels is given approximately by 

attenuation 20 log (,Ri + R)/R. 
The cut-off frequency is given by 

/, = l/2nR\C 

and the " fiattening-out " frequency by 
where R^ = R,R,/(R, + R,) 

and the " flattening-out " frequency is defined as the frequency at which the attenua- 
tion is 3 db less than the ultimate attenuation of the step. 




Fig. 7.59A. Circuit to provide step in high frequency attenuation characteristic 

(based on Ref. H9). 

Fig. 7.59B. Circuit to provide step in lov> frequency attenuation characteristic 

(based on Ref.H9). 

The equivalent to Fig. 7.59A for the low frequency end is provided by Fig. 7.59B : 
Step attenuation 20 log (R + R,)/Ra 
Cut-off frequency // = l/2nCiRj_ + R,) 
Flattening-out frequency /a' i^a l/2wi?C 

The value of Ci is selected to give negligible attenuation at fi ; say 

Ci ^ 5/[nf,'{R + R, + R,)]. 
With these step circuits it is desirable to have as many separate circuits as possible, 



each with a small step. 

Fig. 7.59C. Feedback path including 
CR network to give a step in the 
attenuation characteristic, and thereby 
to improve stability (Ref. H18). 




A step in the attenuation characteristic may also be provided by an LCR circuit 
in the feedback path, or more simply by a CR circuit as in Fig. 7.59C. Here R may 
be the cathode resistor of the first valve, R^ + R2 take the place of the usual feedback 
resistor, and C effectively increases the value of P at high frequencies. This is a 
most useful device to improve the stability of a feedback amplifier. A simpler form, 
omitting R,, is sometimes sufficient ; this is similar to Flood's " compensated feed- 
back " Sect. 3(vii)C. 
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(C) Duerdoth's stability margin (Ref. A29) 

Duerdoth adopts a pre-determined value (e.g. 6 db) of the rise of gain with feed- 
back at high and low frequencies as a stability margin over values of from 0.3 
to some value less than 2.0. At higher values of he adopts an angular stability 
margin (e.g. 15°) while below = 0.3 there is no danger of instability. An am- 
plifier designed in accordance with his method might have a high-frequency charac- 
teristic such as OABCDEFG in Fig. 7.54. See discussion on stability and tolerances 
in components with this characteristic in Sect. 3(ii) above. One method for achieving 
such a shape of characteristic is given in Sect. 3(v)E below. 

(D) Summation of attenuation characteristics and subsidiary voltages 

When two voltages have to be added, as for example with a loop feedback voltage 
and a subsidiary voltage connected in series, the attenuation characteristic can only 
be derived by adding the voltages at selected frequencies, with due regard to the phase 
angle between thpm. 

The phase angle between the two voltages is a function of the difference in slope 
when plotted as attenuation characteristics, provided that the slopes are constant : 
Slope difference 2 4 6 8 10 12 14 16 18 db/octave 
Phase angle diff. 30 60 90 120 150 180 210 240 270 degrees 

For example : If one charaaeristic has a slope of 4 db/octave and the second 12 
db/octave, the sJope difference is 8 db/octave, and the phase angle between the volt- 
ages is therefore 120°. 

Take the intersection of the two characteristics as the origin (as in Fig. 7.60) and 
assume that 0 db = (say) 1 volt — both assumptions being for convenience. 

Let X be the voltage contributed by the lower slope characteristic at a certain fre- 
quency. It may readily be shovra that the voltage contributed by the high slope 
characteristic at this frequency is x^, where a is the ratio of slopes in db/octave. 
These two voltages, x and x" must then be added vectorially, the angle between them 
being as given by the table above. 

The magnitude of the combined characteristic may then be plotted as in Fig. 7.60, 
and the values of the phase angle may be marked along it. 

The method of deriving the magnitude and phase angle of the resultant is illustrated 
by Fig. 7.61 for the condition where the higher slope characteristic has a slope of 12 
db/octave, corresponding to 180°. Vector OA, having magnitude x and phase angle 

+30 r 




Frequency of comWncd chaetcristic 

Fig. 7.60. Illustrating summation of attenuation characteristics {based on Ref. A29). 



lOfo Frequency of individual 
characteristics 
fo lOfr 
FIO. 7.40 
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<l> indicates the lower slope characteristic, the value of ^ in degrees being given by 
15 X slope in db/octave. Vector OB, having magnitude x« and phase angle 180°, 
indicates the higher slope characteristic with a slope of 12 db/octave. For example, 
when the slopes are 4 and 12 db/octave, a = 3 and <l> = 60". 
The magnitude of the resultant is given by 

Resultant = VU sin <l>y + (.xf - x cos 
The phase angle B of the resultant is given by 
X sin ^ 



6 



tan- 



X cos 4> — x" 

For ease in calculations the following table has been derived for use in all normal 
cases when the phase angle between the two voltages is a multiple of 30° and less than 
180° and when the higher slope is 12 db/octave. 
Difference in phase angle* Resultant 



30° 

60° 
90° 
120° 

150° 



xVl + 1.73x»-= + x"-' 



tan" 



rv/l + x°-^ + 



Phase Angle 6 of 
Resultant 
1 

2x»-2 + 1.73 
1.73 



xVl 



+ x* 



tan-' - 
tan-» — 
tan- 



xy/l - 1.73*' + a" 



tan- 



2x»-= + 1 

- 1/* 
1.73 

1 - ax" 
1 

1.73 - 2x' 



♦between the two voltages, i.e. 180° — ^. 
A similar procedure can, of course, be apphed to any other value of maximimi slope. 

Procedure when lower slope is zero 

The foregoing procedure caimot be used when one of the two attenuation charac- 
teristics has a slope of zero, that is when one is a fixed voltage. In this case the pro- 
cedure is as follows. 




/ 5J**^ 









FIG. 7.61 



FtG. 7.62 



Fig. 7.61. Vector relationships in summation of attenuation characteristics. 
Fig. 7.62. Vecttn- relationships when one characteristic has zero slope. 

As previously, the origin is the point of intersection of the two characteristics, and 
its level is taken as 0 db equal to 1 volt. The vector relationships are shown in Fig. 
7.62. _ 

: VX' 

X sin a 



Resultant = V x' + I + 2* cos a 
Phase angle of resultant = fl = tan-'- 



1 + X cos a 

where x = voltage at a selected frequency, on the sloping charatteristic 
and a = phase angle of sloping characteristic (i.e. angle in degrees = 15 x slope in 
db/octave). 

Angle a Resultant Phase angle d of 

Resultant 

X 

30° Vjc" + 1-73* + 1 ^''2TT733r 
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Angle oc 

60° 
90° 
120° 

150° 

165° 



Resultant 



+ X + 1 



Phase angle 6 of 

Resultant 
1.73;i; 



•f 1 



Vx^ - 1.73x +T 
- l-93;c + 1 



tan" 



tan~ 



2 + X 
, I.73x 



2 - 1.73x 

0.26X 
1 - 0.973C 



An example of the sununation of two attenuation characteristicsj one having zero 
slope and the other having a slope of 10 db/octave, is given in Fig. 7.63: The re- 
sultant is asymptotic to 10 db/octave and to the horizontal characteristic, but reaches 
a minimiun value at the frequency of the point of intersection O. The phase angle 
is marked at points along the resultant, and at all frequencies the phase angle is less 
than that of the 10 db/octave characteristic, the effect becoming more pronounced 
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Pig. 7.63. 



Summation of two attenuation characteristics having slopes of zero and 
10 db/octave. 



at higher frequencies, particularly beyond point D. The fact that the slope of the 
resultant in Fig. 7.63 exceeds 12 db/octave to the left of point D, has no effect what- 
ever on the stabiMty as indicated by the angles. It is therefore obvious that the re- 
lationship between phase angle and slope of the attenuation characteristic which 
applies to minimum phase shift networks, does not apply here. 
A similar calctUation has been made for a slope of 11 db/octave. Fig. 7.64. 
The position of point D on the resultant characteristic is a function of the slope of 
the attenuation characteristic, 
slope in db/octave 2 
height of point D + 5.7 



4 

+ 4.7 



8 
0 



10 11 
~ 5.6 - 11.6 db. 
(E) Duerdoth's method employing multiple feedback paths (Ref. A29) 

In accordance with this method, one or more additional subsidiary feedback volt- 
ages are introduced into the feedback loop so as to decrease the phase angle over the 
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FIG. 7.64 



Fig. 7.64. Summation of two attenuation characteristics having slopes of zero 

and U db/ octave. 

atteniiation portion of the amplitude characteristic without appreciably alfecting the 
characteristics within the working frequency range. 

With subsidiary feedback apphed over the first stage of a 2-stage amplifier and loop 
feedback over the whole amplifier, the ratio of gain with and without feedback is 
given by 

^= 1 (1) 

A 1 - i3,^i - ^^A 
where A = overall amplification without feedback 
A' = overall ampUfication with feedback 
Ai = amplification of first stage without feedback 
/5i = value of ^ for subsidiary feedback over first stage only 
and jSa = value of j3 for loop feedback over whole ampUfier. 

It is evident that when subsidiary feedback is used, the several feedback voltages 
must be added at their common point. This holds even when the subsidiary voltage 
is entirely inside the feedback loop. 

Under the same conditions, the ratio of distortion in the final stage with and without 
feedback is given by 

Thus the application of negative subsidiary feedback to the first stage increases 
the distortion in the final stage in the same proportion that the gain of the first stage 
is reduced, provided that the overall feedback loop is unchanged. 

If, however, the subsidiary feedback is positive, the gain of the first stage will be 
increased and the distortion in the final stage will be reduced further. The use of 
positive subsidiary feedback need not present any stability problems, since the stability 
criterion is dependent on (|3,^i + ^^A). See Sect. 2(xi) and Refs. Fll, F12. 

With multiple loop amplifiers, the usual Nyquist stability criterion apphes to any 
loop, provided that the amplifier remains stable when the particular loop is broken. 
Even with ampUfiers which are always stable, the Nyquist diagrams obtained by 
measurements of the several loops in turn may have different shapes and the definition 
of stabiUty margin becomes meaningless. However, if a mesh of the amplifier can 
be found which, if broken, simultaneously breaks all the loops, then there is no possi- 
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bility of oscillation due to the disconnection and the definition of stability margin 
remains applicable (Ref. A29). 

When employing multiple feedback paths with summation of atteniiation charac- 
teristics and subsidiary voltages, the crossing point of the characteristics should be 
controlled with considerable accuracy. The crossing point will be modified when the 
gains of the various stages change owing to changes in the valve charaaeristics with 
age, or to overloading caused by an excessive input voltage. The latter may be avoided 
or reduced in more elaborate amplifiers by the addition of a cathode follower stage, 
operating as a limiter, as part of the first stage. Precautions to be taken in design 
are described in Ref. A29. 

Some applications employing multiple feedback paths are described below. See 
also Sect. 2(vi)A. 



Fig. 7.65. Part of first stage of feedhacn amplifier 
showing one method of applying subsidiary feedback 
(,Ref. A29). 




(1) One simple application is the circuit of Fig. 7.65 where the signal voltage across 
the unbypassed cathode resistor Rt is added to the loop feedback voltage. This is 
an application of the principle of summation of attenuation characteristics as shovm 
in Figs. 7.63 and 7.64. The voltage across i? » is practically constant over the critical 
region of the high frequency attenuation characteristic, so that its characteristic has 
zero slope. This method may only be used when the phase angle of the locus is 
always less than 180°, i.e. the slope of the pA attenuation characteristic is less than 
12 db/octave. This method does not reduce the distortion in the final stage to the 
same level as without subsidiary feedback, or to that using one of the alternative 
methods below. For this reason the subsidiary voltage should be considerably smaller 
than the loop feedback voltage. However, this method will improve the stability 
margin of an amplifier and reduce the amplitude of the high frequency peak. 



a. I - 



o *- 

FIG.7.«» 

Fig. 7.66. One form of subsidiary feedback {after Ref. AT). 
Fig. 7.67. Another form of subsidiary feedback (.after Ref. AT). 
Fig. 7.68. Two terminal network as cathode load impedance. 

(2) One modification of this method, which has only small degeneration in the 
working range, is shown in Fig. 7.66. This appears to have been first described by 
Farren (Ref. A7) and applied to one of the stages inside the feedback loop. The 
phase shift reaches maxima at low and high frequencies outside the working range, 
beyond which it approaches zero in both directions. The degeneration increases 
gradually in both directions to the limiting design values provided by i?, and jRj. 
This arrangement does not modify the fundamental phase shift between the input 
and output voltages of the stage due to the phase angle of the plate load impedance. 




FIG. 7.«7 FIG. 7.48 
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(3) A further modification by Farren (Ref. A7) is shown in Fig. 7.67 which has the 
advantage at very high and very low frequencies that it reduces the phase shift between 
the input and output voltages of the stage due to the phase angle of the plate load 
impedance which would be characteristic of the stage if there were no subsidiary 
feedback. 




7.69. Summation of loop and subsidiary feedback voltages to provide improved 
stability {Ref. A29}. 

(4) Two terminal networks of the form of Fig. 7.68 are described by Duerdoth as 
cadiode impedances for improving the stability of feedback ampliiiers with an ulti- 
mate attenuation of 12 db/octave. A value of L = lOCR^ may be used as a first 
trial and maximum feedback and zero phase angle will then occur at a frequency of 
approximately 

/ = 0.048/Ci? 

where C and R are in farads and ohms respectively. An example of the application 
of subsidiary feedback on an amplifier with an ultimate attenuation slope of 12 db/ 
octave is given in Fig. 7.69. In this example the peak of subsidiary feedback occurs 
at twice the maximum frequency of the working band. The stability margin in the 
critical region has been increased from 10° to 36° with subsidiary feedback, as shown 
by the Nyquist diagram (Ref. A29). 

It often happens that the addition of the subsidiary voltage results in an increase 
in phase angle just above the working frequency band where the magnitude of the 




FIG. 7.70 



4 Terminal Ncrwork • 

Pig. 7.70. Three stage amplifier incorporating subsidiary feedback in the form of a 
4 terminal network, m = 0.87. W = " Wheeler " network (based on Ref. A29). 
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FIG. 7.71 




subsidiary voltage is increasing with frequency, although a decrease in phase angle 
occurs where the magnitude of the subsidiary voltage is steady or decreasing with 
frequency. This increase in phase angle will reduce the angular margin over a range 
of frequencies and, in the extreme case when the frequency of the peak subsidiary 
voltage is greater than 3 or 4 times the maximum frequency of the working band, 
may approach " conditional stability." 

A similar technique may also be applied to low frequency attenuation characteristics. 
(5) Four terminal networks of the form included in Fig. 7.70 are described by Duer- 
doth for providing subsidiary feedback in amplifiers with an 
ultimate attenuation slightly over 12 db /octave. Fig. 7.70 has 
loop feedback from the cathode of Vj to the cathode of Vj, 
main subsidiary feedback from the cathode of Vj to the grid 
circuit of Vu and minor subsidiary feedback due to the un- 
bypassed cathodes of V] and V3. The four terminal network 
is a high-pass m-derived half-section filter terminated in R„. 
The cut-off frequency of the filter is made about twice the 
maximum frequency of the working band (Ref. A29). 

(6) A combination of both high and low frequency subsidiary 
feedback is shown in Fig. 7.71 where RjCiii is the high-fre- 
quency network (as in Fig. 7.68) and R^R^C^ is the low fre- 
quency network. The latter provides a subsidiary negative 
Fig. 7.71. Combina- feedback at low frequencies only ; its value will be affected by 
tion of high and low the soiu-ce impedance of the input voltage. If transformer 
frequency subsidiary coupling is used, the secondary should be coimected to points 
feedback. A and B. 

(7) In a three stage amplifier with an ultimate slope of about 18 db/octave, the 
second stage being a phase splitter which introduces little phase shift, some reduction 
in the total loop phase angle may be achieved by means of a phase shifting network 
in the feedback line. A subsidiary feedback path is added from the plate circuit of 
the phase splitter through a high-pass filter to the cathode of the first stage. This 
voltage is suppressed in the working band by the filter, but above the working band 
the loss of the network falls and the subsidiary voltage becomes the predominant 
factor, thus reducing the ultimate slope to 6 db/octave. Complete stability is thus 
achieved (Ref. A2Q Fig. 26). 

(8) A third feedback voltage may be added, if desired, to give two subsidiary feed- 
back paths. 

(vi) Effect of feedback on frequency response 

In the case of a single stage r.c.c. amplifier (assuming perfect cathode and screen 
by-passing) the feedback merely widens the frequency range without changing the 
shape of the voltage gain characteristics (Fig. 7.72). 

With two such identical stages, the frequency characteristics are as Fig. 7.73. The 
peaks, which occur as the value of is increased, are due to the reduction in effective 
negative feedback and the development of positive feedback through phase angle 
shift, which approaches 180° at very low and very high frequencies. Fi and Fj are 
the frequencies giving 0.707 relative voltage gain for each single stage without feed- 
back. Ref. H4. 

These peaks may be reduced or eliminated entirely by designing the ampUfier 
with one stage having a much wider frequency range than the other. Design methods 
to produce " maximal flatness " are described in Sect. 3(vii) and these may be modi- 
fied to produce critical damping, if desired. 

Alternatively a multiple feedback system may be adopted— for example one overall 
feedback loop in conjunction with an unbypassed cathode resistor in the first stage 
(Duerdoth's method) as described in Sect. 3(v)E. 

See also Sect. 3(iv) and Sect. 2(vi) for the design of two-stage amphfiers. 

A special application to a particular two-stage amplifier is Ref. H5. 

See also Refs. J8, Jll. 
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Fig. 1.11. Relative voltage gain of a single stage r.c.c. amplifier without feedback 

and with three selected values of feedback {Ref. flAt). 
Pig. 1.13. Relative voltage gain of two identical r.c.c. amplifier stages, without 
feedback and with four selected values of feedback {Ref. HI). 

Graphical method for two-stage r.c.c. amplifier 

An ingenious grapliical method has been developed by Barter (Ref. H17), and may 
be used for determining the R and C values to give any desired height of peaks at low 
and high frequencies. 

(vii) Design of amplifiers with flat frequency response 
(A) Method of H. Mayr (Ref H13). See also J13. 

A resistance-capacitance-coupled amplifier Fig. 7.74 may be regarded, so far as 
frequency response is concerned, as a tuned circuit with a Q less than 0.5. The 
value of this Q is given by 



k) + a/bXp + k) 

, d = Cgl C ; k ~ C f/C ; 



where b = \^Rg/R, 

p = C,/C and C = \^C„C, + C,C^ + C.C^. 

This method may be applied to multi-stage amplifiers with feedback, it being 
assumed that all stages have the same resonant frequency {ui^jlv). The conditions 
for maximimi fiat response are then given by : 

1 stage \{AJA)\ = Vl 4- (4) 
(j, = — tarr^x (5) 
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where x = — I — I 

n \m„ ui / 

N.B. n must be greater than 2. 
2 stages \(Aa/A) 



Vi + X* _ 
- tan-V2x/(l - x^i) 

where x = Q^V^f _ 



and 



Qi/Qa = (n - 1) + Vn{n - 2) 




Pig. 7.74. Resistance-capacitance 
coupled stage. 



FIG. 7.74 



3 stages \(A^/A)\ 



i = - tan^ix - 
where x = Q^Z/^fil. _ il"") 

^ wQuVwo CO / 

1 



and 



1 

2(» - 



.SI Qt* 



1) + V'2w(2« - 3 



(6) 

(7) 
(8) 

(9) 

(10) 



(11) 
(12) 

(13) 



(14) 



(15) 



(16) 

(17) 
(18) 



N.B. n must be greater than 1.5. 
This has also been extended to four stages (Ref. H13). 
Symbols used : 

Ao = amplification with feedback at mid-frequency (a)o/2w) 
A = amplification with feedback at any frequency ( oi/iJ) 
«„ = amplification without feedback at mid-frequency Ita^/ln) 
<k = phase angle 

n =1 — a„j5„ = feedback factor 

,8o = transfe r coeffic ient (negative for negative feedback) 
u>o == l/(CVRii?„). 

These eqtiations have been plotted in Fig. 7.75 from which it will be seen that the 
feedback factor has no effect on the shape of the curves for 1 or 2 stages, and only a 
very slight effect ft^ 3 or 4 stages (curves for limiting values of « are given). Although 
the curves are shown only for the high frequency limit of the flat top, they may be 
applied to the low frequency side by changing the sign of the abscissae and, in the 
case of phase angle, also changing the sign of the ordinates. 

This method of design provides the maximimi flat frequency response, but the 
maximimi degree of feedback only pccurs at the mid-frequency and it falls off rapidly 
outside the frequency band of the " selective " stage. The feedback becomes zero 
near the knees of the flat top, and positive at still higher and lower frequencies. 

This design ensures stability at all frequencies from zero to infinity. 

This method also makes it possible to design for any desired response curve, within 
the limits of the amplifier. The procedure is to commence with the desired response 
curve and to determine the response (either modulus or phase angle) corresponding 
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FIG. 7.75 

Fig. 7.75. Frequency response and phase angle of frequency response for 1,2,3, 
and 4 r.c.c. stages designed for maximum flat response by Mayr's method {Ref. H13). 

to two arbitrary frequencies (tui/2w) and (0)3/277), one near the lower and the other 
near the upper frequency limit. Then we read from the curves the values of Xi 
and X, corresponding to the two chosen response values ; the value of x, corresponding 
to the lower frequency is, of course, negative. 
The mid-frequency may be computed from 

Wo" = WjWj ' 

and the ratio Q1/Q2 from equati on jW), o r (17) for 2 or 3 stages or 

(.Qi/Qi) = 3(« - 1) +VX'in ~ 4) for 4 stages. 

The Q's of the various stages are then given by : 
nx, 

Q = — 



(19) 



1 stage : 



2 stages : Qa =^ 



3 stages : Q2 = Q 



Ql ^ ^2 

^ InOT X, 

\J Ql ^ _ 



(20) 



(21) 



(22) 
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Xl ^ ^ Qi 



4 stages : Q2 = Qa == Qi = . / -tt " ~ > 2' ^2 • (23) 

These amplifiers are made up of one rather selective stage, corresponding to Oi» 
and a nimiber of equal broadly-tuned stages, corresponding to Qa, Qs • • • With 
increasing feedback the selectivity of Qi must be increased, while the selectivity of 
Qj etc. approaches a limiting value which is of the order of the Q of a single stage 
amplifier without feedback, having the same bandwidth as the complete amphfier 
with feedback. 

The amplifier is first designed, neglecting all capacitances, to have a gain approxi- 
mately n times the final value. The feedback is designed with a purely resistive feed- 
back network to decrease the gain n times. The value of C, is then determined at 
the minimum practicable value, that is the input capacitance of the following stage 
plus an allowance for strays. Then the values of the other capacitances are given by 

= -^^= ; = ;= (24) 



where p = ^[l 1 + 4Q^ - 4Q^(l + ^+ d^)] 

* = ' * = VRJRj, and d = C,u>„\/R,R,- 

The amplification without feedback at the mid-frequency is 

«o = A<2 . sWR^, (25) 
There are limits to the physically reaUzable values of Cp and which are quoted 
in the article (Ref. H13). 

It is shown in (C) below that the condition of maximal flatness gives an oscillatory 
transient response ; for instance when the input voltage is a unit step, the two-stage 
amplifier has a response which overshoots 4.3%, while the three-stage amphfier 
overshoots 8% (Ref. H15). 

A maximal flatness 2 stage amplifier has a small rise in the response at some high 
frequency due to positive feedback, compared with the response without feedback. 
For example, as may be shown by drawing a Nyquist diagram, a 2-stage amplifier 
with X2/011 — 10, A„ = 316, ^ = 0.016 has a rise of about 1.4 db due to positive 
feedback at some high frequency. 



(B) Method of C.F. Brockelsby (Ref. H12) 

A different approach to the same goal is made by Brockelsby who provides " stagger- 
ing " by changing the values of load resistance and thereby obtaining different values 
of gain and frequency response. This method was published earlier than that of 
Mayr but is less comprehensive, although providing useful additional information. 
A summary of this method is given below. See also Ref. J13. 

Two-stage ampliiiers and maximal flatness 

The widest frequency range possible without any peaks whatever is known as the 
condition of " maximal flamess." With a 2 stage amphfier in which both stages 
have identical gain and frequency response, the condition of maximal flatness is that 
pA„ = — 1, corresponding to a gain reduction of 2 times. On the other hand if 
two r.c.c. pentode stages have " staggered " gain and high frequency response (by 
using different values of load resistance) the condition of maximal flatness at the high 
frequency end of the range is that 

Kb + i/by = 1 - Mo (26) 

where Ao = ampUfication at mid-frequency without feedback, 

b = factor by which the normal value of load resistance is multiplied for one 
stage. 
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\/h = factor by which the normal value of load resistance is multiplied for 
the other stage, 

and |3 = fraction of the output voltage fed back to the input. 
Equation (26) may be expressed in the alternative form 

F = 25" (26a) 
where F = 1 — Mo = feedback factor 
and S — ^{b + 1/6) = " staggering cocfladent." 

In a two stage amplifier with a high frequency peak, the required staggering to 
produce a peak of known value is given by 

S' =■■ (F/2)(l - Vl - a") (27) 
where a = ratio of voltage gain at middle frequencies to that at the peak (a is less 
than 1). 

The results are summarized in the following table : 
6=1 1.5 2 3 

5 = 1 1.08 1.25 1.7 



4 

2.1 



5 

2.6 



Feedback factor {F) for maximal flatness (Eqn. 26a) : 



F = 2 2.3 


3.1 


5.8 


8.8 


13.5 


For 1 db rise (Eqn. 27) :— 










F = 3.7 4.3 


5.7 


10.6 


16 


25 


For 3 db rise (Eqn. 27) :— 










F = 6.8 8.0 


10.7 


19.7 


30 


46 



Fig. 7.76 shows the frequency characteristics obtained with 2 stage amplifiers with 
maximal flatness and for several other conditions. Here 

X = <oCR 



and 



1 - Mo 



feedback factor. 
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FIG. 7.74 



FIG. 7.77 



Fig. 7.76. Frequency characteristics of two-stage amplifier. Curve A is without 
feedback and curves B, C and D respectively for maximal flatness, al db peak and a 
3 db peak {x = uiCR ; C = normal shunt capacitance of each stage ; R = total 

normal a.c. load resistance for each stage ; pentode valves (Ref. H12). 
Fig. 7.77. Frequency characteristics of three-stage amplifier. Curve A is without 
feedback and curves B, C, D are respectively for maximal flatness and with feedback 
equal to two and four times the m.f. value {Ref. H12). 

If the condition of maximal flamess is to hold at the low as well as at the high fre- 
quency end of the band, the centre-frequencies of both stages should be identical 
(Ref. H13). 

Three-stage amplifiers and maximal flatness 

It has been shown (Ref. H12) that if a substantially flat response over the maximum 
possible frequency band is required, the optimum arrangement for a three-stage 
amplifier is to have two stages with wide frequency response and one with narrow. 
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This finding is based on the assumption that the amplifier has maximal flatness ; it 
is not necessarily the most desirable arrangement under all conditions.* 
The condition for maximal Harness is that 
(B» + 2Y 

^=*-Wt- (28) 
where P = feedback factor 

B = staggering factor = 1/b 
and b — factor by which the normal value of toad resistance is multiplied for the 
one (narrow) stage. 
[B is always equal to or greater than unity.] 
Equation (28) may be approximated within 1.4% when B S 2 by 

F 1 + (BV4) (29) 
For example when F = 10 (i.e. 20 db feedback), B «si'3.3 and the ratio of band- 
widths is approximately 11. 

As with the two-stage amplifier, em. increased amount of feedback beyond that to 
give maximal flamess gives high frequency peaks (Fig. 7.77). 
The critical amount of feedback to provide self-osdllation is 

P, = 5 H- 2B» + 2/5" = 8F/ -3 (30) 
where Fc = feedback factor to give critical feedback 
and Pf — feedback factor to give maximal flatness. 

The stability margin of a three-stage maximal-flamess amplifier is (F^ — Pj) and 
in a typical example 

F, = 3.16 (i.e. 10 db reduction in gain) for maximal fiamess 
then Fc = 8 X 3.16 — 3 22.2 (i.e. 27 db approx.) to give self-oscillation. 
The stability margin is therefore 27 — 10 = 17 db approximately. 

If the feedback is made very large, and the staggering is adjusted so as always to 
give maximal flatness, F„ >i:s BP, which for this example becomes 8 X 3.16 = 25.2 
(i.e. 28 db approx.) giving a stability margin of 18 db approximately. 



Pig. 7.78. Relation between the 
staggering factor B and the gain 
reduction factor P for maximal 
flatness in a three-stage amplifier. 
Values of B less than unity apply 
to the " two narrow, one wide " 
condition ; values of B greater 
than unity apply to the " two 
wide, one narrow " condition 
{Ref. H12). 



I 2 4 7 lO 20 40 70 KX) 200 
FIG. 7.78 

For both two- and three-stage maximal-flatness amplifiers (liigh frequency 
response) 

1. The feedback which is fuUy effective in reducing distortion begins to fall at a 
frequency about F times lower than the knee. 

2. The effective gain-reduction factor is about unity, indicating no feedback, at 
the knee. 

3. The loiee of the curve for the two-stage amplifier (Fig. 7.76) is at x = 
caCR = y/ P ; at this point the attenuation is 3 db. In the three-stage amphfier 
(Fig. 7.77) the_knee of the curve is at x = <oCR =^\/p ; the attenuation is 3 db at 
X = (2/3) VF. 

•The arrangement to provide the greatest value of the product (effective feedback) X (bandwidth) 
is tliat due to Duerdoth described in Sect. 3(v)E. 



7.3 



(vii) (C) CONDITIONS FOR CRITICAL DAMPING 



385 



Low frequency response 

The equations for the high frequency end may be apphed to the low frequency end 
of the response characteristicj in the- simple case when the only frequency variable 
is the grid coupling condenser, by giving x the value 

X = \/o>C,R, (31) 
where C, = grid coupling capacitance 

and R, — grid resistor plus the effective source impedance of the preceding stage 
(approximately i?/ in the case of a pentode). 

(C) Conditions for critical damping 

Critical damping may be delined as that value which gives the most rapid transient 
response which is possible without overshoot. 

The maximal flataess amplifier — see (A) and (B) above — has been examined by 
J. E. Flood (Ref. H15) in the light of critical damping ; the following summary is 
based on his work. It has been shown that a two-stage maximally-flat amplifier 
has a response which overshoots 4.3% while the three-stage amplifier overshoots 
8% when a step waveform is applied to the grid circuit. 

Although this article is concerned mainly with video-frequency or pulse amplifica- 
tion, it is possible that critical damping is a desirable feature in a-f amplifiers and that 
a condition of under-damping with oscillatory response to transients is to be avoided. 
See general comments in Sect. 3(v), also Ref. J8. 




OUTPUT 
CIRCUIT 



FIS. 7.79 




FIG. 7. so 



Fig. 7.19. Two-stage uncompensated amplifier with feedback (Ref. H\5). 
Fig, 7.80. Three-stage uncompensated amplifier with two time constants within 
the feedback loop {Ref. H15). 

Two stage amplifier with constant value of ji (Fig, 7.79) 

The following may also be applied to the three stage amplifier of Fig. 7.80 which 

has only two time constants within the feedback loop. 
It may be shown that the condition for critical damping is that 



1 



4a, ao 



(32) 



and 



where Ao = amplification at the mid-frequency without feedback 
/3 is negative and independent of frequency 
a, = \/RiCi = inverse time constant of Vj 
J = l/Z^jCa = inverse time constant of Va. 
When a higher feedback factor than that indicated by eqn. (32) is used, the transient 
response will be oscillatory ; when a lower feedback factor is used, the transient 
response will be over-damped. 

Equation (32) may be put into the form 

1 - Mo = (1 + Ky/4K = K/4 + 1/2 + 1/4K (33) 
where K = ajai = ratio of inverse time constants. 
This is plotted in the lower curve of Fig. 7.81. 

If a fairly large amount of feedback is to be used, the ratio of time constants must be 
large. 

The resultant inverse time constant of the amplifier is given by 

« = + «,) = 4ai(l + K) (34) 
This relationship is plotted in the upper curve of Fig. 7.81. 
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Fig. 7.81. Conditions for critical damping of two-stage uncompensated amplifier 

{Ref. H15). 



Note : The " staggering coefficient " as used by Bro(ikelsby (Ref. H12) is related 
to and by the equation 

^(yK+-k) (35) 



5 = 



i) 



The condition for maximal flatness is therefore given by 

2 a, a. 



(36) 

Comparing equations (32) and (36), it will be seen that for any particular ratio of 
aj/ai, the condition of critical damping permits a feedback factor of only one half 
that required for maximal flamess of the frequency characteristic. The transient 
response of the maximally-flat amplifier is therefbre oscillatory. 

A 2-stage critically damped amplifier will normally have a small amount of positive 
feedback at high frequencies, although the rise in response in a typical case will be 
less than 1 db above the zero-feedback curve. 

Two-stage compensated amplifier 

If resistor i?3 in Fig. 7.79 is shunted by a capacitor C3 and if is very much greater 
than R 4 then critical damping is obtained when the inverse time constant of the feed- 
back path is given by 

— «l°t2.M|> i 

W«i<l - - (a, + a"^ I ^^'^^ 

where = ; l/R^C^ ; a., = l/R^C^ 

and jS is negative for negative feedback. 

Similarly if an inductance L is connected in series with in Fig. 7.80, and if g^R^ 
is very much less than 1, then critical damping is obtained as indicated bv eon. (37) 
where «3 = R,/L. ^ ^ ^ J 

The inve rse time consta nt for the amplifier is given by 

« = V c,,<x,(l - M„) (38) 
Using the value of as given by eqn. (37) for the inverse time constant of the amplifier 
with feedback, critical damping is obtained and the response to a step waveform of the 
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feedback amplifier is made identical with that of an amplifier without feedback having 
two stages, each having an inverse time constant equal to the geometrical mean of 
the inverse time constants of the two stages multiplied by the square root of the feed- 
back factor (eqn. 38). 
A particidarly simple special case is obtained when 

«a = - Mo) ; 

then a = as = aj = ai(l — pA„). 

Values of a, for critical damping may be derived from the curves of Fig. 7.82 and 
values of a from Fig. 7.83. 

Three-stage amplifier 

Critical damping cannot be obtained in a three-stage amplifier with constant /3. 

Three-stage amplifier with single time constant in feedback path 

In this case there is only one value of feedback factor as given by eqn. (39) for 
which critical damping can be obtained. 

l^f^A.^ + "-^^ (39) 

a = (ai + oij + a3)/3 (40) 
= K«i«2«3(l - Mo)]'" (41) 

^ - 3«i«a«3Mo ^^2) 

' + a-i' + — (ajaj + ajaj + ajaj 

where «a = inverse time constant of third stage 

a. I = inverse time constant of feedback path 
and a = inverse time constant of amplifier. 




I 10 100 

J.^J., FIG. 7.82 

Fie- 7.82. Curves for determrung a., for critical damping of two-stage compensated 

amplifier {Ref H15). 




Three-Stage amplifier with two time constants in feedback path 
Critical damping can be obtained provided that 

1 - > -^-^^ (43) 

Under this condition, 

«4 = "5 = (6 =F a/6'' - 4a£)/2o (44) 

«» = «i»s«8(l - Mo) (45) 
where a = inverse time constant of amplifier 

«ij*ji«3 = inverse time constants of three stages 
«« = inverse time constants in feedback path 

a = 3a — (a, + aj + a,) 

b = 3a' — (a,a5 + a^aj + aja,) 
and = a' — oc-^a^OLg. 

When 1 — Mo is less than the right hand side of eqn. (43) the transient response is 
over damped and less rapid. 

A particularly simple case is obtained when 

aa = otj = a,(l - M„) 
then a = as = aj = a, = aj = ai(l - M„) (46) 

(viii) Constancy of characteristics with feedback 

This is sometimes called " stability " (Ref. H8) but refers to the more or less com- 
plete independence of the gain of an amplifier with feedback (inside the amplifier 
frequency range) with regard to changes in valve characteristics and supply voltages. 
Becker defines the " stability factor "as 

SP = 1 +PA„X (47) 
where AoX = lowest gain which the ampUfier ever has under the worst operating 

conditions, without feedback 
and SF = stability factor with negative feedback. 
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(ix) Effect of feedback on phase shift* 

The amplification without feedback may be expressed in the complex form 
A = a +jb = \A\Z,0 (48) 
where is the magnitude of the voltage amplification and e is the phase angle of 
the output voltage of the amplifier relative to the input voltage, without feedback. 
It is obvious that B = tm-\b/a) and \A\ = Va^TTK 
The amplification with feedback may be expressed in the form 

A' = ^ ^ g +Jb a-ia" + b'W + jb 

\ - ^A 1 - (a + jb)p (1 - + b^^' 

provided that there is no phase shift in the feedback network. The phase angle of 

the output voltage relative to the input voltage, with feedback, is given by 

b bla 
a = tan-i . , _^ = tan-i — ... (50) 

tan 

= tan~^ :j . ■ (51) 

1 - ^A^/l + tan" 61 

When y8 is negative, as is the case when the feedback is negative, it is evident from 
(51) that the angle a is less than the angle B. Hence the phase shift of the output 
voltage relative to the input voltage is reduced by negative feedback. 



SECTION 4 : SPECIAL APPLICATIONS OF FEEDBACK 

There are so many applications of feedback, many of which are outside the subject 
of radio receiver and amplifier design, that it is impossible even to list them here. 
The following selected applications have some interesting features. 

(1) Electronic attenuators 

A cathode follower may be used with various cathode load resistors selected by 
rotary switch, to give the coarse steps, and then the screen voltage may be adjusted 
to give a fine adjustment of attenuation. 

Smith, F. W., and M. C. Thienpont " Electronic attenuators " Comm. 27.5 (May 
1947) 20. 

(2) Stable admittance neutralization 

Two valves in cascade with negative voltage feedback may be used to neutralize 
the input admittance of an amplifying valve (mainly the result of its input capacitance) 
and thereby enable the use of a load resistance of 23 megohms with a phototube for 
a cut-oif frequency of 20 000 c/s. 

" Stable admittance neutralization " Elecp:onic Eng. 14.167 (Jan. 1942) 594. 

(3) An amplifier without phase distortion 

O. H. Schade has developed an amplifier without cathode by-pass condensers, 
screen by-pass condensers, decoupling condensers or output condenser in B-supply 
filter, which has negligible phase distortion from 10 to 30 000 c/s. 

" An amplifier without phase distortion," Elect. 10.6 (June 1937) 26: 

(4) Stabilized negative impedances 

Negative impedance is produced from a positive impedance of the desired type by 
positive feedback through an amplifier stabilized with negative feedback. 

Ginzton, E. L. " Stabihzed negative impedances " Elect. (1) 18.7 (July 1945) 140 ; 
(2) 18.8 (Aug. 1945) 138 ; (3) 18.9 (Sept. 1945) 140. 

(5) Tone Control 

This is covered in detail in Chapter 15. 

•Method after H. J. Reich " Theory and application of electron tubes." 
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SECTION 5 . VALVE CHARACTERISTICS AND FEEDBACK 

(j) Triode cathode follower (it) Pentode cathode follower (tit) Triads with voltage 
feedback (iv) Pentode with voltage feedback, transformer-coupled (v) Cathode 
degenerative triage (vi) Cathode degenerative pentode (wV) Cathode-coupled triodes 
(viii) Feedback over two stages. 

Although it is important to bear in mind that the application of feedback does not 
alter the characteristics of a valve, yet there are certain feattires which can best be 
visualized by the graphical use of effective valve characteristics with feedback, 

(i) Triode cathode follower 

The cathode-follower characteristics (Fig. 7.85) may be drawn very readily from the 
published triode plate characteristics (Ref. D2). The = 0 curve remains as the 
boundary of the grid current region. If the grid circuit impedance is highj it is not 
practicable to go beyond the = 0 curve, just as with plate-loading. 

fIG, 7,8't 

* The basic circuit is shown in Fig. 7.84 from 

^<^>' which it is evident that with zero input voltage 

1 I \-, I -E, (1) 

r' +1 1+ I 

"^'J- I T 4- The plate is the most convenient electrode to 
I E„y s"'" T regard as the common basis for electrode volt- 

- \ \~ [ T- T- I ages, since it is the only one directly connected 

to the voltage source. Valve characteristics 
Pig, 7.84. TBasic circuit of may be plotted by the method described below 
cathode follower. ^^^^ ggch cilrve, instead of applying to constant 

grid-to-cathode voltage applies to constant grid-to-plate voltage (fi.t). In effect, the 
valve and its load resistor are inverted as compared with normal practice and the 
cathode here takes the place of the plate. 
Applying eqn. (1) for the case where E^^is constant, 

Ei^E,i+E, (2) 
For example, take the case when E^, — 150 volts. We may calculate the points 
along the curve using eqn. (2) : 

Eei = 150 150 150 150 150 volts 

E, = 0 -2 -4 -6 -8 volts 

Ei = 150 148 146 144 142 volts 

These points may be plotted to give the Ecu = 150 volt ciuT^e on the existing 
" plate characteristics," as has been done in Fig. 7.85. 

(A) Resistance loaded triode cathode follower 

The cathode-follower characteristics may then be used as any ordinary resistance- 
loaded triode for the determination of power output, voltage gain and distortion. 
Maximum power output will generally be achieved when i?i is between and 3r, 
with slightly less distortion with the higher values of R ^. In Fig. 7.85, i? is taken 
as 15 000 ohms, with E^^ = 200 volts. If it were desired to obtain the highest 
possible voltage swing, a much higher value of load resistance would be selected 
(e.g. 50 000 ohms). In each case the operating point should be selected so as to 
avoid both grid current and plate-current cut-oif with the highest input voltage. 
For maximum output, a point slightly above half-way along the loadline is desirable. 
In Fig. 7.85, a suitable operating point (O) is the intersection of the £„s = 150 volt 
curve with the loadline which occurs at a plate-to-cathode voltage of 145 volts, thus 
indicating that Ec = — 5 volts. Alternatively, the bias could have been read from 
intersection of the E^ = — 5 (plate characteristic) with the loadline. 

When the operating point (O) has been established, it is then necessary to work 
entirely with the E^ s curves, neglecting the E, curves. In Fig. 7.85 the operating 
point is at 6 = 150 volts, and point A is 4 = 100, so that the peak input voltage 
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50 lOO ISO 200 

PLATE TO CATHODE VOLTAGE p|g ^ gj 

Fig. 7.85. Cathode follower characteristics of small general purpose triode. The 
solid loadline is for Rt = 15 000 ohms, the dashed loadline is for the addition of an 

a.c. shunt load. 

amplitude is 50 volts. It is obvious that the opposite swing will extend to = 200 
volts (point B) thvis giving a peak-to-peak swing of 2 x 50 = 100 volts. It will be 
seen that OA corresponds to Ec = — 5 volts, while OB corresponds to — 5.7 volts, 
but this is due to the improved linearity with the cathode follower. With plate loading 
the loadline would be AD, so that cathode loading causes a longer loadline by the 
amoimt DB, thus resulting in a slightly greater power output. 
The voltage gain is given by 



A' 



(3) 



Ec bi B) — U At 

where subscripts A and B indicate the voltages at points A and B on the loadline. 

If the cathode is coupled through a coupling condenser Cc to a following grid re- 
sistor R, (Fig. 7.8), the a.c. loadline will be drawn through the operating point O with 
a slope of - l//?i where i?^ = RJiJ(Ri + 

The mutual characteristics of cathode followers may be drawn and interpreted by 
the method of Ref. C29. 

(B) Transformer-coupled triode cathode follower 

The same form of cathode-follower characteristic may be used when the load is 
coupled through a transformer so as to reflect a resistance Rk across the primary. 
In most cases the load resistance may be taken (at least as a first approximation) to 
have the same value as for plate loading. In Fig. 7.86 the loadline AOB extends from 
A (the junction of the = 0 and the £c s = 100 V curves) to B, on the s = 500 V 
curve. The operating point O is the intersection of the loadUne with the i, = 300 V 
curve, thus giving a peak input voltage of 200 volts in both directions. The power 
output and distortion may be calculated as for plate loading. 

If the load resistance R * is increased, the loadline will rotate about O to the position 
(say) CD with constant input voltage. This will usually result in a decrease in both 
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power output and distortion — there is the same advantage (as with plate loading) in 
keeping the loadline out of the region of bottom curvature. It would be possible, 
with the higher resistance load, to increase the input voltage so as to extend the load- 
line from OC to meet the £j = 0 curve. 

If the load resistance R j, is decreased, the Ipadline will rotate about O to the position 
(say) EF. If the input voltage is unaltered, the plate current will cut off at F and the 
valve will nm into grid current at E, both resulting in distortion. In this, the cathode 
follower differs from a plate loaded triode, and it is important to ensure that the load 
resistance does not fall appreciably below the designed value. Fortunately, a loud- 
speaker has an impedance characteristic which, although it rises considerably above 
its nominal (400 c/s) value, does not drop appreciably below it. A cathode follower 
with a loudspeaker load is therefore a good combination from the loading point of 




lOO 300 30O 40b 

PLATE TO CATHODE VOLTAGE 

FIG. 7.86 

Fig. 7.86. Cathode follower characteristics of power triode {type 2AS) vnth 
transformer-coupled load. Loadline AB is normal ; CD is high resistance load line ; 
EF is low resistance loadline illustrating grid current and plate current cut-off. 

If a low impedance driver is tised, it is possible to drive a cathode follower into the 
grid current region with considerably greater power output and efficiency. In the 
ideal limiting case, the conditions are : 

Plate voltage volts 

Plate current /j amperes 

Load resistance fij/Zjohms 

Power output iFJ,, watts 

Plate efficiency 50% 
If the cathode follower is to be used as a high-input-impedance voltage amplifier, 
the conditions vary with the output level. At low output voltages, the operating 
conditions are of no consequence (within reasonable limits) so far as voltage gain is 
concerned, and Rt may be equal to r„. For very high output voltages, the load re- 
sistance should be as high as practicable (assuming a purely resistive load), szy Rt = 
5r J, and the operating current should be as low as practicable without causing plate- 
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current cut-off. A somewhat lower load resistance may be used for fairly high output 
voltages. 

The transformer primary inductance should have the same value as for plate loading 
imder similar conditions, if full power output is desired at low frequencies. A trans- 
former with low primary inductance will give uniform gain at low level output, but 
at high output it will cause plate-current cut-off and grid current as for loadline EF 
in Fig. 7.86. 

References C14. C16, C17, C29, Dl, D2, D3, D8, D9, DIO, Dll. 

(ii) Pentode cathode follower 

A pentode (or tetrode) may be connected in several ways arising from the screen 
supply and by-pass — 

(A) Triode connection (screen tied to plate) 

The published " triode " characteristics may generally 
be used. If no triode characteristics are available, ascer- 
tain the characteristics for the screen voltage corresponding 
to the desired conditions (the plate voltage may be equal 
or higher). 

<^ h + Ici (4) 
!^ (pentode ^„) x {IJh) (5) 
E^JE,^ (cut-off). (6) 



FIG. 7.87 




Fig. 7.87. Pentode 
cathode follower, trans- 
former-coupled, screen 
by-passed to cathode. 



Then 
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(B) Screen by-passed to earth 

There is no exact method using published characteristics. 
An approximate method has been described by Shapiro (Ref. D2). 
(C) Screen by-passed to cathode — ^Transformer-coupled (Fig. 7.87) 

The cathode follower characteristics may be drawn by the same method as for a 
triode (Fig. 7.88). . The procedure for calculating the power output and distortion is : 




Fig. 7.88. Cathode follovier characteristics of beam power tetrode and typical of all 
pentodes. Loadline AOB is normal ; CD high resistance ; EF low resistance illus- 
trating grid current and plate current cut-off. 
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1. To determine the maximum plate voltage and current for the operating point. 
Here = 285 V and happens to coincide with the » = 300 V curve. If desiredj 
mark the value of corresponding to point O. 

2. Try several values of load resistance (i.e. slope of loadline) until an opt imum 
position for point A is determined, so as to make OA as long as possible, and at the 
same time give OB = OA with B slightly above plate-current cut-off. 

3. Determine for point A (in this case 50 V) — A is then automatically on the 
= 50 V ctirve. 

4. Draw the other limiting Ed curve (in this case fed = 550 V, giving a peak 
amphtude of 250 V each way). 

5. Calculate power output and distortion as for a power triode, using the loadline 
AOB and the £'c6, curves. 

When a higher resistance load is used with the same input voltage, the loadline 
rotates about O to (say) COD, where the power output is lower, the distortion slightly 
less, and point C is well negative with respect to = 0. When a lower resistance load 
is used with the same input voltage, the new loadline may be (say) EOF where E is well 
into the grid-current region and F is beyond plate-current cut-off. In this respect the 
pentode is similar to the triode, but the pentode is rather more critical regarding low 
load resistances ; it is, however, quite satisfactory with a speaker load. 

If cathode bias is used, the procedure is as for a plate-loaded power pentode. 

(D) Screen by-passed to cathode — ^Resistance-loaded (Fig. 7.89) 

The curves are generally the same as for transformer coupling, and the treatment is 
similar to that for resistance-loaded triodes, except that it is necessary to allow for the 
d.c. screen current flowing through R j. The screen current may be taken from the 
published data for typical operating conditions, or estimated from the ratio of plate 
to screen currents. The voltage drop through R ^ additional to that due to the plate 
current will be Ruld- The procedure is to take as the effective plate supply voltage 
the value {E^^ — RJcz) and then to proceed normally, as for a triode. 

(E) Screen voltage from separate supply (Fig. 7.90) 

If the screen voltage is obtained from a separate supply, such as a battery, returned 
to the cathode, then the voltage from cathode to screen may be maintained constant 
without smoothing out the screen current variations. In this case the screen cturent 
does not flow through the cathode resistor i?^. The pentode characteristics for a 
constant screen voltage may be used without any adjustment for the effects of screen 
current. 

References Dl, D2, D3, Dll, 

FIG. 7.89 FIG. 7.90 
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Fig. 7.89. Pentode cathode Fig. 7.90. Pentode cathode 
follower, resistance-loaded, screen follower, resistance-loaded screen 
by-passed to cathode. from separate supply. 

(iii) Triode with voltage feedback 

The basic circuit is Fig. 7.91 in which we can consider the conditions vrith direct 
applied voltages (£/ and Et). A fraction of the plate voltage is applied degeneratively 
to the grid so that 

|;8| = R,/{R, + R,) (7) 
where is the numerical value of j3 without regard to its sign. 

Consider first the condition for E^ to be zero. It is evident that the condition is that 
Ei == |^|£.„ (81 
where Et^ = value of when = 0. 
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Now consider the general condition when the grid is negative with respect to the 
cathode. If the input voltage Ei is kept constant, then the grid-to-cathode voltage 
£, will change when is changed. The relationship is 

J£« = |j3|( when Ei' is constant. 

Therefore AE^ = AEJ\^\ 

Therefore = - AE„ = - AEJ\^\ (9) 
Eqn. (9) may be used for the calculation of points on the constant E^ characteristics, 
as for example : 



Em 


= 100 


100 


100 


100 


100 volts 




= 0.2 


0.2 


0.2 


0.2 


0.2 


Ei' 


= 20 


20 


20 


20 


20 volts 


- AE, 


= 0 


-1 


-2 


-3 


—4 volts 


- ^EJ\^\ 


= 0 


-5 


-10 


-15 


—20 volts 


E, 


= 100 


95 


90 


85 


80 volts 



FIG. 7.91 



These have been plotted in Fig. 7.92. It should be noted that E^^ is the plate 
voltage corresponding to zero grid voltage. 

(iv) Pentode with voltage feedback— Transformer coupled 

Pentodes vyith a substantial degree of negative voltage feedback (say |i3| ^ 0.2) 
behave more or less like a cathode follower. Pentodes with a 
limited degree of feedback, or none, exhibit some special 
peculiarities. Fig. 7.93 shows input voltage curves for three 
different values of ;8 j the curvature on the ;S = — 0.1 curve 
continues along its whole length while its slope is gradual and 
bottom curvature extensive. 

The fuU effect of a low degree of feedback is illustrated in 
Fig. 7.94 where /3 = — 0.1. The curves are drawn as in the 
triode case except for the change in /3. A suitable loadline 
AOB has been selected to give about the same power output 
as without feedback. Provided that the load resistance re- 
mains constant, the performance is satisfactory, but the 
value is critical. With constant input voltage (40 volts peak) 




Pig. 7.91. Basic 
circuit of triode with 
negative voltage 
feedback. 




200 2SO 
PLATE VOLTACe FIG. 7.92 

Fig. 7.92. Feedback characteristics of small general purpose triode with 20% 
negative voltage feedback ()3 = -0.2). 
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Fig. 7.93. Sir^h input voltage curve for each of three values of voltage feedback 
for beam power tetrode {dVd-GT with E^i — 250 V), to illustrate effect of feedback. 
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the valve will run into grid ciirrent as soon as the load resistance 
either increases or decreases. It is therefore not suitable for 
use on a loudspeaker load unless the input voltage is reduced, fig. 7.95 
A 10% rcduaion in input voltage (19% in power output) would 
be some improvement, but greater reduction is desirable, say 
20% to 30% of the input voltage, depending on the operating 
conditions. Even with an input reduction giving a power out- 
put of only 50% maximum, the pentode is still less flexible 
with regard to load resistance than an ordinary triode. This 
position improves as the amount of feedback is increased. 
See References D4, D12. pjg 7 95 g^j,^ 

circuit of cathode 
degenerative triode. 

(v) Cathode degenerative triode 

The circuit diagram of a cathode degenerative triode is shown in Fig. 7.95 from which 
it is evident that 

= E/ - E^ (10) 
The curves of a cathode degenerative triode may be dravm by the procedure out- 
lined below, although a special set of characteristics is required for each value of R ». 
Fig. 7.96 shows the curves for a typical general purpose triode with ii^ = 1000 ohms. 
The input voltage curves are straighter than those without feedback, and the two 
curves coincide only at It =0. The E/ curves have a lower slope, indicating a 
higher plate resistance, than the curves. 

Take the = — 4 V curve as an example of the calculations. We know that 
Ri = 1000 ohms and £/ = - 4 V. If /» = 2 mA, then = 2 V and = 
£/ - £t = - 4 - 2 = - 6 V. 

Refer to the plate characteristics to find the plate voltage which will give a plate 
current of 2 mA at a bias of — 6 V — the value is = 144 volts. 




400 aoQ 

PI.ATE VOLTS FIG. 7.96 

Fig. 7.96. Current feedback characteristics of general purpose triode (6SN7-GT 
single unit) with R^ - 1000 ohms. 
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The total voltage (£(,) from plate to earth is 
£6 = 144 + 2 = 146 V. 

Therefore the point (E^ = 146 V ; = 2 mA) is on the = - 4 V curve. 
Repeat this procedure for I„ = 0, 4, and 6 mA to give the whole curve j then per- 
form a similar operation for J?/ = — 6 V, — 8 V and so on. 

The loadline may then be dravm in the normal manner, except that its slope will be 
— l/(Rjc + Rj). The Ei curves are to be used for calculating gain and distortion. 

The method generally employed with cathode degenerative triodes makes use of 
the published characteristics. There are several methods including those of Middle- 
toHj Mcllroy, Huber, Lonsdale and Main ; the foEowing treatment is based on 
Kraussj and may also be applied to cathode followers. 

As an example take the characteristics of Fig. 7.97 with Rjc = 8 000 ohms, 
= 32000 ohms and E^ t = 400 volts. Draw the loadline corresponding to i? i + Ri~ 
40 000 ohms, as shown. Add an scale below the E^ scale, based on the equation 
Ej, = Rilt, commencing from The value of ax any point on the loadline 

may then be found by projecting downwards to the Ej^ scale. 

The input voltage Ei is not proportional to any scale on the diagram, because the 
ampUfication is not constant. The value of £/ at any point of intersection along the 
loadline may be found by drawing up the following table where each value of Ec 
is taken in turn. The input voltage is actually + Ec), but for convenience the 
point {Ec = — 8) has been selected as the operating point, and so shown in the 



Point A 



column. 








Ec 


E^ 


{Eu + Ec) 


Ei' 


0 


64 


64 


34.7 


-2 


57 


55 


25.7 


-4 


50.2 


46.2 


16.9 


-6 


43.6 


37.6 


8.3 


-8 


37.3 


29.3 


0 


-10 


31.2 


21.2 


-8.1 


-12 


25.1 


13.1 


-16.2 


-14 


19.6 


5.6 


-23.7 


-16 


14.7 


-1.3 


-30.6 


-18 


10.1 


-7.9 


-37.2 


-20 


6.2 


-13.8 


-43.1 



Operating point (O) 



and E/ = - 34.7 

The values of E/ may be plotted against E^ and therefore also against to give the 
dynamic characteristic, but this is usually unnecessary. Once the maximiun input 
voltage has been selected it is only necessary to mark the extremities on the loadline. r 
For example, if it is desired to swing to Ec = 0, then the peik E/ will be 34.7 volts 
in each direction. TKe peak in one (direction will be A where Ec = 0, and the other 
will be B, determined by interpolation : 

£e = - 16 = 14.7 E; = - 30.6 

Ec= -l^ E„ = 10.1 El' = - 37.2 



DifF. = 6.6 

Also the difference between the desired value ( — 34.7) and — 30.6 is 4.1 . The ratio 
is therefore 4.1/6.6. 

Similarly with E^ : 14.7 - 10.1 = 4.6. 

The value of£t for point Bis therefore 14.7 - 4.6(4.1/6.6) = 14.7 - 2.8 = 11.9. 

The voltage gain and power output may be calculated from E^ = 5£t, using the 
values of E^ at E/ = 34.7 (point A), E,' = 0 (point 0) and E,' = — 34.7 (point B). 
The second harmonic distortion may be found from the ratio AO/OB measured in 
volts (£») ; i.e. (64 - 37.3)/(37.3 - 11.9) = 26.7/25.4 = 1.05. Therefore 
Ha 1%— see Chapter 13 Sect. 2(i). 

References Dl, D3, D5, D8, D9, DIO, Dll. 
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PLATE VOLTS (Eb) 
40 20 



FIG. 7.97 



Fig. 7.97. Method of calculating performance of cathode degenerative triode 
without draviing special characteristics. 

(vi) Cathode degenerative pentode 

The general procedure is the same as for triodes, except that allowance must be 
made for the d.c. screen current flowing through R^. This is done by taking 
(£»!,— RkJci) as the effective plate supply voltage, and then by carrying on as for 
the triode case. 

For valves with a high plate resistance this method is not very satisfactory, and a 
more practical method has been described by Pratt. 
References Dl, DU. 



(vii) Cathode-coupled triodes 

It is possible to make a graphical analysis of the cathode-coupled amphfier, using 
ordinary published valve characteristics (Ref. D6). 

(viii) Feedback over two stages 

It is possible to draw the equivalent characteristics of two stages in cascade with 
feedback over both stages, following the method of Pratt (Ref. Dl). 

Alternatively, it is possible to use the pubUshed valve characteristics to obtain a 
graphical analysis (Ref. D7\ 
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SECTION 1 . INTRODUCTION TO ELECTROMAGNETIC WAVES 

(«") Wave motion (fi) Electromagnetic spectrum (iii) Wave propagation. 

(i) Wave motion 

Before considering tie various methods of radio reception, it is desirable to have 
an understanding of the nature of radio waves and of how they are used to transmit 
intelligence. 

The theory of electromagnetic radiation (Refs. 1, 2, 3) is essentially a mathematical 
one and any attempt to reduce the theory to non-mathematical terms requires certain 
asstunptions to be made which are not strictly true. 

It should be noted that soimd waves in air, waves in water and radio waves are 
propagated in entirely different ways. 

In the case of sovmd, the waves are called " longitudinal " and consist of alternate 
compressions and expansions of air. 

The layers of air as shown in Fig. 8.1 do not move steadily forward with the wave 
but move to and fro through a limited path in the direction of motion of the wave. 

MOVEMENT OF PISTON U« 1 WAVELENGTH *^ 



COMPRESSION EXPANSION COMPRESSION 

FIG. 8.1 

Fig. 8.1, Representation of a sound wave in air. 

Referring to Fig. 8.2 and assuming this to be a representation of a water wave, it 
will be seen that as the wave progresses, a particle (such as a cork) as shown in the 
figiire, moves in a vertical direction which is at right angles to the direction of motion 
of the wave. This form of wave motion is known as " transverse." 

The distance between two successive crests is a measure of the length of the wave, 
i.e. the wavelength, and the number of complete waves (or cycles) passing any point 
in one second denotes the frequency in cycles per second. 

The medium in which the wave is transmitted determines the speed or velocity 
of propagation. In the case of sound waves in air, the velocity is approximately 
3.4 X 10* metres per second. The velocity of sound in some common media is 
given in Chapter 20 Sect. 8(iii). 
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Electromagnetic waves are also transverse. However, radiated electromagnetic 
energy consists of two component fields, respectively magnetic and electric, both in 
phase, existing at right angles to each other and to the direction of motion of the 
wave. In contrast to sound waves in air, electromagnetic waves in free space have 
a velocity of 3 X 10' metres per second. 

WAVE MOTION 





Wavelength 
30 000 M - 0.01 cm 
0.04 cm - 0.000 07 cm 
7000 A" - 4000 A° 
4000 A" - 120 A° 
120 A" - 0.06 A° 
1.4 A° - 0.01 A° 
about 0.0001 A° 



Fig. 8.2. Representation of a toater wave. 

(ii) Electromagnetic frequency spectrum (Ref. 4) 
Type of radiation 

Hertzian Waves (used for radio communication) 
Infra Red 
Visible Light* 
Ultra Violet 
X-Rays 
Gamma Rays 
Cosmic Radiation 

1 Angstrom unit A° = 1 X 10~'cm. 

(iii) Wave propagation 

Assuming a simple non-directional aerial, the electromagnetic waves are radiated 
in straight lines at all angles. That portion of the radiation at a large angle to the 
horizontal is called the " sky " wave. Depending upon the frequency and the angle 
of radiation, this wave may be reflected by an ionized layer in the earth's upper atmo- 
sphere and thus return to the earth at a considerable distance from its origin. By 
making use of this phenomenon, long distance short wave commimication can be 
accomplished. 

In recent years much work has been done in forecasting frequencies that will give 
best results for commvinication between any two points at any given time. These 
predictions, based on a study of the ionosphere, are published regularly in different 
parts of the world and are an exceedingly valuable aid to reUable communication 
services. A handbook has been published explaining the basis of the predictions 
and the methods used in forecasting (Refs. 5, 6, 7, 8, 9, 10). This subject is covered 
more comprehensively in Chapter 22, Sect. 6. 

For the effect of the ionosphere on the reception of radio signals see 
Chapter 22, Sect. 6. 
'For further details, see Chapter 38 Section 13 and Fig. 38.8. 
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SECTION 2 : TRANSMISSION OF INTELLIGENCE 

(i) Introduction (ii) Radio telegraphy (iii) Radio telephony. 

(i) Introduction 

There are several methods of convejring information using the radiated waves. 
By switching on and off the transmitter in accordance with a prearranged code, audible 
sounds will be heard in a suitable receiver. This is known as radio telegraphy. 
Alternatively the intelligence in the form of speech or music can be superimposed 
on the transmitted radio frequency by a process of " modulation." This is referred 
to as radio telephony. There are four major types of this latter system of transmis- 
sion, known as amplitude, frequency, phase and pulse modulation (Refs. 17, 18, 33). 

(ii) Radio telegraphy 

This is used primarily for communication purposes over long distances. By means 
of automatic transmission and reception it is possible to convey messages at a rapid 
rate half way round the world. Such circuits are less susceptible to interference and 
mutilation of the message text than corresponding circuits using radio telephony. 
A radio telegraph (C.W.) transmitter usually consists of a crystal oscillator followed 
by several r-f power amplifier stages. An automatic or manual switch, operating in 
a power circuit supplying current to one of the r-f amplifier electrodes, serves to tiun 
the r-f power on or off as required by the coded messages (Ref. 11). 

(iii) Radiotelephony 

(A) AmpUtude Modulation (A-M) 

This is commonly used in local medium frequency and long distance shortwave 
broadcast transmitters. The amplitude of the r-f radiated wave (the carrier) is 
varied at an audio frequency rate according to similar variation^ of the intelligence 
which it is required to transmit. This is usually accomplished by varying the plate 
voltage of a r-f amplifier by the audio signal. The r-f amplifier may be in the final 
transmitter stage, in which case a large audio power is required for complete modula- 
tion — 50% of the modulated r-f stage plate input power. This is called " high- 
level " modulation. As an alternative, modulation can be employed at an early stage 
in the transmitter, and linear r-f amplifiers used to raise the power level to that re- 
quired. Much smaller powers are necessary for this " low-level " modulation 
system, but the Class B linear r-f amplifiers are less efiScient than the Class C counter- 
parts used in the " high-level " method of modulation. Both systems are used ex- 
tensively, but most high power transmitters employ " high-level " modulation. With 
amplitude modulation, the power output of . the transmitter varies, but the phase and 
frequency of the carrier remain unaffected (Refs. 12, 13). 

(B) Frequency Modulation (F-M) 

This is now coming into its own in the mobile equipment field. While it is being 
used to supplement medium frequency A-M broadcasting, F-M may also be used for 
the audio channel of television (TV) transmitters. In this system the carrier frequency 
is varied at audio frequency above and below the unmodulated carrier frequency. 
This can be achieved by using a reactance valve to alter the frequency of the trans- 
mitter master oscillator, the reactance valve being controlled by the audio frequency 
signal. 

In contrast to A-M, the power output from an F-M transmitter does not change, 
but the frequency of the carrier varies, the deviation in frequency being proportional 
to the amplitude of the modulating signal (Refs. 14, 15, 16, 24, 32, 33). 

(C) Phase Modulation 

In this system the audio signal is used to shift the phase of the carrier, the change 
in phase angle being proportional to the instantaneous amplitude of the modulating 
signal. The carrier frequency also changes but the power output remains constant. 
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P^M is not yet in general use and will therefore not be considered further (Refs. 
19, 20, 21, 22, 23, 24, 31, 33). 

(D) Pulse Modulation 

The numerous variations of this system are finding their chief application in the 
very high frequency communication field. Radar and related distance measuring 
equipments rely largely on pulse modulation for their successful operation. This 
modulation system is outside the scope of the Handbook (Refs. 25, 26, 27, 28, 29, 
30, 33). 
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SECTION 1 : INTRODUCTION 

When a violin is tuned, the tensions of its strings are adjusted to permit vibration 
at particular frequencies. In radio, when an arrangement of L, C, and R responds 
to particular frequencies, it is called a " tuned " circuit. 

In principle, the tuned circuit is similar to a pendulum or viohn string, tuning fork, 
etc.^ — it has the property of storing energy in an oscillating (vibrating) state, regularly 
changing from kinetic form (magnetic field when current flows through the coil) 
to potential form (electric field, when the condenser is charged) and back again at a 
frequency called the natural resonant frequency. 

Pig In Fig. 9.1 let the condenser C be charged. It will discharge its 

l-I energy through the inductance L, causing the current to increase all 

H the while, until it reaches the maximum when there is no potential 
c '"3 across C. At that instant the energy is all magnetic, and the current 

3 continues, fed by the magnetic field, to build a voltage of reversed 

polarity across C. When all the energy has been transferred from L to C, 
the voltage across C has its original value, but is reversed in sign, and the current is 
diminished to zero. The process then reverses, and repeats itself indefinitely, cycle 
after cycle. 
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SECTION 2 : DAMPED OSCILLATIONS 

Were there no loss of energy, each cycle would be the same, but this is never the 
case in practice, as the coil must have resistance. The rate at which the energy 
decreases is proportional to the energy (remaining) in the circuit. 

For a detailed account of damped oscUlations, as these periodic changes of decreasing 
amplitude are called, reference should be made to standard textbooks relating to the 
theory of radio circuits. A list of several such books is given in the accompanying 
bibliography. 

Here we consider briefly the circuit shown in Fig. 9.2a. Let I, be the maximum 
value of the current during a given cycle of the oscillation, and let llie time t be meas- 
ured from the instant of this maximum ; then the value of the current i at any subse- 
quent time is given by the equation 

i = /oe~"* cos eo„t, (1) 
where « = r/2 L = damp ing factor, 

/ 1 r' 

and oi„ =/v/ 

^ LC 

The quantity /„ — otjlir is called the natural resonant frequency. In the above 
formulae L is in hcnrys, C in farads, r in ohms, «>„ in radians per second and /« in 
cycles per second. 

The resonant frequency /„ (corresponding to r = 0) of the circuit is defined by 

27r^„ = a)„ = ViTIC (2) 

The ratio of the natural resona nt frequency to the resonant frequency is 

/«//. = Vl - 1/(4Q») (3) 

where 2 = = 

r r 

_ reactance of the coil at resonant frequency 
coil resistance 

This relationship shows that in practice there is litde difference between these two 
frequencies. Q must, for example, be less than four to make /„ differ by 1% from 
/„. <2 normally exceeds fifty, for which value the two frequencies differ by about 
one part in twenty thousand. 

If now, in the equation for the current, t is increased by an amount Z-n/m„, the 
period of one cycle, we arrive at the corresponding point in the next cycle. Let i' 
denote the current at this point, so that 

or, i'/i =- € '^1'-"^, since a = r/2L (4) 

This gives the ratio of the amplitude of one cycle to that immediately preceding. 

Logarithmic decrement, 8, is defined by 

8 = m-/mJL = log, OVi') (5) 
and is thus the naperian logarithm of the ratio of the amplitudes of two successive 
cycles. 

See also Sect. 11 Summary of Formulae. 
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SECTION 3 : SERIES RESONANCE 

The series impedance z of the drcuit in Fig. 9.2a at any frequency (/ = a)/27r) 
is given by the expression 

z = [oiL - (l/a>C)]^ (6) 

Thus if an alternating voltage of frequency / be applied in series with the circuit, 
when the vjilue of r is fixed, we see that 2 is least, and hence the current reaches its 
maximum, when <oZ, — XjwC = 0, i.e. when w == 1/y/LC — ta„ the resonant 
frequency. 

It is perhaps surprising that the frequency for maximtun current is independent 
of the circuit resistance r and that maximum current does not occur when the fre- 
quency of the applied voltage is equal to the natural frequency /„. The state of maxi- 
mum current flow is called series resonance. 

If E be the r.m.s. value of the applied alternating voltage, the r.m.s. value / of the 
current produced in the circuit is clearly 
E E 

/ = (7) 
Z \/»-' + - (l/wCXP 
= B/r,when 01 = 1/VLC = tu„ (8) 

The voltages across the several parts of the circuit vmder this condition of 
series resonance are (Fig. 9.2a) : 

rl = E across the resistance (9) 
<u„LI across the inductance (10) 
and — (1 /a) „C)/ across the capacitance. (11) 

The voltages across the inductance and capacitance are equal and opposite in sign, 
thus cancelling each other, and usually they are large compared with the voltage 
across the resistance. The voltage across the inductance may be expressed as 
(u)J^/r)E, and therefore its ratio to the voltage applied in series with the circuit is 
tuX/r. This ratio, usually denoted by Q, is the ratio of the reactance of the coil 
at resonance to the resistance in series with it, and is called the magnification factor 
or quality factor. Thus, 

Q may also be called the energy factor and is then defined by 
pea k energy sto rag e 
^ " ^"energy dissipated per cycle 
peak energy storage 
~" " average power loss 
That this is equivalent to a>J^/r is shown by 

2 = <"»iPr" T" 





It is shown in Chapter 4 Sect. 5(vi) that the power factor is approximately equal 
to 1/Q ; when Q is greater than 7 the error is less than 1%. 
See also Sect. 11 Summary of Formulae. 

The general treatment of series circuits with L, C and R is given in Chapter 4 
Sect. 6(ii). 
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SECTION 4 : PARALLEL RESONANCE 

I-et us now examine the result of applying an alternating voltage E across the con- 
denser C in the circuit shown in Fig. 9.2b. The current divides between the two 
branches, and we find that the (r.m.s.) value of the current in L and r is given by 
E 

J = (13) 

and the r.m.s. value of the current in C by 

I, = wCE (14) 
Adding the two currents, with due regard to their phase relation, the r.m.s. value of 
the total current I is fotmd to be 



When u>C = u>L/(f^ + <a^L'), the total current / is in phase with the applied 
voltage E, and has its minimum value 

^ = •E a , (16) 

This condition is termed " parallel resonance* ", as distinct from the " series 
resonance " considered earlier. At resonance, the currents in the condenser and coil 
are large compared with the current in the external dfcuit and they are very nearly 
Opposite in phase. 

The value of <u at which parallel resonance occurs can be determined from the 
equation 

a,„ = • , ^ (17) 

It was pointed out in the previous section that wL/r, the ratio of the reactance of the 
coil to the resistance in series with it, is usually greater than 50. Thus, with an error 
of about one part in 5000 at Q = uL/r 50 and correspondingly smaller errors at 
larger values of Q, we find that the parallel resonant frequency /„ is given by 

«)„ = 27rf„ 1/VLC. 
This is the same result, to the accuracy indicated above, as that obtained in the series 
resonance case. 

With a similarly small degree of error we may write the following simple relations 
for the currents at resonance. The current in the external circuit (Fig. 9.26) 
is given by 

E 1 , E.o>^C 

^ o>JL Q (18) 

where Q = aij^/r as before. The <!&rrent in the inductance and resistance 
is very closely equal in value to that in the capacitance, 

~ hfv E/oiJ.^ - <a„CE (19) 
and is Q times larger than the current in the external circuit 

The formulae given so far hold only when the condenser loss is negligible. In 
order to generalize our expressions in a simple manner let us first consider the two 
circuits shown in Fig. 9.3a and Fig. 9.3b. At (parallel) resonance for Fig. 9.3a we 
have foimd that the current / in the external circuit is 

ECr/L fn E/Qu>JL ttc. ; 

♦Parallel resonance may be defined either as 

Ca) the frequency at which the parallel impedance of the circuit is a maximum, or 
(b) the frequency at which the equivalent reactance of the complete parallel circuit becomes zero 
(i.e. when the impedance has unity power factor and acts as though it were a pure resistance at 
the resonant frequency). This can also be expressed by saying that the parallel circuit has 
zero susceptance at the resonant frequency. 
For further details see Chapter 4 Sect. 6(iii) and (iv). 
Definition (b) is used in this chapter. 
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and for Fig. 9.3b, to the same approximation, it is evident that 

These two circuits are equivalent at resonance provided we set 

= L/Cr = QwJL = Q/m^C = Q\/L/C 
Note that Q 



(20) 



R .V CIL, and that R , is the parallel resistance (across C) equivalent 
to the series coil resistance r. 

It has been shown that the circxiit Fig. 9.3a with a condenser G having no losses 
and an inductance L having series coil resistance r may be replaced by the equivalent 
circuit Fig. 9.3b having an ideal tuned circuit LC, without losses, shunted by the re- 
sistor i?, having a value given by equation (20). It is obvious that the impedance 
of the parallel combination LCR , in Fig. 9.3b at resonance is R es this being the 
" resonant impedance " of the circuit. At frequencies other than the resotiant fre- 
quency, the impedance will be less than the " resonant impedance." 

The values of Q in terms of series coil resistance r and equivalent parallel resistance 
R I are grouped below for convenience. 

Intermsofr: Q = _=_^ = -^- 



In terms of R,: Q 



r 

We can now consider the important practical case of the circuit shown in Fig. 9.4, 
in which a resistance R appears in shunt with the condenser C. R represents the 
efifea of all insulation losses in condenser, coil, wiring, switches and valves, together 
with the plate or input resistance of the valves. 



a 




Pig. 9.3(a). Parallel resonance vrith series loss resistance. 

Fig. 9.3(b). Parallel resonance vnth parallel loss resistance. 

Fig. 9.4. Parallel resonance with both series and parallel loss resistances. 



In the present case we have R in parallel with our equivalent parallel coil resistance 
R . of Fig. 9.3b. The resultant parallel resistance at resonance, which we will call 
the resonant impedance is, of course, 
1 



l/R + Cr/L 
Therefore, th^ resultant value of Q is 



1 



(1/rWL/C + rVC/L 

Note that at the resonant frequency the expression 
of the inducta nce an d also that of the condenser, i.e 

to<^ = vi/c = i/o)oC 

See also Sea. 11 Summary of Formulae. 



(21) 



(22) 



(co^/J?) + {r/uiJL.) 

L/C is equal to the reactance 

(23) 
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SECTION 5r GENERAL CASE OF SERIES RESONANCE 

Fig. 9.5 shows the general type of series resonant circuit. It is often convenient 
to cKpress the effect of the two resistances at resonance as a resultant equivalent 
series resistance, r' say. In the circuit of Fig. 9.3 we saw that the effect of a resistance 
r in series with.Z, was eqxiivalent at resonance to that of a resistance LjCr shunted 
across C. By similar reasoning it may be shown in the present case (Fig. 9.5) that 



FVG.9.S 




Fig. 9.5. Series resonance with losses in 
inductive and capacitive elements. 



the effect of R at resonance is equivalent to that of a resistance of value L/CR in 
series with L. The resultant equivalent series resistance r' is thus equal to 
r + (LC/R), and the resultant value of Q is w J,/r'. 
See also Sect. 11 Summary of Formulae. 



SECTION 6 : SELECTIVITY AND GAIN 

(i) Single tuned circuit (ti) Coupled circuits — tuned secondary (iii) Coupled 
circuits — tuned primary, tuned secondary (iv) Coupled circuits of equal Q (o) 
Coupled circuits of unequal Q. 

(i) Single tuned circuit 

The currents and voltages, and hence the gain, of single tuned circuits at resonance 
are determined by the equivalent series resistance (r' as defined in Sect. 5) and the 
resonant impedance (R^ as defined in eqn. 21). 

At frequencies other than the resonant frequency, the reactances of the coil and the 
condenser no longer balance. In the series circuit the resistance r' becomes an im- 
pedance z which is greater than r'. In the parallel circuit the resonant impedance 
Rp becomes an impedance Z which is less than 

The appropriate ratios of these quanrities determine the selectivity or response 
of the circuit, and they are related to Q and / by the following expression : 

— ° _ _ 

A r' Z ' ' ^ V/„ / 

where „ is the voltage gain at the resonant frequency /„ and A the gain at frequency/. 

Note that A J A is the ratio of current at resonance to that at frequency / in the 
series case, and the ratio of total current at frequency / to that at the resonant fre- 
quency in the parallel case (see below). 

The phase angle between the applied voltage and the total current is such that 



tan 



^==^K7-»-r) '''' 

the positive sign pertaining to the series case and the negative sign to the parallel case. 

The equation (24) leads to a simple method for determining Q from the response 
curve. We see that when 2[(///„) - (/„//)] = ± 1 the total current will be de- 
creased by the factor -y/s in the series case (i.e. decreased to 70.7% of the resonance 
value), and increased by the same factor in the parallel case. It will be observed that 
at either of the frequencies satisfying this condition the phase angle ^ is numerically 
equal to 45 °, as tan ^ = ± 1, and that the resistance r' or is equal to the reactance. 
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The condition 

QU/fo-fJf)= ±1 (26) 
may be written 

ilSo-Solf = ±\IQ\ (27) 
and for values of Q not too low (> 50, say) we have, very closely, 

2^/.//, ^ ± 1/Q (28) 
where Jif„ - /„, 

ThusJ/.<*±^ (29) 

and the current is decreased, or increased, by the factor at two frequencies /, 
and fi, one on each side of the resonant frequency /», determined by 

/i=/o--^;A=/. (30) 

Hence, Q(%^/,/(A -A) (31) 
The frequencies /», /i and/j may be found experimentally, and hence Q may be 
calculated. 

At frequencies very diCferent from /„, so that A J A is greater than about 10, 
the equation giving the response is very approximately 

AJAi=iiQU/f.-fJf). (32) 
Also, the expression for the phase angle may be written in the alternative forms 
tan = ± QU/fo - fjf) front equation (25) 

^^Q^.l+S^^ (33) 

Under theie conditions we see that in tlie series case 
(a) Across the coil ; 

Voltage at resonance LaiJ„ _ LfJ 

Actual voltage when well off resonance Lwi Lfi 
and (b) Across the condenser : 

Voltage at resonance Cm 



Actual voltage when well off resonance C 
Similarly, in the parallel case, we have 

Impedance at resonance 

Impedance at frequencies well off resonance 
from which it can be shown that 
(a) In the coil : 

Current at resonance / 

Current at frequency f ~ fc 
and (b) in the condenser : 

Current at resonance /„ 

Current at frequency f " f 



(34) 
(35) 
(36) 

(37) 
(38) 



(ii) Ck>upled circuits — ^tuned secondary 

We consider briefly now two examples of coupled circuits. The first exampki 
shown in Fig. 9.6 illustrates a typical case of a high frequency transformer with 
tuned secondary in a radio receiver. 

The symbols to be used are set out below : 

= mutual conductance of the valve in mhos, 
= plate resistance of the valve in ohms, 
Li = primary inductance in henrys, 
Li = secondary inductance in henrys, 
M — mutual inductance between and La in henrys, 
k = M/VL1L2 = coupling factor, 
Qi = LiOiJr = l/rCu>o, 

o), = 2w X resonant frequency of secondary in cycles per second. 
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Rp = loJ^iQi = resonant impedance of secondary in ohms, 

fi, = input voltage, 

e„ = output voltage, 
and A — stage voltage gain (amplification). 

When the secondary is tuned, its impedance (at oio) is simply r, and it reflects into 
the primary a resistance equal to <o„^/r. The primary signal current /, is, there- 
fore, 

" VXp'i + (r„ + M^<a,^/ry 
where is the reactance of the primary. 

When the conditions are such that the primary reactance can be neglected, we have 
!^ . . ej{r^ + Af2a,<,V) (40) 
It follows that the secondary ciurent h is given by 

/ Sn ■ ei 

r ~ (r/Mco,) + (Mcoo/r^) 
Hence the induced voltage across Lz (and C), that is is 



(r/Mw„) + (AI«„/r^) 



g„kRj)VLi/L^ 



1 + k%Rj,/r;) . iLJU) 
When is very much greater than 

I, ^ gm ■ Si . Mtajry 



(42) 
(43) 

(44) 

■MVr[= k^RoiLi/L^)] we have sunply 

(45) 
(46) 
(47) 



and ejei = A„!^ gm<"oMQ^ = IT™ . kRjyVhJL^ 

If the inductances Li and have the same ratio of diameter to length, or form 
factor, and the turns are and respectively, then V Li/Z-a in the above formulae 
may be replaced by NJN^. The plate resistance r, in parallel with the primary is 
reflected as a series resistance M^w^^/r^ into the secondary. If the value of this 
reflected resistance is greater than say 5% of r, its effect should be taken into account 
when computing the selectivity of the secondary. This selectivity, then, is deter- 
mined by means of the formula 

z/r' = VrToTwT^A/TF (48) 
where r' = r + M^Wo^/r^, 



1 



Note that Qa' and r' must not be used when calculating the gain A » 



«i "-M g'-^ "> |''o n ^-^c 




Pig. 9.6. Amplifier stage using a high frequency transformer zaith a tuned secondary. 
Fig. 9.7, Amplifier stage using a double tuned high frequency transformer. 



(iii) Coupled circuits — ^tuned primary, tuned secondary 

The second example of coupled circuits is shown in Fig. 9.7. This is a typical 
high frequency transformer with tuned primary and tuned secondary. Intermediate 
frequency transformers in super-heterodyne receivers are usually of this type. Very 
thorough discussions of such transformers have been given from the theoretical point 
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of view by Aiken (Ref. C2). For the design procedure see Chapter 26 Sea. 4. In 
this case the resistance in parallel with the primary at resonance is 

^i/Cir. + Li/C,i?, = Li/C^R', where 1 R' = 1/r, + l/R^ ; 
and the resistance of the secondary is LJCJto, so that the resistance reflected into 
the primary is a}„'M^CiRi/Li. The primary current iss therefore, 

/ = €!=fi- . \ (AO) 

' iu„C, LJCJt' + m„m^CiR,JLi ^ ' 

The secondary current I, can readily be shown to be 

/. = (Ala,„C,i?./Z.s)/„ (50) 
and the induced voltage e„ across and Cj to be 

e, = LiwJ, = iMC^RiU},^)!^. 
Therefore the voltage gain at the resonant frequency, A„ is given by 

e, ° LuR'RiCi -r 'o.^M^Ct/L/ ^ ' 

This relation for the gain may also be expressed as 

° ~ k' ^ l/Q'Q'. 



(52) 



. gW R'R, ,53) 

where, as before, k = M/vLJ^, and Q', Qa have their usual meaning, i.e. R'/Li<a„ 
and Rs/LiW„ respectively. 

The expression for calculating the selectivity is lengthy and complicated and a 
graphical treatment described later is preferable (Sect. 7). 

As k is increased from low values, the gain increases until kV Q'Qs — 1, after 

which it decreases. This value of * = 1 /V Q'Qa is known as the critical coupling 
factor (fej). 

(iv) Coupled circuits of equal Q 

When the primary and secondary circuits are identical, and the coupling factor is 
equal to k,, and the plate and grid return resistances are very high, we see that the 
voltage gain obtained is exactly half that v^rith a single tuned circuit. The critical 
coupling factor in this case, of course, is 

kc = 1/Q where Q = Q' = Q,. 
For values of k less than ka the response curve (gain versus frequency) has a single 
maximimi at /,,, the resonant frequency of each of the circuits. When k exceeds 
the critical value, however, the amplification curve becomes double-humped, i.e. 
there are two frequencies of maximum response, and these are separated by equal 
amotmts above and below /o. The distance between these two peaks increases with 
k, and very approximately we find that 

(/» - /i)//. ^ V k' - (54) 
!=a Vk^ - ftoS (55) 
when/i and fi are the frequencies for maximum response, i.e. (/a — /i) is the band 
width between peaks. The amplitude of these two peaks is substantially the same 
as the maximimi possible gain gmR/2, where R — Ri ^ R^. 

Frequently, an approjdmate formula for band-width is used : 
(A - /,)//. k (56) 
While k largely determines the band-width, the depth of the valley at/„ and hence 
the uniformity of the response in the pass band of frequencies, is determined by the 
relation of Q to k. For a constant value of k (above critical coupling) the dip be- 
comes more pronounced as Q is increased, while the frequency separation between 
peaks becomes greater ; conversely as Q is decreased the dip becomes less pronounced 
and the frequency separation between peaks becomes less. The ratio of the response 
at/„ to that at the two peaks is found to be 2.6/(1 + b'), where b •= k/kc. 
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A value for k in the order of 1.5 times critical, i.e. kQ = 1.5, is often used for i-f 
amplifiers requiring band pass characteristics. However, the exact value chosen for 
kQ depends of course, on the bandwidth requirements. 

Further points on the resonance curve can be obtained from the result that the fre- 
quency band width between the points on either flank of the resonance curve, at which 
the response is equal to the minimum in the " valley" between the two peaks, is -\/2 
times the peak separation. It can be shown also that, in general, the gain at any 
frequency / is given by 

A- = r I r V (57) 

A ^ I 1 + k^Q'J Ll + k^Q^J 
where Y = f/f, -fjf. 

This expression may well be solved graphically according to a procedure developed 
by Beatty (Ref. C7) ; this procedure will be described below. 

(v) Coupled circuits of unequal Q 

In the general case where Q' and are unequal, the two peaks of maximum re- 
sponse do not appear immediately A exceeds the critical value k,,. The value of k 
at which the two peaks just appear has been defined as the transitional coupling 
factor by A iken (Ref. C2). T he value of this coupling factor kt is 

K = VKI/Q"' + l/Qa^)- (58) 
The band width between peaks is found to be 

(A -/i)//o = s/k' - k,^ (59) 
This useful result is discussed in an editorial by G. W. O. Howe (Ref. C5). Further 
it has been shown that here, as in the symmetrical case, the band width between the 
points on the flanks, level with the minimum response in the " valley " between the 
peaks, is times the peak separation. 

In this case, too, the selectivity curve remains symmetrical as k increases (above 
Ai(). The amplitude of the peaks decreases, however, as k increases, and also as the 
ratio of Rx/Ri (or R^/Ri) increases. Aiken (Ref. C2) gives selectivity curves for the 
three cases (i) i?i = lORj, (ii) R^ = 50R« and (iii) Ri = 200i?2 with = Lj and 
Cj = Ca. Some idea of the magnitude of this decrease in peak amplitude may be 
obtained from the following figures taken from Aiken's curves : 



Ri/R, 


= 10 


= 50 


Ri/R 


2 = 200 


k/k. 


^/ A opt 


k/k. 


A/Aopi 


k/k. 


A/ A 


3 


0.67 


7 


0.33 


15 


0.17 


6 


0.62 


15 


0.28 


20 


0.15 



In this table Ao^i is the optimum value of the gain, i.e. the gain at resonant frequency 
with critical coupling (= gmV RiRa/2). 

The gain at/, when k> k, is given by [2fc/(l + b^)]Aopt, where b = k/kc, as 
in the case of equal Q's ; as the gain at the peaks is less than A „,( however, the re- 
sponse curve is flatter in the present case. 

See also Sect. 11 Summary of Formulae. 

SECTION 7 : SELECnVUY— GRAPfflCAL METHODS 

(i) Single tuned circuit (ii) Two identical coupled tuned circuits. 

(i) Single tuned circuit 

A single tuned circuit in the plate load of a valve has the well-known frequency 
response shown in Fig. 9.8. At the resonant frequency, where the reactance is zero 
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there occurs the maximum value of the response, and the gain falls away on both 
sides. This curve may be computed from eqn. (24), namely 

AJA = Vl + Q^Y\ 
and tan i = ± QY, from eqn. (25) 

where r = (///„ -/.//). 
These formulae, however, lend themselves to a simple graphical ueatment as in- 
dicated in Fig. 9.9. 

The ratio of the gain A „ at resonance to the gain A at any other frequency may be 
plotted as a vector quantity, OP in Fig. 9.9, having both magnitude and phase. At 
resonance, when the frequency is/„, it becomes 0P„ in Fig. 9.9, where OP„ is of unit 
length since A „/A is then equal to imity. At any other frequency /, the ratio A J A 
is then given by OP where the point P is fixed by the relation 

length P^ = QUISo -sfjf). 
The phase angle is the angle P„OP. 

Near resonance, when / is nearly equal to /<,, this may be approximated by 
length PJP 2QAf/f„ where =f -fo 
so that Af measures the amount of detuning. Thus, near resonance, the length P«P 
is nearly proportional to the amount of detuning. 




(ii) Two identical coupled tuned circuits 

It is foimd that when two identical tuned circuits are coupled, either by some com- 
mon reactance in the circuit or by mutual inductance, the locus of the point P is the 
parabola 

=^(^y + 1)4/(1 + k^Q^. 
This parabola is shown in Fig. 9.10 where OP„ again represents A„. To use this 
graph to determine the gain, we first compute the quantity OX = 2Qy/(l + *'Q*)» 
then from X draw a line perpendicular to OX to cut the curve at P. The line OP 
represents the gain {A„/A) while P„OP is the phase angle. 

The form of the parabola depends upon the magnitude of kQ. It is found that 
when OT < ^/Y, corresponding to kQ > 1, there are two frequencies of maximum 
gain as shown by the two vectors marked OP' in Fig. 9.10. When the attenuation 
is plotted against Af„ as in Fig. 9.11, it becomes clear that a much flatter top may be 
obtained by using coupled pairs of circuits than by using single tuned circuits. Fig. 
9.1 1 serves also to show the variation in band width with variations of OT (i.e. changes 
of kQ). It will be seen that the shape of the skirt of the curve is practically inde- 
pendent of the value of kQ. 

See also Sect. 11 Simmiary of Formulae. 
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SECTION 8 . COUPLING OF CIRCUITS 

(i) Mutual inductive coupling («) Miscellaneous methods of coupling (ni) Complex 
coupling. 

(i) Mutual inductive coupling 

As already emphasized, when the mutual inductive coupling between two tuned 
circuits is increased above a critical value, kt, two peaks appear in the response curve, 
symmetrically situated with regard to the resonant frequency /„. No other types of 
coupling possess this useful property. Where optimum gain and selectivity are 
required it can be shown that these will be obtained with a coupling about 80 per cent 
of the critical value — (Ref. C45). Greater selectivity can be achieved with less coup- 
ling than this value while increased gain will result from tighter coupling. 

When the highest possible selectivity without serious loss of gain is desired 
from a pair of tuned coupled circuits, a practical compromise is to reduce coupling 
to 0.5 kc at which value the gain is 0.8 times the optimum. The selectivity then 
approaches that which would be obtained by separating the two circuits with a valve 
(assuming this be done without altering Q' and Qj). For other relationships between 
gain and selectivity, refer to Reed (Ref. CI) or to Aiken (Ref. 02). 

(ii) Miscellaneous methods of coupling 

There are other types of coupling which may be used between tuned drctiits as 
alternatives to mutual inductance. Four such circuits are shown in Figs. 9.12, 9.13, 
9.14 and 9.15. High impedance or " top " coupling is used in the circuits shown 
in Figures 9.12 and 9.13 and low impedance, or " bottom " coupling, is used in the 
circuits of Figures 9.14 and 9.15 




Fig. 9.12. High impe- 
dance capacitive coup- 
ling. 




Fig. 9.13. High impe- 
dance inductive coup- 
ling. 




Fig. 9.14. Low 
impedance capa- 
citive coupling. 



A fifth type is link coupling shown in Fig. 9.I6A3 in which a relatively small 
coupling inductance Li is coupled to and similarly to and Lj,' is connected 
directly in series with L/. The behaviour of this circuit is the same as that to be 
described for Fig. 9.15. 

" The coupling between two circuits, from a general point of view, is the relation 
between the possible rate of transfer of energy and the stored energy of the circuits " 
(Ref: C5, Sept. 1932). 

From this definition it follows that for low impedance coupling 

k — , — = 1^ .. when Xi and ^X„ 

and that for high impedance coupling 



when jf, and X^ < X^ 



i.Xx + X^fJX^ + Xm) X„ 

where ^„ is the coupling reactance and Xx and X^ are the effective reactances of either 
the coils or the condensers* with which the circuits are tuned. 

•Jfi and must be of the same " kind " (i.e. either inductive or capadtive) as X . 
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The effective reactances and in the high impedance case are calculated by 
regarding the actual tuning reactances (LiO), and Ljo). or 1/Ci<«„ and l/CjWo) as 
being in parallel with the coupling reactance Xm > while in the low impedance case, 
Xi and X2 are calculated by taking X„ to be in series with the actual tuning reactances. 




FIG.9.16A 



l^l»L',-Ln> a J- 
. o TV 



K.iaia^ Appro, 



Fig. 9.15. 1,010 

impedance induc- 
tive coupling. 



Fig. 9.16A. Link coupling. 



Mutual inductive coupling belongs to the low impedance coupling group ; here 
Xm = Ma>o, Xi = Li<o„ Xi = LiMg ; so that * = M/VLiLi, in agreement with 
our previous definition in this particular case. 

For a general analysis of the calculation of coupling coefficients see Chapter 26 
Sea. 4(vii). 

Application of the formulae given above to the circuits shown in Figures 9.12, 9.13, 
9.14, 9.15 and 9.16A give the following result's for the coefficient of coupling * : 



Circuit 



* (exact) 



k (approximate) 



Fig. 9.12 



V(Ci + c„xc, + cj 



, when C„ < (C„ C.) 



Fig. 9.13 



(Li + L J(Lj + L J 



when Z.„ >> (ii, ij) 



Fig. 9.14 



(Ci + C„)(C, + C„) 



when C„ > (Cu C.) 



Fig. 9.15 



when Lm < (Li, L,) 



Fig. 9.16A 



, when individual coup- 
LffiVZ^ lings are small. 



kikt, when individual coup- 
lings are small. 



where /.„ = W + La', 
Af 

*i = , , and ^2 . 

Viii.™ VLtLm 
When the coupling increases above k, for the tuned circuits shown in Figs. 9.12, 
9.13, 9.14, 9.15 and 9.16A, the two peaks in the response curve of the secondary move 
at unequal rates from the original resonant frequency (determined by LiCi<u,* = 
i«C,a)„« = 1). For the first four of these examples in the special case Li = Lu 
Ci = C,, and for the fifth generally, one p««k remains approximately stationary 
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(at tu„), while the other peak moves to one side : the shift of the semi-stationary 
peak depends upon the series resistances of the two circuits and decreases with them, 
being zero in the ideal case ri = ra = 0 : the second peak is lower in frequency in 
Figs. 9.12 and 9.15, but higher in Figs. 9.13, 9.14 and 9.16A. The selectivity and 
bandwidth (between peaks) may be calculated from the formulae (57) and (55) re- 
spectively — already quoted for transformer coupling — provided the appropriate value 
of k is used. It is theoretically possible, although seldom convenient, to combine 
two types of coupling in equal amounts to give symmetrical separation of the two peaks. 
Normally, when this is required simple mutual inductive coupling is used. 

It may be shown that for all types of coupling the centre frequency is determined 
by the effective reactances obtained by taking the coupMng reactance into account. 
Thus, for example, for Fig. 9.15, (La + I,„)C2tOj= = 1, where tu« corresponds to 
the frequency of the minimum between the peaks j while for Fig. 9.16A, 
(Lj - Af2VL«)C2c«.» = 1. 



(iii) Ck>mplex coupling 

With any single type of coupling the gain and the band width vary with the fre- 
quency. Clearly, then, a single type of coupling cannot give satisfactory performance 
in the tuned radio frequency stages of a receiver where the frequency range is two or 
three to one. From the formulae already given it can be seen that for transformer 
coupling both the gain and the band width are approximately proportional to the 
frequency (asstmiing that Qi and do not vary greatly) ; for other types of simple 
coupling k depends upon the square of the frequency, and hence band width and gain 
are functions of frequency. 




FIG. 9.1 6B FI5.9.I6C FIG. S,I6D 



Fig. 9.16B. Constant bandwidth using inductive and capacitive coupling. 
Pig. 9.16C. Constant bandimdth wing capacitive coupling. 
Fig. 9.16D. Complex coupling with mutual inductive and top capacitive coupling. 



In practice, a reasonably constant band width over the tuning range can be obtained 
by a suitable combination of the tjrpes of coupling already described. Two common 
arrangements are shown in Figs. 9.16B and 9.16C. 

For the circuit shown in Fig, 9.16B the coupling reactance X„ = 4- 1/ coC„ , 
while for that shown in the Fig. 9.16C it is 

oiC ^ wC^Ci 
The corresponding coupling factors are respectively 
, M + lli^^C^ 



ik < 0.05), 



Aiken (Ref. C2) gives a practical design procedure for obtaining the values of the com- 
ponents which give the best average results over the whole tuning range. 

When k has been determined, the band width and selectivity may be calculated 
from sqns. (55) and (57) given earlier. Also, for circmts with the same values of Q, 
a suitable value of k is given by kQ = 0.5 — as in the case of transformer coupling — 
when the greatest possible selectivity without notable loss of gain is desired. 
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In Fig. 9.16D there is a combination of mutual inductive coupling and top capadtive 
coupling, as commonly used in aerial and r-f coils, and, effectively, in i-f transformers. 
The analysis is given in Chapter 26 Sect. 4 (vii). 

Sec also Sect. 11 Summary of Formulae. 



SECTION 9 : RESPONSE OF IDENTICAL AMPLIFffiR STAGES 

IN CASCADE 

When two or more amplifier stages having identical circuits and values are con- 
nected in cascade, the overall gain is the product of the gains, and the resultant selec- 
tivity is the product of the selectivities of all the stages. For n stages, therefore, the 
total gain is ^ „" ; the selectivity for single tuned circuits is 

(A/ A,)" = (1 + Q^y'i)-"/', 

while for coupled pairs 

\aJ lV 1 + k'Q'J Vl + k'Q'J J 
When k^Q' is very small, the selectivity of « coupled pairs is almost the same as 
that of 2n single tuned circuits. Thus there is a limit to the improvement of selec- 
tivity obtained by reduction of the coupling of coupled pairs of tuned circuits. When 
it is possible to increase Q, there is a corresponding improvement in selectivity. The 
tendency with several stages of single tuned circuits is to produce a very sharp peak 
at the centre frequency, which may seriously attenuate the higher audio frequencies 
of a modulated signal. Conditions are much better with coupled pairs, because two 
peaks with small separatioii appear as Q is increased, if the coupling is not too close. 
DiflSculties occur when Q is increased so much that a deep " valley " or trough occurs 
between the peaks. The practical limit is usually a ratio of 1 : 1.5 overall gain be- 
tween the response at the bottom of the valley and that at the two peaks. It is then 
good practice to add another stage employing a single timed circuit which substan- 
tially removes the " valley " of the preceding circuits. The procedure by which the 
best results may be obtained is described by Ho-Shou Loh (Ref. C13). In this 
manner a nearly flat response may be obtained over a range of frequencies 10 Kc/s 
to 20 Kc/s wide, with very sharp discrimination against frequencies 20 Kc/s or more 
away from the centre frequency, 450 to 460 Kc/s. 
See also Sect. U Summary of Formulae. 



SECTION 10 : UNIVERSAL SELECTIVITY CURVES 

In Figs. 9.17 and 9.18 are shown universal selectivity curves taken from Maynard's 
data (Ref. D2). These curves apply to a pair of coupled tuned circuits, and are not 
restricted to circuits of equal Q. Fig. 9.17 gives the gain at various frequencies off 
the centre frequency in terms of the gain at the centre frequency, for various co- 
efiBcients of coupling ; the ordinate scale D is proportional to QAfJfo- The Q shown 
in Figs. 9.17 and 9.18 is 2a for all expressions containing a and b. 

The phase difference between the currents in the primary and secondary circuits 
can readily be obtained from Fig. 9.18. There we have plotted an angle 0 as a func- 
tion of D for various coefficients of coupling, and the phase shift is ^ ± 90% the 
positive sign being taken when the coupling is negative, and the negative sign when 
k is positive. 

The parameter b, which is a measure of the coupling, becomes simply k/kc when 
the tuned circuits have equal values of Q ; also, in this case, the variable D becomes 
simply 2Q.Aj Jf „. For convenience, scales have been added to give AJA in terms of 
QJ/o for a number of values of /„ for two identical coupled circuits. 

In deriving the curves of Figs. 9.17 and 9.18 it was assumed that Q and k do not 
vary appreciably over the range considered, thus giving symmetrical selectivity curves ; 



422 



UNIVERSAL SELECTIVITY CURVES 



9.10 



and that Q is reasonably high 
(> 25 say). Very low values of 
Q require a different curve for 
each value, but the effect is only 
to alter slightly the skirts of the 
curves without altering appreci- 
ably the main portions. 

As an illustration of the use of 
Fig. 9.17 consider the example 
/„ = 1000 Kc/s, Q, = 22 = 200, 
k/kf =2 = 6: we see that the 
peak occurs at QJ/o 800, i.e. 
J/o = 4 Kc/s, and that the gain 
in the valley compared with the 
gain at the peak = 0.8 j these 
results agree well with those 
calculated from the formulae 
already given, namely 




2 4 6 D * 10 <2 

UNIVERSAL SELECTIVITY CURVES TOR 
TWO COUPLED CIRCUITS 



Band width is : f„V - k,' 8.6 Kc/s. 
Ratio of gain in valley to that at peak is : 
2k/k, 2h_ 4 

1 + ik/k,y 1 + fc» ~ 5 ■ 

Phase change at Af^ = (+)'4 Kc/s : (from Fig. 9.18) phase change 20 ± 90°. 

In conclusion, we give the selectivity curves of Fig. 9.19 to illustrate some of our 
remarks in preceding sections. These curves have been derived from those of 
Fig. 9.17, but here the abscissa is A„^,/A, where A„j,t is the gain at the centre fre- 
quency where k = k^. 

These curves are for the case of two identical coupled circuits j they show how the 
maximum gain, band width and depth of the valley between peaks vary with the 
ratio k/kc. 

In all expressions using a, the Q mentioned is the secondary Q, namely 




0-1 0-2 0-3 0-5 0-7 1-0 0 2 3 4 5678 10 
UNIVERSAL PHASE SHIFT CURVES FOR 
TWO COUPLED CIRCUITS 
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SECTION 11: SUMMARY OF FORMULAE FOR TUNED 

ciRcurrs 

(1) NOMENCLATURE 

L = inductance (in henrys unless otherwise stated) 

G = capacitance (in farads unless otherwise stated) 
/„ = resonant frequency (in cycles per second unless otherwise stated) 
/„ = natural resonant frequency (in cycles per second unless otherwise stated) 

/ = frequency (in cycles/sec. unless otherwise stated) 
J/„ = / - /„ (in cycles/sec.) 

Y = (///„ -/„//) 

TT = 3.1416 approximately 

k — coefficient of coupling 

to = 2'nf, u>o = 27i/„ to, = 2-nfn radians per second 
r = series resistance (in ohms) 

— resistance of a series resonant circuit at resonance (in ohms) 
R = shunt resistance (in ohms) 

R , = effective shunt resistance of a parallel resonant circuit at resonance when 

R = « (in ohms) 
/?o = resonant impedance (in ohms) 

e = voltage across the circuit at a time t 

E = initial voltage of charged condenser 

6 = 2.718 (e is the base of Naperian Logarithms) 

f = time (in seconds) 

a = damping factor 

S = logarithmic decrement 

A = wavelength in metres 

»■ = current at frequency / (in amperes) 

»■„ = cxurent at resonant frequency /<, 

A — gain at frequency / 
A„ = gain at frequency /» 

Q = magnification factor. 




Selectivity Curves for Two Identical Coupled Circuits , 

Showing the Varlotion in Moximum Goto, 
Band Width ohd Depth o' Valley with iV^Kc 
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(2) NATURAL RESONANT FREQUENCY (/„) 
Exact formula 

Approximate formula for use when r is small compared with 2-\/ LjC : — 

For nianerical use this may be put in the form 
159 200 

fn'^fi, — , ^/Sj where L is in microhenrys (3) 

V LC ami C is in microfarads ; 
159 200 

or fn!^f„ = — . . Kc/s, where L is in microhenrys (4) 
V LC ancj C is in micromicrofarads. 

(3) WAVELENGTH (A) 

Wavelength (in metres) = 1884v'Z-C, (5) 
where L is in microhenrys and C is in microfarads. 

Wavelength x frequency = 2.9979 X 10' metres per second (6) 

3 X 10' metres per second. 

Note : Equations (5) and (6) are based on the velocity of electromagnetic radiation 
in a vacuum as determined by Dr. Essen and others in 1951 (see Ref. El). 

_ 300 000 300 

Wavelength !^ 7 : — ir-7- 7 ■ — ttt" 

frequency m Kc/s frequency m Mc/s 

(4) DAMPED OSCILLATIONS 

e = Ee~"-' cos <o„t, where a = r/2L (damping factor) (8) 
S = rftfJL, (logarithmic decrement) (9) 

(5) SERIES RESONANCE 
L, C, and to„ : 
For resonance 
LCoj,' = 1 

(11 JL = l/<u„C ohms 



o}„ = l/yZC radians/second 

a>oi = V L/C ohms 
co„C = V C/L mhos. 



L, C and/o : 

For resonance (10) 
lirfj^ = l/2w/„Cohms 

LC = 3Q_4gy^a (henrys X farads) 

2.533° X 10" „ 
or LC = fiH X ^iF 

Jo 

where L is in microhenrys 
and C is in microfarads. 



e = <o^/r' = l/r-Ca)„ (11) 
where r' is the effective series resistance at resonance, 
i.e. r' = r + L/CR 
where r is the series resistance 
and R the parallel resistance. 

Therefore Q = "''f''„^ = — — , \ , — (12) 

1 1 

"~ ai„Cr + l/RCoi„ ~ fy/'C/L + s/L/C/R ^^^^ 
When L/CR< r:Q^ wj^/r l/aj„Cr. (14) 
Magnification factor (Q) : Ratio of die voltage across either reactance to the 
voltage across the circuit. 

(6) PARALLEL RESONANCE 

At resonance, to. = . • — 

VlC Vl + rVoi/L^ ViC ^ 
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Q = Ro/<OoL = Ri,<o„C, (16) 
where R the resonant impedance, is the effective shunt resistance of the circuit at 
resonance, 

and 1/Rj, = 1/R + Cr/L. 
Therefore Q = — 7= ■p= — etc., as in (12), (13) above. 

WC/L + Vl/c/r 

When R is infinite (i.e. no shunt resistance), 

Rj, = R, = L/Cr = Q/coC = <^oLQ = QV. (17) 

Magnification factor 

Ratio of total circulating current to input current = Q (18) 

(7) SELECTIVITY 

(a) Series Resonant Circuit 

iji = AJA= Vl + QKf/fo -fo/fy = Vl + Q'Y'. (19) 

tan ^ = Qy = Q^fo/fo ■ YTWjfo ' 
» lags behind i„ when / > /„, and leads i„ when/ < /„. 
When Afjf„ is small, 

io/i ^ VTTW(MJfY, (21) 
and tan ,^ 2<2^/„//„. (22) 
When iJi is large, iJi i=» QY. (23) 

(b) Parallel Resonant Circuit 



A,/A = Rj,/Z = i/i, = Vl + Q'Y' (24) 

tan ^ = - QY ; (25) 

where i and i„ are the total currents ; 

i leads i„ when/ > /„ and lags behind i„ when/ < /„. 

When J/„//„< 1, //«•„ «i< Vl + 4QM/„V/»^ (26) 

and tan ^ «^ - 2 QA/c/fc- (27) 

When t7i„ > 1, QY. (28) 

(8) R-F TRANSFORMER, UNTUNED PRIMARY, TUNED SECONDARY 
When the primary impedance can be neglected. 



Gainy4„=-,, , , , — , — 

M ^ 1 1 /L, , k lu (29) 

The gain may be expressed in a number of alternative forms, for example, 
_ ji-oiJAQi i).o>JvlQi 

io^MYQ^ ~ , <".'-M^ (30) 
r„ H — p — H ;;; 

where r is the series resistance of the secondary. 
In the special case where ui„'M'/r<^ r„, we have 
A,^g„o>MQ2- (31) 
Selectivity 

To determine selectivity, the effect of the resistance reflected into the secondary 
should be taken into account when its value tu„W/r„ > 5% of r. The effective 
series resistance r' is r + Wo'M'/rp ; so that the effective value of Q^, Q^' say, is 

Qj' = ioj^jr' = • (32) 

The selectivity is then obtained from 

Ao IA'^ Vl + Q^Y\ (33) 
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(9) R.F. TRANSFORMER, TUNED PRIMARY, TUNED SECONDARY 
Gain 

The gain at resonance (A„) is 
A.^ ^ ^ (34) 

where 1/R' = + and 1/Q' = LiwJR' =jv,Li/r^ + l/Q^. 

Maximum gain occurs when k = = l/V Q'Qa the critical coupling co- 
efficient, and is given by 

A „ (max.) = gWR'R2/2. (35) 
Also, when^ = kc/2, the value of /I „ is approximately 0.8 of A„ (max.). 
Identical circuits (Li = L^, C, = d, R' = R2 = R, Q' = Q2 = Q) 

Critical CoupUng : = 1/Q. (36) 
Maximum gain (at resonance) = g„R/2. (37) 

= half gain of a single tuned circuit. 
Band width between peaks (/i and /a), 

if 2 - fD/fo = Vk' - k,\ (38) 
Selectivity 

Gain at peaks, /a and/i, is very closely equal to the optimum value Ao (max.). 
Circuits of unequal Q 
Transitional coupling factor, is 

kt = V'KI/Q'" + l/Qa^). (40) 
Band width between peaks is 

(/2 - /i)//„ = Vk^ - k,\ (41) 
Selectivity 

^ ~V L 1 + -^'Q'QJ Li + k2Q,Q} (^2) 

When > 1 and Afjf„ < 1, 

AJA !^^ Vl - 8J/„V/„fe^ (43) 

(10) COUPLING COEFFICIENTS 
High impedance coupling* 

C 

k <^-j===. for capacitive coupling (Fig. 9.12) (44) 
V C1C2 

= — |: for inductive coupling (Fig. 9.13) (45) 

where C„ = coupling capacitance and L„ = coupling inductance. 
Low impedance coupling* 

VC1C2 

^ — — for capacitive coupling (Fig. 9.14) (46) 

- for inductive coupling (Fig. 9.15) (47) 

where C„ = coupling capacitance and L„ = coupling inductance. 
Link coupling* 

k ^ . (Fig. 9.16A), (48) 

where Mi = mutual inductance between Li and 
and Afa = mutual inductance between La and L„. 

• For exact values see table in Section 8. 
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SECTION 1 : SINGLE LAYER COILS OR SOLENOIDS 

(i) Current-sheet inductance (n) Solenoid wound with spaced round wires (iii) 
Approximate formulae (id) Design of single layer solenoids (v) Magnitude of the 
difference between L, and L„ (vi) Curves for determination of the " current sheet " 
inductance (vii) Effect of concentric, non-magnetic screen. 

(i) Current-sheet inductance 

For the ideal case of a very long solenoid wound with extremely thin tape having 
turns separated by infinitely thin insulation we have the well-known formula for the 
low frequency inductance which is called the " current-sheet inductance " L, : 

L, = 4itN'A'/1 electromagnetic units (1) 
where N is the total number of turns. A' is the cross-sectional area in cm.» and / is 
the length in cm. This result for L, may be expressed also as 

L, = 0.100 28a WV/microhenrys (2) 
when / is measured in inches, and a is the radius of coil, also in inches. 

For solenoids of moderate length — more precisely, for those for which a/ 1 is not 
small compared with imity — there is an end-correction, and we find that 

L, = (0.100 28aWV/)Ji:, (3) 
where X is a function of a/ 1, which approaches imity as a/ 1 tends to zero. Values 
of K, computed by Nagaoka (Bulletin, Bureau of Standards, 8, p. 224, 1912), are 
shown by the curves in Fig. 10.1 . 

The concept of current sheet inductance is introduced because such (theoretical) 
inductances can be calculated with high precision, and the formulae used in practical 
cases can be derived from these results by making approximate allowances for the 
deviations from the ideal case. In many cases these deviations are less than 1%. 
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(ii) Solenoid wound with spaced, round wires 

The low frequency induttance, L „ of an actual solenoid wound with round wire 
is obtained from the equivalent cylindrical current-sheet inductance by introducing 
two correction termsj thus : 

L„ = L, - 0.0319aiV(^ + B) microhenrys, (4) 
where a is the radius of the coil, in inches, measured to the centre of the wire, ^ is a 
constant taking into account the difference in self-inductance of a turn of wire from 
that of a turn of the current sheet, and B depends on the difference in mutual induct- 
ance of the turns of the coil from that of the turns of the current sheet, The quantity 
^ is a fimction of the ratio of wire diameter to pitch, and B depends only on the total 
number of turns, N. Values of A and B are shown by means of curves in Fig. 10.2. 
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Fig. 10. 1 . Nagaoka's Constant (K) for a wide range of d/l. 
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This formula for L„, together with the values of A and B, have been taken from the 
above quoted Bulletin of the Bureau of Standards. The value thus obtained for !,„ 
is given as correct to one part in a thousand. 

The equation given above for L„ can be expressed in the alternative forms : 



<: 




CD 

Pig, 10.2. Comtants A and B as used in the formula for the correction of" current 
sheet "formulae for application to round wire ivith spaced turns {egn. 4). 
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where P, the pitch of the winding in inches, is equal to 1/N. 

As an example of the use of these formulae and curves, let us consider the following 
case : a coil of 400 turns of round wire of bare diameter D = 0.05 inch, is wound 
with a pitch of 10 turns per inch, on a form of such a diameter that the mean radius 
to the centre of the wire is 10 inches. Then, 

a = 10,1 = NP = 40, N = 400, P = 0.1, D/P = 0.5. 
The value of iFC corresponding to 2a/l = 0.5 is 0.8181 from Fig. 10.1. Therefore, 
L, = 0.10028 (400)'' X (100/40) X 0.8181 
= 32 815 microhenrys. 
From Fig. 10.2 with D/P = 0.5, jV = 400, 
A = - 0.136 
B = 0.335 



Therefore A + B = 0.199. 

The correction is, therefore, 0.0319 x 10 x 400 (0.199) 

= 25.4 microhenrys. 

The total inductance Z.„ = 32 815 — 25 = 32 790 microhenrys, and the error which 
would be introduced by calculating as a current sheet inductance is less than 0.08%. 

(i^) Approximate formulae 

In many instances it is not necessary to calculate L „ to the accuracy given by the 
expression above. There are available a number of approximate formulae suitable 
for slide-rule computation. For example : 

A J5a 2.3 logic l-? ■S (6) 
where S = D/P, i.e. the ratio of wire diameter to pitch, with an accuracy of 1% 
for all values of 5. 

B f=^ 0.336 [1 - (2.5 /W + 3.8/N^)] (7) 
accurate to 1% when N exceeds four turns. 

(a) Wheeler's Formula 

^' ~ 9a + 10 / 

This expression is accurate to 1% for all values of 2a/l less than 3. Wheeler's formula 
gives a resvilt about 4% low when 2a /I = 5. 

(b) Approximate expression based on a value of K given by Esnault-Pelterie 

This expression is accurate to 0.1% for all values of 2a/ 1 between 0.2 and 1.5. 

(c) For solenoids whose length is small compared with the diameter 

oW^ 

' ~ [9 - (a/5/)] a + 101 
which is accurate to 2% for all values of 2a/ 1 up to 20. The error approaches + 2% 
when d/1 = 2.0 to 3.5 and at d/l = 20. The error approaches — 2% in the range 
d/l = 10 to 12. 

Let us apply Wheeler's and Esnault-Pelterie' s formulae to the solenoid already 
considered, namely : 

a = 10 in., / = 40 in., N = 400. 

10^x4002 

Wheeler's formula gives L, = qq ^ ^qq = 32 650 microhenrys. 

Esnault-Pelterie's formula yields 
10^ X 400^ 

L, = 0.1008 ^ ^2 ^ "^^^ microhenrys. 

These results agree, within the stated limits, with the value 32 815 obtained pre- 
viously. 
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(iv) Design of single layer solenoids 

The difference between L, and Z,„ is usually less than 1%. Design fonnulae are 
based on L„ as this is easier to compute, and then the correction is estimated. 

Two of die many possible formulae are given in the Bureau of Standards Circular 
74 (Ref. 2). 

(A) Where it is required to design a coil which shall have a certain induct- 
ance with a given length of wire, the dimensions of the winding and the kind 
of wire being unrestricted within broad limits. This design problem includes 
a consideration of the question as to what shape of coil will give the required inductance 
with the minimum resistance. 

We h?.ve the relations : 
L, Q.\0028a^N^K/l from (3), 
/ MP, A = ZnaN, 
where A is the length of wire. Eliminating N gives : 
/ /2a\ 

L, = 0.004 50 ^\KJ i~ ) microhenrys (U) 

This gives the inductance in terms of the length of wire, the pitch P, and the shape 
2a/'. as K is a function of 2a//. 

From the graph of the quantity kV 2a/l against 2a//, its maximimi value is found 
to occur at 2a/ 1 = 2.46. Thus, for a given length of wire, wound with a given 
pitch, that coil has the greatest inductance, which has a shape d/l = 2.46 
approximately ; or to obtain a coil of a required inductance, with a minimum re- 
sistance, this relation should be realized. Further, the inductance diminishes rapidly 
for coils longer than this optimum value, but decreases only slowly for shorter coils. 

The optimum value of d/l can also be obtained roughly from the approximate 
expression for K : 

K = 1/(1 + 0.45 d/l). 
Therefore W//)„, = (1/0.45) = 2.2 approximately (12) 

(B) Given the diameter of the coil, the pitch and inductance, to determine 
the length of the coil. 

A suitable form of the equation is obtained by substituting for N its value l/P in 
the formula : 

L, = 0.100 28 K/l from (2) : 
we find : 

L, = 0.200 56 {ayP^){Kl/2a) (13) 
!^ 0.200 (a'/P^)/ (14) 
where/ = K{l/2a). The quantity/, clearly a function of 2a//, is shown by the curve 
in Fig. 10.3. 

For example, supposing we require a coil of 200 microhenrys to be wound on a 
former of 1 inch diameter, let us determine the length of the coil for a pitch of 0.02 
inch. 

From the equation, 

200 X (0.02)' 

f = — =3 2. 

^ 0.200 X (0.5)^ 

Then, from Fig. 10.3, the value of 2a/l corresponding to / = 3.2 is 0.28. Hence 
the length of the coil is 

/ = 2a/0.28 = 1/0.28 = 3.6 inches. 
The number of turns required would be : 

N = l/P '= 3.6/0.02 =- 180 turns. 
The length of wire needed would be : 
A = 2naN = irlSO = 565.5 inches. 
When the calculated length is too long, the turns per inch should be increased. 
Let us consider the effect of using 100 T.F.I. in the above example : 
_ 200 X (0.01 )" 
^ 0.200 X (0.5)= 
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Fig. 10.3. Variation of f with {2 a/lj. Curves derived from U.S. Dept. of 
Comnterce Circular'' CJA Radio instruments and measurements ". 

From Fig. 10.3, we see that the value of 2a/l is 0.9, and hence 

/ = 1/0.9 = 1.1 inches. 
Formula for determining the coil length when the coil diameter and winding 
pitch are known for coils such that d < 31. 

As an alternative to the use of Fig. 10.3, we derive a simple result for solenoids such 
that 2a/l < 3. Here we have 



Kt^ 1/[1 



Hence,/ = K . — = 



+ 0.45 (2a//)] 



1 



2a 2a 1 + 



0.45 (2a//) 
VT 



Therefore, 0.9(2a//) = - 1 + Vl + 1.8// 
Thus, in the first case above, where / = 3.2, 

0.9(2a//) = - 1 + Vl + 1.8/3.2 = 0.25, 

and 2a/l = 0.25/0.9 = 0.28 ; 
for the second case, where / = 0.8, 

0.9(2a//) 



(15) 
(16) 
(17) 



0.803, 



VI + (1.8/0.8) - 1 
and 2a/l = 0.803/0.9 = 0.89. 
These values agree well with those above. 

The limitation 2a/l < 3 is equivalent to / < 0.14. 

Eqn. (14) for L, is suitable too when the former diameter and coil length have been 
decided. For example, suppose we require a coil of inductance 500 microhenrys 
on a former of diameter 2 inches, and having a coil length of 2 inches. 

Then, from equation (14) 

= 0.200(aV.P') ./, (18) 
we have 

P = \/(0.200a» .f)IL, 
Here a=\,U = 500,/ = Kl/la = 0.688. 



(19) 
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Therefore, 

P = VO.200 X 0.688/500 = 0.0167 inch, 
equivalent to 60 T.P.I. 

Simple procedure for colnpudng the length and total turns when the coil 
diameter and pitch of winding are known for coils such that d < 31. 
Substituting in equation (17), 

0.9(2a/0 = - 1 + Vl + 1.8//, 

where / = 5L,P'/a' = 5L,/nV, n being T.P.I. 

Putting P = 1.8// and y = 0.9(2a//), 

we obtain 

y = - 1 + Vl + F, (20) 
where F = 03bn'^a'/L„ 
and / = l.'&a/y. 

As an example, let us consider a coil of 2 inches diameter, wound with 33 T.P.I, 
of required inductance 380 tnicrohenrys. 

(a) F = 0.36nV/ L, ^ 0. 36 x 33» x 17380 = 1.031 
(Jo)y = -l + y^l+F=-l + -v/2.031 = 0.426 

(c) / = 1.8a/j; = 1.8/0.426 = 4.23 inches 

(d) JV = »/ = 33 x 4.23 = 139* turns. 

Another method applicable to the same type of problem is due to Hayman. 
From Wheeler's formula (equation 8) : 

the length / is eliitiinated by the substitution / = N/n, n being the turns per inch ; 
and then the resulting expression is solved for N, yielding : 

For convenience in computation, the quantity x — 5/na' is introduced, so that 

finally 

_N = xL,[l + Vl + (9/ax'L.)] (22) 
As an example, we take the same problem as above, namely, a = 2 inches, « = 33, 
L, = 380 microhenrys. The procedure is as follows : 

(a) X = 5/na' = 5/(33 x 1) = 0.151, 

(b) x' = 0.0227, 

(c) 9/ax'L, = 9/(1 X 0.0227 X 380 = 1.042, 

(d) AT = 380 X 0.151 x (•\/2.042 + 1) = 139 turns, 

(e) / = N/n = 139/33 = 4.2 inches. 

(C) Given the diameter and length of coil, value of capacitance and fre- 
quency of resonance, to determine the number of turns. 
See Chapter 38 Sect. 9(v)B. 

(v) Magnitude of the difference between L, and L„ 

In Sect. l(iv) it was stated that in many practical cases the dilference between 
Lt and L„ is less than 1 per cent. Here, we examine briefly the necessary conditions 
for this difference to be small. 

A formula given in Sect, l(ii) for L„ namely : 
i„ =i Z-,[l - P(A + B)/7raK'\ from equation (5) 
is in a useful form ; clearly the ratio of P(,A + B)/naK to imity determines the order 
of the difference between L, and L„. From the curves of Fig. 10.2, = + 0.5 
for P/D = 0.95 and decreases steadily to — 0.7 for P/D = 0.25, while B = 0.114 
at N = 2 and 0.336 at N = 1000, and remains approximately constant for higher 
values of N. Hence, for coils having P/D between 0.95 and 0.25 — as most have — 
the value of {A + B) is less than 0.83 ; i.e. 

P(.A + B)/7TaK < (P/a) X (0.26/iC). 
Thus, when (2a//) = d/Z < i, K > 0.82, so that P{A + BynaK < 0.32 P/a. 
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The correction is less thaa 1% when P/a < 0.03. 
Similarly, for 2a/l < 1, K > 0.69, and the correction is less than 1% when P/a < 
0.026. Corresponding results for 2a/l < 5 and 2a/} < 10 are P/a < 0.012 and 
P/a < 0.0078. 

In the table opposite are given some examples of the minimvmi turns per inch, n, 
for a number of coil diameters required to make the difference between L, and 
L, less than 1% : 




LENGTH OF cat IN INCHES v- prC O 4 

Fig. 10.4. Curves for the determination of Cm-rent Sheet Inductance (L^) for small 
solenoids, plotted against length of coil (/). For other pitches refer to Fig. 10.5. 
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^Coil diameter\ 



Minimum tiiras per inch, n for 



length / 


d = 5 


d - 2 


d -= 1 


d = i 


not exceeding 


inches 


inches 


inch 


inch 


0.5 


13 


33 


66 


132 


1 


16 


40 


80 


160 


5 


32 


80 


160 


320 


10 


52 


130 


260 


520 



In many practical cases the ratio of pitch lo wire diameter lies between 0.8 and 0.95 
in which range ^ = 0.4 + 0.1 ; and N, the number ot turns, exceeds 10, so that 
B = 0.3 ± 0.035. In such cases A + B 0.7 ± 0.135. Hence, from eqn. (4) : 

L, = - 0.0319aMy^ + B), 
we have, under such conditions, 

L. - O.Q223aN, (23) 
with an error not exceeding 20% of 0.0223aiV ; and thus in many cases not exceed- 
ing 0.2% of L„. 

(vi) Curves for determinatioi!, of the " enrrerat sheet " mductance 

(A) Method of using the curves 

Figure 10.4 applies to a winding pitch of 10 turns per inch only ; for any other 
pitch the inductance scale must be multiplied by a factor, which is easily determined 
from Fig. 10.5. The diameter of a coil is considered to be twice the distance from 
coil axis to centre of the wire. 



100 




TURNS PER INCH 



iOO 300 
fHi, tO.S 



Fig. 10.5. Winding pitch correction for Fig. 10.4. 
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(B) To design a coil having required " current sheet" inductance 

Determine a suitable diameter and length, and from Fig. 10.4 read off the " current 
sheet " inductance for a pitch of 10 T.P.I. The required inductance may then be 
obtained by varying the number of turns per inch. The correct number of turns 
may be found by calculating the ratio of the required inductance to that read from 
Fig. 10.4 and referring it to Fig. 10.5 which will give the required turns per inch. 

Alternatively if the wire is to be wound with a certain pitch, a conversion factor 
for that pitch may first be obtained from Fig. 10.5, and the required inductance 
divided by that factor. The resultant figure of inductance is then applied to Fig. 10.4 
and sviitable values of diameter and length determined. 



(C) To find the " current sheet " inductance of a coil of known dimensions 

Knowing the diameter and length, determine from Fig. 10.4 the inductance for a 
pitch of 10 T.P.I. Then from Fig. 10.5 determine the factor for the particular pitch 
used, and multiply the previously determined value of inductance by this factor. 



(vii) Effect of concentric, non-magnetic screen 

A shield surrounding a coil acts as a short-circuited turn coupled to the coil and 
reflects an impedance into the coil. The value of this reflected impedance is given 
by the expression M'o)^/Z„ where M is the mutual inductance between the coil and 
the shield, and Z, is the impedance of the shield. In practice, the resistance of the 
screen may be neglected, so that the effective impedance of the coil Z/, is 

Z/ = To +j<"Lo + M^ojyjoiL, (24) 
where r„ and Lo are the resistance and the inductance of the coil in the absence of 
the shield, and Lt is the inductance of the shield. The expression for Z„' may be 
put in the forms : 

Z,' = r. +jw{Lo - M^Lt), (25a) 
= r„+jo.{l - M^LoLt), (25b)- 
= r„ + jioLJ (25c) 
= r„ +ya.L<,(l - k^) : (25d) 
where L„' is the effective inductance of the enclosed coil, and k is the coefficient of 
coupling between the coil and the can. The presence of the shield thus lowers the 
effective inductance, and we have 

L; = Z,„(l - k^), (26a) 
or (L„ - L /)//,. = fe^ (26b) 
It has not proved possible to obtain a simple, accurate formula for the apparent 
decreases in inductance of a shielded coil, but various estimates have been made by 
Hayman, Kaden, Davidson and Simmonds, Bogle and others (see bibliography). 
Here we review briefly some of the published work. 

(A) H. Kaden (Electrishe Nachrichten Tecknik, July, 1933, p. 277) 

Kaden first showed that the shape of the shield is not important. Then, in his 
theoretical treatment, he replaced the actual solenoid in the concentric cylindrical 
shield by a magnetic dipole placed at the centre of a spherical screen ; the dipole 
having the same magnetic moment as the solenoid and the spherical screen a radius 
equal to the geometrical mean of the three dimensions of the cylinder. In this way 
he obtained an expression for the relative decrease in inductance of the solenoid. 
Lo - L/ 2 K„ a 

where is the volume of the coil, V, is the volume of the shield, K is Nagaoka's 
constant, and a is a constant which depends upon the permeability and the shield 
and the dimensions. When the shielding is effective and the shield is non-magnetic, 
a is approximately 1 and then : 
L. - L/ 2 V, 1 

lT^SVTk (28) 
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(B) C. F. Davidson and J. C. Simmonds (Ref. 41) 

Following Kadeiij these authors also considered the case of a spherical screen. 
Here the solenoid was taken to consist of a small number of closely spaced circular 
turns placed at the centre of the sphere. The change in inductance was foimd to be 

L„ - Lo = 0.1 aNKa/by .f(a/b), (29) 
where a is the coil radius, N is the number of turns, b is the shield radius and /(a/6) 
is a function of (a/b). This fimction / is approximately 0.5 for values of (a/i) > 0.5, 
and it increases to 0.73 at (a/6) = 0.9. Thus, for values of {a/b) < 0.5, wc have : 

L„ - L,' (0.05 aN^Xa/by, (30) 
in agreement with Kaden's result. The authors point out that their formula holds 
only for very short solenoids ; they indicate how the change in inductance of long 
solenoids in spherical screens may be calculated, but it is clear that no simple formula 
can be thus obtained. 

(C) R.C.A. AppUcatiott Note No. 48 (June, 1935) 

In this Application Note (Ref. 48) curves are given for in the case of a concentric 
cylindrical shield whose length exceeds the coil length by at least the radius of the coil. 
These curves (Fig. 10.6) show as a fimction of the ratio coil length to coil diameter 
(//2a) for various values of the ratio coil radius to shield radius ranging from 0.2 to 
0.9. It is stated that these values of have been calculated and also verified experi- 
mentally. The shields are not closed at the ends, but see (D) below. 

It is stated that these curves may also be used for cans of square cross-section by 
taking A as 0.6 of one side of the can. 



(D) A. G. Bogle (Ref. 45) 

Bogle obtains an approximate theoretical formula for the effective change in in- 
ductance, valid in a restricted range, and then, from measurements of he derives 
an empirical expression which is of the same form as the theoretical formula, but which 
gives good results over a wide range. 

For a coil inside a concentric cylindrical shield. Bogle's expression is : 

i^i— ^= I .(^Y (31) 

L, 1 + 1.55^//^*; ^"^'^ 

where b is the shield radius, and g = b — a, the distance between the coil and the 

shield. It is assumed that the shield length It is not less than / -I- 2g. An accuracy 

of 2% over a wide practical range is claimed for this simple result. 

An investigation of this expression shows that it is useful in almost all practical 
cases, the only restriction being the non-stringent one that the length of the coil must 
not be very much less than the distance between the coil and the shield, i.e. g/l > 1. 

For very long coils this formula shows that 
(Lo - L<,')/L„ = ayb^ 
in agreement with theoretical expectations. It is in accord, too, with the R.C.A. 
curves for z^'' in that the proportional change in inductance depends upon the two ratios 
a/b and l/a, as can be seen by writing the formula in the form : 

1 _gy. 



^° 1 + 1.551 



Bogle showed also Iliat when /, > / -|- 2g the effect on L„' of closing the ends of 
the shield is negligible. He investigated the effect of eccentricity Of the coil, of ellip- 
ticity of the screening tube, and of small axial displacements in a closed screen ; and 
found that in practice these would not need to be taken into accoimt. 

Sowerby has published data charts (Ref. 44) calculated from Bogle's formula. 

(E) W. G. Hayman (Ref. 51) 
Hayman gives an empirical formula for coils in concentric cylindrical cans : 
(Z-. - L,')/l.o = (a/by, (32) 
provided /, >> /. For coils of length / > il, there is an end-correction factor, and 
he gives : 
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(L„ - L:)ILo = (1 - //2Z,)^ {.ally (33) 
It is true that there is fair agreement between Hayman's calculated and measured 
values of for a number of coils j but, nevertheless, the useful range of eqn. (32) 
must be somewhat restricted. 

(F) Where the coil diameter and length are equal, the curves of Fig. 11.13 can be 
used for a shield can with ends. 

It is recommended that eitheif the R.C.A. curves for reproduced in Fig. 
10.6, or Bogle's formula be used. Comparison of the results obtained from these 
curves and from the formula will be found to be in good agreement except for very 




FIG. lO. 6 

fig. 10.6. Curves for determination of decrease in inductance produced by a coil shield 
{reprinted by kind permission of Radio Corporation of America). 
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small values of Ijg where Bogle's formula should not be used. In the tables below 
comparisons are made in a number of typical cases : 

Table 1: Comparison between estimates of the percentage reduction in inductance 
caused by a cylindrical screen for various coil shapes When the ratio of coil diameter 
to screen diameter = 0.7. 



lid 



20 
10 

5 

1 

0.2 
0.1 





R.C.A. 


Bogle 


49% 
48% 
46% 
35% 
20% 
15% 


48.2% 
47.3% 
46.0% 
36.8% 
18.3% 
11.3% 



gll 



0.0107 

0.0215 

0.0430 

0.215 

1.075 

2.15 



where / = coil length, d = coil diameter, g = distance between coil and shield. 

Table 2 : Comparison between estimates of the percentage reduction in induct- 
ance caused by a cylindrical screen for various ratios of coil diameter to screen 
diameter. 



a/6 


(L„ - L„')/Z,. 


lid 


= 10 


Ud 


= 1 


lid = 


= 0.2 


R.C.A. 


Bogle 


R.C.A. 


Bogle 


R.C.A. 


Bogle 


0.9 


80% 


80.6% 


72% 


74.5% 


54% 


56.5% 


0.7 


48% 


47.3% 


35% 


36.8% 


20% 


18.3% 


0.5 


23% 


23.2% 


13.6% 


14.0% 


6.7% 


5.7% 


0.3 


7.8% 


7.6% 


3.0% 


3.2% 


1.4% 


0.9% 



where a = coil radius, b = shield radius. 



SECTION 2 : MULTILAYER SOLENOIDS 

(0 Formulae for current sheet inductance (ii) Correction for insulation thickness 
(til) Approximate formulae (iv) Design of multilayer coils (v) Effect of a concentric 
screen. 

(i) Formulae for current sheet inductance 

(A) Long coils of a fe'w layers 

The Bureau of Standards Circular No. 74 gives a simple formula for the current 

sheet inductance, correct to 0.5% for long solenoids of a few layers ; it is 

0.0319iV^ac ,,s 
L, = L,'. - ^— ^ (0.693 + B,), (1) 

where N = total number of turns, 
c = radial depth of winding, 
/■ = length of winding 
B, = a tabulated function of lie 
a = radius of coil to centre of winding, 
and L,' = (0.10028amyi)K. 
This result may be expressed in the form : 

The quantity B, = 0 for //c = 1 ; it rises to 0.279 for lie = 10, and then mcrcases 
very slowly, being 0.322 at lie = 30. 

(B) Short coils of rectangular cross-section 

The solution of the problem for short coils is based on that for the ideal case of a 
circular coil of rectangular cross section. Such a coil would be closely realized by a 
winding of wire of rectangular cross section, arranged in several layers, with negli- 
gible insulating space between adjacent wires. 
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When the dimensions / tod c are small in comparison with a (see Fig. 10.7) the in- 
ductance is given closely by Stephan's formula, which, for / > c, takes the form : 

L, = 0.031 93.N^ [2.303(1 + ^ + ^)log.„ ?f - + ^] (3) 

while for I < c, that is for pan-cake coils, the formtila becomes : 

U = 0.031 93a2V^[2.303(l + _ +^)log„ - - 




where g' = + and y^, and y^ are functions of c// 
which are tabulated in the Bureau of Standards Circular 
No. 74 (p. 285). 

The formulae of this section have been put in the form 
of a family of curves by Maynard (Ref. 38). 

(ii) Correction for insulation thickness 

Unless the percentage of the cross section occupied by 
the insulation is large the formulae given in Sect. 2(i) 
apply very well to an actual coil. When the spacing P f is. 10.7 

is appreciably greater than the diameter of the wire D a correction term should be 
added to L, to give L „. Thus : 

L, =L, + 0.073 35aN [logi„ (P/D) + 0.0675] (5) 

(iii) Approximate formulae 
(A) Long coils of a few layers 

For long coils of a few layers 1/c > 10 and B ssr! 0.3, so that we obtain from equation 

(1); 

0.1003aWiiCr, c 1 
L,^ [1-^ (6) 



,(9a + 10/)]; (7) 



9a + 10/ L low 
(B) Short coUs 

For short coils such that both / and c are much less than a, it follows from Stephan's 
formula that : 



L, = 0.073 SSaAT" [logic - 0.4343>'i1 



(9) 



aN^ , 3.6a , / c 

log,„— === when - or 7 
13.5 °" V/'' + c« c / 



log, 0-7== ' when 7 or 7 Ues between 0.35 and 1 (lO) 



aN^ 4.02a / c 

= logiii^= when - or 7 hes betweeri 0.15 and 0.35 (11) 

13.5 V;a + c2 c I 

aN^ , 4.55a , I c, 
= 7^-^ login / — =■ when - or r hes between 0 and 0.15 (12) 

These results are accurate to 5% as / and c approach a, and are increasingly accurate 
as / and c decrease compared with a. When I /a and c/a are both very small, it is 
sufficient to use the approximation : 
aN^ 4 

13.5 "V/'' + c« 
for all values of the ratio l/c. 
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(C) Bunet's formula 

Bunet (Ref. 24) gives the following approximate formula applicable to coils whose 
diameters are less than three times their length : 

^' °° 9a + 10/ + 8.4c + 3.2cl/a ^^^^ 
The range of usefulness of this formula can be best judged from its acairacy for various 
coil dimensions given below : 

Accuracy 

For c/a = 1/20 1% for (2a/Z) up to 3 4% for (2a/Z) = 5 
For c/a = 1/5 1% for (2a//) up to 5 2% for (2a//) = 10 
For c/a = 1/2 1% for (2a//) up to 2 3% for (2a//) = 5 
For c/a = 1 1% for (2a//) up to 1.5 5% for (2a//) = 5 

It is easy to verify that for long coils of a few layers Bimet's formula is approxi- 
mately : 

aW _ a'N%3.2cl/a) 
^''^9a + 10/ (9a + 10/)= 
aW CaAT" 



9a + 10/ IOtt/ 
in accord with the result given previously for this type of coil. 



(15) 



(D) Wheeler's formula for short coils 

Wheeler gives a formula for short coils having / and e less than a (Ref. 22). This 
result, which he states was obtained theoretically, is : 
aN' 4.9a 

L, = j33log.„^ (16) 

The accuracy is given as 3% when (/ + c) = a, and is stated to improve as (/ + c)/a 
decreases towards zero. 

This formula is slightly different in form from those given in (B) of this section. 
Nevertheless, the numerical agreement is quite good, as can be seen from the following 
considerations : 
For the case / = c, 

3.6a 3^60 5Aa _ 

y/a _|_ fi! 0.707(/ + c) ~ I + c' 
when / = 3c or c = 3/, 

4.02a 4.02a 5.1a 

-v/;2 + c« ~ 0J92 (/ + c) " / + c ' 
when / = 10c or c = 10/, 

4.55a 4.55a 5.0a 

V/" + c" ~ 0.91 (/ + c) ~ I + c' 
Thus when log 4.9/(/ + e) is compared with the logarithms of these quantities the 
percentage difference is found to be small. 

Another formula due to Wheeler (Ref 22) which covers the shape of many universal 
windings, is 

_ 0.8aW 

" 6a + 9/ + 10c 

accurate to within about 1 % when the three terms in the denominator are about equal. 

(iv) Design of multilayer coils 
(A) Short coils 

The Bureau of Standards Circular No. 74 gives two of the possible approaches to 
the design of short multilayer coils. 

(1) The two forms of Stephan's equation given in eqns. (9) to (12) may be ex- 
pressed as : 

15/3 

L. ==^.G. (17) 
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where A is the wire length, P is the distance between centres of adjacent wires and G 
is a function of the shape of cross section (Z/c) and of the shape ratio of the coil (c/a). 
The quantity G is represented by means of cturves. This equation is used, in cases 
where the ratios l/c and c/a have been decided, to determine the necessary wire- 
length for a given pitch, or vice versa. The mean radius of the winding is then 
obtained from 



3/jJ 

'^y 2-w I 



(18) 



{c/ay 

and the total nimiber of turns is given hy N = X/l-na or Ic/P^. 

It can be shown that, for a given resistance and coil shape, the square cross section 
(Z/c = 1) gives a greater inductance than any other form ; and, further, for a square 
cross section, the inductance for a given length of wire is a maximum for c/a = 0.662. 
(2) Stephan's formulae may also be expressed in the form : 
L, = 0.031 9iaN'g, (19) 
where ^ is a known function of l/c and c/a. 

This form is useful when a, c and / have been decided to give N, and thence P. 
We have 

P = ^ 
N 

and A = 2-naN. 



(B) Universal coils 

The usual problem is the calculation of the inductance of a given number of turns 
before winding the coil, with only former size and wire size known. It is stated in 
Ref. 20 that the inductance of imiversal coils is about 10% greater than that of normal 
multilayer windings of the same external dimensions. 
A suitable procedure is to determine the gear ratio from the formxila, 

gear ratio = iM(P + 1)/P (20) 
as described in Chapter 11, Sect. 3(iv). The radial depth of winding, c, can then be 
obtained from the formula 

c = Nqw'/{P + 1) (21) 
where N = number of turns in coil, 

q = number of crossovers per winding cycle 

[Refer Table 1 in Chapter 11, Section 3(iv)] 
to' = diameter of wire plus insulation, 
and P = an integer defined in Chapter 11, Section 3(iv). 
Since the length of the winding, I, is equal to the sum of the cam throw and the virire 
diameter, the dimensions of the coil are then knovra and the inductance can be cal- 
culated from the methods previously described. 

Example : A coil of 500 turns of 38 A.W.G. enamelled wire (0.0044 inch) is to be 
wound on a 0.5 inch diameter former with a 0.1 inch cam. From Chapter 11 Sect. 
3(iv), P = 43 and q = 2. Therefore 

c = 500 X 2 X 0.0044/44 inch = 0.1 inch 
/ = 0.1 inch + 0.0044 inch = 0.1044 inch 
and a = 0.25 inch + c/2 = 0.3 inch. 

(v) Effect of a concentric screen 

No formulae have apparently been given for the change in inductance produced by 
a concentric shield. It is clear that the percentage change in inductance of a multi- 
layer con will be less than that of a single layer coil of equal outside dimensions ; 
and that the greater the winding depth c the less will be the effect of the shield. For 
solenoids of a few layers the percentage change in inductance will be very closely 
the same as for a single layer solenoid of corresponding dimensions. 
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SECTION 3 : TOROIDAL CODLS 

(i) Toroidal coil of circular section teith single layer winding (»V) Toroidal coil of 
rectangular section with single layer winding (iii) Toroidal coil of rectangular section 
with multilayer winding. 

(i) Toroidal coil of circular section with single layer winding 

The current sheet inductance of a single layer coil wound on a torus, that is a ring 
of circular cross-sectioHj is given by 

L, = 0.031 93^"" IR - VR' - a'l niicrohenrys, (1) 
where R is the distance in inches from the axis to the centre of cross-section of the 
winding, a is the radius of the turns of the winding and N is the total number of turns. 

(ii) Toroidal coil of rectangular section with single layer winding 

For this type of coil the current sheet inductance is readily shown to be : 

L, = 0.011 lON'h logio - microhenrys, (2) 

where ri is the iimer radius of the winding, r^ is the outer radius of the winding and k 
is the axial depth of the winding. 

The difference between L, and L„ for single layer toroidal coils is usually small. 
Where high precision is required the value of Lo may be obtained from L, by using 
the corrections shown in Bulletin, Bureau of Standards, 8 (1912) p. 125. 

(iii) Toroidal coil of rectangular section with multilayer winding 

D wight (Ref. 11) has obtained an expression for the current sheet inductance of 
this type of coil. His expression contains only simple terms, but it is too long to re- 
produce here. In an example quoted by the author the calculated and measured 
values of an inductance agreed within 1%. 

Richter (E.E. Supplement. Dec. 1945, p. 999) stated that in practice fair results 
are obtained by use of the empirical formula : 

L = O.OmN'h' log.„ (r^'M (3) 
where h', r^ and r^ are determined as follows : 

Let be the thickness of winding on the inside face, 
ti, be the thickness of winding on the outside face, 

be the thickness of winding on the inside edge of the top and bottom faces, 
and 

«! be the thickness of winding on the outside edge of the top and bottom faces, 

then 

r,' = rj + t(i/3 ; = r^ - tJ3> ; h' = h + (ts + tJ/S ; 
h, ri and having the same meanings as in Section 3(ii). 



SECTION 4 : FLAT SPIRALS 

(0 Accurate formulae (ti) Approximate formulae. 

(i) Accurate formulae 

The current sheet inductance of flat spirals can be obtained from Stephan's formula 
for short multilayer coils [see Sea. 2(i)]. 

(a) Wire of rectangular cross section 

For spirals woimd with metal ribbon or with thicker rectangular wire the pro- 
cedure is as follows : 
Use Stephan's formula with these conventions : 
for / put the width of the wire ; 

for c put NP, where P is the distance between the centre of cross section of a 
turn and the corresponding point of the next turn ; 
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for a put a„ + {N — l)P/2, where 2a „ is the distance (Fig. 10.8) across the 
centre of the innermost end of the spiral. 
The correction for cross section is given in the Bureau of Standards ^ 
Circular No. 74 in the form : -i- m " 

Lo = L, - 0.0319aN(>4i + -Bi), 
where A^. and Bi are tabulated functions. The accuracy obtained 
for Lo is 1%. 



t'l 



i 



(b) Round wire 

For spirals wound with round wire the same conventions are 
adopted to obtain a and c, but a simplified form of Stephan's equation, 
obtained by setting / = 0, is used. It is 

L, = 0.3193aN^ [2.303 logi„ + ^(2-303 logi„ ^ + ^)] 

The inductance Z-o of a spiral is given more closely by : 

L, = L,- 0.03l9aN^A + B), 
where A and B are shown in Fig. 10.2. 



i 



(^ii) Approximate formulae 

For round wires it follows immediately that 

c 2.303J 

aN^ , 4.9a 



L, «^ 0.031 93 X 2.303aN' 



Wheeler has given an approximate formula for .spirals where c > 0.2a. 
' 8a + 11c' 



It is : 



The first of these formulae is the more accurate as the ratio c/a decreases, while the 
second is the more accurate the closer c/a approaches vmity. The agreement between 
them is quite fair : 
For c/a = 0.2, we have from the first result, 

L,i^ (aNy 13.5) log 24.5 = 0.103aN\ 
while from Wheeler's formula 

L, aJSrV(8 + 2.2) = 0.098aN^ 
For c/a = 0.5, we obtain, respectively, 

L, f^a (oNy 13.5) log 9.4 = 0.97aNV13.5 and 

L, aNV(8 + 5.5) = aNV13.5. 



SECTION 5 : MUTUAL INDUCTANCE* 

0) Accurate methods (ii) Approximate methods. 

(i) Accurate methods 

Accurate methods for the calculation of mutual inductance between coils of many 
different shapes and relative dispositions are given in the Bureau of Standards Cir- 
cular No. 74, and in the Bureau of Standards Scientific Paper No. 169. The book by 
Grover (Ref. 15) covers the subject comprehensively in Chapters 12, 15 and 20. 
The possible accuracy of these methods is always better than one part in one thousand. 

The mutual inductance of coaxial single-layer coils, with tables to facilitate the 
calculation, is covered in Ref. 15 Chapter 15 (see also Ref. 5). 



*By the Editor. 
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There are few simple formiilae which can be used for the more common practical 
cases, such as are possible with self inductance. The following exact method may be 
used for two windings on the same former with a space between them, both windings 
being similar in pitch and wire diameter (Fig. 10.9). 

Assume that the space between the windings is 
wound as a continuation of the windings on the two 
ends, to form a continuous inductor from A to D 
with tappings at points B and C. Then the re- 
quired mutual inductance, M, between the two ori- 




FIC. I0.9 

ginal windings is given by 



(1) 

where L^p is the inductance between points A and D, and similarly for other terms. 

These inductances may be calculated from the formulae given in earlier sections of 
this chapter. 

References to accurate methods : Refs. 2, 3, 5, 13, 14, 15, 18. 




FIG. 10, 



Pig. 10.10. Chart giving coefficient of coupling for a specified spacing between nvo 
coaxial solenoids having identical dimensions. The quantities S and L are measured tn 
terms of coil diameters. (Ref. 56.) 
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(ii) Approximate methods 

The coefficient of coupling for a specified spacing between two coaxial solenoids 
having identical dimensions, but not necessarily identical numbers of turns, is given 
by Fig. 10.10 (Ref. 56). The accuracy should be better than 5%. 

SECTION 6 : UST OF SYMBOLS 

Note : Inductances are given in microhenrys and dimensions in inches. 
L, = current sheet inductance 
L„ = low frequency inductance 
L„' = effective inductance of a shielded coil 
N = total turns in coil 

w = turns per unit length 

/ = coil length 

P = pitch of winding = 1/n 

a = coil radius (from axis to middle of winding) 

d = 2a = coil diameter 
A' = cross sectional area of coil 

D = (bare) wire diameter 

5 = D/P 

A = total length of wire 
K = Nagaoka's constant — see Fig. 10.1 
A,B— correction terms — see Fig. 10.2 
/ = Kl /2a— see Fig. 10.3 
P = 1-8// 
y = 1.8// 

b = radius of concentric cylindrical screen 

/( = length of concentric cylindrical screen 

g — b — a, i.e. coil to screen spacing 

k = coefficient of coupling between coil and concentric can 

c = radial depth of winding 

g' = + c" 

B, — correction term, function of l/c 
yi> JVsj ya = functions of l/c in Stephan's formula 
g = number of crossovers per winding cycle 
R — mean radius of a toroidal coil of circular cross section 
ri = inner radius of a toroidal coil of rectangular cross section 
w' = diameter of wire plus insulation 

= outer radius of a toroidal coil of rectangular cross section 
h = axial depth of a toroidal coil of rectangular cross section 
M = mutual inductance 
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SECTION 1 : INTRODUCTION 

The space available for coils in a radio receiver is invariably limited, and part of the 
design work on each coil is the obtaining of maximum 2 in a minimum volume. 
In, the case of i-f transformers the volume is clearly defined by the shield used, and the 
same applies to r-f coils in cans, but where shielding is not used with r-f coUs the 
increased Q obtainable from larger diameter formers is offset against the increased 
damping from components and magnetic materials, such as the receiver chassis, ad- 
jacent to the coil. 

The resulting form factor for each individual winding requiring maximum Q and 
minimum self-capacitance is usually such that the length of the winding is very ap- 
proximately equal to its diameter. To obtain this shape for i-f, broadcast and short- 
wave coils the winding method is varied. 

I-F transformers use universal windings, and where the Q and distributed capacit- 
ance requirements are not severe a single coil wound with a large cam (perhaps f in.) 
will be satisfactory, even without an iron core, if litz wire [see Sect. 5(i)J] is used. 
However higher Q values are usually required than are obtainable in this way and in 
such c?ses each winding consists of two or more pies, perhaps with an iron core. 

The same types of coils are satisfactory in the broadcast band, although in the case 
of signal frequency coils which are tuned over a ratio of more than three to one it is 
essential to use very narrow windings or two or more pies to reduce the distributed 
capacitance of the winding. Litz wire and iron cores are commonly used to give a 
secondary Q of 100 or more. 

Another method of decreasing distributed capacitance is the use of progressive 
universal windings in which the wiading finger travels along the former in addition 
to moving to and fro. Such coils are rarely built up to a greater height than five wire 
thicknesses, and are equally useful with or without iron cores. Solenoids are also 
used either with iron cores or on comparatively large diameter formers if an iron core 
is not used. 
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At frequencies between 2 and 6 Mc/s ^which are used in receivers providing con- 
tinuous coverage between the normal short-wave and broadcast bands, or for oscilla- 
tors giving second harmonic mixing for the short wave band) the progressive vmlversai 
winding is particularly useful because the winding length of solenoids may be too great 
with the usual range of former diameters, and the number of turns is insufficient to 
allow them to be split into many sections. 

A set of worm driving gears which spreads the appropriate number of timis over a 
length approximately equal to the coil diameter is required. This usually necessitates 
a faster worm drive than is used for broadcast coils. Litz wire with a large number 
of strands is useful in obtaining maximum Q. 

For the 6 to 18 Mc/s band the solenoid is used, almost always with solid wire, and 
this tjfpe of coil remains useful at least up to 100 Mc/s. Increased wire diameters 
and spacings are used at higher frequencies to obtain form factors similar to those 
used at low frequencies. 



(0 Effects of self-capacitance (ii) Calculation of self -capacitance of single-layer 
solenoids (Hi) Measurement of self -capacitance. 

(i) Effects of self-capacitance 

The self-capacitance of a coil is due to the electrostatic coupling between individual 
turns and between the turns and earth. When the self-capacitance is between un- 
insulated turns in air its Q may be high, but the greater the amoimt of dielectric in the 
field of the coil the greater will be the losses. 

Short wave coils of enamelled wire on a solid former do not have serious dielectric 
losses if good quality materials are used, but at broadcast and intermediate frequencies 
the universal windings used have comparatively high-loss dielectrics and unless self- 
capacitances are kept to a low value the reduction in Q may be appreciable. 

In the case of coils which are to be tuned over a range of frequencies, comparatively 
small values of shunt capacitance can have a large effect on the possible tuning range. 

In all cases the self capacitance of a coil has an apparent effect on its resistance, 
inductance and Q, and at frequencies considerably below the self resonant frequency 
of the coil — 



where Co = self-capacitance of coil 

C = external capacitance required to tune L to resonance 
L = true inductance of coil 
R = true resistance of coil 
and Q = true Q of coil. 

(ii) Calculation of self-capacitance of single -layer solenoids 

Until recently the work of Palermo (Ref. C3) had been taken as the standard on the 
self-capacitance of single-layer solenoids. However Medhurst (Ref. C2) has disputed 
the theoretical grounds on which Palermo's work is based. As the result of a careful 
antlysis and a large number of measurements he states that the self-capacitance, C,, of 
single-layer solenoids with one end earthed, and without leads, is 

C, - HD (1) 
where D = diameter of coil in cm. 



SECTION 2 : SELF-CAPACITANCE OF COILS 



apparent inductance 



apparent resistance 



and apparent Q 
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and H depends only on the length /diameter ratio of the coil, A table of values of H 
is given below and v^hen used in conjunction with a capacitance correction for the 
" live " lead, Medhurst states that the accuracy should be within 5%. 

TABLE 1 

/ Length 
V Diameter/ 
50 
40 
30 
25 
20 
15 
10 

9.0 

8.0 

7.0 

6.0 

Lead capacitt 

ance. Fig. 11.1 (from Medhurst) can be used for this purpose. 



rt 


/ Length \ 


ri 


^ Length ^ 


£1 




V Diameter/ 




\ Diameter/ 




5.8 


5.0 


0.81 


0.70 


0.47 


4.6 


4,5 


0.77 


0.60 




3.4 


4.0 


0.72 


0.50 


0.50 


2.9 


3,5 


0.67 


0.45 


0.52 


2.36 


3.0 


0.61 


0.40 


0.54 


1.86 


2.5 


0.56 


0.35 


0.57 


1.32 


2.0 


0.50 


0.30 


0.60 


1.22 


1.5 


0.47 


0.25 


0.64 


1.12 


1.0 


0.46 


0.20 


0:70 


1.01 


0.90 


0.46 


0.15 


0.79 


0.92 


0.80 


0.46 


0.10 


0.96 


can be determined separately and added to the coil 


self-capacit- 




F^f. 11.1. Variation of 
capacitance with wire 
length for vertical copper 
wires of various gauges 
(Ref D6). 



20 23 30 35 
LENGTH OF WIPE (em) 

It is interesting to compare Medhurst's formula with another by Forbes Simpson 
[Ref. G17 and Sect. 5(i) of this chapter]. Forbes Simpson's formula is applicable 
to coils with a length/diameter ratio of unity, a pitch of 1.5 times the wire diameter 
and with leads at each end equal in length to the diameter of the coil. His formula is 
C„ = D(0A7 + a) ^M^iF (2) 
where D = diameter of coil in cm. 

and a = a constant depending on the gauge of wire, lying between 0.065 for 
42 S.W.G. (38 A.W.G. approx.) and 0.11 for 12 S.W.G. (10 A.W.G. 
approx.) where one lead of the coil is cormected to chassis. 
In eqn. (2) there is no equivalent of the H in eqn. (1) because the length /diameter 
ratio is a constant. The length of " live " lead taken into account in eqn. (2) is equal 
to D, and it is possible to determine its effect from Fig. 11.1. For 12 S.W.G. wire 
the capacitance is 0.11 fifiF per cm. so that eqn. (1) (with lead correction) could be 
written 

Co = 0.46£) + O.UD = 0.57D 
for the conditions of eqn. (2) and using 12 S.W.G. wire. Similarly, using the value of 
<i given for 12 S.W.G. wire >n eqn. (2), eqn. (2) could be written 

Co = 0.47£) + 0.1 ID = 0.58Z). 
The data in Fig. 11.1 are not sufficient to compare the equations using the lower 
limit of a given by Forbes Simpson but for 20 S.W.G. eqn. (1) becomes 

Co = 0.55Z) 

for the conditions of eqn. (2), while eqn. (2) for 42 S.W.G. becomes 
Co = 0.535D. 
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(iii) Measurement of self- 
capacitance 

A graphical method of self-capacitance 
determination due to Howe is shown in 
Fig. 11.2. Values of external capacitance 
in [ifiF required to tune a coil to resonance 
are plotted against I /f where / is the re- 
sonant frequency in Mc/s. The self- 
capacitance is the negative intercept of the 
straight line with the capacitance axis. 



I*^H FKS.lt. J 

Fig. 11.2. Construction for determination 
of self-capacitance of coil. 



An alternative method is to determine the 
external capacitances necessary to tune 
a coil to frequencies of / and 2f. If the two capacitances are Ci and Cj respectively, 

self-capaatance = ■ 



SECTION 3 : INTERMEDIATE-FREQUENCY WINDINGS 

(0 Air-cored coils (ii) Iron-cored coils (iii) Expanding selectivity i-f transformers 
(id) Calculation of gear ratios for universal coils (v) Miscellaneous considerations. 

(i) Air-cored coils 

Most commercial receivers have two i-f ttansformers with four circuits tuned to 
about 455 Kc/s. To obtain adequate selectivity in such a case the required Q for 
each winding (mounted on the chassis but not connected in the circuit) is 100 or more. 

This Q can readily be obtained with air cored coils of about I m.H inductance pro- 
vided that litz wire and comparatively large coil cans arc used. Without lit?, it is 
difficult to exceed a Q of 50, but even this may be sufficient when more i-f stages 
than usual are used. 

When a single pie is used, Q is to some extent dependent on coil shape but if live 
times the winding depth plus three times the winding width equals the extenial 
diameter, Q will be close to the maximum for the wire and type of winding. 

There are three methods of increasing the Q, and when all are used to practical 
commercial limits, production Q figures of 150 can be maintained. The first require- 
ment is litz wire, probably nine strands for a Q of the order of 100, and twenty or more 
strands for a Q of 150. Large coil cans are necessary, up to two inches in diameter, 
with formers of such a size as to make the outside coil diameter little more than half 
the can diameter. Lastly, self-capacitance must be reduced to a minimum, because 
its Q is always low and in the case of a single pie winding it may amount to say 25 ftfiF, 
a large percentage of the total capacitance. Splitting the winding into pies reduces 
self-capacitance, at the same time improving the form factor, and a suitable compro- 
mise between Q and economy is obtained by winding with three pies. Self-capacit- 
ance is also reduced by winding narrow pies, although a limit is set by the difficulty 
of winding litz wires with a cam of less than 0.1 inch, or perhaps even i inch. In 
addition, as the cam is reduced the height of the coil increases and larger losses from 
damping of the coil by the can may more than offset the reduced losses in a smaller 
self-capacitance . 

When the windings have more than one pie, the inductance is dependent on pit 
spacing. For this reason, snd to increase the speed of winding, multi-section coils 
are wound with the former Jocafed by a gate, a different slot in the gate being used for 
each individual pie. Spacing between primary and secondary windings is kept constant 
by means of a double winding finger which winds primary and secondary at the same 
time. 
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A disadvantage of air cored i-f coils is tliat a trimmer capacitance is needed to re- 
sonate the timed circuit. The cheapest types of trimmers usually have poor stability 
with respect to time, vibrationj humidity and temperature^ and satisfactory types may 
cost more than a variable iron core with provision for adjusting it. 

(ii) Iron-cored coils 

The advantages of iron cores used in i-f transformer windings are that 

(a) they increase the inductance of the winding, thereby giving a saving in wire 
cost and winding time for a given inductance, 

(b) they increase the Q of the winding, thereby allowing cheaper litz (or solid wire 
in an extreme case) to be used, 

(c) they restrict the field of each winding, to an extent depending on the type of 
core used, and thus allow a smaller, cheaper coil can to be used without excessive 
damping, 

(d) they provide a satisfactory method of adjusting the tuned circuit to resonance. 
Because of this the total tuning capacitance can be of a stable high Q type (e.g. 
a silvered-mica capacitor), and there is no trouble from capacitance between 
primary and secondary trimmers giving an asymmetrical resonance curve, or 
from capacitance between sajf first i-f and second i-f trimmers leading to re- 
generation. 

To obtain the greatest benefit from an iron core it is necessary to have ail of the 
turns close to the core. In particular cases, especially at high frequencies, Q may be 
decreased due to increased distributed capacitance if the coil is too close (e.g. wound 
on the core) but in normal i-f applications in which a former comes between coil and 
core the thinner the former can be made, the better will be the Q. 

Also because of this effect it sometimes happens that by winding a coil with thinner 
litz (fewer strands), and so bringing the top turns closer to the iron and further from 
the can, an increase in Q is obtained. 

Another benefit from bringing all of the turns as close to the iron core as possible 
is that the range of inductance adjustment provided by the core is increased. If 
fixed capacitors with ± 10% tolerance are used to time the i-f windings, it is necessary 
to provide at least ± 15% inductance adjustment from the iron core to allow for 
winding variations and changes in stray capacitances due to valves and wiring. It is 
necessary to split the i-f winding into pies to obtain a variation of this order with 
normal cheap i-f cores. 

An additional advantage of splitting the winding is that at least half of the turns in the 
coil are brought much closer to the core so that Q is increased above the amotmt to 
be expected from the reduction in distributed capacitance. 

To obtain the previously mentioned Q of 100 at an inductance of about 1 millihenry 
with a small iron core, a coil can somewhat larger than one inch diameter would pro- 
bably be needed with a coil wound in three pies of 5 strand 41 A.W.G. litz. 

Much higher Q's are obtainable with special core shapes and materials, and a 455 
Kc/s i-f transformer with a Q of 260 in the can is mentioned in Ref. A15. However 
difficulty is usually experienced from instability even with valves of comparatively 
low slope, such as the 6SK7-GT, if i-f transformers with a Q above about 150 are 
used. 

A possibility of increasing Q with iron-cored coils which does not usually arise 
with air-cored coils is that if the coil is woimd directly on to a non-adjustable iron core 
or on to a small individual former, it can be mounted in different planes inside the coil 
can. By mounting the coil with its axis at right angles to the axis of the can it is 
possible to obtain an increase in Q of the order of 10% (depending on the diameters 
of coil and can) and this method also has the advantage of making both cores adjust- 
able from above the chassis. The chief disadvantage is that coupling between primary 
and secondary takes place mainly between adjacent edges of the two windings and 
variations in the height of the windings, due to variations in wire thickness, notice- 
ably affect the coupling. In addition, trouble may be experienced from regeneration 
because with this method of mounting the field of the bottom winding extends further 
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outside the coil can. Unless a good joint is made between can and chassis this trouble 
will be further aggravated. 

(iii) Expanding selectivity i-f transformers 

The simplest method of expanding i-f transformer response to give peaks symmet- 
rically spaced about the intermediate frequency is by switching a tertiary winding. 
Two other possibilities* of obtaining the desired result are the simultaneous switching 
of series and shunt coupling capacitors between the two windings, and the switching 
of capacitors to alter the coupling in a 77 or T network (Ref. G13). In each of these 
cases, however, it is necessary to switch components in high potential sections of the 
circuit whereas teniary switching can be carried out in low potential circuits. 

Receivers have been manufactured in 
which movement of a complete winding 
altered the coupling, and whilst this eli- 
minates switching problems, the additional 
mechanical problems are at least as trouble- 
some. Moreover it is difficult to keep 
constant the damping effect of the coil can 
and the mechanical coupling of the moving 
coil so that the whole object of the variable 
coupling (i.e. symmetrical expansion of 
the pass-band) is liable to be lost. 



I-F Amplifier 




Fig. 11.3. Expanding selectivity with 
switched tertiary coil. 



Although symmetrical expansion be- 
comes more difficult as the Q of the trans- 
former increases, it is possible with tertiary switching to maintain satisfactory synmietry 
in production with a Q of 150 and with simple alignment procedures. In a normal 
receiver with a single i-f amplifier it is only necessary to expand the selectivity of the 
first i-f transformer because the diode damping on the secondary (and perhaps prim- 
ary) of the second i-f reduces its selectivity considerably. 

Fig. 11.3 gives a typical circuit. It will be seen that the inductance of the tertiary 
winding is switched into the tuned circuit in the expanded position. This does not 
lead to appreciable detuning because the inductance of the secondary is some thousands 
of times larger than that of the tertiary. 

Suitable methods of winding the tertiary coil vary with the method of primary 
winding but the object is always to obtain maximum coupling with minimum tertiary 
inductance. When the primary is pie-wound the tertiary should be wound between 
two pies as close to the middle of the coil as possible. From three to five tertiary 
turns are required (assuming approximately critical coupling without the tertiary 
and three hundred or more primary turns in a 455 Kc/s i-f transformer). The type 
of wire is not important except for its covering, and solid wire of the finest gauge 
which will give no trouble with handling or cleaning is probably most suitable. 

It is essential that the insulation resistance between primary and tertiary be very 
high. In a typical case a leakage of 100 megohms between primary and tertiary would 
give the control grid of the following i-f amplifier a positive voltage of five volts. 
Because of this the tertiary winding should be double-covered wire and the com- 
pleted coil must be thoroughly dried out and then immediately impregnated in some 
moisture resisting compound. 

If the primary consists of a single winding the tertiary is best wound in solenoid 
form on top of it. Similar results are obtainable for the same number of coupling 
turns. 

To align such a transformer the switch should be turned to the " narrow " position 
and the receiver aligned normally for maximum gain. When the switch is turned 
to " broad " the output should drop, but when the signal generator is detuned, equal 
peaks should be found symmetrically spaced about the intermediate frequency. 



•See also Chapter 9 Sect. 8 ; Chapter 26 Sect. 5. 
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If the peaks are not symmetrical, vindesired couplings are probably responsible. 
All traces of regeneration must be removed arid, because the stability requirements 
are more severe than usual, unusual effects are liable to be uncovered. For example, 
regeneration may occur due to coupling between a loop formed by the generator input 
leads and the output of the i-f amplifier (tvsfisting generator leads will cure this) or 
coupling may occur between first and second i-f transformers within the steel chassis. 
When this happens, rotating one or both transformers will probably give cancellation 
but leave production receivers susceptible to the trouble. Additional spacing between 
transformers is advisable with each primary and secondary wired for minimtan re- 
generative coupling. 

The switch used for the tertiary winding should preferably be of the " break before 
make " variety. A " make before break " switch momentarily short circuits the 
tertiary winding during switching, giving a sudden reduction and increase in sensitivity 
which can be heard as a click. 

Even after a satisfactory i-f selectivity curve has been obtained, the over-all curve 
may be too narrow if a r-f stage is used in the receiver. In such cases the r-f stage 
should also be expanded [Chapter 35 Sect. 5(iii)]. 




FIG. 11.4 

Fig. 11.4. Type of finger recommended for universal zmnding. 



(iv) Calculation of gear ratios for universal coils 

To obtain electrical consistency between universal coils in production runs it is 
essential to wind the coils with good mechanical stability. For this, machines must 
be adjusted correctly, but a suitable gear ratio is of equal importance. 

The method of gear ratio calculation given below has been used successfully for 
production coils, and gives a straight pattern on the side of each coil. 

The instructions make provision for a spacing between centres of adjacent wires 
of 8/7 of the wire diameter. This diameter should be measured, and the required 
spacing depends on the type of winding finger used. The most satisfactory types, 
and the ones for which the spacing factor will be found statable, are those in which the 
wire passes to the bottom side of the finger before being placed in position on the coil. 
Fig. 11.4 shows such a finger, and it will be seen that the tension on the wire pulls 
the finger down to the face of the coil. 

Fingers in which the wire passes through a groove on the top and then takes up 
its own position on the surface of the coil may require more spacing than that specified. 
Other factors may also affect the spacing required, but a small amount of experiment 
will decide this. It will be noticed that some types of litz wire tend to spread when 
wound, and so need more spacing than would be expected from measurement. 
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Symbols 

d — former diameter (inches) 

c ~ cam throw (inches) 

n = nominal number of crossovers per turn (see Table 1) 

q = number of crossovers per winding cycle, i.e. before wire lies alongside 

preceding wire (see Table 1). 

f = nominal number of turns-per winding cycle (see Table 1) 

R ~ gear ratio = former gear/cam gear 

w = modified wire diameter (inches) — see Note below 

P ~ qc/{w + x) = an integer 

X ~ smallest amount necessary to make (P + l)/ii an integer (inches). 

Note. For fabric covered wire, w = (measured diameter of covered wire) x 8/7. 
If the wire is enamelled only, the same formula is used but the bare wire diameter is 
multiplied by 8/7. 

Procedure 

(A) From n > (2d/3c) determine the largest convenient value for «. Do not use 
values of « less than 2 for bare enamelled wire. Obtain values of q and v from Table 1 
below for the value of n chosen. 



TABLE 1 



n 


4 


2 


I 


2/3 


i 


1/3 


1 


9 


4 


2 


2 


2 


2 


2 


2 


V 


1 


1 


2 


3 


4 


6 


8 



(B) Determine w from information given in the note above. 

(C) Calculate P from P = qc/^w + x). 

(D) Obtain R from R = 4n(P + \)/P. 



Example 1 

Given = J in. and c — 0.1 in. determine the gears to wind a coil with 42 S.W.G. 
enamelled wire. 

(A) (2d/3c) = 1.0/0.3. Take « = 2, giving g = 2 and = 1 from the table. 

(B) The diameter of bare 42 S.W.G. wire is 0.004 in., so = 0.004 57 in. 

(C) P = qcl{w + x) and {P + V}lv must be an integer, i.e. P must be an integer 
since = 1. 

qclw = 200/4.57 = 43.7. 

But P = qc/{w + x) = an integer. 

Therefore P = 43. 

(P) R = iK(P + 1)/P = i X 2(43 + l)/43 = 44/43. 
Example 2 

Given' <i = i in. and c = i in. determine the gears to wind a coil with 0.016 in. 
litz wire. 

(A) 2d/3c = 2/3. Take n = 2/3, giving j = 2 and » = 3. 

(B) vi = 0.016 in. x 8/7 = 0.0183 in. 

(C) qc/vi = 500/18.3 = ,27.3. 
But (P + l)/v = an integer. 
Therefore P = 26. 

(D) R = in(P + 1)/P = 1/3 X 27/26. 
To obtain suitable gears : — 

i? = 2/3 X J X 27/26 = (28/42) x (27/52). 

When it is known that n will be 2, as is the case with che majority of coils, the method 
reduces to dividing the modified wire diameter into twice the cam throw (ignoring 
any fractions in the answer). This gives P and the required ratio is (P + 1)/P. 

For fiirther information on universal coil winding see Refs. I 1 to I 8. 
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(v) Miscellaneous considerations 

(A) Direction of windings 

Although the coupling between primary and secondary is assumed to be due to 
mutual inductance, the capacitive coupling is appreciable. Depending upon the 
direction of connection of the windings, the capacitive coupling can aid or oppose the 
inductive coupling. When the two types are in opposition and of the same order a 
slight change in one — the capacitive coupling is particularly liable to random variation - 
— gives a much larger percentage variation in the effective coupling. In a bad case, 
production sensitivity variations from this cause may be quite uncontrollable. 

To avoid the trouble, i-f transformers are usually connected for aiding capacitive 
and inductive coupling. This is done by connecting the i-f amplifier plate to the 
beginning of one winding and the following grid to the end of the other winding when 
the two coils are wotmd in the same direction. Other coimections to give the same 
winding sense will give the same result. 

Even with aiding couplings it is desirable to reduce capacitive coupling to a minimum 
to obtain a symmetrical response curve and care should be taken in the placing of 
tuning capacitors and with details such as keeping the grid wire of the secondary 
winding well away from the plate wire or the plate side of the primary winding. 

(B) Amount of coupling 

An undesirable feature, from a production point of view, of i-f transformers in 
which the coupling is less than critical, is that receiver sensitivity becomes more 
dependent on i-f coil spacing. For a transformer with approximately critical coupling 
a spacing difference of 1/32 inch makes no appreciable difference to sensitivity in a 
typical case. However if the transformer were under-coupled the sensitivity change 
would be noticeable. 

Transformers which are slightly over-coupled can be aligned for symmetrical 
response curves without undue trouble by detuning each winding (say with an ad- 
ditional capacitor of the same si2e as the tuning capacitor) while the other winding of 
the transformer is aligned for maximum sensitivity. Symmetry is of course dependent 
on the absence of regeneration. 

(C) Losses 

Unless care is taken, the sum of a number of apparently negligible losses may result 
in appreciable reduction in Q. Many artificial coverings have greater losses than silk, 
but this is usually obvious when a sample coil is wound. Less obvious losses may 
occur in details such as the material used to seal the end of a winding or in the placing 
of shunt capacitors or even coil lugs close to the actual i-f winding. An assembly of 
straight parallel wires between top and bottom of the i-f can may cause appreciable 
decrease in Q, particularly if large blobs of solder are placed close to the windings. 

To eliminate such losses it is advisable to check the Q of a winding, sealed with 
low-loss material and baked to remove all moisture, when suspended well away from 
any substances which will introduce losses. The mechanical structure of the complete 
i-f assembly can then be added, one section at a time, and the Q read at each stage, 
a final reading being taken when the coil is mounted in the receiver. 

(D) F-M i-f transformers 

For details of F-M i-f construction and other i-f information of practical interest 
see Chapter 26 Sect. 4(vi). 

(E) Other ferromagnetic materials 

The development of a non-metallic ferromagnetic material named Ferroxcube 
has been announced by Philips (Refs. A28, A29, A30, A31, A32, A33). 

Several grades of Ferroxcube are manufactured. They have in common a high 
specific resistance of 10- to 10* ohm cm. and a high initial permeability of from 50 
to 3000 depending on the type. Ferroxcube IV, which is useful to 40 Mc/s, has a 
permeability of 50, and Ferroxcube III with an upper frequency limit of about 0.5 
Mc/s has a minimum permeability of 800. 



11.3 



(V) MISCELLANEOUS CONSIDERATIONS 



459 



Because of the closeness of the Curie point to room temperature (the Curie point 
of Ferroxcube III is 110° — 160°C) some change of permeability occurs with changing 
temperature. For instance the permeability of Ferroxcube III can be almost halved 
by an increase in temperature from 20°C to 80°C. However, the permeability of 
Ferroxcube V is decreased less than 10% by a similar temperature change under the 
same conditions. Between 10° and 40°C the change in permeability averages 0.15% 
per 1°C for the various types of Ferroxcube. 

In cases in which the magnetic circuit is normally completely enclosed, the high 
permeability of Ferroxcube can be used to minimize losses by means of an air gap. 
If the gap is such as to reduce the effective permeability to one tenth of its original 
value (which could still be high), losses and the effect of heat on effective permeability 
will also be reduced in the same proportion. 

The properties of Ferroxcube allow considerable reductions to be made in the size 
of such items as i-f transformers or carrier-frequency filters, and it is an excellent 
material for magnetic screens or for permeability timing. However its saturation 
point is rather low and it is not used for power transformer or output transforiner 
cores. 

Ref. A27 describes research on ferromagnetic spinels by the Radio Corporation 
of America. These spinels are ceramic-like ferromagnetic materials characterized 
by high permeability (up to greater than 1200), high electric resistivity (up to 10* 
ohm cm), and low losses at radio frequencies. Wide ranges in these and other pro- 
perties arc obtainable by varying the component ingredients and methods of synthesis. 

Ferrospinels are being used increasingly in electronic equipment operating in the 
frequency range of 10 to 5000 Kc/s. At power and low audio frequencies the ferro- 
spinels are not competitive with laminated ferromagnetic materials, and at very high 
frequencies the losses in ferrospinels are excessive when high permeability is re- 
quired. It is possible however to produce a ferrospinel, with low permeability, useful 
at frequencies in the order of 100 Mc/s. The application of ferrospinels as core bodies 
in the deflection yoke, horizontal deflection transformer and high voltage transformer 
for television receivers is now finding wide acceptance. The ferrospinels are especi- 
ally suited to television video frequencies as their use in these components results in 
improved performance at lower cost and with smaller space. 

In the standard broadcast receiver, the ferrospinels are expected to be used in the 
radio frequency circuits as " trimmers " and as permeability tuning cores. With a 
properly designed coil it is possible to tune a circmt, by the movement of a ferrospinel 
rod, from 500 to 3000 Kc/s, or to cover the standard American broadcast band (540 
to 1730 Kc/s) with only three eighths of an inch movement of the rod. 

By using a ferrospinel with a high electric resistivity as the core body for radio 
frequency inductances, the wire body may be placed on the ferrospinel without 
additional insulation. In fact, the conductor may be affixed by the printed circuit 
technique for some applications. 



SECTION 4 : MEDIUM WAVE-BAND COILS 

(i) Air-cored coils (ii) Iron-cored coils (Hi) Permeability tuning {iv) Matching. 

(i) Air-cored coils 

With large diameter formers reasonable Q can be obtained on the broadcast band 
with air-cored solenoids. However in limited spaces, coils are wotmd with two or 
more pies or by progressive universal winding when high Q is required. The pro- 
gressive winding has the advantage of being less susceptible to inductance variation 
through careless handling or winding, and from the production point of view it is 
desirable because it can be wound without stopping. 

Although high Q is not necessary for broadcast band oscillator coils, it is desirable. 
Low Q timed circuits need larger reaction windings which in turn give increased 



460 



MEDIUM WAVE-BAND COILS 



11.4 



phase shift in the voltage fed back from the plate into the grid circuit. Consequently 
an even larger reaction winding is required and the result may be reactance reflected 
into the secondary circuit which makes it impossible to tune the required range — 
if the police band (U.S.A.) is to be included. In any case the reflected reactance, 
which is a variable throughout the tuning range, complicates the tracking problem. 

A method of decreasing the coupling inductance required, which is applicable to 
progressive but not to ordinary universal windings, is to thread both secondary and 
primary wires together through the winding finger, wind the required number of 
primary turns, terminate the primary and proceed with the secondary winding until 
completed. This method is possible with progressive windings because of the gaps 
which occur throughout the winding, whereas with a normal imiversal winding there 
is no room for a primary between turns of the secondary. 

For r-f and particularly for aerial coils the need for high Q is greater. The sensi- 
tivity, signal-to-noise ratio and image ratio of a receiver are all governed by the aerial 
coil Q. 

Since the amount of wire used in an aerial coil secondary is so much less than in 
the i-f transformers it is often possible to use more expensive litz. 

Probably the most satisfactory method of coupling the aerial to the grid of the first 
valve (or the plate of the first valve to the grid of the second) is by means of a high 
impedance primary. This can take the form of a universal winding of the finest 
wire the machines will conveniently handle, wound at an appropriate distance from 
the secondary to give about 20% coupling (depending on the Q of the secondary, 
the amount of mistracking that can be tolerated, and the types of aerial expected to 
be used). In the case of progressive universal secondaries it sometimes happens that 
the primary must b§ wound as closely as possible to the secondary to obtain the re- 
quired degree of coupling. 

The primary should be resonated by its own self-capacitance, or by an additional 
capacitor, below the intermediate frequency so that no normal aerial can time the 
primary to the intermediate frequency and so cause instability. A typical value of 
primary inductance is 1 mH and a 150 ixi^F capacitor would be suitable for use with it. 

To increase the aerial coil gain at the high frequency end of the broadcast band a 
capacitor of the order of 4 fi/iF might be used between aerial and grid of the first valve. 
Since the capacitor decreases image ratio at the same time as it increases sensitivity 
and signal-to-noise ratio, some requirement other than flat sensitivity across the 
broadcast band might be desirable. 

Similar considerations apply to the coupling of the r-f valve except that primary 
inductances are usually larger (say 4 mH) and their tuning capacitors may be increased 
in size until the gain is reduced to the required figure. 

The direction of connection for high impedance coils and oscillator coils is the same 
as that already detailed for i-f transformers ; the grid is connected to the end of the 
secondary further from the primary, to reduce capacitance coupling, and then, con- 
sidering the secondary and primary to be one tapped coil wound in the one direction, 
the aerial (or plate) is coimected to the other extreme of the winding. 

(ii) Iron-cored coils 

The use of suitable iron cores greatly simplifies the problem of obtaining high Q 
windings. In fact, for any reasonable Q requirement it is only a matter of obtaining 
a suitable core. 

Whilst for a given Q and coil size a coil woiind on an iron slug will be less affected 
by its surroundings than an air-cored coil, owing to the concentration of the flux in 
the core, high Q secondaries (e.g. 250) will be found to require very careful placement 
if serious Q losses are to be avoided, particularly at the high frequency end of the broad- 
cast band. Even an open circuited primary at the appropriate distance for correct 
coupling may noticeably decrease the Q. 

The primary should be wound on the opposite side of the secondary from the iron 
core, which will not pass completely through the secondary because of the necessity 
for leaving room for adjustment. Under these conditions movement of the core to 
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compensate for diiferences between individual receivers will not seriously affect the 
coupling between primary and secondary. 

To avoid losses due to adjacent components with high Q coils, iron cores can be 
used which completely enclose the winding. These cores give higher Q's than the 
more usual slugs with a similar winding and reduce the external field of the coil to 
such an extent that in extreme cases it may be difficult to obtain suiBcient coupling 
between the secondary and an external high impedance winding. 

An advantage of using an iron core in the oscillator coil is that, apart from giving 
increased Q, it can greatly increase the coupling between primary and secondary, 
thereby decreasing the primary reactance for a given amount of coupling, 

(iii) Permeability tuning 

The increasing use of permeability tuning is an indication of the extent to which 
the design and production difficulties associated with this type of tuning are being 
overcome. 




Fig. 11.5. Aerial coupling circuits used with permeability tuning. 



No gang condenser is needed, so that even with the added complication in the coil 
assembly a cheap broadcast band tuning unit is possible. Gang microphony is auto- 
matically eliminated, and a value of tuning capacitor can be chosen which will make the 
effects of, for instance, capacitance variations due to valve replacement negligible 
over the whole tuning range. This capacitor can be a low-loss type and it may be 
given a suitable temperature coefficient if desired. The space saving owing to the 
elimination of the tuniqg capacitor is appreciable, even taking into account the ad- 
ditional space reqviired for the iron cores and their driving mechanism. 

By a suitable choice of coil and core constants the oscillator grid current can be 
maintained at or very close to the desired figure at all points in the broadcast band. 
Aerial coil gain can also be kept constant. 

One of the most serious troubles in the design of a permeability tuning unit is in 
obtaining satisfactory coupling between the aerial and the permeability-tuned aerial 
coil. If a normal primary is used the coupling variations with changing core position, 
as the coil is tuned over the broadcast band, are excessive. Similarly a tapped in- 
ductor can not be used because the core alters the coupling between the, two sections 
of the winding too much. Fig. 11. 5 A, B and C show three methods which have been 
used. 

The circuit of Fig. 11. 3A couples the aerial straight into the tuned circuit and gives 
good aerial coil gain when correctly aligned. However image rejection is poor and 
the detuning effect when different aerials are connected to the receiver is considerable. 

Improved image rejection is obtained from the circuit of Fig. 11. 5B but sensitivity 
is lost because much of the voltage developed across the tuned circuit is not applied 
between grid and cathode of the valve. 

Fig. 11. 5C gives a more satisfactory solution (Ref. A24). There is no inductive 
coupling between primary and permeability tuned secondary and the coupling between 
primary and coupling coil is unaffected by the core position. A constant gain of 
about three times over the band can be obtained from a coil with average effective 
Q of 100, with satisfactory image ratios across the band and reasonable freedom from 
detuning effects with different aerials. 
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The maintenance of correct calibrations in production receivers is a problem which 
concerns the designer of the iron dust core, but cores have been produced with per- 
meability consistent enough for station names for the whole broadcast band to be 
marked on the dial and used. 

Iron cores are available with sufficient variation in permeability for the complete 
broadcast band to be tuned. However if the police band is required and space for 
mounting the tuning unit is restricted (resulting in appreciable damping on the coil) 
the permeability requirements for the core are severe. 

The Colpitts oscillator circuit is suitable for use in permeability tuning units, and 
padding can be obtained by using a suitably shaped core for the oscillator coil. Alter- 
natively the oscillator coil can be wound in two series-coimected sections, one with 
fixed inductance (or pre-tuned for alignment purposes) and-the other with inductance 
varied by the moving core. Many receivers have been built with complete tra'cEhg 
i.e. a series inductor corresponding to the usual (parallel) trimmer, and a parallel 
inductor corresponding to the usual (series) padder. 

The rate of change of inductance with core movement does not give a linear relation- 
ship between tuning control and the frequency tuned unless special precautions are 
taken. Linearity, if required^ can be obtained in two ways. The drive between 
tuning spindle and cores can include some type of worm or cam arranged to vary the 
speed of the drive in suitable parts of the timing range, or the coils themselves can be 
progressive universal windings to give the same effect. Progressive tmiversal coils 
lend themselves very well to this form of winding because the progression is provided 
by a screw thread and this can be cut with the pitch varied over the length of the 
winding to give the required timing rate. 

An important drawback to permeability tuning is the difficulty involved in pro- 
viding coverage of a number of wavebands without complications which outweigh 
the saving of a tuning condenser. 

One simple method of adding short wave ranges to a broadcast band permeability 
tuner is to connect the broadcast coil in parallel with a short wave coil which is to be 
tuned. This gives satisfactory tuning but restricted bands. It is suitable for a band- 
spreading circuit but when every international short wave broadcasting band is to be 
covered, a large number of ranges is required. By designing a special short wave 
permeability tuner it is possible to cover the 6 to 18 Mc/s band in two ranges (Ref. 
A24). 

For more restricted ranges such as the F-M broadcasting band, permeability tuning 
is satisfactory provided that a suitable type of iron is available. Gores have been 
made which can be used in tuned circuits at 150 Mc/s without introducing undue loss. 

References AH, A16, A20, A22, A23, A24, A34.' 

(iv) Matching 

Methods of coil matching depend on the type of coil and to a certain extent upon 
the subsequent alignment procedure. 

Air-cored solenoids can be wound with a spacing towards the end of the winding 
equivalent to one turn. The inductance is then increased by sliding turns across 
the gap from the small end section to the main body of the coil, or decreased by sliding 
turns in the opposite direction. 

Air-cored pie-wound coils can be matched by pushing pies together to increase 
inductance, but the method has disadvantages. Firstly, die coils are liable to be 
damaged, even to the extent of collapsing completely, and secondly coils which are 
rigid enough to withstand the pushing without damage may have enough elasticity 
to return towards their original positions over a period of time, thus destroying the 
matching. If coils matched in this way are to be impregnated it is necessary to re- 
check (and readjust in many cases) after impregnation, and recheck again after flash 
dipping, if a reasonable degree of matching accuracy is to be maintained. 

Another method which has been used with air-cored coils is to wind each coil with 
slightly too much inductance, bake, impregnate and flash-dip the coil and then seal 
it in an aluminium can. A groove is then run in the can above the appropriate coil 
and the depth of the groove is increased until the inductance of the coil inside the 
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can is reduced to that of a standard. All production inductance variations can be 
absorbed in the matching process with insignificant Q loss. 

When iron cores are used, matching problems are much simplified. Even when the 
core is not threaded it can be pushed through a winding for inductance adjustment. 
With ttireaded cores the adjustment is so simple that in many cases the coils arc not 
matched. Given correct calibrations and close tolerance padders in a complete re- 
ceiver, the oscillator coil trimming and padding can be adjusted to suit the calibration 
and the aerial coil trimming and padding to suit the oscillator with results which may 
even be (from the user's point of view) superior to those obtained from more com- 
plicated matching and alignment methods. 

When matching individual windings on formers containing two or more coils it is 
possible for errors to occur due to variations in windings other than the one being 
matched. For example an aerial coil secondary may be matched to the same induct- 
ance as a standard secondary but may be coupled to a primary with an inductance 
different from that used on the standard coil. Under operating conditions in a re- 
ceiver the two effective secondary inductances would be different. 

This difficulty can be overcome by suitable connection of associated coils during 
matching. Normally the best procediu-e is to short-circiut and earth coils which 
are not being matched, but on occasion it may be better to earth the cold end only. 



SECTION 5 : SHORT-WAVE COELS 

(»■) Design (m) Miscellaneous features. 

(i) Design* 

Much has been written on the subject of designing coils suitable for use on short 
waves. A nimiber of references will be found at the end of this chapter. The work 
by Pollack, Harris and Siemens, and Barden and Grimes is very complete from the 
practical design viewpoint. The papers by Butterworth, Palermo and Grover, and 
Terman are basically theoretical. Austin has provided an excellent simmiary and 
practical interpretation of Butterworth's four papers. Medhurst's paper gives the 
results of measurements which in some cases disagree with Butterworth's theoretical 
values. For coils whose turns are widely spaced the measurements of high-frequency 
resistance are in good agreement but for closely-spaced coils the measured values are 
very considerably below those of Butterworth. Theoretical reasons are given for 
these differences. 

(A) Pollack (Ref. G4) summarizes the procedure for the optimum design of coils 
for frequencies from 4 to 25 Mc/s as follows : — 

1. Coil diameter and length of winding : Make as large as is consistent with the 
shield being used. The shield diameter should be twice the coil diameter, and the 
ends of the coil should not come within one diameter of the ends of the shield. 

2. A bakelite coil form with a shallow groove for the wire, and enamelled wire may 
be used with little loss in Q. The groove should not be any deeper than is necessary 
to give the requisite rigidity. The use of special coil form constructions and special 
materials does not appear to be justified (except for the reduction of frequency drift 
due to temperature changes). 

3. Number of turns : Calcjilate from 

N = -v/i-(1025 + 45)/Z) 
where 5 = ratio of length to diameter of coil, 

D = diameter of coil in centimetres, 
and L = inductance in microhenrys. 

4. Wire size : Calculate from 

ii, = b/N\/2 = optimmn diameter in centimetres, 
where b = winding length in centimetres. 



•This is a revision and expansion of the chapter on this subject in the previous edition by L. G. 
Dobbie. 
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That is, the optimum wire diameter is l/-\/2" times the winding pitch, measured from 
centre to centre of adjacent turns, 

(B) Barden and Grimes (Ref. G16) recommend for coils working near 15 Mc/s. 
that No. 14 or No. 16 A.W.G. enamelled wire on a form not less than one inch dia- 
meter at a winding pitch equal to twice the wire diameter is desirable. The screen 
diameter should be not less than twice the coil diameter. A comparison of coils of 
equal inductance on C.5 ia. and 1 in. forms in screens double the coil diameter in- 
dicates that the value of Q is twice as great for the larger diameter coil. No. 24 A.W.G. 
wire was used for the small diameter coil. 

(C) Harris and Siemens (Ref. G21) quote the following conclusions : — 

(1) Q increases with coil diameter. 

(2) Q increases with coil length, rapidly when the ratio of length to diameter is 
small, and very slowly when the length is equal to or greater than the diameter. 

(3) Optimum ratio of wire diameter to pitch is approximately 0.6 for any coil shape. 
Variation of Q with wire diameter is small in the vicinity of the optimum ratio ; hence, 
selection of the nearest standard gauge is satisfactory for practical purposes. 

(D) The shape of a coil necessary for minimum copper loss (from Butter- 
worth's paper) is sta,:ed by Austin (Ref. D7) as follows : — 

(1) Single layer solenoids : Winding length equal to one-third of the diameter. 

(2) Single layer discs (pancake) : Winding depth equal to one-quarter of the 
external diameter. 

(E) Butterworth's paper (Ref. Dl) deals with the copper loss resistance only, and 
insulation losses must be taken into account separately. Insulation losses are 
minimized by winding coils on low loss forms, using a form or shape factor which pro- 
vides the smallest possible self-capacitance with the lowest losses. Thus air is the 
best separating medium for the individual turns, and the form should provide only 
the very minimtmi of mechanical support. Multilayer windings in one pie have high 
self-capacitance due to proximity of the high and low potential ends of the winding. 
The same inductance obtained by several pies close together in series greatly reduces 
the self-capacitance and associated insulation losses. Heavy coatings of poor quality 
wax of high dielectric constant may introduce considerable losses. 

(F) In the section of Medhurst's paper (Ref. D6) dealing with h.f. resistance he 
states that so long as the wire diameter is less than one half of the distance between 
wire centres, Butterworth's values are applicable. An increasing error occurs as the 
ratio of wire diameter to distance between centres increases, the values being 190% 
too high when the ratio is 0.9. 

A graph is presented giving variation in optimum wire spacing with variation in 
the ratio of coil length to coil diameter (Fig. 11. 6A). 

It is shown that a good approximation to the high frequency Q of coils of the type 
measured is given by the simple expression 

Q = o.ismVT 

where R = mean radius of coil (cm), 

/ = frequency (c/s) 
and 0 depends on the length/diameter and spacing ratios. 
A comprehensive table of </< values is presented. 

(G) M. V. Callender (Ref. D9) points out that Medhurst's formula for Q can be 
approximated within a few per cent by the equation 

Q = V7/(6.9/i? + 5.4/0 
where R — radius of coil (cm) 
and I = length of coil (cm). 
An even simpler expression 

Q= 0.15V7/(1/R + 1//) 
follows the data to a few per cent provided I > R. 

The range of conditions under which this formula applies is the same as that to 
which Medhurst's data refer : in particular — 
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(a) The ratio of wire diameter to wire spacing must approximate to the optimum 
shown in Fig. 11. 6A. 

(b) The formulae apply only for very high frequencies because of skin effect con- 
siderations. However the following table, giving the thinnest wire for which the 
formula applies within ± 10%, shows that most practical solenoids wiU be covered — 

/(Mc/s) 1.0 4,0 16 

wire 22 S.W.G. 28 S.W.G. 37 S.W.G. 

(c) The formulae do not hold for coils of very few turns (or extremely short coils).- 

(d) Dielectric loss is not allowed for. This is unlikely to be serious except where 
the coil has a rather poor dielectric (bakelite or worse) and is used in a circuit having 
a low parallel tuning capacitance. 



1-0 
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COIL LENGTH / COIL DIAMETER 



Fig. 11. 6A. Variation of optimum spacing ratio vnth length /diameter {Re/. D6). 

(H) Meyerson (Refs. G3 and Gil) gives the results of measurements on a large 
number of coils tuned over a range between 25 and 60 Mc/s. The following informa- 
tion is obtained from his work : — ■ 

(a) Q at any frequency within the band, and the frequency for maximum Q, both 
increase with an increase in wire size for a given coil diameter. 10 A.W.G. wire (the 
largest used) was nearly 10% better over the range than 12 A.W.G. wire on a one inch 
diameter former. 

(b) Maximum Q increases, and the frequency for maximum Q decreases, with an 
increase in coil diameter for a given wire size, number of turns and number of turns 
per inch. 

(c) The coil diameter required for highest Q throughout the tuning range decreases 
with increasing frequency for a given wire size, number of turns and number of turns 
per inch. 

(d) Maxummi Q is obtained with a spacing between adjacent Wires which is slightiy 
greater than the bare wire diameter. 

(e) No variation in Q was detected between coils wound with bare wire, enamelled 
wire or silver plated wire. 

On the other hand, cotton covering decreased Q by as much as 5% at 50 Mc/s and 
annealing of the copper wire increased Q by less than one per cent. 

(I) In Refs. GIO and G12 Meyerson gives details of work with frequency ranges 
between 60 and 120 Mc/s on the Q and frequency stability of inductors made of wire, 
tubing and strip in various shapes e.g. disc, hairpin, folded lines, etc. 

(J) Other points taken from various references are given below. Dielectric losses 
present in the self capacitance of the coil are reduced by altering the shape to separate 
the high potential end from all low potential parts of the circuit. These losses become 
relatively more important the higher the frequency. Thus, the shape of a solenoid 
for minimum total losses may need to be increased beyond what would otherwise be 
the optimum length. 

The high frequency alternating field of a coil produces eddy currents in the metal 
of the wire, which are superimposed upon the desired flow of current. The first 
effect is for the current to concentrate at the outside surface of the conductor, leaving 
the interior relatively idle. In a coil where there are numbers of adjacent turns carry- 
ing current, each has a further influence upon its neighbour. 
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In turns near the centre of a solenoid the current concentrates on the surface of 
each turn where it is in contact with the form, i.e. at the. minimum diameter. In 
turns at either end of 3 solenoid the maximum current density occurs near the 
minimum diameter of the conductor, but is displaced away from the centre of the 
coil. 

Thus most of the conductor is going to waste. Mtdti-strand or litz (litzendraht) 
wires have been developed to meet this difficulty. Several strands (5, 7, 9, 15 being 
common) are woven together, each being of small cross section and completely in- 
sulated by enamel and silk covering from its neighbours. Owing to the weaving of 
the strands, each wire carries a nearly similar share of the total current, which is now 
forced to flow through a larger effective cross section of copper. The.former tendency 
towards concentration at one side of a solid conductor is decreased and the copper 
losses are correspondingly reduced. 

Litz wire is most effective at frequencies between 0.3 and 3 Mc/s. Outside of 
this range comparable results are usually possible with round wire of solid section, 
because at low frequencies " skin effect" steadily diaappears while at high frequencies 
it is large even in the fine strands forming the litz wire, and is augmented by the use 
of strands having increased diameter. 

Screens placed around coils of all types at radio frequencies should be of non- 
magnetic good-conducting material to introduce the least losses. In other words, 
the Q of the screen considered as a single turn coil should be as high as possible. In 
addition, the coupling to the coil inside it should be low to minimize the screen losses 
reflected into the timed circuit. For this reason the screen diameter should, if pos- 
sible, be at least double the outside diameter of the coil. A ratio smaller than 1,6 to 1 
causes a large increase in losses due to the presence of the screen. 

The design of coils for use with iron core materials depends mainly upon the type 
of core material and the shape of the magnetic circuit proposed. Nearly closed core 
systems are sometimes used with high permeability low loss material. More com- 
monly, however, the core is in the form of a small cylindrical plug which may be 
moved by screw action along the axis of the coil and fills the space within the inside 
diameter of the form. The main function of the core in the latter case may be only 
to provide a means of tuning the circuit rather than of improving its Q. When im- 
provement in Q is possible with a suitable material, the maximum benefit is obtained 
by ensuring that the largest possible percentage of the total magnetic flux links with 
the core over as much of its path as possible ; the ultimate limit in this direction is 
of course the closed core. 

An excellent series of charts for the design of single-layer solenoids for a required 
inductance and Q is presented by A. I. Forbes Simpson in Ref. G17. These charts 
and the instructions for their use are reprinted by permission of " Electronic Engineer- 
ing " and the author (Figs. 11.7 to 11.13 inclusive). 

The use of the charts is simple and gives direct answers. As so many unascertain- 
able factors govern the final inductance of a coil in position, no attempt has been made 
to achieve an acciuracy better than 1 per cent. The inductances indicated by the charts 
assvune that the leads to the coil are of the same wire as the coil and perpendicular 
to it, and are each a coil diameter long. 

Coils of this form have a low self-capacitance which is largely independent of all 
save the coil diameter and to a lesser extent the wire gauge. 

The capacitance may be expressed as 
C = jD(0.47 + d) iMiiF 
where D is coil former diameter in cms. and a is a constant depending on the gauge 
of wire, lying between 0.065 for 42 S.W.G. and O.ll for 12 S.W.G. wire, where one 
lead of the coil is connected to chassis. 

Use of charts 

The charts shown may be used as follows : 

If the desired Q is known, then reference to Fig. 11.8 will suggest a suitable diameter 
of former. 
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If, however, as great aQas possible is required, 
then the largest possible former should be used 
unless the coil is to be sited in a can, in which case 
the diameter of the former should be less than one 
half of the internal diameter of the can and spaced 
from the end by the same amount or more. 

When the diameter of the former is deter- 
mined, reference should be made to the appro- 
priate chart, and as shown in Fig. 11.7 the in- 
ductance intercept A corresponds to C which 
gives the wire gauge (D) which gives the number 
of turns per inch for that gauge, and E the num- 
ber of turns required. 
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referred to in text. 
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It Will be seen that " even " gauges of wire have 
been used. If it is desired to use an " odd " gauge, 
a little simple geometry will soon give the result. 

The Q in air of a coil wound to this information, 
when tuned by capacitances between 45 and 500 /iftF 
may be read directly from Fig. 11.8. 

The Q values shown in the chart have been cor- 
rected for coil capacitance and are somewhat higher 
than those indicated by the usual Q meter. The 
accuracy of these curves is rather less than that of 
the inductance charts, but various values have been 
checked by several methods which have given sub- 
stantial agreement. 

Example 

As an example* of the use of the curves, suppose 
we have a variable condenser of 450 /^/iF swing and 
desire to find a coil with which it will tune from 
12 Mc/s to 4 Mc/s. If the total capacitance at 



Ologrgm ts illutraU lat sf Chgrti 
HO. 11.7 

Fig 11.7. Dia^am to illus- '^^^^ be'c'ppF then 
trate use of charts (Ref. Or 17). ' 

(C + 450)/C = 1274^ = 9 and C = 56.25 ^/^F 
12 ins 

/iH = 3.15 fiH. 



10'^ . 10» 



" 4n' X 12=' X 10'^ X 56.25 
Inspecting Fig. 11.8 we see that the Q at 4 Mc/s. will lie between 116 for i inland 
168 for a i in. former, while that at 12Mc/s. will lie between 182 for a i in. and 265 
for i in. former. 

If we choose a | in. former we find that the line corresponding to this in Fig. 11.10 
cuts the L line at a wire diameter of 0.025 in. This line intersects T.P.I, at 23.8 
and the " No. of turns " is 18.5 with a wire gauge of 22 S.W.G. 

11.8— we find for L = 3.15 fiH : 



Referring to Fig. 

C fifiF 45 100 200 

Q 212 195 175 

Z, is readily obtained by writing Z„ = QytfC. 



400 
150 



500 
142 



•This example is presented in a different form from ttiat in the original article. 
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If, however, we had used the i in. former we would find that 18 turns of 26 S.W.G. 
at 37 T.P.I. would give 

C^fiF 45 100 200 400 500 

Q 181 165 147 123 117 

(ii) Miscellaneous features 

(A) Matching 

Short wave coils are frequently matched by altering the position of the last few turns 
on the former. This sometimes leads to damage to the coil, particularly if there is an 
interwound primary. 

An alternative method, which ts applicable to coils terminated by passing the wire 
diametrically through the former, is to push sideways this terminating wire in the 




L (^Microhenricj) FIG. H . 6 

Fig. 11.8. Q/L chart for obtaining suitable size of former (Ref. Gil). 
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middle of the coil. In this way the last half turn of the coil can be increased almost 
to a complete turn or decreased to a small fraction of a turn. Both the first and last 
half turns on the coil can be treated in this way, thereby providing a possible induct- 
ance adjustment equivalent to approximately one complete turn of the winding. 
When matching shon wave coils it is essential that associated primariesj and any other 
coils on the same formers be connected in a similar manner to their ultimate connection 
in the receiver, i.e. earthed ends of coils should be earthed, and hot ends either earthed 
or left open depending on which is more suitable. 




WIRE DIAMETER IN INCHES nS. 11.9 

Fig. 11.9. Optimum Q, i in. former {Ref. GIT). 
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Iron cores are widely used for adjusting the inductance of short wave coils. Be- 
cause at higher frequencies increased losses in cores offset the advantage of increased 
permeability, the cores in some cases do not increase the Q of a coil, but provide a 
convenient method of inductance adjustment. 



In shortwave oscillator coils an iron core also has the advantage of increasing the 
coupling between primary and secondary for a given winding. Thus increased grid 
current may be obtained although Q is not increased. 




0-1 106 '06 . OS 04 -03 -02 . -01 '008 ■006O0S -004 -003 002 -001 

WIRE DIAMETER IN INCHES p,G ,.,(■ 



Fig. 11.10. optimum Q, f in. former (Ref. Gil). 
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At frequencies of the order of 100 Mc/s the difficulties of manufacturing suitable 
iron cores are greater although they are made and used (Ref. A22) but it is compara- 
tively simple to wind aiir cored coils with a Q of say 300. Because of this, inductance 
adjustment can also be carried out by means of copper slugs which are adjusted in 
the field of the coil in the same way as are iron cores at lower frequencies. The slugs 
are sometimes silver plated to minimize losses, but on the other hand brass slugs are 
also used, apparently without undue losses. 




O'l -Oe -OS -04 -03 -02 '01 -008 ■00SO04 003 ■002 -001 

WIRE DIAMETER IN INCHES nc ii i 



Fig. 11.11. optimum Q, } in. former {Ref. Gil). 
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(B) Self-capacitance 

To reduce capacitances in a coil with an interwound primary winding without 
noticeably decreasing the coupling, it is possible — if the spacing factor of the secondary 
winding allows it — to wind the primary against the wire on the low potential side of 
each space between secondary wires. A definite advantage is gained from this method 
of winding and at the same time the cause of appreciable random deviations in coil 
capacitance is removed. 

It is visually advisable to start an interwound primary winding just outside a tuned 
secondary winding for a desired coupling with minimum secondary capacitance. 
Best results will probably be obtained with the primary started between One half 




WIRE DIAMETER IN INCHES 

Fig. 11.12. Optimum Q, i in. former (Ref. Gil). 
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RATIO OF CAN SIDE/ COIL DIAMETER Oj/p (CIRCULAR CAN) 
10 8 6 5 4 3 2 I 




10 8 6 S 4 3 2 1 

RATIO OF CAN SIDE /COIL DIAMETER Ot/D CsQUARE CAn) 
The Reduction in Inductance of a Coll of Unit/ B/D Rotio Wlvtn Sited 

in o Screening Can FIG. I '.13 



Fig. 11.13. Effect of circular and square screening cam on inductance {Ref. Gil). 



474 



(ii) MISCELLANEOUS FEATURES 



11.5 



and one and one half turns outside the cold end of the secondary, close spacing being 
used for parts of the primary outside the secondary and the external primary turns 
being wound as close to the last secondary turn as possible 

(C) Aerial primary endings 

On the 6 to 18 Mc/s short wave bands both interwound and external high imped- 
ance primaries are used. External primaries have the advantage of reducing the capac- 
itive coupling between the aerial and the grid of the first valve with the result that 
oscillator re-radiation from superheterodyne receivers is noticeably reduced. In 
addition, impulse interference is apparently decreased. The gain obtainable over a 
band of frequencies is at least as good as that with low impedance interwound primaries 
and the tracking troubles experienced when a particular aerial resonates an interwound 
primary within the band are not so likely to occur. 

A satisfactory method of winding for an external primary is to use a universal 
winding (perhaps 36 or 38 A.W.G. S.S.C.) with a small cam (1/10 inch or 1/16 inch) 
and space the primary as closely as possible to the cold end of the secondary. About 
25 turns on a 3/8 inch former would be suitable for the range from 6 to 18 Mc/s but 
final details must be determined in a receiver. Additional capacitance coupling will 
sometimes provide increased gain at the high frequency end of the band, although 
with the loss of some of the advantages outlined above. 

(D) Direction of windings 

For interwound oscillator coils the method of connection is the same as that pre- 
viously described — considering primary and secondary as one continuous tapped 
winding in the one direction, the grid is connected to the end of the secondary further 
from the primary (for a tuned grid oscillator) and the plate is coimected to the other 
extreme, i.e. the end of the primary further from the grid coimection. 

Interwound aerial and r-f coils are connected in the opposite sense, i.e. grid to end 
of secondary further from primary, and plate (or aerial) to end of primary closer to 
grid. 

External primaries are connected in the same sense as oscillator coils i.e. aerial 
and grid at extremes of the two windings when considered as one tapped winding in 
the same direction. Care is needed with short wave coil connecdons because second- 
ary and external primary are wound on different types of machines and may be wound 
in opposite directions. This necessitates reversing the connections to the primary 
winding. Examination of a coil will show that if the primary is moved from one 
end of the secondary to the other it will also be necessary to reverse the connections 
to the primary. 



SECTION 6 : RADIO-FREQUENCY CHOKES 

(i) Pie-wound chokes {ii) Other types. 

(i) Pie-wound chokes 

Radio frequency chokes are of two main types, those used above their main self- 
resonant frequency and those used below it. In either case the choke is normally 
required to have, over a range of frequencies, an impedance higher than some minimum 
value and a high reactance which does not have sudden changes in its value. The 
need for high impedance is obvious, and a constant value of reactance is necessary 
if the choke is in parallel with a ganged tuned circuit. 

At frequencies below its natural resonance the impedance of a choke is due to its 
inductive reactance, modified by the self-capacitance as shown in Sect. 2(i) of this 
chapter, and so increases with frequency imtil self-resonance is reached. The choke 
may have one or more resonances, series as well as parallel, as explained below, but 
above some high frequency its impedance is approximately equal to the reactance 
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of its self-capacitance, i.e. the impedance is inversely proportional to frequency and 

eventually reaches values low enough to render the choke useless. 

Thus to obtain high impeaance over a wide band of frequencies a choke requires 
maximum inductance and minimum self-capacitance. For lower frequencies universal 
windings are used, usually split into two or more spaced pies with each pie as thin as 
possible for minimum self-capacitance. 

To keep the impedance high over a band of frequencies it is necessary to avoid any 
tuning of sections of the choke by other sections. A typical case of such timing 
would occur in a r-f-c consisting of two pies of ditferent sizes. The impedance- 
frequency curve of such a choke would show two maxima at the self-resonant fre- 
quencies of the two sections, but between these peaks there would be a serious drop 
in impedance at the frequency at which the inductive reactance of one pie became 
series resonant with the capacitive reactance of the other. At such a frequency there 
would also be a sudden change in the effective reactance of the choke which would 
give tracking errors. 

Series resonance of the type described occurs whenever pies with different self- 
resonant frequencies are connected together. To eliminate them it is not sufficient 
to wind several pies with the same numbers of turns because the effects of mutual 
inductance in different sections of the coil still give different self-resonant frequencies 
to adjacent pies. To avoid this. Miller (Ref. H6) recommends winding progressively 
smaller pies towards the centre of a multi-pie r-f-c to make the self resonant frequency 
of each pie the same. He gives figures which show a considerable increase in uni- 
formity of impedance over a range of frequencies when this method is adopted. 

In addition to the need for individual pies to be resonant at the same frequency. 
Wheeler (Ref. H5) gives the requirement -(for two-pie chokes) that the pies should 
be connected so that mutual inductance opposes the self-inductance of the pies. 
This almost entirely removes minor resonances which occur at approximately har- 
monically related frequencies, and gives a very smooth curve of apparent capacitance 
for the r-f-c. The spacing between pies and the number of turns on the pies should 
be experimentally adjusted for best results with the choke located in the position in 
which it is to be used. 

(ii) Other types 

At high frequencies (above 10 Mc/s) self resonant chokes can be wound to give a 
high impedance over a reasonably wide band of frequencies. The winding length 
of such chokes for a given former diameter and wire size can be obtained from Ref. HI 
for frequencies between 10 and 100 Mc/s. 

In other cases it is necessary to design chokes for maximum impedance, i.e. maxi- 
mum inductance and minimum self-capacitance with a minimum of resistance. Such 
an application occurs in the battery input circuit of a vibrator unit. Solenoids have 
been used for this purpose but higher impedance can be obtained with pyramid wind- 
ing (say eight turns on the lirst layer, seven on the second and finishing with a top 
layer of one turn). 

Even better results are obtainable by using an iron core as a former, although the 
winding must be arranged in such a way that the iron core does not increase the self- 
capacitance unduly. 

Another application requiring a minimum-resistance r-f-c is a mains filter. Uni- 
versal windings of, say, 26 A.W.G. wire are used in some cases, but where better per- 
formance is required a wooden former of perhaps 2 inches diameter is used, and 
slots in the former are filled with jumble windings of heavy wire. 
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SECTION 7 : TROPIC PROOFING 

(t) General considerations (it) Baking (us) Impregnation (iv) Plash dipping 

(0) Materials. 

(1) General considerations 

The use of a suitable wax or varnish is not the only way in which the moisture 
resisting properties of a coil can be improved. The higher the impedance of a circviit, 
the greater the effect of a certain resistance in parallel with it. Thus a leakage be- 
tween coil terminals (or other appropriate parts of the circuit) due to moisture will have 
a greater effect on a high Q circuit than on a low Q one. Depending upon the im- 
portance attached to maintenance of performance in humid conditions, it may be de- 
sirable to use low impedance (low Q and low L) circuits even at the expense of an 
additional stage in a receiver. 

Another aspect of the question is that the moisture absorption of a coil is governed 
by its surface area. High Q coils usually have a larger surface (due to the use of pie- 
winding for instance) and thus are more liable to deteriorate rapidly under humid 
conditions. 

This has been demonstrated- in a test in which two sets of coils were used. The 
first set consisted of 1 mH coils wound in a single pie with a 3/8 in. cam, giving an 
initial Q of 75, the second set of 1 mH coUs were wound with three pies and a 1 /lO in. 
cam giving a Q of 145. Both sets of coils were baked, impregnated and flash dipped 
and then exposed to conditions of high humidity. At the end of one week the single 
pie windings had an average Q of 65, and the three pie windings an average Q of about 
60, As the test continued the improved performance of the single pie windings 
became even more riiarked. In addition the variations between individual coils 
were much less in the single pie vvindings, which may have been due to the more 
variable nature of the flash-dip on the three-pie windings. 

No coating or impregnating treatment for coils prevents moisture penetration if 
the exposure to high humidity is prolonged. On the other hand, some treatments 
will delay the ingress of moisture much longer than others— for instance the Q of a 
coil vrith a single flash-dip will fall much more rapidly than that of a coil which has 
been vacuum impregnated and flash-dipped twice. The corollary should not be 
overlooked ; after prolonged exposure to humidity the coil with a single flash dip 
will rettim to its original performance when the humidity is decreased more rapidly 
than will the other. Conditions of use determine requirements, but it caimot be 
taken for granted that the treatment which gives the slowest deterioration in Q is the 
best for all types of operation. 

Apart from maintaining Q, moisture proofing is also required to maintain insulation 
resistance between dlflferent windings or between windings and earth. This is 
particularly important in the case of interwound coils (e.g. an oscillator coil) in which 
one winding is earthed and the other is of fine wire with a d.c. potential applied to it. 
Leakage between the two windings in the presence of moisture can produce elec- 
trolysis and a consequent open-circuit in the fine wire. 

(ii) Baking 

Irrespective of the moisture proofing treatment which is to be applied to a coil, 
the first requirement is to remove all moisture. This is done most conveniently 
by baking at a temperature above the boiling point of water. Materials used in coil 
winding are liable to be damaged at temperatures greatly in excess of lOO 'C and a 
satisfactory oven temperature is from 105° to 110°C. 

The time required depends on the components being treated, and it is essential 
for all parts of a coil to be raised to oven temperature and maintained at that tempera- 
ture at least for a short time. Baking for a quarter of an hour is a minimum for simple 
coils, and half an hour is a more satisfactory time. 
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One detail of oven design which must not be overlooked is that provision must 
be made for removing the water vapour as it is expelled from the coils. A current 
of fresh air passing through the oven is satisfactory for this purpose. 

Whether the baking is followed by impregnation or flash-dipping only, the next 
process should begin before the coils have cooled. 

(iii) Impregnation 

Although vacuum impregnation gives the best penetration of the impregnant and 
best removal of moisture vapour and gas, a " soaking " treatment is often used and 
gives satisfactory results for commercial requirements. 

A typical soaking treatment calls for the coils to be immersed in wax which is main- 
tained at 105° to 110°C for a period of from one quarter to one half hour, depending 
on the type of winding, e.g. a thick universal winding needs more time than a spaced 
solenoid. In any case the coil should be left in the wax until no more bubbles are 
given off. 

The temperature of the wax-tank needs accurate adjustment as apart from damage 
to coils which may result if it is too high, the characteristics of the wax may be altered 
by excessive heating. 

Soaking in varnish (air-drying or oven-drying) is also possible but it is necessary 
to keep a close check on the viscosity. 

(iv) Flash-dipping 

Flash-dipping is commonly practised without impregnation and properly carried 
out it can be a satisfactory commercial treatment. The flash-dip should be of the 
same type of material as normally used for impregnation. 

A ^^vax-tank for flash-dipping can conveniently be maintained at a lower tempera- 
ture than one for soaking, and a suitable temperature is one at which a skin of wax 
just develops on the surface of the tank on exposure to air. By keeping the top of 
the tank covered when not in use the skin will not be tx-oublesome and it can readily 
be cleared away when necessary. 

With the wax temperature low, a thicker coating is obtained on the coil when dipped 
and the tendency for " blow-holes " to develop is minimized. This is partly due to 
the thicker coating and partly because the coil itself is heated less by the wax and so 
has less tendency to expel air through the coating of wax as it is setting. 

Once a hole has developed it is desirable to seal it with a hot instrument. To 
attempt to seal it with a second flash-dip usually results in failure as air is expelled 
through the hole in the first coat as the coil is warmed up and this punctures the 
second coating in the same place. 

If flash-dipping alone is used for moisture proofing a minimum treatment might 
be, first flash-dip, seal all blow-holes with wax, then second flash dip. 

Similar troubles are experienced with holes when varnish sealing is used. 

(v) Materials 

The first requirement for an impregnating compound is good moisture resistance. 
It is also important that its losses be low at the frequencies concerned, and it is quite 
possible to obtain impregnants which can be used without noticeably affecting the Q 
of the impregnated winding. 

Because it is usually desirable to have minimum self-capacitance in a coil, the dielec- 
tric constant should be low, and the temperature coefficient should also be known. 
Waxes can be obtained with dielectric constants having a negative temperature co- 
efficient and this is useful in offsetting the temperature coefficient of the coil itself, 
which is positive in all usual cases. 

Apart from the resistance of a moisture proofing compound to moisture absorption, 
its surface properties are important. A compound which does not wet easily is de- 
sirable and tests on moistvure proofing should be Resigned to separate the effects of 
surface leakage from those of absorption. 
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Where flash-dipping only is carried out, some of the properties mentioned above 
are not of such importance but they cannot be ignored completely. 

Other points which must be considered when choosing a moisture-proofing com- 
pound are that it must be capable of maintaining its properties over the range of tem- 
peratures to which it is liable to be subjected. Melting of waxes is the trouble most 
likely to be encoimtered, but crazing (and the consequent admission of moisture) 
may be experienced at low temperatures. 

Waxes and varnishes do not themselves support fungus growth, but they are 
liable to collect coatings of dust which may do so. Suitable precautions to avoid 
this may be desirable. More important is the avoidance in coils as far as possible of 
materials which are subject to fungus attack. Some types of flexible tubing fall in 
this category and should not be used, and the same applies to some cheap coil former 
materials. The fabric covering of wires also may support fungi and should be com- 
pletely coated with the wax or varnish to avoid this occurrence. 
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SECTION 1 : INTRODUCTION 

(i) Voltage amplifiers 

A voltage amplifier is one in which the voltage gain is the criterion of performance. 
To be strictly correct it is not possible to have voltage without power since infinite 
Impedance does not exist in amplifiers, but for all ordinary purposes a " voltage 
amplifier " is one in which a " voltage " output is required. Voltage amplifiers 
generally work into high impedances of the order of 1 megohm, but in certain cases 
lower load impedances are used and there is no sharp demarcation between " voltage " 
and " power " amplifiers. In cases where transformer coupling is used between 
stages, the secondary of the transformer may be loaded only by the grid input im- 
pedance of the following stage and the numerical value of the impedance may not be 
known. In such cases the transformer is usually designed to operate into an infinite 
impedance, and the effect of normal grid input impedances on the transformer is 
very slight compared with the primary loading. 

It is important to bear in mind the reversal in polarity which occurs in any valve 
when used as an amplifier with a load in the plate circuit. As a consequence, the 
a-f voltage from grid to plate is 

E,^ = E,, + E,^ = E,^{1 + A) (1) 
where A is the voltage gain from grid to plate. 
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SECTION 2 : RESISTANCE-CAPAaXANCE COUPLED TRIODES 



(0 Choice of operating conditions (ii) Coupling condenser (Hi) Cathode bias 
(iv) Fixed bias (v) Grid leak bias (vi) Plate voltage and current (vii) Gain and 
distortion at the mid-frequency (viii) Dynamic characteristics {ix) Maximum 
voltage output and distortion {x) Conversion factors with r.c.c. triodes (xi) Input 
impedance and Miller Effect {xii) Equivalent circuit of r.c.c. triode (xiii) Voltage 
gain and phase shift (xiv) Comments on tabulated characteristics of resistance-coupled 
triodes. 

(i) Choice of operating conditions* (Fig. 12.1) 

Any triode may be used as a r.c.c. amplifier, but for most purposes the valves 
specially suitable for this application may be grouped : 

1. General purpose triodes with li from 15 to 50, and plate resistance firom 
6000 to 10 000 ohms (with battery types somewhat inferior). These are also called 
" medium mu " triodes. 

2. High-mu triodes with tJ. from 50 to 100, and plate resistances say from 50 000 
to 100 000 ohms. 

The load resistance (Rj) may be any value from a few ohms to many megohms, 
but for normal operation i?^ should never be less than twice the plate resistance at 
the operating point, with a higher value preferred. The load resistance should never 
be greater than the following grid resistance (R,^ and should preferably be not more 
than one quarter of i?„2. The following table is a good general guide, but capable 
of modification in special circumstances. 
Valve type — General purpose 

Following grid resistor— 0.22 to 1 0.22 
Load resistance 0.1 0.22 



High-mu 
0.47 
0.22 
or 0.47 



1 M.Q 
0.22 MQ 
0.47 MQ 




The optimvmi combination of i?^ and for maximum output voltage is covered 
in Sect. 2(ix). 

The plate supply voltage (Et^) should 
generally be as high as practicable pro- 
vided that the maximum ratings are not 
exceeded. Plate supply voltages up to 
300 volts are safe for use with all types of 
indirectly-heated valves unless otherwise 
stated. Somewhat higher supply voltages 
may be used with triodes provided that the 
designer ensures that, other than moment- 
tarily when switching on, the maximum 
plate voltage rating is not exceeded under 
any possible conditions. 

The input grid resistor should Pig- 12-1. Triode valve (Vi) resistance- 

not normally exceed 1 megohm with in- capacitance coupled to V^. 

directly-heated valves, although higher resistances are satisfactory with 1 .4 volt 
battery valves. Higher grid resistances will not do damage to a r.c.c. triode, provided 
that the plate load resistance is not less than, say, 0.1 megohm with 300 volts plate 
supply, but the reverse grid current may be sufScient to shift the operating point into 
the region of distortion and lower gain. For this reason cathode bias is to be pre- 
ferred to fixed bias and the input grid resistor should not be higher than necessary, 
particularly with high-mu triodes — see (iv) below. For example, little is gained by 
using a grid resistor having more than four times the resistance of the plate load re- 
sistor of the preceding stage. 

Values of input grid resistor in excess of 1 megohm may only be used satisfactorily 

in low-level pre-amplifier operation where the valve is one specially manufactured 

or tested for this class of service, imder a specification which ensures that the reverse 

grid current is very low. With a maximum reverse grid current of 0.2 jiA a nd with 

•See Chapter 3 Sect. l(iv) for valve ratings and their limiting effea on operation ; also (v) Recom- 
mended practice and operation. 
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/i not greater than 40, a grid resistor up to 5 megohms may be used, provided that the 
total resistance of the plate load resistor and the plate decoupling resistor is not less 
than 0.1 megohm. 

If grid-leak bias is used, R, may be from 5 to 10 megohms. 

The output grid resistor (^,5) may be the maximum recommended for the 
following stage by the valve manufacturers — usually 0.3 megohm for power valves 
with cathode bias — or as determined by eqn. (6) or (7) in Chapter 3 Sect. l(v)d. 
Lower values are desirable to reduce the effects of reverse grid current in the follow- 
ing stage, and there is no appreciable advantage in either gain or distortion through 
the use of a resistance greater than 4 R^. Calculation of the maximum grid resistance 
for use with power valves is covered in Chapter 13 Sect. 10(i). 

(ii) Coupling condenser 

The coupling condenser (C) may be selected to give the desired low frequency 
response. The loss of voltage due to C may be calculated by the use of a vector dia- 
gram or by the following equation, which applies to the circuit of Fig. 12.1 provided 
that the input resistance of is very high. 

E,/E = R/\Z\ (la) 
where E, = signal voltage on grid of 
E = signal voltage across i?^ 

or as an approximation, Ri^ R,t if the plate resistance of Vi is 
small compared with Rg^, 
\Z\ = m agnitude of series impedance of R and C 

= VrFTIcT' 

and Xc = l/o-C = 1/2^C. 

For example, if i? = 1 megohm and / = 50 c/s, the following results will be ob- 
tained — 



db loss EJE XJR X, G 

1 0.891 0.51 0.51 megohm 0.006 24 ^F 

2 0.794 0.76 0.76 megohm 0.004 19 ^iF 

3 0.708 1.00 1.0 megohm 0.003 18 /xF 



The phase angle shift is given by 

^ = tan-i l/o>CR = tan-i \/2^fCR (lb) 
In certain cases a low value of C is adopted intentionally to reduce the response 
to hum arising from preceding stages. However, the use of a low coupling capacit- 
ance, when the following grid resistor is 0.5 megohm or more, increases the hum 
contributed by the following valve through the a.c. operation of its heater. A low 
coupling capacitance should therefore not be used on a low-level stage. In high 
fidelity amplifiers a fairly large value of C is generally adopted, thus not only improving 
the low frequency response but also reducing phase shift and possibly also improving 
the response to transients. However, excessively large values of C are undesirable. 

The following table gives the approximate values of C for certain selected con- 
ditions. Note that jR must be as defined below eqn. (la). 



COUPLING CONDENSER 



Attenuation 1 db at 


12.5 


25 


50 


100 


200 c/s 


2 db at 


8.5 


17 


34 


67 


134 c/s 


3 db at 


6.5 


13 


26 


51 


102 c/s 


R = \0 000 ohms 


2.5 


1.25 


0.62 


0.31 


0.15 fiF 


50 000 ohms 


0.5 


0.25 


0.12 


0.06 


0.03 /xF 


100 000 ohms 


0.25 


0.12 


0.06 


0.03 


0.015 ,xF 


0.25 megohm 


0.1 


0.05 


0.025 


0.012 


0.006 y.¥ 


0.5 megohm 


0.05 


0.025 


0.012 


0.006 


0.003 ^iV 


1.0 megohm 


0.025 


0.012 


0.006 


0.003 


0.001 5 iiF 


2 megohms 


0.012 


0.006 


0.003 


0.001 5 


0.000 8 ^F 


5 megohms 


0.005 


0.002 5 


0.001 2 


0.000 6 


0.000 3 fiF 
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The effect of selected values of capacitance for i? = 1 megohm is shown graphically 
in Fig. 4.36. These curves have an ultimate slope of 6 db/octave. 

A general curve of attenuation and phase shift is given in sub-section (xiii) below 
and Fig. 12.9. A Nomogram of transmission factor and phase shift is given by Ref. A2. 

(iii) Cathode bias 

(A) Cathode bias (Fig. 12.1) is generally preferable to fixed bias as it is largely 
self-compensating. The plate current flowing through produces a voltage drop 
which is smoothed out by and applied through R,^ to the grid. - The full voltage 
on the grid (in the absence of grid current) is 

Ec = -IJi, (Ic) 
where /j = plate current in amperes 

and Ric — resistance of cathode resistor in ohms. 

If negative* grid current (e.g. gas or grid emission current) is flowing, the bias 
will be decreased by IsR,i 

where /„ = direct grid current in microamperes (taken as positive) 
and Rsi = resistance of grid resistor in megohms. 




so 



100 



spoo 



MO MO 
FREQUENCY C/S 

Fig. 12.3A. Frequency characteristics due to cathode by-pass condenser with general 
purpose triode having /i = 20, r„ = 10,000 ohms, Rj = 0.1 megohm, 7?„ = 0.5 
megohm, R^ = 2700 ohms. 

If positive grid current is flowing the bias will be increased by I^R^. 
The cathode by-pass condenser is only fully effective at high frequencies, and 
it becomes increasingly ineffective as the frequency is decreased — under these con- 
ditions there is degeneration (negative current feedback— see Chapter 7). The 
effect otR„ and on the voltage gain at any frequency is given by the equation 
\A' 



1 + {iocji^y 



1 + 



(/X + i)Rr \ 

R' +r^ A 



+ (a;C,i?,)2 



(2) 



where A' = 



stage voltage gain at frequency / with self bias resistor R^ by-passed 
by condenser 

stage voltage gain with R^. completely by-passed 

mid-frequency voltage gain 

2-nf = 2tt X frequency of inpui signal 



•Also known as reverse grid current. 
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Ct = capacitance of by-pass condenser in farads 
R/i = resistance of self bias resistor in ohms 
/i = valve amplification factor at the operating point 
= valve plate resistance in ohms at the operating point 
= resistance of plate load resistor in ohms 
Rgi = resistance of following grid resistor in ohms 
and R' = + R.id- 

The derivation of eqn. (2) is given in Ref. Bll j see also Refs. All, A13. 
The attenuation characteristics of a tj^pical general-purpose triode with cathode 
bias are given in graphical form in Fig. 12.3A. It will be seen that all curves have 
the same shape, but are shifted bodily sideways depending on the value of C*. The 
maximum slope of the curves in Fig. 12.3A is 1.4 db /octave ; the slope does not 
normally exceed 3 db /octave when /?i is the optimum value to provide bias. 
The limiting loss of gain at zero frequency due to i^^ is given by 



I—' 



R' + r. 



J?' + + (m + 

Examples of limiting loss of gain at zero frequency (based on equation 3) 

Type i?„ R' ^* r* A'/A 

6J5 0.1Mf2 0.5Mi3 O.OSMfl 2700 18 17 000 0.65 

6Q7 0.25Mfl 0.5Mfl 0.17Mfi 3000 68 70 000 0.53 

6SQ7 0.25Mi2 Q3M.Q 0.17Mf2 3900 100 100 000 0.40 
*At operating point. 



(3) 



3.7 db 
5.5 db 
8.0 db 




so 

Ft«QU€ncy 



■"T 

100 
c/i 



■ I"'- ' 

too 



ipoo 



Fic. 12 .la 

Fig. 12.3B. Universal attenuation curves with cathode bias {Ref. All Part 4). 
Universal attenuation curves are given in Fig. 12.3B (Ref. All Part 4) in which 

R' = Rj^R,,/(R^ + R,,) 
and = l/("'Ct). 

(B) The phase angle shift is a maximum at the frequency where the slope of the 
attenuation characteristic is a maximum, and drops towards zero at zero frequency 
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and at higher audio frequencies. The maximum value for any normal r.c.c. amplifier 
does not exceed about 30°. 

Universal curves showing phase angle shift are given in Fig. 12.3C in which the 
symbols have the same meaning as in Fig. 12.3B. 

(C) Choice of cathode bias resistor 



The best method is to determine the grid voltage as for fixed bias — see (iv) below — 
and then to calculate R/,. A fairly satisfactory approximation is to select R^ by the 
following table. 





M.Q 


Low level 


Inter- 
mediate 
level 


High level 


R, = 


R, = 2R, 


12 to 25 
30 to 50 
70 to 100 


any 

any 

0.1 

0.22 

0.47 


i?i = 0.25i?i/M 
R^ = 0.5RJ^ 
i?t = 1.0i?i//. 
i?i = 0.8i?^//i 
= O.eSRJix. 


0.5RJiJi 
O.lRJli. 
1.2i?i/Ai 
1.0i?^//i 
O.SRJfi 


0.6i?i/^ 
0.7JR^/m 
1.2RJfi 
0.9RJlx 
0J5RJ/1 


O.SR^/lj. 

1.6RJti 
\.2RJ^ 
l.ORJf. 



Conditions : Plate supply voltage 200 to 300 volts. Values of >t are the published 
values. 



+60° 




Fig. 12.3C. Universal phase angle shift curves toith cathode bias (Ref. All Part 4). 



(D) Cathode bias loadlines 

Cathode bias loadlines may be dravra on the plate characteristics as on the mutual 
characteristics [Chapter 2 Sect. 4(v) and Fig. 2.27] but they will no longer be straight 
lines. Fig. 12.4 shows the loadUne and plate characteristics for a high-mu triode. 
The cathode bias loadline may very easily be plotted for any selected value of R^, 
e.g. 10 000 ohms. In Fig. 12.4 each curve applies to increments of 0.5 volt in Ea 
so that (with = 10 000 ohms) the successive increments of 7 j are 0.05 mA— 
£c = 0 -0.5 -1 -1.5 -2 -2.5 -3 volts 

li = 0 0.05 0.1 0.15 0.2 0.25 0.3 mA 

The intersection of the selected R^ loadline with the R , loadline gives the operatine 
point (Fig. 12.4). 

Alternatively, the intersection of the J?^ loadline with each grid curve may be 
marked with the corresponding value of R^ ; e.g. in Fig. 12.4 at point A,E,= ~ 1.5 V 
and /j == 0.47 mA, therefore R^ = (1.5/0.47) x 1000 = 3200 ohms. Similarly at 
point B, /?, = 7800 ohms. If greater accuracy is required in deteimining an in- 
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dividual point, the values of Rt may be plotted against E„ and the desired value may 
be seleaed. 

For greater accuracy, particularly with relatively high values of cathode resistance, 
the slope of the leadline in Fig. 12.4 should be that corresponding to {R^ + R^). 

(E) Maximum grid resistance with cathode bias 

It may be shown that the maximum permissible grid resistance with cathode bias 
is greater than that with fixed bias, as indicated by the approximation : 
Rg with cathode bias 

i?,with fixed bias ^ 1 + ^3a) 
where g,„a = slope of dynamic characteristic at operating point 

(r, + R^) ^ (r, + J? J 
= mutual conductance at operating point 
fi. = amplification factor at operating point 
= plate resistance at operating point 
and Rh — cathode bias resistor. 

This ratio (eqn. 3a) is usually between 1.2 and 2, 
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Plate characteristics of high-mu triode (6SQ7) with JS^ = 400 volts and 
megohm. Cathode bias loadlines for selected values of cathode bias resistance 
(Ri) have been drawn in. 
Fig. 12.5. Resistance-capacitance coupled triode with fixed bias from voltage divider. 



Pig. 12.4. 
Rl = 0.5 



(iv) Fixed bias 

(A) It is sometimes desired to operate the valve with fixed bias, either from a 
separate bias supply (battery or rectifier/filter combination) or from a voltage divider 
across the plate supply. Fig. 12.5 is an example of the latter, with jRi and R^ forming 
a voltage divider. Here 



and Ri = 



(4) 



Ri ' 1 1, +(.Eti -E,d/Ri 

Condenser is for by-passing R^, but as i?2 may have a fairly low value, thus necessi- 
tating a large capacitance for Cj, it is frequently economical to add R^ and so permit 
a smaller value of C*. In addition, CJi^ forms a useful hirai filter for the bias volt- 
age. 

(B) The optimum grid bias (— E^) is a function of the input voltage ; the bias 
should be the minimum {k^ which can be used without rimning into damping due to 
positive grid current, with a margin for differences between valves, together with a 
further margin {k^ to allow for the effects of reverse grid current in the grid resistor. 
If the input voltage is known, 

E, =■ 1.41 £. + *i + *j volts (5a) 
If the output voltage is known, 

E, = (1.41 Eo/A) + ki + ki volts (5b) 
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where Et = r.m.s. input voltage 

JSo = r.m.s. output voltage, from plate to cathode 
A = voltage gain of stage 

= 0.75 to 1.0 for high-mu indirectly heated valves* 

= 0.6 (approx.) for general purpose indirectly heated valves* 

= 0.25 (approx.) for battery valves* 

■''•5 ^"1 . u- u 

for high-mu valves 



100 Rj^ 
3 



for general purpose valves. 



= resistance of grid resistor (upper limit) 
and Rj^ — resistance of plate load resistor (lower limit). 

These approximate values of k^, are based on typical American manufacturing 
specifications for maximum grid current (limiting values), and on the assumption 
that the reverse grid current is proportionalf to the plate current. 

Values of are tabulated below for three typical conditions for a plate supply 
voltage of 250 volts. 
Case 1 : = 1 megohm 

General purpose triode High-mu triode 

2?£ = 0.1 megohm = 0.31 = 0.75 volt 

Rj^ = 0.22 megohm = 0.14 = 0.34 volt 

i?^ = 0.47 megohm = 0.07 = 0.16 volt 

The additional bias (Aj) provided to allow for the effect of reverse grid 
current is of no great consequence with general purpose triodes, but it is 
very serious with high-mu triodes 

Case 2 : = 2^?^, 

^2 = 0.15 volt for high-mu triodes 

*2 = 0.06 volt for general purpose triodes. 
Case 3 : R,-, = 

ki = 0.3 volt for high -mu triodes 

^2 = 0.12 volt for general purpose triodes. 
Thus with general purpose triodes operated as fixed bias r.c.c. amplifiers, 
a grid resistor having a resistance of 1 megohm or even higher may be used without 
serious effects. However, it is always desirable to keep the resistance as low as 
practicable — not more than four times the resistance of the preceding plate load 
resistor, and not exceeding 1 megohm. 

If the effect of reverse grid current on the operating point is to be kept small in 
fixed-bias high-mu triodes, it is essential to use a grid resistor (that is, its own 
grid resistor) having a resistance not more than twice that of its plate load resistor. 
This will restrict the maximum change of bias to 0.15 volt (i.e. = 0.15 volt). For 
example a load resistance of 0.47 megohm will permit the use of a grid resistor of 
1 megohm, while a load resistance of 0.22 megohm will permit the use of a grid re- 
sistor of 0.47 megohm. 

(C) Cathode bias is preferable to fixed bias in that the shift of operating point 
due to reverse grid current is minimized. With general purpose triodes employing 
cathode bias there is no advantage in making any adjustment to the bias voltage as 
calculated for fixed bias (eqns. 5a, 5b) but with high-mu triodes employing cathode 
bias the value of may be taken as approximately 
5 Rn 

^ 1 00 R ^'^^ high-mu valves with cathode bias. 
Consequently, with high-mu triodes, the resistance of the grid resistor Rg-^ may be 
made 1.5 times that with fixed bias for the same effect on the operating-point. 

•These values of kx ate only typical, and are likely to be exceeded by some valves. In each case, a 
value should be detemiined for the valves being used. 

tThis is approidinately true when the reverse grid current is nearly ail due to ionization — see Ref. 
Gl, Fig. 1. 



12^ 



(v) GRID LEAK BIAS 



489 



(D) Damping due to positive grid current 

It is shown in Chapter 2 Sect. 2(iii) that damping on the positive peaks of grid input 
voltage may be quite serious, even when the peak grid voltage does not reach the grid 
current " cross-over point." This damping on positive peaks introduces an object- 
tionable form of distortion which is particularly important when the preceding stage 
has high effective impedance (looking backwards from the grid of the stage being con- 
sidered) as, for example, with a high-mu triode or pentode. The damping at the 
positive peak of the input voltage is proportional to the grid conductance at this point, 
which value increases rapidly as soon as electrons commence to flow from cathode 
to grid, and even while the resultant grid current is still negative. 

If grid current damping is to be avoided, the grid bias must be increased sufficiently 
to avoid this region. 

(v) Grid leak bias 

If a grid resistor of 5 or 10 megohms is used, it is possible to obtain the grid bias 
for a high-mu triode by means of the voltage drop in R, [see Chapter 2 Sect 2(iii)]. 
This imposes damping on the input circuit due to the grid current, and the average 
input resistance is approximately Ri,/2. The distortion is approximately the same 
as with the optimiun fixed bias, but the great advantage is that it accommodates itself 
to variations from valve to valve, while fixed bias is critical. 

It may also be used with general purpose triodes operating with input voltages not 
exceeding, say, 1 volt peak. 

Grid leak bias is not very suitable for use with low-level (pre-amplifler) stages owing 
to hiun. 

(vi) Plate voltage and current 

As discussed in Chapter 2 Sect, 3(i), the 
voltage on the plate is less than the supply 
voltage by the voltage drop in the load re- 
sistor. This is illustrated in Fig. 12.6 in 
which the loadline is fixed by the plate sup- 
ply voltage En and the load resistance Rj^. 
The quiescent operating point Q ifi fixed 
by the interseaion of the loadline and the 
grid curve for the bias voltage having 
been previously determined. Alternatively, 
the cathode bias loadline may be drawn by 
the method described above, thus de- 
termining the operating point. 

Having fixed Q, the quiescent plate ciur- 
rent ho and plate voltage i?to will auto- 
matically be fixed. If 

/jo = KI„, where K is a constant less than 1 and /„ = E,,t/Ri, then 

= (1 - K)E it. If JC = 0.5, for example, then 
■^60 = i'm = iEtt/R^and Eto = i^nl in this case the voltage across the 
valve is eqml to the voltage across the load resistor. In praaice^ K may have values 
between about 0.25 and 0.85. 

Typical values of K are tabulated below 

Intermediate 
Low level level High level* 
General purpose triodes 0.75 - 0.85 0.6 - 0.75 0.5 — 0.6 
High-mu triodes 0.6 - 0.65 0.5 - 0.6 0.45 - 0.55(2?^ = 0.5MiJ) 

0.4 - 0.5 jR^ = Q.25U.Q) 

*If is less than 2i?i, then the values of K for high level operation should be 
decreased. 



FIG. I2.i 
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Fig. 12.6. Plate characteristics of r.c.c. 
triode vnth normal loadli?te AB, operating 
point Q, and working loadline EQP 
due to grid resistor shunting. 
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Relation between K and cathode bias resistor 

Knowing K, it is possible to calctilate i?s or vice-versa : 

R^^h.Jz£^^±lA (6a) 

+ + 

Relation between K and grid voltage 

E, ^ - + r^)[(Eii/i^Rj). (6c) 

Eqns. (6a), (6b) and (6c) are exact for linear characteristics, but only approximate 
in practice. 

Example : ^ = 20, = 10 000 ohms, = 0.1 megohm, = 250 volts 
K = 0 0.1 0.2 0.3 0.4 0.5 0.6 0.7 0.8 0.9 1.0 
Ec = -12.5 -11.1 -9.7 -8.4 -7.0 -5.6 -4.3 -2.9 -1.5 -0.1 +1.25 

(vii) Gain and distortion at the mid-frequency 

The voltage gain at the mid-frequency is 

" + r, - (1/r,) + (l/R^) ^^"^ 
where there is no a.c. shunt load, and where /n, gm andr» are the values at the operating 
point, that is at the operating plate current. Alternatively this may be calculated 
from the loadlinc (Fig. 12.6) : 

^»=^^ 

Where Ebi is plate voltage corresponding to negative peak grid signal voltage 
J? 51 is plate voltage corresponding to positive peak grid signal voltage 
and Eel is peak grid signal voltage. 

When there is a following grid resistor Rg^, the loadline must be rotated about 
Q to a new position EQF with a slope of + 1/R„t), The voltage gain for 

the same input voltage is then 
Ebi — E ii' 

which may be shown by the equivalent circuit [see (xii) below] to be 

1/r^ + l/i?i + l/i?„2 ^''^ 
also A' /A = R,^/{R + R,^) (8) 
where R = R^rt/iRi + r^) 
and g„ and r„ are the values at the operating point. 

In practice, the new loadline EQF extends downwards with point F in the region 
of increasing distortion, and in the extreme case plate current cut-oflf may occur. 
This effect may be avoided by reducing the input voltage so that the output voltage 
will be 

RiJi^L + -^"a) ^ output voltage without shunting (9) 
Gain in terms of ^„ Jind 

Equation (6d) may be put into the alternative form 

^» = xTJ^, ^^^^ 

where g^ = plate conductance at the operating point = l/r,. 
When there is a following grid resistor R,i the gain is given by 

^» = iT^^ (^"^ 

where R = Rj^R^^/iRj^ + R,^). 

The values of ^„ and may be derived from " G " curves (e.g. see Fig. 13.9B). 
By this means the actual values of ^„ and gp at the operating point may be determined 
vnth a good degree of accuracy without any assumptions or manipulations (Ref. A15). 
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Distortion 

The percentage second harmonic distortion — see Chapter 13 Sect. 2(i) — is given by 

(viii) Dynamic characteristics 

The dynamic characteristic of a resistance-loaded triode is described in Cliapter 2 
Sect. 3(i) and Fig. 2.19. In shape it closely resembles the dynamic characteristic 
of a resistance-loaded pentode, and a comparison between the two is made in Sect. 
3(viii) below and Fig. 12.15. With the triode dynamic characteristic the greater 
part or the whole of the " top bend " is in the grid current region and therefore can- 
not be used. The most nearly straight portion is therefore that of minimum bias. 

An " ideal " (linear) dynamic characteristic of a general purpose triode is shown in 
Fig. 12.7A. It is limited at the lower end by plate-current cut-off at A, while the 
other end is in the grid current region. The usable part extends from A to G, but 
in reality the lower part is curved, and is avoided as far as possible. The upper end 
(GB) is also curved, but as this is in the grid current region it cannot be used in any 
case. The curves are to scale for jj. — 20, r, = 10 000 ohms, = 0.1 megohm 
and En = 250 volts. 




Fig. 12.7. " Ideal " linear dynamic characteristics (A) for general purpose triode 
ivith II = 20, r, = 10 000 ohms, Ri — 0.1 megohm and En =^ 250 volts ; (B) for 
high-mu triode with fi = 100, = 0.1 megohm, = 0.25 megohm and = 250 

volts. 

Point C at Ec — 0 has a plate current /n = Et t/(Ri + r„) which in this case is 
0.91 Et b/Ri,. This point and point A may be used as the two basic points for plotting 
the loadline. Alternatively, point B may be plotted, since FB = En/g„Ri^. Point 
G is the commencement of grid current (Ec = — 0.5 volt) and in this case its Itt = 
0.86 En/Ri. The highest operating point cannot exceed 0.85 E^^/R^^ and this is 
only possible for extremely small input voltages. The lowest useful operating point 
(for high-level operation) is D, which is the mid point of AG, with 1^ = 0.43 £j j//?^. 
Thus the operating point must be within the limits 0.43 and 0:85 X En/Rj^. 

The dynamic characteristic in Fig. 12.7B applies to a high mu triode with n = 100, 
== 0.1 megohm, R^ = 0.25 megohm and En — 250 volts. The grid current 
is taken as commencing at = — 0.75 volt. The usable part of the characteristic 
extends from A to G, and the operating point must be within the limits 0.25 and 0.5 
multiplied by En/R^. The upper limit would be somewhat extended if the load 
resistance were increased to 0.5 megohm. 

(ix) Maximum output voltage and distortion 

It is difficult to lay down any limit to the maximum voltage output, since over- 
loading occurs very gradually. It is assimied that in all cases the grid bias is sufficient 
to avoid positive grid current. 
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(ix) MAXIMUM OUTPUT VOLTAGE AND DISTORTION 



An approximate method for determining the conditions for maximum output 
voltage are given by Diamond (Ref. A16). In Fig. 12.7C, the tangent FCA at if „ =0 
cuts the voltage axis at F virhere Ei — e^. The dynamic loadline AQD corresponds 
to Rj^ in parallel with the following grid resistor Rai. Point B is predetermined by 
the minimum plate current permissible on account of distortion (/„<„). 

The optimum value of i?^ is given by 



S + VCS + Y/xj 
and the maximum value of peak-to-peak voltage swing is then 
1 - 8 

where = plate resistance at point C (as given by slope of FC) 



" positive 



swmg 



GK 
GH 



and 



Ehh — 



total swing 
plate supply voltage 

peak-to-peak total voltage swing = GH 

plate voltage corresponding to intersection of tangent FC with voltage 
axis. 




PLATE VOLTAGE 



Fig. 12.7C. Approximate method for determirting conditions for maximum output 

voltage {Ref. A16). 

The value of y for low distortion in a single valve is 0.5 ; values appreciably higher 
than 0.5 are possible with push-pull operation. The value of Ci is a function of the 
valve characteristics, the load resistance and the plate supply voltage ; it is usually 
less than 10 volts for i?^ not less than 0.1 megohm and B^b not greater than 300 volts. 

Example : Type 6J5, = 10 000 ohms, e^ = 5 volts, Bjj = 250 volts, = 0.5 
megohm, = 0.2 mA, y = 0.5. We obtain x = 50, S = 0.008 17, y/x = 0.01, 
and from the equations, 70 000 ohms optimum j = 186 volts peak-to-peak. 

Output voltage and distortion 

The maximum output voltage for a general purpose triode (e.g. type 6J5) for 14% 
imermodulation distortion* and Ett, from 180 to 300 volts is given approximately by : 
Load resistance Following grid Maximimi output 

resistance voltage r.m.s. 



0.1 megohm 



0.25 megohm 



0.1 megohm 
0.2 megohm 
0.4 megohm 
0.25 megohm 
0.5 megohm 
1 .0 megohm 



0.155 

0.19 

0.215 

0.20 

0.24 

0.27 



Bit 
Eii 
En 
Ebi 

Ehb 

Eht 



*For details of imermodulation distortion sec Chapter 14 Sect. 3. 
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For lower values of I.M. distortion, the preceding values of maximum output 
voltage should be multiplied by : 

I.M. = 0.1 megohm i?^ = 0.25 megohm 

10% Faaor = 0.8 Factor = 0.72 

5% 0.48 0.36 

2.5% 0.26 0.18 

With a high-mu triode the voltage output for 14% intermodulation distortion is 
only about 0.17 to 0.21 Et,t for Rj^ = 0.25 and R,^ = 0.5 megohm. 

Note that with intermodulation distortion the ouput voltage is taken as the arith- 
metical sum of the component voltages — see Chapter 14 Sect. 3(ii). 

The intermodulation distortion of a triode and a pentode are compared in Fig. 
12.16A [Sect. 3(ix)]. At low output voltages the pentode gives less distortion while 
at high output voltages the triode gives less distortion. The triode is, however, less 
critical than the pentode, and the distortion increases at a lower rate than with the 
pentode when the bias is made more negative than the optimum value. 

(x) Conversion factors with r.c.c. triodes 

Some valve manufacturers publish values of /i, g„ and r„ plotted against plate 
current. These may be used fairly accurately under any conditions of plate or grid 
voltage. 

If these are not available : 

1. The ampUiication factor is nearly constant. In most high-mu triodes it 
drops about 5% to 10% (15% for types 6SL7-GT and 5691) as /j is reduced to 
0.25 mA, while in general purpose triodes it drops about 15% as h is reduced to 1 mA. 

2. The mutual conductance is largely a function of the plate current and is given 
by the approximate equation 

gm «K Pgmo (11a) 

where — desired mutual conductance at any operating point with plate current 

gfoo = published mutual conductance at plate current /j,, 
and P is given by the following table based on the equation 

f = ^f; = -^h/u. 

It/ho 1-0 0.9 0.8 0.7 0.6 0.5 0,4 0.3 0.2 0.1 

F 1.0 0.97 0.93 0.89 0.84 0.79 0.74 0.67 0.58 0.46 

Alternatively, if the gain with resistance-coupled operation is known, the mutual 
conductance at the operating point may be calculated from 
= »* X voltage gain 

/?(ft - voltage gain) ^ ' 

where R = Ri_R,/(,Rj^ + R,), 

and ft amplification factor at the operating point. 

3. The plate resistance may be calculated from — \^lgn- It is approximately 
equal to r,„^ /jo/^s- 

(xi) Input impedance and Miller Effect 

In the amplifier of Fig. 12 1 the grid to plate capacitance Cjn has impressed across 
it a voltage {A + l).Bj where A is the voltage gain of Fi. The current flowing 
through C,j, is therefore (A + 1) times the current which would flow through the 
same capacitance when connected from grid to cathode. This is one example of the 
Miller Effect which occurs in all amplifiers. For example take type 6SQ7 high-mu 
triode with Cj^ = 1.6 fjjiF and A = 62. The effective input capacitance due to 
alone is therefore 63 x 1.6 = 101 himP. 

The total input capacitance also includes the capacitance from grid to cathode plus 
{A + 1) times any stray capacitance from grid to plate. 

If the plate load is partially reactive the input impedance is equivalent to a capacit- 
ance C and a resistance R' in parallel from grid to cathode, 
where C = C,^ + (.1 + A cos 4-) C,„ (12) 
R' = - l/(2rr/C„^ sin.^) (13) 
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and 1^ = angle by which the voltage across the load impedance leads the equival- 
ent voltage acting in the plate circuit {<j> will be positive for an inductive load and 
negative for a capacitive load) 

When the load is capacitive, as usually with a r.c.c. amplifier, R' is positive and 
there is some slight additional loading of the input circuit. When the load is induc- 
tive, R' is negative and self oscillation may occur in an extreme case. 

(xii) Equivalent circmt of r.c.c. triode 

The exact a.c. equivalent circuit of a r.c.c. triode is given in Fig. 12.8 where the 
valve Fi is replaced by a generator of voltage nEi in series with r,. The plate load 
resistor is shunted by C„, which includes the valve output capacitance plus stray 
capacitance. The grid resistor of is shunted by d which includes the input 
capacitance of (including the MiUer Effect capacitance from the plate) plus stray 
capacitance. Any additional condenser connected from plate or grid to earth should 
be added to Co or d respectively. 



The cathode bias resistor is here assumed to be adequately by-passed at all signal 
frequencies. 

This equivalent circuit is the basis of the calculations of gain and phase angle 
shift at all frequencies. 

(xiii) Voltage gain and phase shift 

It has been shown by Luck and others that the voltage gain/frequency characteristic 
of a r.c.c. amplifier has the same mathematical form as a tuned circuit except that 
the Q is very low (never greater than 0.5). There is a mid-frequency at which the 
gain is a maximum (A^) and the phase shift zero. At both lower and higher fre- 
quencies the gain falls off, and when the gain is Ao/V'2the absolute values of the 
resistive and reactive components are equal. These two reference frequencies, which 
correspond approximately to 3 db attenuation, are the basic points on the attenuation 
characteristics, and, with the mid-frequency gain Ao, are sufficient to determine the 
whole frequency characteristic. The value of Q is given bv 

Q = /»/(/(, - fa) ' (14) 

where /» = mid-frequency (at which voltage gain is A^) 

ft = (high) reference frequency at which voltage gain is 0.707 A^ 
and fa = (low) reference frequency at which voltage gain is 0.707 A„. 
The low reference frequency /„ is given by 

/. = l/2nCR' (15) 
where R' = R, + r^RJ(r^ + Rj.) 
and the constants are as in Fig. 12.8. 

The high reference frequency (f^) is given by 

/, = 1/277(C„ + Ci)R" (16) 
where i?" = r^RjRJ{rJi^ + r^R, + R^R,). 

When/a and/s have been determined, the attenuation at any other frequency may 
be found by reference to Fig. 12.9A. 

The phase shift at any frequency may be determined from Fig. 12.9B ; the phase 
shift at /a and/ J is 45° leading and lagging respectively. 

Alternatively, if the low reference frequency is known, the gain at any frequency 
/ is given by (Ref. Fl) : 



FIG. 12.8 




Fig. 12.8. Exact equivalent circuit 
of r.c.c. triode. 
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Actual Friauinev Actuol Frtqucncy 

Frcquiney tor 707lvolt09< join Frt(lutncy for 70-7% voltajc solr 



Pig. 12.9(A). Attenuation in decibels for r.c.c. triode at low and high frequencies 
(B) PhoiS shift at low and high frequencies. Values of phase shift for frequencies beyond 
the limits of the curves may be estimated with reasonable accuracy by taking the angle 
as proportional or inversely proportional to the frequency. 



gain at fr equen cy / , -i/- M7^ 

— -. 7^-^ = cos tan-^ J- (17; 

gam at mid-frequency / 

while the phase angle shift is given by 

tan.^=/„// (18) 

where /„ — low reference frequency (3 db attenuation). 

Similarly if the high reference frequency is known, the gain at any frequency / 

is given by 

gain at frequency / _ / 

= cos tan 1 — (19) 



gain at mid-frequency ' fi, 
while the phase angle shift is given by 

tan^=///5 (20) 
where /j = high reference frequency (3 db atteiiuation). 

(xiv) Comments on tabulated characteristics of resistance-coupled 
triodes 

Published operating characteristics of resistance-coupled triodes (unless the test 
conditions are specified) appear to be taken under test conditions with a low source 
impedance, a low d.c. resistance between grid and cathode, and a small value of posi- 
tive grid current. When this is so, they cannot be applied directly to the normal prac- 
tical case where there is a high resistance d.c. path between grid and cathode, and 
where the source impedance may be high. The usual value of total harmonic distor- 
tion, unless otherwise specified, appears to be about 5% under the conditions of test 
(Ref. A 17). 

In a practical resistance-coupled amplifier the maximum output voltage for 5% total 
harmonic distortion will be less than the tabulated value, depending on the source 
impedance and the d.c. resistance from grid to cathode, in the presence of grid-circuit 
damping. This damping is caused, not only by positive grid current, but also by 
the grid input conductance which, on the extreme tip of the positive peaks, may be 
appreciable. See page 20 under Grid variational conductance and page 489 imder 
Damping due to positive grid current. 

Thus, for any practical amplifier, the tabulated maximum output voltage is mis- 
leading, and a lower value should be used for design purposes. In addition, there 
will be a slight effect on the gain. 
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SECTION 3 : RESISTANCE-CAPACITANCE COUPLED PEN- 
TODES 

(?) Choice of operating conditions (n) Coupling condenser (Hi) Screen by-pass 
(iv) Cathode bias (v) Fixed bias (vi) Dynamic characteristics of pentodes (vii) Gain 
at the mid-frequency (viii) Dynamic characteristics of pentodes and comparison vnth 
triodes {ix) Maximum voltage output and distortion (x) Conversion factors with 
r,c,c. pentodes (xi) Equivalent circuit of r.c.c. pentode (xii) Voltage gain and phase 
shift (xiii) Screen leadlines (xiv) Combined screen and cathode load-lines and the 
effect of tolerances (xv) Remote cut-off pentodes as r.c.c. amplifiers (xvi) Multigrid 
valves as r.c.c. amplifiers (xvii) Special applications (xviii) Comments on tabulated 
characteristics of resistance-coupled pentodes. 

(i) Choice of operating conditions 

A r.c.c. pentode may be treated as a special case of a r.c.c. triode, and many features 
are common to both provided that the necessary adjustments are made for the differ- 
ences in /i, ^„ and r^. 

The load resistance {R^ may be any value from a few ohms to many megohms, 
but for normal operation it is generally from 0.1 to 0.5 megohm. Lovs^er values are 
used when a reduction in gain or an extended high frequency response is desirable, 
or when some form of tone correction is intended. Higher values are occasionally 
used for special applications, but the frequency response is seriously limited vinless 
negative voltage feedback is used. The load resistance should never be greater than 
the following grid resistor {R,^ and should preferably be not more than one quarter 
of R,^. The choice of load resistance has only a small effect on the distortion, lower 
values of i?^ (of the order of 0.1 megohm) being somewhat better in this respect. 

Plate supply voltage : As for triodes. 

Screen supply ; A series resistor from the plate supply voltage is generally pre- 
ferred. Valves in which the screen current has wide tolerances (e.g. some remote 
cut-off types and most tetrodes) should be supplied from a voltage divider. 

Following grid resistor : As for triodes. 

Input grid resistor : As for triodes. 

(ii) Coupling condenser 

The triode formulae and curves in Sect. 2(ii) may be used except that R may be 
taken as being approximately equal to R,^ + iJ^. See Sect. 3(x) below for more 
accurate calculations involving r^. 

(iii) Screen by-pass 

For normal performance it is necessary for the screen to be adequately by-passed 
to the cathode. In practice this is usually obtained by by-passing from screen to 
earth and also from earth to cathode, the value of Ci being normally much larger 
than C, (Fig. 12.10). 



FIG. 12.10 




Fig. 12.10. Circuit of resistance- 
capacitance coupled pentode with 
screen dropping resistor and cathode 
bias. 



The effect of incomplete screen by-passing on gain is given by eqn. (1) on the 
assumption of complete cathode by-passing (Fig. 12.10)> the derivation being given 
in Ref. B3 (see also Refs. All, A12, A13, B2). 
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A 
A 

where A' 



1 - 



A 



B 



stage voltage gain at frequency / with screen resistor R, by-passed by 
condenser C, 

stage voltage gain with R, completely b^z-passed 
mid-frequency voltage gain 

2nf 



1 + 



R,g^ 



1 + 



m/x, 



(la) 



m/i, (1 + RjTp) 
/i// 02 (assumed constant) 

mutual conductance at operating plate current [see Sect. 3(vii)] 
slope of dynamic characteristic at operating plate cxirrent 
triode mu (with screen tied to plate). 
If the screen voltage is obtained from a voltage divider (J?i, R^) then R, should be 
a ken as R^R^/iRi + Rz). 

90 



and 




40 60 80100 

MOVING aCALC 



10 50 

FREQUENCY C/S 

Pig. 12.1 lA. Curves for the frequency response of a resistance-coupled pentode 
with screen dropping resistor R, and screen by-pass reactance Xg {= 1/tuC,). 
The value of B is given by eqn. (la). The frequency for R,/X, = 1 is given by 
/ = 1 /Itt Rfig. The frequency scale should be traced and the tracing moved hori- 
zontally until f corresponds to R,/X, = 1 (method after Sturley). 

Eqn. (1) is plotted in Fig. 12.11 A for selected values of B versus R,/X, which is 
equal to 2-nfR,C, and therefore proportional to the frequency. 

For most purposes it is sufficient to use the approximation, for a loss not exceeding 
1 db at a frequency / : 

C, «a B/irfR, (2) 
where J5 «^ 1 + R,gm/miit 
and m = Ii/Ici- 

For example, type 6J7 with i?^ = 0.25, R, = 1.5 megohms, g„, = 850 ^imhos, 
H, = 20 and m = 4 has B 16.5. For 1 db attenuation at / =^ 50 c/s, C, 0.07 iiF. 

The limiting loss of voltage gain.at very low frequencies is 1/B ; in the example 
above this is 0.06 (i.e. 24.3 db). If the screen had been supplied from a voltage divider, 
the loss of gain at very low frequencies would have been much less. 
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An unbypassed screen resistor of g„r, ohms gives the same degree of degeneration 
as a 1 ohm cathode resistor 
where r, = dynamic screen resistance (de./di.) 
triode plate resistance. 
For example, when g„ = 2000 micromhos and r/= 10 000 ohms, an unbypassed 

bO 




FIG.12-I|(b) I ' ' "1 
5 10 



"I I I M [ MOVING 9CAL£ 

500 1000 



T 

50 100 
FREQUENCY C/S 

Fig. 12.11B. Phase angle displacement corresponding to Fig. 12.11A 
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FIG. 12. lie 

^"Snitude and phase of factor for use in Pig. 12.11D (Ref AU) 
Reprinted by permtsswn from RADIO ENGINEERS' HANDBOOK bv P E 
Terman, copyrighted m 1943, McGrau,-HiU Book Company Inc ' 



12.3 



(iii) SCREEN BY-PASS 



499 



screen resistor of 20 ohms will give the same degree of degeneration as a 1 ohm cathode 
resistor. 

The effect of the screen by-pass capacitance on phase shift is indicated by Fig. 
12.11B. Under normal conditions with a high resistance dropping resistor, the 
angle does not exceed 65°. This angle may be considerably reduced by reducing 
the effective value of R„ as for example with a voltage divider. Such aaion is norm- 
ally only necessary with negative feedback. 

(iv) Cathode bias 

(A) Effect of incomplete by-passing on gain 

Provided that the screen is adequately by-passed at all frequencies of operation, 
the procedure is as for triodes (Sect. 2) except that the d.c. current flowing through 




-80" -60° -40» -20° 0 +20° +40° +60° +80° 
(Lnq) Phase Shift of Output (Lead) 

FIG. 12.110 



Pig. 12.11D. Curves from which the loss in gain and phase shift of output at late 
frequencies resulting from resistance-condenser bias impedance RfCf can be calculated 
in a resistance-coupled amplifier for the general case where both screen and bias 
impedances are of importance {Ref. A12). Reprinted by permission from RADIO 
ENGINEERS' HANDBOOK by F. E. Terman, copyrighted in 1943, McGraw-Hill 

Book Company Inc. 
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is now /i = /j + /c2. The effect of /Jj, and on the voltage gain at any fre- 
quency is given by the approximation (derived from Sect. 2 Eqn; 2) 

\a (1 + g^R^y + icoC,R,y ' 

on the assumption that the screen is completely by-passed. 

When the screen is not completely by-passed, so that both cathode and screen 
circuits are attenuating simultaneously, ^jbf cathode attenuation characteristic is 
affected by the screen circuit. Unde*^ese circumstances it is possible to use the 
method due to Terman (Refs. A12, B2) whose curves are reproduced in Figs. 12.1 IC 
and 12.11D. 

Terman expresses the relationship in the form 

Actual output volta ge 1 

Output voltage with zero bias impedance "~ 1 + Rfg^ri^ 
where gm — mutual conductance of valve in mhos, at operating point 
R, = cathode bias resistance in ohms 
1 

" 1 +Kf/fd 

f = actual frequency in c/s 

= l/2irCfRf = frequency at which the reactance of C, equals bias re- 
sistance R, 

A'\ 

and |3 = -r\ contributed by the screen circuit at frequency / as given by eqn. 

(1). (Note that j3 = 1 for complete by-passing). 
The procedure in a practical case is 

1. Determine j8 = \A'/A\ from equation (1). 

2. Knowing / and f^, calculate ///j. 

3. Apply this value of ///j to Fig. 12.11C, thus determining the magnitude of ij 
in db, and also its phase angle. 

4. Calculate the value of R/gmvPi in db above unity. 

5. Apply the value of R,gmvP mi<1 the phase angle of tj to Fig. 12.11D to determine 
the loss in gain (in decibels). 

It will be seen that incomplete screen by-passing results in a smaller value of attenua- 
tion by the cathode impedance than would occur with complete screen by-passing. 

Attenuation curves for a typical r.c.c. pentode are given in Fig. 12.12 for com- 
plete screen by-passing. 

As a useful rule of thumb, sufficient for most design purposes other than for 
amplifiers incorporating negative feedback over 2 or 3 stages, 

fCt !V 0.55g„ for 1 db attenuation (4a) 
/Cfc «rf 0.35 g„ for 2 db attenuation (4b) 
where is in microfarads, 

and gm = mutual conductance in micromhos at the operating plate current. 

The effect of incomplete cathode by-passing on phase angle displacement is ap- 
proximately the same as for a triode, and the curves of Fig. 12.3C may be used, but 
the value of B may be taken as roughly 
B 1 + 

on the assumption that /:/. is very large and that R' is small compared with r„, where 
R' = R^R,J{Ri^ + R,,\ 

The combined effect of incomplete cathode and screen by-passing and of a grid 
coupling condenser on gain and on phase angle displacement may be determined by 
adding the attenuations in decibels and the phase angles in degrees, provided that 
eqn. (3b) is used for calculating the attenuation due to the cathode impedance. 

(B) Cathode bias resistance 

The cathode bias resistance should preferably be the smallest value which can be 
used without any danger of grid current on the maximum signal. Fortunately, 
however, the resistance is not critical and a higher value has very little deleterious 
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FIG. 12.12 
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F?^. 12.12. Attenuation characteristics for selected values of cathode by-pass condenser 
with valve type 6J7 and E^t = 250 volts, = 0.25, R, = 0.5, R, — 1.5 megohms. 
Rk = 2000 ohms : screen adequately by-passed. 

effect vinder normal operation, provided that the screen voltage is adjusted to give the 
correct operating plate current. 

Optimum values may be calculated for any specific case by first finding the fixed 
bias and then calculating R|b = Eci/(It, + I ci)- 

Alternatively, the value of i?^ may be determined by eqn. (5f) below. 

The procedure for the calculation of the cathode bias resistor when a series screen 
resistor is also used, is given in Sect. 3(vi)C, while the graphical method is described 
in Sect. 3(xiii) and (xiv). 

(C) Effect of reverse grid current with cathode bias 

When the screen voltage is maintained constant from a low impedance source, 
the following approximate relationship may be derived from Chapter 3 Sect. 1 eqn (6) : 
for cathode bias , , _ , , n r ^ 

R,^ for fixed bias 

For a typical pentode, type 6J7, the ratio is approximately 1.7, 2.1 and 2.6 for 
= 0.1, 0.22 and 0.47 megohm respectively. Now the value of R,, for fixed bias 
is derived in (v)a below for a reverse grid current of 1 nA, so that for type 6J7 the 
maximum grid resistor under this condition with cathode bias and fixed screen voltage 
is approximately 

0.56 megohm for i?^ = 0.1 megohm, 
0.91 megohm for J?^ = 0.22 megohm, 
1.5 megohms for i?^ = 0.47 megohm. 
With a series screen resistor the following approximate relationship may be 
derived from Chapter 3 Sect. 1 eqn. (6). 



for cathode bias 



1 + Ri,g„ + 



Pg,R, 



(4d) 



R^i for fixed bias Faiuz 
The first two terms are the same as in eqn. (4c), while the third term is the same as 
the second term of eqn. (5b) below, so that the ratio in eqn. (4d) will normally exceed 
7 : 1, for = 0.1 megohm and will be considerably greater than this value for 
J?^ = 0.22 megohm or higher. 

However, it is generally advisable to limit the grid resistor to 2.2 megohms maximum 
for amplifiers having a reduced frequency range and 1 megohm or less for amplifiers 
having a maximum frequency of 10 000 c/s or more. 

(v) Fixed bias 

The optimum bias is the smallest which can be used without danger of positive 
grid current, provided that the screen voltage is adjusted to give the correct operating 
plate current. 
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If the input voltage is known, 

= 1.41 Ei + ki + (4e) 
If the output voltage is known, 

E,^ = O.AIEJA) + k, + k, (4f) 
where £< = r.m.s. input voltage 

Eo = r.m.s. output voltage from plate to cathode 
A = voltage gain of stage 

ki = bias voltage to avoid damping due to positive grid current — a value of 
1.0 volt maximum would cover all normal indirectly heated valves* 
and = increment of bias voltage to allow for the effects of reverse grid current 

in the grid resistor (see below). 

If a fixed screen voltage is used, and the grid resistor has the maximum value de- 
termined in fa) below, then the value of may be taken as 0.1 volt for high slope valves 
(e.g. 6AU6) with Rj^ not less than 0.1 megohm, and the same value for low slope 
valves with i?^ not less than 0.22 megohm. The value of may be taken as 0.2 volt 
for low slope valves having i?^ less than 0.22 but not less than 0.1 megohm. 

If a series screen resistor is used, and if the grid resistor does not exceed 1 megohm, 
fej may be taken as 0.1 volt maximum. 

With some valves, as the screen voltage is decreased, the grid current commence- 
ment (or cross-over) point may tend to move to a more negative value in indirectly- 
heated types, and to a less positive value (possibly even negative) in directly-heated 
battery pentodes. Low screen voltages should therefore be avoided with zero- 
bias operation of battery pentodes, particularly when a high plate load re- 
sistance is used. 



The effect of reverse grid current with fixed grid bias 
(a) With fixed screen voltage 

The position of the operating point in pentodes, for minimimi distortion, is fairly 
critical. Thus when the correct screen and grid bias voltages have been applied, 
any reverse grid current that may flow through the grid resistor R,^ will cause a change 
in bias and hence a change in plate current to a value less than the optimum. The 
writer considers a change of 0.1 E^/Rj^ as being the maximimi permissible change 
in plate current due to the flow of grid current. On this basis, the maximum per- 
missible grid resistance with fixed bias and fixed screen voltage can be shovra to be 
given approximately by 

(R N"'^' 
mo) (5a) 
where R,i = maximum grid resistarce in ohms, 
i?£ = load resistance in ohms, 

/jo = plate current in amperes at which both g^o and are measured, 
g„o = mutual conductance in mhos at plate current /joj 
Etii, = plate supply voltage, 
and Id = maximum rated reverse grid current in amperes at plate current /jo- 
In this calculation the assumption was made that the ionization current is pro- 
portional to the cathode current, which relationship only holds approximately and then 
only when the grid leakage current is small compared with the ionization current and 
provided that the latter does not increase during operation. 
Values of Kp have been derived for three valve types — 
Type 6J7 = 5.2 x 10*^ . „ , 

Type 6SJ7 = 5.8 x 10^ y"'//" Z f^O /olts 
Type 6AU6i<:„ = 5.7 x 10*J "''i " ^ 1^^- 



•Higher values may occur in a few cases, but are not typical. See also comments on triodes in Sect. 
2Ctv)B. For grid damping see Sect. 2Civ)D. 
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100 000 
220 000 
470 000 



VlOOO 
5.75 
7.8 

10.4 



0.47 megohm 
0.54 max. megohm 
0.6 max. megohm 
0.59 max. megohm 



From which the following values may be calculated : 
Type = 0.1 0.22 

6J7 R,x = 0.3 max. 0.4 max. 

6SJ7 i?n = 0.33 max. 0.45 max. 

6AU6 = 0.33 max. 0.44 max. 

We may therefore conclude that, for a maximum reverse grid current of 
1 fiA, the value of R,i with fixed bias and fixed screen voltage should not 
exceed 

0.33 megohm for = 0.1 megohm, 
0.43 megohm for i?^ = 0.22 megohm, 
0.56 megohm for Ri = 0.47 megohm. 

Where the variations of reverse grid currents are such that the large majority of 
valves would have values below half the maximum value — i.e. in this case below 
0.5 /lA — double these values of Rg^ would be satisfactory. This would also apply 
in any cases where the' maximimi value of reverse grid current is specified as 0.5 /aA. 

(b) With series screen resistor 

When fixed bias is used in conjunction with a series screen resistor supplied from 
the plate voltage source, it may be shown from eqn. (9) of Chapter 3 Sect. 1 that 
R,i for series screen resistor ^ j , PSi^n 
K»i for fixed screen voltage M<>i»3 
where P = /as//* 

it = gm(.h/h) at the operating point, 
R,i = resistance of series screen resistor in ohms, 
and = " triode " amplification factor. 

Ratios calculated from eqn. (4c) for typical valves, with a load resistance of 0.1 
megohm or more, exceed 6 times, so that when a high-resistance series screen 
resistor is used, the grid resistor may be at least 6 times the value quoted 
above for fixed screen voltage. 

However, it is generally advisable to limit the grid resistor to 2.2 megohms maxi- 
mimi for amplifiers having a reduced frequency range and 1 megohm or less for am- 
plifiers having a maximimi frequency of 10 000 c/s or more. 
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Fig. 12.13. 
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of r.c.c. pentode for fixed screen voltage 
mutual characteristic (a). 
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(vi) Dynamic characteristics of pentodes 
(A) General description 

A single dynamic characteristic of a pentode, together with the equivalent mutual 
characteristicj are shown in Fig. 12.13. The slope of the dynamic characteristic at 
any point is given by 

The values of ^„ and g^i are normally within 10% provided that th" operating 
plate current does not exceed 0.8 Ef,t/Rj^. Values of and gma for valve types 
6J7 and 6SJ7 are given in (vii) below. 

Pentodes differ from triodes in that there is an imlimited number of dynamic 
characteristics for any selected plate voltage and load resistance, there being one 
characteristic for each value of screen voltage. Some typical dynamic characteristics 
are shown in Fig. 12.14A from which it will be seen that these have much the same 
general form, but that they are moved bodily sideways. Careful examination will 
show that the curves for lower screen voltages are less curved than those for higher 
screen voltages. As a general rule, the screen voltage should therefore be as low as 
possible, provided that the correct operating point can be maintained and that positive 
grid current does not flow. 

F!G. I2.I4A 




GMO [Eej] VOLTS 



Fig. 12.14A. Family of dynamic characteristics for typical r.c.c. pentode {type 6]7 
with = 250 volts, Ri = 0.25 megohm'). 

(B) Optimum operating conditions 

A very complete investigation (Ref. B8) has shown that all pentodes normally used 
with r.c. coupling may be adjusted for maximum gain and minimum non-linear 
distortion merely by ensuring that the plate current is a certain fraction (K) of 
E^i/R^. This plate current may be achieved either by fixing the grid bias (or cathode 
bias resistor) and varying the screen voltage (or series screen resistor) or vice versa. 
The effect of reverse grid current in the grid resistor is to decrease the effective grid 
bias by an amount which may be appreciable with fixed screen voltage, but may 
usually be neglected when a high-resistance series screen resistor is used. In the 
former case, with fixed screen voltage, it is suggested that the design be based on a 
value of half the maximum specified reverse grid current flowing through the grid 
resistor. 

The optimum value of iC is not appreciably affected by either the following grid 
resistor or the electrode voltages, provided only that the screen voltage is kept reason- 
ably low. The optimum value of K for minimum distortion is, however, a function 
of the output voltage as indicated below. 
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Output voltage (r.m.s.) = 0.04£jj 0.08Bjj 0.16JSjs 0.24£»j 
Output voltage (r.m.s.)* = 10 20 40 60 

Optimum K = 0.78 0.76 0.70 0.62 

*For £»s = 250 volts, 
where K = h/Ii„ and Itm = E^JRi^, and R, = 27?^. 

For example, with = 250 volts and Ri = 0.25 megohm, /j„ = 1 mA. 

The voltage between plate and cathode is a function ofK: Ei, = {I — K)Eii. 

When K = 0.78 0.76 0.70 0.62 

Then E^ = 0.22E,> 0.2'iEtt 0.3E,t 0.38£s6 



(C) Determination of series screen and catliode bias resistors when plate 
find screen current curves are available 

If curves of both plate and screen currents versus grid voltage under resistance 
loaded conditions (e.g. Figs. 12.14A and 12.18) are available, the procedure is — 
/I. Determine — see (v) above. 

'2. Determine the optimum value of K — see (vi)B above. 

3. From the /j curves, determine to give the required values of E^i and K ; 
also determine It, at the operating point. 

4. From the 1^ curves, determine 1^ at the operating point. 

5. Then R,, = E,,/(h + h^) (5d) 
and R, = (£„2 - £.2)//„a (5e) 



(D) Calculation of series screen and cathode bias resistors 

The procedure for calculating R, and Rt is — 

1. Determine E^ as for fixed bias — see (v) above. 

2. Determine the optimum value of K — see (vi)B above. 

^- -^-^ - iSSri) 

where E^i = control grid voltage (taken as positive) 
and m = It/Ici- 

Typical values of m at normal voltages are : 
Type 6J7 6SJ7 6SF7 6SH7 6AC7 6AU6 1S5 1U5 
m 4.0 3.75 3.75 2.63 4.0 2.54 4.0 4.0 

Equation (5f) is perfectly general, and may be used with any screen voltage source. 
The only approximation is the assumption that m is constant. 

4. Then ^ E,,^. + E, - f^'(l - ^) (5g) 

where Ec2 — screeii voltage 
ixt = triode mu 

= screen voltage at which = 2mAfor£c, = 0 
22 (for 6AU6), 25 (for 6SJ7), 39 (for 6J7) 
Rj^i = 0.1 MO 

and gmd — max. slope of dynamic characteristic with R^ =^ 0.1 Mfl. 

Equation (5g) may also be used with fixed bias £„. 

5. Then R. ^ ^^(.E,, - E,,) (5h) 

Note : This procedure is based on several approximations (e.g. that m,gma and 
are constant) but is sufficiendy accurate for all practical purposes for any pentode. 

It will be seen that a single operating condition is incapable of giving optimum 
performance for both low and high levels. For low level operation, E^i may be taken 
as — 1.3 volts, while for high level operation Eo may arbitrarily be taken as 0.24B „ i, 
volts r.m.s. unless it is desired to determine some intermediate condition. 

It will be seen from eqn. (5g) that the optimum screen voltage is a fimction, not only 
of En, but also of R^— a higher value of load resistance permits a lower screen voltage. 
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(E) Screen supply from voltage divider 

Although a series screen resistor is normally preferable, the screen may be supplied 
in certain applications from a voltage divider. The procedure is straight forward, 
but the voltage should be adjusted manually or else the two resistors should have 
± 5% tolerances. 

When a screen voltage divider is used, the equivalent series screen resistance is 
given by the resultant of the two sections of the voltage divider in parallel. This 
value may be used as i?,, in eqn. (6) of Chapter 3 Sect. 1, although if R,2 is less than 
50 000 ohms, its effect is small. 

If the equivalent series screen resistance is less than 50 000 ohms, the screen voltage 
may be considered as fixed, and it is then necessary to increase the grid bias to allow 
for the effect of reverse grid current. 

The increase in grid bias is 

= R,Jcih/h^ (6a) 
where /jo = plate current at which the reverse grid current is measured, 
and In may be taken as half the maximum specified reverse grid current (say 1 /iA) ; 
i.e. (say) == 0.5 juA. 

The increased value of cathode bias resistor is given by 
/?/ =Rt+ JR, (6b) 

V AT, m 
where AR^ = j-^ = . 

and Ec\ is given by equation (6a). 

Using the suggested value of I we have 
X 0.5 X 10-« m 

R^ =R„ + — p T-r (6c) 

For example, if i?,, = 1 megohm, 1^,-2 mA, and m = 4, then 
Rk = Rh + 200 ohms. 

(vii) Gain at the mid-frequency 

(A) The voltage gain at the mid frequency (for small input voltages) is given by 

^° " (lA,) + + (l/i?,) ^''^ 

where g„ = mutual conductance at operating plate current, 

= plate resistance at operating point, 
and R, = resistance of following grid resistor. 

The mutual conductance at the working plate current is often an unknown factor, 
and methods for determining it are given below (B). 

(B) Alternatively, the gain may be calculated from the slope of the dynamic charac- 
teristic : 

^0 = s^^r{~:§^) ^ g^.R (8) 

where J = slope of dyiuimic characteristic at the operating point — see (E) below, 
and R = RiRJ(.Ri^ + R,). 

(C) The gain may also be calculated graphically from the dynamic charac- 
teristic (Fig. 12.13). If the peak-to-peak grid input voltage is CD, then the in- 
stantaneous plate current will swing between the extreme limits M and P, giving a 
peak-to-peak output voltage EF meastored on the plate voltage scale. To allow for 
the effect of R„ the output voltage must be multiplied by the factor RJ(.Rs + R') 
where R' = r^J(x^ + Rj) «a R^. 

Typical voltage gains are : 

Rl R, 6J7 6SJ7 6AU6 

0.1 megohm 0.5 megohm 94 104 168 

0.25 megohm 0.5 megohm 140 167 230* 

0.5 megohm 2.0 megohms 230 263 371** 

= 0.22 megohm. **jRj, = 0.47 megohm. 
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If the resistance of the following grid resistor R, is limited, the maximum gain 
on low input voltages is obtained when the load resistance is approximately equal 
to the following grid resistance, i.e. J'?^ R,,. 



(D) Gain in terms of ^„ and 

Eqn. (7) may be put into the alternative form 



(9a) 



where R = RjRJ{Rj_ + R,) 

and gf = plate conductance = l/r^. 

Unfortunately " G," ciurves for pentodes hold only for a fixed screen voltage and 
are not flexible (g„ curves for type 7E7 are shown in Ref. A15). 



(E) The determinatiOB of g„, gmti ond r. 

The values otg„, g^d and r„ for use in equations (7), (8) and (9) are difficult to 
calculate with any precision, but may be measured on an average valve. 

Curves of constant g„i could, with advantage, be plotted on the family of dynamic 
characteristics such as Fig. 12.14A, although this has not yet been done. 

Mutual conductance 

For the general case see (x)A below. Fig. 12.14B gives an approximation to the 
maximum value of ^„ with any load resistance for two typical pentodes. This value 
is believed to be accurate within ± 10% for an average valve. 

Slope of dynamic characteristic 

The value of the slope of the dynamic characteristic at any point is given by 
= ^m/(l + Ri/r,) (9b) 
where g„s = slope of dynamic chararteristic at operating point 

g„ = mutual conductance at operating point 
and rp = plate resistance at operating point. 

FIG. I2.I4B 



Fig. 12.14B. Mutual conductance 
of resistance-capacitance coupled pen- 
todes types 6J7 and 6SJ7 plotted 
against load resistance. In each 
case the value of K is taken as being 
adjusted to give maximum mutual 
conductance. 



Ol 0-3 M 0-4 0-5 

Load Rfttitancc R, (McMhmi) 

Plate resistance 

The value of plate resistance r, at the operating point may be estimated from Sect. 
3(x) below. 

Data for types 6J7 and 6SJ7 

Detailed values of mutual conductance (g„), slope of the dynamic characteristic 
and plate resistance (r,) for types 6J7 and 6SJ7 are tabulated below. It is 
emphasized that there are considerable variations between valves, particularly with the 
platt resistance. 
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Valve type 




f\T7 
OJ / 




6SJ7 




Plate supply voltage 




250 




250 


volts 


ruDnsnea 






122? 




1650 


^mlios 




K 








gm 




T 

rp 


MI? 








M.Q 




ftmhos 


M.Q 


0.1 


0.78 




980 


0.6 


1390 


1280 


0.7 




0.76 


IL/Ov 




u.u / 


1380 


1290 


0.9 




0.70 


1 iJV 


Ivov 


1 1 

I •! 


1370 


1310 






0.62 


1 1 OA 


1 AOA 

lUoU 


1 .3 


1340 


1290 


1 A 




0.55 




1 AAA 




1335 


1280 


1 7 


0.25 


0.78 


oyo 




1 .o 


1050 


990 


1 7 




0.76 


ooV 






1040 


985 


1 .o 




0.70 


ODU 






1000 


960 


O A 




0.62 


820 


790 


3.3 


940 


900 


3.3 




0.55 


790 


765 


3.7 


920 


845 


3.4 


0.5 


0.78 


670 


640 


3.0 


720 


660 


3.0 




0.76 


660 


630 


3.6 


710 


660 


3.0 




0.70 


647 


620 


4.5 


650 


648 


3.7 




0.62 


595 


575 


5.2 


590 


580 


5.0 




0.55 


550 


540 


6.0 


519 


495 


5.4 



*With Et = 250 volts, E,^ = 100 volts, = - 3 volts. 



(viii) Dynamic characteristics of pentodes and comparison with 
triodes 

A family of dynamic characteristics for a typical pentode is shown in Fig. 12,14A. 
There is one cvirve for every possible value of screen voltage, but it is obvious that 
those for lower screen voltages (e.g. 30 volts) are less curved than those for higher 
voltages. In actual operation the quiescent operating point is fixed, and the signal 
voltage on the grid causes the plate ctjrrent to swing along the dynamic curve. This 
only holds strictly when there is no following grid resistor or other shunt load, but it 
is sufficient for design purposes since allowance can readily be made for the effect of 
Rg in reducing both the voltage gain (eqn. 8) and the output voltage. 

The voltage drop in is proportional to the plate ciurrent, and therefore a plate 
voltage scale may be added to Fig. 12.14A. The general treatment and the calculation 
of gain are identical with, those for ideal linear dynamic characteristics as applied to 
triodes in Sect. 2(viii). In the case of pentodes the operation can be kept outside 
the grid current region, without any other loss, by selecting a suitable screen voltage. 

A single pentode dynamic characteristic (that is one for a fixed screen voltage) is 
drawn as curve b in Fig. 12.13. For comparison, curve a has also been included, 
this being the ordinary mutual characteristic for the same screen voltage. At low plate 
currents the two are practically identical but they diverge steadily up to the point of 
inflexion* P, beyond which the dynamic characteristic forms the " top bend." 

The line XY is at a plate current / s „ = Ei^/R^at which the factor K = 1. This 
curve is typical of the shape of all pentode dynamic characteristics which differ mainly 
in the slope and the horizontal displacement of the curve. The effects of changes in 
i?i are largely overcome by the use of the factor K in place of the actual plate current. 

Comparison between triode and pentode djmamic characteristics 

Both triode and pentode dynamic characteristics are shown in Fig. 12.15 in such a 
way as to enable a comparison to be made between them. Over the region from 
jPC = 0.4 to iC = 0.6 they appear to be very similar, but in the region from K = 0.15 
to 0.4 the pentode characteristic appears less curved than the triode, while in the 
region from K = 0.6 to 0.8 the triode characteristic appears less curved than the pen- 
tode. 

*The point of inflexion is the point at which the curvature changes from one direction to the other, 
and is the point of greatest slope. 
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TRIODE / 



-1-6 H^i To ^^Oi ^^0^6 , -6-4 ^ 0 

Eci PENTODE AND TRIODE + SLOPE FACTOR (0 0813) 

FIG I2 lb 

Fig. 12.15. Comparison betzveen pentode and triode dynamic characteristics of the 
same valve (65J7 with Ebb = 250 volts, = 0.25 megohm, E^i = 22.5 volts for 
pentode, Ed connected to plate for triode characteristics ; triode characteristics divided 
by slope factor 0.0813 and superimposed so that points for /j = 0.5 mA coincide). 
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(ix) Maximum voltage output and distortion 

The maximum voltage output, with any specified limit of distortion, is obtained 
when R, is much greater than R^. If R, is limited, the maximum voltage output 
is obtained when i?^ is much less than Rg. The following table is typical of r.c.c. 
pentodes such as types 6J7 and 6SJ7, and also enables a comparison to be made with 
triodes. The optimum, value of K has been used throughout. 



Intermoduladon distortion* witli En, = 250 volts 



Output voltagef 




10 


19 




37 


63 


Valve type 6J7 




Interinodulation distortion % 


= 0.1 Mfl R, 


= 0.1 M.Q 


0.35 


2.2 




8.6 






0.2 


0.3 


1.5 




4.6 


14.0 




0.4 


0.26 


0.85 




3.9 


12.5 


Rl = 0.25 M.Q R, 


= 0.25 MQ 


0.65 


1.9 




7.4 


37 




0.5 


0.5 


1.6 




4.4 


17 




1 


0.35 


1.4 




3.5 


15 


i?i = 0.5 M.Q R, 


= 0.5 MQ 


1.0 


3.7 




14.0 


54 




1 


0.8 


2.6 




9.5 


32 




2 


0.5 


2.0 




6.5 


19 


Valve type 6SJ7 














Ri = 0.1 Mfl R, 


= 0.1 MQ 


1.0 


2.9 




12.0 






0.2 


0.9 


2.2 




8.3 


24 




0.4 


0.8 


1.5 




5.9 


20 


i?i = 0.25 MQ R, 


= 0.25 M.Q 


2.1 


6.0 




16.0 


67 




0.5 


1.1 


3.8 




13.0 


38 




1 


1.0 


3.0 




11.0 


23 


i?i = 0.5 Mfl R, 


= 0.5 Mi3 


3.0 


8.3 




18.0 


76 




1 


2.1 


6.6 




15.0 


42 




2 


1.5 


4.4 




12.5 


28 


The maximum output voltage for limited intermodulation distortion (r.m.s. simi) 


is indicated below for type 6SJ7 pentode with R, 




















































LM. = 2.5% 


5% 




10% 




20% 


0.1 Mfl 


0.09 


0.13 




0.18 




0.25 


0.25 


0.08 


0.11 




0.16 




0.22 


0.5 


0.07 


0.09 




0.13 




0.20 



When R, = 2Rj^, the factors above should be mviltiplied by 0.87. When R, = Rj^, 
the factors above should be multiplied by 0.7. The values are for = 250 volts, 
but hold closely over the range from 200 to 300 volts. Optimum operating con- 
ditions are assumed. 



Harmonic distortion 

Type 6SI7 with = 250 volts, = 0.25 MQ, R, = 0.5 MQ 



K = 0.8 0.76 0.72 0.65 0.6 0.56 

J^o(r.m.,.) volts 8 16 30 52 62 78 

■So(r. „.,.)/£■ 1,6 0.03 0.06 0.12 0.21 0.25 0.31 

H, % 0.3 0.9 2.6 3.5 5.4 4.4 

Hs % 0.24 0.19 1.25 4.2 5.0 12.0 

H, % 0.14 0.11 0.19 1.9 2.2 2.85 

He % 0.01 0.02 0.18 0.67 0.28 0.17 



•Modulation method — r.m.s. sum. For details and for relation between intermodulation and har- 
monic distortion see Chapter 14 Sect. 3. 

tThe arithmetical sum of the r.m.s. values of the two component waves. 
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Comments 

1. Type 6J7 (with published g„ = 1225 ftmhos) has less distortion than type 
6SJ7 (with pubUshed gm = 1650 /xmhos) under the same conditions. 

The distortion for a given output voltage increases when a valve is replaced by 
another having higher mutual conductance, although there are also differences be- 
tween valve types having approximately the same mutual conductance. 

2. Load resistance i?^ = 0.1 megohm provides lower distortion than higher values 
of load resistance. 

3. The distortion under any given conditions decreases when the resistance of the 
following grid resistor is increased. 

Comparison between triode and pentode 
[Refer Sect. 2(ix)] 

The comparison is based on intermodulation distortion with type 6SJ7 as both 
triode and pentode, having Rj^ = 0.25 and i?, = 1.0 megohm (Fig. 12.16A). Gener- 
ally similar results are obtained with type 6J7 and with other load resistances (Ref. 
B8). 

1. At the level used in the first a-f stage in a typical receiver (£o = 10 volts r.m.s.) 
the pentode gives only about one eighth of the intermodulation distortion given by a 
triode, when both are adjusted for minimum distortion. 

2. The two curves m Fig. 12.16A cross,and the intermodulation distortion is there- 
fore the same for both triode and pentode, at about 31 r.m.s. volts output. 

3. At higher output voltages the pentode gives the greater intermodulation dis- 
tortion, the ratio being 2.3 : 1 at 63 r.m.s. volts output. 

4. The pentode, to give the minimum value of distortion, reqmres fairly critical 
adjustment. Under the working conditions recommended in this section, however, 
the distortion with a pentode is likely to be less than with a general-purpose triode at 
output voltages up to about 20 volts r.m.s. 



Fig. 12,16A. Intermodulation distortion 
for tyfe 6SJ7 with Ett = 250 whs, 
Rj^ = 0.25 MQ, R, = 1.0 MQ, in both 
triode and pentode operation. 

'q~ to 20 30 *0 so 60 70 
OUTPUT VOLTS 
(JtBITHMETIC SUM OF R.lnU, VAU/ES) 

(x) Conversion factors with r.c.c. pentodes 

(A) The mutual conductance may be derived from published data (generally 
plotted against or if these are not available then it may be calculated as for triodes. 
Sect. 2(x). See also values quoted for 6J7 and 6SJ7 in (vii) above. 

(B) The plate resistance may be estimated by the following method from pub- 
lished data. The usiwl data are for either equal plate and screen voltages (e.g. 100 V) 
or for 250 V and 100 V respectively. Unfortunately there is no general rule for cal- 
culating the effect of a change of plate voltage on the plate resistance, and the accuracy 
obtainable by graphical means is very poor. However, as some sort of guide, the 
plate resistance of type 6SJ7 is increased about twice, and of type 6J7 about 2.75 times, 
for a change from 100 to 250 volts on the plate, with 100 volts on the screen and — 3 
volts grid bias. 

The plate resistance of a r.c.c. pentode may vary from slightiy below the published 
value at £), = = 100 volts, to 6 or 8 times this value, depending on the load re- 
sistance and value of K. Typical values for types 6J7 and 6SJ7 are given below [see 
also table in (vii) above] : 

= 0.1 megohm = 0.6 to 2.1 megohms 

R^ — 0.25 megohm r„ = 1.6 to 3.7 megohms 

R^ -= 0.5 megohm r„ • 3.0 to 6.0 megohms 

for K = 0.78 to 0.55 respertively. 




512 



(x) CONVERSION FACTORS WITH R.C.C. PENTODES 



12.3 



There are considerable variations between different valves, and some may have 
plate resistances less than half these values, while others may have higher plate re- 
sistances. 

(C) Conversion factors applied to whole amplifiers 

If one set of operating conditions is available, it is possible to calculate others. 
Given; E^t Ri, Ric R> Rg A E„ 

300 Y 0.1 Ma 450 Q 0.5 Mfi 0.25 MS 82 81 V 

Example : 

(1) To calculate conditions for Rj^ — 0.25 megohm, 
£ss = 300 volts :— 

Fr = 2.5 (i.e. resistance conversion factor). 
= 2.5 X 450 = 1130 ohms. 
— 15 X 0.5 = 1.25 megohms. 
R, = 2.5 X 0.25 = 0.75 megohm. 
B„ will be approximately the same for the same distortion. 
A is affected both by the load and the mutual conductance. 

The load resistance factor is 2.5 ; the mutual conductance factor is ^ Inlln — 

■^1/2.5 = 0.74. Therefore ^ = 82 x 2.5 X 0.74 = 152. 
Note : If had been altered, the mutual conductance factor would have been 

^E^^R^ ihxRii- 

(2) If all resistors are multiplied by a factor F„ leaving Ef,^ xmchanged, the voltage 
gain will be increased approximately as tabulated : 

F, 0.4 0.5 0.75 1.0 1.5 2 2.5 
Voltage 

gain 0.54^ 0.63/4 0,83/1 A 1.43.4 1.58.4 1.85.4 approx. 

In practice these may vary ± 10% or even more. 

(xi) Equivalent circuit of r.c.c. pentode 

The exact a.c. equivalent plate circuit of a r.c.c. pentode is given in Fig. 12.16B 
where the " constant current generator " circuit has been adopted. This could 
equally be applied to the triode case (Fig. 12.8) or vice versa. In other respects the 
triode and pentode equivalent circuits are identical [see Sect. 2(xii)]. Both the cathode 
and screen circuits are assumed to be adequately by-passed at all signal frequencies, 
or the effects to be separately calculated. 



FIG. 12. 16 e 




Fig. 12.16B. Exact a.c. equivalent plate 
circuit of a r.c.c. pentode. 



(xii) Voltage gain and phase shift 

Provided that the cathode and screen circuits are adequately by-passed at all signal 
frequencies, or that their voltages are obtained from low impedance sources, the 
voltage gain and phase shift will be the same as for the triode case [Sect. 2(xiii)]. In 
the case of a pentode it is usually possible to neglect the " Miller Effect " capacitance 
from the plate circuit. 

The low frequency response [Sect. 2(xiii) ; eqn. (15)] will be slightly higher 
than for a triode with the same values of Cj, Rj and R, owing to the higher value of r^. 

The high frequency response [Sect. 2(xiii), eqn. (16)] will normally be lower 
than that for a triode, owing to the higher value of R" due again to the higher plate 
resistance. The valve output capacitance is usually greater for a pentode than for a 
triode, this being a further contributing factor. The high frequency response may 
be extended to higher frequencies by reducing the resistance Qf the plate load resistor, 
although at the cost of gain. A similar result may be achieved by the use of negative 
voltage feedback. 



12.3 



(xiti) SCREEN LOADLINES 



513 



The effect of the screen and cathode by-passing has been covered in (iii) and (iv) 
above. 



(xiii) Screen leadlines 
(A) Exact method using Jci versus characteristics 

These characteristics (Fig. 12.17) only apply to a single value of supply voltage 
and plate load resistance. The screen loadline is a straight line drawn from A to B. 
Point A : ^ca = £cc2 (here 250 volts), /c.2 = 0 

Point B: £„a = 0, I,^ =^E,,JR, (here 250/1.5 = 167 ^\). 

It is then necessary to transfer the values of at the intersections of the 
curves and the loadline, to a second curve in which En is plotted against E^- From 
the latter, the values of Ec\ corresponding to the screen voltages of the dynamic 
characteristics (Fig. 12.14A) are determined, and transferred directly to the plate 
dynamic characteristics, and the screen loadline drawn as a smooth curve (Fig. 12.19). 




Fig. 12.17. Screen l^^ versus E,^ characteristic for type 6J7 ; Em — 250 
volts, Ri = 0.25 MS3. A screen loadline is shown. 



(B) Exact method using 1^2 versus E^ characteristics 

This is an alternative method illustrated by Fig. 12,18 on which the screen loadline 
(which in this case is slightly curved) may be plotted. On each E^i curve plot the 
corresponding value of Ici derived from the equation 

Then draw a smooth curve (CD in Fig. 12.18) through the plotted points. The 
values of E^ corresponding to the points of intersection are then transferred directly 
to the plate dynamic characteristic, and the loadhne drawn as a smooth curve (Fig. 
12.19). 




Eci(vOLTd 

Fig. 12.18. Screen hi versus En characteristics for type 6J7 ; static curved are for 
Bit = 250 volts, Kjr = 0.25 MQ. A screen loadline is shown. 
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(C) Approximate method* 

This is based on the assumption that the ratio of plate and screen currents is con- 
stant, such being only a rough approximation ; it is, however, good enough for many 
purposes. Using the conditions for Fig. 12.19 and assuming /(,//c2 = 4.0 (as for 
type 6J7) and R, = 1 megohm, we can draw up the table : 

100 V 150 V 0.15 mA 0.60 mA 

80 170 0.17 0.68 

60 190 0.19 0.76 

40 210 0.21 0.84 

20 230 0.23 0.92 

The values of /j are then plotted on the characteristics corresponding to the respective 
screen voltages (E,^). The screen leadline (Fig. 12.19) is almost a straight line which 
may be extended to cut the horizontal axis at approximately 

Ej:i - E^,Jnt (11) 
and which may be shown to have a slope of approximately 

miltgrnd/iR^gmd + m/it) (12) 

where ^l| = valve triode mu, 

gmd = slope of plate dynamic characteristic at point of interest, 
and m = ratio of plate to screen currents. 

Alternatively, the point of intersection of the screen loadline with the horizontal 
axis may be determined by the point of cathode current cut-off on the " triode " 
characteristics (if available) where = Ecn- 

The plate current at iJ^j = 0 is given approximately by 

/;,„ !5» mg^^^^JR^^i + mjit (13) 



The value of screen resistor to provide a plate current / j = 
grid voltage E^x when E^^i — iJst is given approximately by 
— / D imR^Eji Kfi, 



KEi„/Ri^ « a fixed 



(14) 




-8 -7 -6 -i -4 ^ -3 . -S -I 0 +1 

Fig. 12.19. Plate dynamic characteristics for type 6J7 zuith screen loadline. 

Variations in ratio between plate and screen currents 

Although considerable variations exist, particularly in the region of high plate 
current, there is a comparatively large region within which the ratio is constant within 
±5%, this being fortimately in the region most generally useful for amplification 
(e.g. shaded area in Fig. 12.20). 

The variations which occur are mainly caused by the variations in the ratio of 
plate to screen voltages. It is clear that they will be serious for E,, less than E^i 
(above broken line in Fig. 12.20) but the variations become greater as E^ approaches 
Ec^. If it is desired to make accurate calculations involving an assumed constant 
value of m (= Ii,/Ic2) it is desirable to maintain E^IEci nearly constant. The use 



*A further approximate method is described in Ref, B12. 
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of a series screen resistor with a resistance equal to mR, (or slightly above this value) 
assists in maintaining the constant current ratio. 

(xiv) Combined screen and cathode loadlines and the effect of 
tolerances 

(A) Cathode loadlines 

The method normally adopted is an approximate one but very convenient, since 
it may be used directly v^ith the plate dynamic characteristics. Provided that /s//^ = 
m = constant, the current through Rjc will be (w + 1) /m so that it is necessary to 
use a " conversion factor " of m/{m + 1) in respect to both the current and slope of 
the loadline. For example if wi = 4, the loadline for a cathode bias resistor of 2000 
ohms would have a slope of — 1 /2500 mhos. The effect of any error in the value of 
m is minimized through the screen current being only a small fraction of the cathode 
current. 




Fig, 12.20. Plate dynamic characteristics for type 6J7 with curves of constant 

plate to screen current ratio. The shaded area has m within ±5%. 
Fig. 12.21. Cathode loadline (OF) with single plate dynamic characteristic for 
type 6J7. The broken lines show the limits of ± 10% tolerances in 



The method is illustrated in Fig. 12.21 where only one plate dynamic characteristic 
is shovra, with a cathode bias loadline OF having a slope of — m/(m + V)Ric. The 
static operating point is at P, the intersection of OF with the dynamic characteristic. 
Owing to the very large plate load resistors commonly employed, there is very little 
rise in plate current due to rectification effects, so that P may be regarded as the 
dynamic operating point. 

The effect of + 10% variation in i?^ is illustrated by lines OF" and OF' respec- 
tively in Fig. 12.21. 

It may readily be shown geometrically that ± 10% variation in Rt has less effect 
on /t than ±10% variation in E^-^. 

(B) Cathode and screen loadlines and tolerances 

When both cathode and screen resistors are used, the point of operation is the 
intersection of the two loadlines (Fig. 12.22). In this diagram it has been assvuned 
that the screen loadline is a straight line, this being closely correct except at very low 
and high values of /i. However, any practicable method for determining the screen 
loadline may be used — see (xiii) above. 

The effect of ± 10% variation in the resistance of i?, is indicated by the broken 
lines, and the combined effect with ± 10% variation of both R, and R^ is indicated 
by the region shown shaded. It is on account of these inevitable variations, together 
with valve variations, that it is inadvisable to operate with too low a nominal screen 
voltage and consequently very close to the grid current point. 

(C) Tolerances in general 

All three resistors R^, R, and R^ have partially self-compensating effects which 
enable fairly satisfactory results to be obtained with ordinary 10% tolerances in the 
resistors. If operation is required for minimum harmonic distortion at low level or 
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Fig. 12.22. Plme dynamic characteristics of type 6J7 with screen and cathode loadlines, 
showing the effect of ± 10% tolerances in both andRn. 



for a high output voltage, the resistors may beneficially have closer tolerances or be 
selected so that high i?^, high /?, and high Rj, go together, and similarly with lovs^ 
values. 

The supply voltage may be varied by a ratio up to 2 : 1 in either direction vfithout 
very serious effects in normal operation and without necessarily making any change 
in Rj^, R, or R^. 

(xv) Remote cut-off pentodes as r.c.c. amplifiers 

Remote cut-off (" variable-mu ") pentodes may be also used satisfactorily as r.c.c. 
amplifiers, although they give higher distortion for the same voltage output, and should 
therefore be restricted to low level operation. However, they are quite satisfactory 
in ordinary radio receivers for the first a-f stage driving an output pentode. Opera- 
tion is Slightly more critical than with sharp cut-off pentodes, but a value of ^ = 0.78 
is reasonably close for low level operation. 

As a tjrpical example, intermodulation distortion on type 6SF7 is tabulated for 
Eii = 250 volts. 

63 volts r.m.s. 

52% 
34% 

0.63 

(xvi) Multigrid valves as r.c.c. amplifiers 

All types of multigrid valves may be used as r.c.c. amplifiers, and behave effectively 
the same as pentodes provided that the unused grids are connected to suitable fixed 
voltages. Operating conditions, including suitable values of K, are the same as for 
pentodes. 

(xvii) Special applications 

1. An article giving useful information on 28 volt operation is Ref. B4. 

2. An article describing a special pentode operating as two triodes in cascade, 
giving gains up to 500 with a 45 volt plate supply, is Ref. B6. 





R, 


£„ = 10 


19 


37 


0.25 M.Q 


0.25MP 


1.8% 


5.5% 


17% 




0.5 


1.5% 


4.0% 


13.5% 




1.0 


1.2% 


3.0% 


10.5% 




Optimimi 


value of K 






0.25 MQ 




0.8 


0.78 


0.73 
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(xviii) Comments on tabulated characteristics of resistance-coupled 
pentodes 

Comments are as for triodes — Sect. 2(xiv). See Sect. 3(v), (vi)B and E for optimum 
operating conditions. 



SECTION 4: TRANSFORMER-COUPLED 
AMPLIFIERS 



VOLTAGE 



(»■) Introduction {ii) Gain at the mid-frequency (iii) Gain at low frequencies 
(iv) Desirable valve characteristics (v) Equivalent circuits (vi) Gain and phase shift 
at all frequencies (vii) Transformer characteristics (viii) Fidelity (ix) Valve load- 
lines (x) Maximum peak output voltage (xj) Transformer loading (xii) Parallel 
feed {xiii} Auto-transformer coupling {xiv) Applications {xv) Special applications. 

(i) Introduction 

Transformer-coupled voltage amplifiers usually employ general purpose triode 
valves with plate resistances about 6 000 to 10 000 ohms. Valves having higher 
plate resistance require excessively large transformer inductances, while valves having 
lower plate resistances are only used in special 
applications, with transformers designed to 
haiidle the higher plate currents. 

A typical transformer-coupled amplifier 
stage is shown in Fig. 12.23 where Vi is the 
valve under consideration, with transformer 
T coupling it to the grid of the following 
valve (F2). The stage gain is the voltage 
gain from the grid of Vi to the grid of Fj. 
Push-pull transformers are covered in Section 
6. Read also Chapter 5 Sections 1, 2 and 3- Pig- 12.23. Circuit diagram of 

transformer-coupled voltage amplifier 




(ii) Gain at the mid-frequency 

An unloaded transformer with high inductance and low losses has a very high 
impedance at the mid-frequency ; an input impedance of 1 megohm at 1000 c/s 
is not uncommon. 

With the circuit of Fig. 12.23, the voltage gain at the mid-frequency is very nearly 
A„ = ^^T (1) 
where = amplification factor of valve 
T = turns ratio = N^/Ni 
Ni = primary turns 
and Ni = secondary turns. 

The gain with loaded transformers is dealt with in (xi) below. 



(iii) Gain at low frequencies 

At low frequencies the gain is reduced by the shimting effect of the primary induct- 
ance. The gain relative to that at the mid-frequency (Ao) is given in Chapter 5 
Sect. 3(iii)a particularly eqn. (1). 



(iv) Desirable valve characteristics 

(a) Low plate resistance — gives better bass response. 

(b) High amplification factor — gives higher gain. 
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(c) Low operating plate current — reduces the direct current through the trans- 
former primary and thus increases the effective inductance compared with a 
valve having a higher plate current. If necessary, any valve may be over- 
biased so as to bring the plate current to a suitable value — 5 mA is quite usual. 

(d) High maximum plate voltage — only desirable if a high input voltage is required 
by the following stage (e.g. push-pull low mu triodes, or cathode follower). 

(v) Equivalent circuits 

See Chapter 5 Sect. 2, particularly Fig. 5.9, the input terminals of which are to be 
understood as being connected to a generator iie, in series with r^. 

(vi) Gain and phase shift at all frequencies 

A transformer tends to produce a peak in the gain/frequency characteristic due to 
the series resonance between the total leakage inductance and the distributed capacit- 
ance of the secondary. This peak may be made negligible by ensuring that 

Q. = m,L'/[r^ + {rJT^) -f- r,] <: 0.8 (2) 
where Q, = Q of resonant circuit in secondary 

(iji = 25r X frequency of resonance = s/l/L'C^T'^ 
U = leakage inductance referred to primary 
Cj = secondary equivalent shunt capacitance 
r-j = d.c. resistance of primary 
— d.c. resistance of secondary 
and T = turns ratio = N^/Ni. 

Irrespective of the value of Q„ there is a 90° phase angle shift (lagging) at the fre- 
quency of resonance which extends asymptotically to 180° at infinite frequency. The 
rate of change is more gradual for lower values of Q,. It is on account of this phase 
shift that transformer coupling is avoided as far as possible with negative feedback, 
and that (when unavoidable) the secondary is heavily damped to give a low Qg. 

At low frequencies a transformer-coupled amplifier has the same attenuation and 
phase angle shift (leading) characteristics as a r.c.c. amplifier due to its grid coupling 
condenser alone (see Fig. 12.9). 

See Refs. A12 (pp. 366-371 and curves Fig. 13) ; A13 (pp. 28-38). 

(vii) Transformer characteristics 

See Chapter 5 Section 3. 

(viii) Fidelity 

Distortion caused by the valve is usually very low in the vicinity of the mid-fre- 
quency with unloaded transformers of high impedance — about 1% to 2% second 
harmonic with maximum grid swing — but it increases as the transformer is loaded, 
up to about 5% second harmonic and 2% or 3% third harmonic. At frequencies 
below 1000 c/s the impedance steadily falls, while the leadline opens out into a broad 
ellipse at low frequencies. The valve distortion may be considerable at high output 
levels under these conditions [see Chapter 2 Sect. 4(vi)]. 

The transtbrmer (core) distortion is usually quite appreciable and may cause serious 
intermodulation distortion fsee Chapter 5 Sect. 3(iii)]. 

(ix) Valve loadlines 

The leadline for the mid-frequency approximates to a resistive loadline [see Chapter 
2 Sect. 4(i) and (ii)]. The procedure is identical to that for Fig. 2.23 except that the 
loadline AQB is at a smaller angle to the horizontal. 

(x) Maximum peak output voltage 

To determine the maximum peak output voltage for the mid-frequency, refer to 
the published curves (say type 6J5), determine ij (say 5 mA) and (say 250 V) ; 
mark QatEi, = 250, / j = 5 mA ; draw a horizontal loadline through Q ; determine 
£■(,0 for the grid current point {E^ = — 0.5 V) on the loadline — here E,,„ = 65 volts. 
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The maximum peak output voltage in this example is (E^ — Ei,o)T = (250 — 65) 
T = 185 T volts = 0.74 Ei,T. This is reduced as the load becomes less, and a value 
of about 0.65 E^T is fairly typical. 

(xi) Transformer loading 

A resistor shunted across the secondary reduces the valus of Q,, thereby giving more 
uniform high frequency response, and also extends the low frequency response. A 
resistor shunted across the primary extends the low frequency response. If /i is the 
low frequency giving a specified attenuation with an unloaded transformer, then the 
same attenuation is reached at 0-5 /i when the total shunt load eff:ctive across th; prim- 
ary is equal to r„, and at (2/3) /i with a shunt load of 2r^. 

Loading results in higher valve distortion and secondary loading also results in 
higher transformer distortion. Loading is generally undesirable, although unavoid- 
able in some applications ; it reduces the maximum peak output voltage and the gain. 

The effective load on the valve is given by i? , = ■'^i + RJ 
where i?, = resistance shunted across the primary 

i?2 = resistance shunted across the secondary 
and T ~ N^/Ni = turns ratio. 

(xii) Parallel feed 

Parallel feed (Fig. 12.24) avoids the direct plate current passing through the trans- 
former primary and thereby increases its effective inductance, and decreases trans- 
former distortion. Owing to the drop in i?^ the average plate voltage will be con- 



siderably less than the supply voltage and this may restrict the maximum output 
voltage. If a high output voltage is required, the supply voltage may be increased 
up to the maximum rating. It is generally desirable to make J?^ a resistance of 3 or 4 
times the plate resistance of the valve. Higher values of Rj result in increased dis- 
tortion at low frequencies due to the elliptical load-line. Lower values of i?^ result 
in lower gain and increased distortion at all frequencies. 

The optimum value of C is dependent upon the transformer primary inductance, 
and the following values are suggested — 

L = 10 20 30 50 100 150 henrys 

C = 4.0 2.0 2.0 1.0 0.5 0.5 fiF. 

These values of capacitance are sufficiently high to avoid resonance at an audible 
frequency. Use is sometimes made of the resonance between C and the inductance 
of the primary to give a certain degree of bass boosting. By this means a transformer 
may be enabled to give imiform response down to a lower frequency than would other- 
wise be the case. It should be noted that the plate resistance of the valve, in parallel 
with Rj, forms a series resistance in the resonant circuit. The lower the plate re- 
sistance, the more pronounced should be the effect [see Chapter 15 Sect. 2(iii)CJ. 

It is frequently so arranged that the resonant frequency is sufficiently low to pro- 
duce a peak which is approximately level with the response at middle frequencies, 
thereby avoiding any obvious bass boosting while extending the frequency range to a 
maximiun. 

For mathematical analysis see Ref. A13 pp. 38-41. 

In all cases when making use of any resonance effects involving the inductance of 
the transformer primary, it is important to remember that this is a variable quantity. 




FIG. 13.24 



Fig. 12.24. Circuit diagram of 
parallel-fed transformer-coupled volt- 
age amplifier. 
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Not only are there considerable variations from one transformer to anotherj but there 
are large variations of inductance caused by the a.c. input voltage (see Chapter 5). 

The series resonant circuit presents a low impedance to the valve at the resonant 
frequency, thus tending to cause serious distortion, panicularly when the valve is 
being operated at a fairly high level. Fot these reasons the resonance method is not 
used in good design. 

(xiii) Auto-transformer coupling 

An " auto-transformer " is a single tapped inductance which is used in place of a 
transformer. Fig. 12.25 shows a parallel-fed auto-transformer coupled amplifier. 
The auto-transformer may be treated as a double-wound transformer (i.e. with 
separate primary and secondary) having primary turns equal to those between 
the tap and earth, and secondary turns equal to the total turns on the inductance. 
A step-up or step-down ratio may thus be arranged. An ordinary double-wound 
transformer may be connected with primary and secondary in series (with sections 
aiding) and used as an auto-transformer, but capacitance effects between windings 
may affect the high-frequency response of certain types of windings. 

The inductance between the tapping point and earth should be the same as for a 
normal transformer primary. With the parallel-fed arrangement of Fig. 12.25 the 
plate current does hot flow through the inductance, but an alternative arrangement is 
to omit the parallel-feed and to add a grid coupling condenser and grid resistor for V2. 




Fig. 12.25. Circuit diagram of parallel-fed auto-transformer coupled voltage amplifier. 
Fig. 12.26. Choke-capacitance coupled voltage amplifier. 

(xiv) Applications 

The cost of a transformer having linear response over a wide frequency range is 
considerable and, since equally good response may generally be obtained by a very 
simple resistance-coupled amplifier, the transformer is only used under circum- 
stances where its particular advantages are of value. Some of these are — 

(1) High output voltage for limited supply voltage, 

(2) Stepping up from, or down to, low-impedance lines, 

(3) When used with split or centre-tapped secondary for the operation of a push- 
pull stage, and 

(4) When a low d.c. resistance is essential in the grid circuit of the following stage. 

(xv) special applications 

(a) Cathode loading : Fj in Fig. 12.25 may be connected as a cathode follower 
either with the transformer primary in the cathode circuit or with parallel feed (see 
Chapter 7 Sect. 2(i)G). 

(b) 28 volt operation : see Reference B4. 
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SECTION 5 : CHOKE-COUPLED AMPLIFffiRS 

(i) Performance (ii) Application. 

(i) Performance 

A typical choke-capacitance coupled amplifier is shown in Fig. 12.26. The opera- 
tion and design are similar to those of a transformer-coupled amplifier (Fig. 12.23) 
with a transformer ratio 1 : 1 except that C must be designed as in a r.c.c. amplifier 
to avoid additional low frequency attenuation. An amplifier of this type produces 
a higher maximum output voltage than a r.c.c. amplifier but less than that with a step- 
up transformer. 

(ii) Application 

It is occasionally used with valves having rather high plate current, for which a 
suitable transformer may not be available. It was also used with tetrode valves of 
old design, the inductance being several hundred henries, shunted by a resistance of 
about 0.25 megohm. 



SECTION 6 : METHODS OF EXCITING PUSH-PULL 
AMPLIFIERS 

(t) Methods involving iron-cored inductors (it) Phase splitter (Hi) Phase inverter 
{yd) Self-balancing phase inverter {v) Self-balancing paraphase inverter (»») Com- 
mon cathode impedance self-balancing inverters (vii) Balanced output amplifiers 
with highly accurate balance (viii) Cross coupled phase inverter. 

Normally we begin with a single-sided amplifier, and then at some suitable level 
a stage may be inserted having a single input and a push-pull output. In a radio 
receiver such a stage usually immediately precedes the output stage, but in more 
ambitious amplifiers there may be several intermediate push-pull stages. In this 
section we consider the methods of exciting push-pull amplifiers. 

(i) Methods involving iron-cored inductors 
(A) Tapped secondary transformer (Fig. 12. 27 A) 

This needs little explanation except that the input transformer step-up ratio (prim- 
ary to half secondary) does not usually exceed 1 : 2. The fidelity is largely dependent 
upon the quality of the transformer. This method may be used with almost any type 
of amplifier, and the arrangement illustrated is merely typical. For example, fixed 
bias operation, or operation with triodes in place of pentodes could equally well be 
adopted. 




Fig. 12.27. (A) Triode valve {V^ followed by transformer (T) having centre-tapped 
secondary and exciting the grids of the push-pull stage {V^, V^. (B) Modified form with 
non-centre-tapped transformer, using two resistors to provide an equivalent centre-tap. 
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(B) Centre-tapped resistor across secondary (Fig. 12.27B) 

This is an alternative arrangement which does not require centre-tapping of the 
transformer secondary. In this case an ordinary transformer with a single secondary 
winding is used, and a centre-tapped resistor {Ri = R^) is connected across the 
secondary. The resistors cause a load to be reflected into the plate circuit of Vi 
which is equal to {R^ + Ri)/T^ where T = NJN^. For example if i?i = i«2 = 0.1 
megohm, and T = 3, the load reflected into the plate circuit will be 200 000/9 = 
22 000 ohms. This load i« lower than some triodes are capable of handling without 
noticeable distortion, and it might be necessary to increase Ri and R^, the limit being 
set by the maximum grid circuit resistance permitted with valves and V,. In 
addition, this arrangement gives greater distortion than the centre-tapped trans- 
former when the valves are slightly over-driven and pass grid current. 

(C) Centre-tapped choke (Fig. 12.28) 

This is an alternative method sometimes used, involving parallel feed. The 
effective voltage gain from primary to half secondary is 1/0.5, indicating a loss as 
compared with a transformer. It is difficult to obtain perfect balance between the 
two sides. 

(D) Choke-coupled phase inverter — see page 355. 

(ii) Phase splitter 

(A) This is an excellent method which is also self-balancing. Its principal charac- 
teristics are given in Chapter 7 Sect. 2(ii)B and Fig. 7.25. Perfect balance* is ob- 
tained at low frequencies if the plate and cathode load resistors are equal, while com- 
mercial tolerances in the following grid resistors have only a small effect on the balance. 
General purpose triode valves are normally used, and the gain is about 0.9 to each 
side of the output. The input resistance is of the order of 10 megohms, and the 
harmonic distortion is extremely low. 




Fig. 12.28. Triode valve {V^} with parallel feed and centre-tapped choke exciting the 

grids of the push-pull stage. 
Pig. 12.29A. Modified form of phase splitter giving full gain without degeneration. 
The input is from grid to cathode and cannot be earthed. The cathode resistor is by-passed 

to provide full gain. 

An analysis of the balance with equal load resistors and shimt capacitors is given 
in Ref. C27, indicating that under these conditions the balance is perfect at all fre- 
quencies. However, in practice, the total shunt capacitances across the two channels 
differ slightly and there is a slight (and generally negligible) unbalance at high fre- 
quencies ; see also page 330. 

If a high gain amplifier is placed between the phase splitter and the output stage, 
hum may be troublesome. Part of the himi is due to the difference of potential 
between the heater and cathode. This may be reduced by operating the heater of 
the phase splitter from a separate transformer winding which may be coimected to a 
suitable point in the circuit at a potential approximating that of the cathode. 

It is normal practice to assume a maximimi r.m.s. output voltage (grid-to-grid) 



♦In an experimental test it is important to reverse the phase of the input from the B.F.O. when the 
valve voltmeter is moved from one output to the other. 
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of Q.lSEn, for less than 2% total harmonic distortion, equivalent to 0.25 E^t peak-to- 
peak output. The distortion drops rapidly as the output voltage is decreased. With 
a plate supply voltage of 400 volts to the phase splitter, the output is sufficient to 
excite push-pull Class A 2A3 valves operating with 250 volts on their plates and — 45 
volts bias. 

A complete circuit with 3 stages incorporating a phase splitter and negative feed- 
back is shovm in Fig. 7.42, 

(B) A modified form of phase splitter (Fig. 12.29A) gives the full gain without 
degeneration, but the input is floating and cannot be earthed. For this reason it 
cannot generally be used with a pickup, although it may be applied to a radio re- 
ceiver. In the latter application, the valve may be a duo-diode triode performing 
detection and 1st a-f stage amplification ; a.v.c. may be operated with some com- 
plication. This circuit is particularly prone to suffer from hvmi, owing to the high 
impedance from cathode to earth and the high gain. The hum may be minimized 
by adjusting the potential on the heater to approximately that of the cathode. 

References (C) 1, 3, 7, 11, 12. 

(C) It is possible to apply positive feedback from a tapping on the cathode 
resistor, through a coupling resistor to the unbypassed cathode of the preceding r.c. 
pentode, and thus increase the gain. A direct-coupled version is shown in Fig. 7.51A. 
See Chapter 7 Sect. 2(xi). 

(D) Another modification (Fig. 12.29B) also gives high gain not from the phase 
splitter itself but from the preceding stage. It makes use of the high input resistance 
of the phase splitter as the dynamic load on V^, thereby increasing its gain. The full 
analysis of its operation is given in Reference C18 and the following is a summary 

The effective cathode load on (apart from the cathode resistor /?g) is and 
in parallel, i.e. 20 000 ohms, which is the same as R^. The cathode resistor 
is by-passed in order to increase the input resistance. 




Fig. 12.293. Phase splitter (Fj) using high input impedance to increase the gain of the 

preceding stage (Vi) by about six times. 
Fig. 12.29C. Phase splitter using pentode with unbypassed screen and suppressor grid. 

The d.c. load resistance in the plate circuit of is R^ + R^, = 0.29 megohm, while 
the dynamic load is the input resistance of Fj, i.e. [see Chapter 7 Sect. 2(ii)B] 

r/ = «,/(! - A') 
where R, = RiRJ(Ri + Ri) = 167 000 ohms 
and A' 0.9, 

so that in this example, r,' — 1.67 megohms. 
The gain of Vi is given by 

. gm ^ 

^1 - (l/rj + (1/r/) 1/4 + 1/1.67 
which is about 6 times the gain under normal conditions. 
The circuit is nearly balanced if i?i = J? ^ and 

i^zRi + r„ + Re 
where R, = R^RJiRi + Rj)- 
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The out-of-balance, being about 1.2% in this example, is negligible. 

(E) A further type makes use of a heptode (mixer) valve in which vmequal 
load resistors are placed in both plate and screen circuits, the push-pull output being 
taken from plate and screen. The input is taken to grid No. 3. 

Ref. C20. 

(F) A further modification makes use of a pentode with an unbypassed 
screen. The two output voltages are taken from plate and screen, and the sup- 
pressor grid is maintained at a negative potential with respect to the cathode (Fig. 
12.29C and Ref. C23). 

(iii) Phase inverter (Fig. 12.30A) 

This is a popular arrangement with twin triode valves, either general purpose or 
high-mu. It is not self-balancing, and requires individual adjustment for accurate 
balance both during manufacture and after the valve has been replaced. It is slightly 
out of balance at very low frequencies owing to the two coupling condensers operating 
in the lower chaimel, but Ca may be made larger than if desired. It gives a gain 
(to each channel) equal to the normal gain of one valve. 

If it is preferred to avoid individual balancing, the value of is given by 
i?s = (jf?i + R-t)/-A where A is the voltage gain of valve K^. If i?i and Ra both have 
± 10% tolerances, the maximum possible out of balance will be nearly 20% due 
to the resistors alone, plus valve voltage gain tolerances. 

Separate cathode resistors, each by-passed, are helpful in reducing valve gain 
tolerances, but require independent cathodes. If a common cathode resistor is used, 
it may be unbypassed, thus introducing negative feedback for out-of-balance voltages. 
The hum level is quite low. 

N.B. This circuit was originally named Paraphase, but the latter name covers a 
large number of different circuit arrangements and caimot therefore be used to dis- 
tinguish one from another. 

References CI, C3, C7, Cll, Cl4. 



FIG. 13.30 tt 




Fig. 12.30A. Conventional form of phase inverter in which Kj excites V,, and 
excites V^, the grid of V.^ being connected to a tapping on the grid resistor of V^. 
Fig. 12.30B. Phase inverter with pentodes using the suppressor grids for self-balancing 

(Ref. C19). 

(iv) Self-balancing phase inverter (Fig. 12.30B) 

In this circuit Vi and are pentodes, and any unbalanced voltage appears across 
the common plate resistance R^ and is fed to both suppressors through the blocking 
condenser C3, thus causing degeneration in the valve producing the larger signal 
output, and regeneration in the other. Ref. C19. 

(v) Self-balancing paraphase inverter 
(A) Floating paraphase (Fig. 12.31) 

This circuit is, to a considerable extent, self-balancing thereby avoiding any neces- 
sity for individual adjustment except in cases where a very high accuracy in balancing 
is required. 
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In order to visualize the operation of this circuit consider firstly the situation with 
removed. Resistors and J? ^ in series form the load on valve F„ and the voltage 
at the point X will be in proportion to the voltage at the grid of V3. When is 
replaced, the voltage initially at point X will cause an amplified opposing voltage to be 
applied to resistors and Rg. If resistor i?, is slightly greater than R^, it will be 
found that the point X is nearly at earth potential. If the amplification of V2 is high, 
then may be made equal to i?5 and point X will still be nearly at earth potential. 
The point X is therefore floating, and the circuit a true Paraphase ; the derivation 
of the name " Floating Paraphase " is obvious. 



INPUT 




Fig. 12.31. The Floating Paraphase self-balancing phase inverter with cathode bias. 
Fig. 12.32. The Floating Paraphase circuit with fixed bias in the following stage. 

The degree of balance is given by 
El Ri If Ri Ri\ 

where As = voltage gain of V-2 into plate load resistor R^ and following grid resistor R-,. 

If = R, = R„ then EJE^ = 1 + 3/A2 (2) 

If K2 is type 6J5 (or half type 6SN7-GT) Rj = 0.1, R^ = 0.25 megohm, 

then == 14 and E1/E2 = 1.21 which is too high to be acceptable. In such a case 
R, may be increased to, say, 0.3 megohm giving E^/Ei = 1.03. 

If Ka is type 6SQ7 with iii = R5 = jR, = i?, = 0.25 megohm, then A^ = 48 and 
E1/E2 = 1.06 which is generally acceptable. 

If F2 is a pentode (e.g. type 6J7) with i?, = iJj = iJ, = i?, = 0.25 megohm, then 
A2 — 104 and EJE.^ = 1.03, which is very close. 

The gain from the grid of V, to the grid of V;, is slightly greater than the gain 
with i?5 = 0. 

F,o. 12.33 If fixed or partially-fixed bias is employed, it is 

necessary to couple the grid of to point X through 
a suitable condenser (C in Fig. 12.32). In addition, 
a hum filter (i?io, Cio) may be required, because 
most partially-fixed bias sources contain appre- 
ciable hum voltage ; any hum voltage appearing 
across the grid resistor of is amplified by and 
K4. References C12, C14, C16. 

(B) Common plate impedance (Fig. 12.33) 

This follows the same principle as the Floating 
Paraphase, except that the common impedance is 
in the d.c. plate circuit instead of in the shunt a.c. 
(following grid) circuit. Here similarly 




Fig. 12.33. 
impedance 
phase 



Common plate 

self-balancing 

inverter. 
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while if R 
where 



Fig. 12.34. " See-saw " 
self-balancing phase inverter 
(Ref. C9). 



(3) 



R4 Ri Rg 

, = i?4 = R,, then EJE^ = 1 + S/A^ (4) 
voltage gain of F2 into plate load re- 



sistance R,. Ref. C12. 

(C) See-saw self-balancing phase inverter 

(Fig. 12.34) 

This is merely another form of the common plate 
impedance circuit, with two separate resistors. 
When = R^ = R^, 

then EJE, = 1 + 3/(^8 + 3) (5) 
For perfect balance, 
R, = i?s [1 + 6/(2^, - 3)]. (6) 
It is desirable for /4 a to be greater than 40, thereby 
giving an out-of-balance less than 7%. References 
C9, CIO, C17. 



(D) Modified see-saw self-balancing phase inverter (Fig. 12.35) 

This is very similar to the original form, except that it eliminates the loading of the 
grid resistor iJj (Fig. 12.34). As a result the balance is improved : 
When i?3 = Rt, then 

EJE^ = 1 + 2/(Af + 2) (7) 
while for perfect balance, R^ = R3 [1 + 2/(^42 - 1)] (8) 
References C9, CIO. 



(vi) Common cathode impedance self-balancing inverters 

(A) The Schmitt phase inverter 

This circuit has been described in Chapter 7 Sect. 2(viii)A. It is very useful with 
twin triode valves, and exact balance may be obtained by suitably proportioning 
the two load resistors. A slightly modified practical form is shown in Fig. 12.36. 
The gain with this type of circuit is only about half the normal amplification. Re- 
ferences C7, C12. 



FIC. 12.35 




Fig. 12.35. Modified " see-saiv " self-balancing phase inverter {Ref. CIO). 
Fig. 12.36. Practical " Schmitt " common cathode impedance self-balancing inverter 
using type 6C8-G twin triode {ji. = 36). Ci and Cj should have high insulation resistance. 

(B) Two stage circuit (Fig. 12.37) 

This circuit includes a normal push-pull triode stage VxV^ with the input applied 
to Ki grid only. The grid of is excited from the common cathodes of the follow- 
ing stage (K3K4) through blocking condenser C. Thus the out-of-balance voltage 
across R excites Kj. No analysis appears to have been published. 
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(vii) Balanced output amplifiers 



with highly accurate balance 

For certain specialized applications it is 
necessary to have highly stable and accurate 
balance. This may be achieved in various 
ways including 

(a) the use of two or more inverters in 
cascade, the later ones operating with 
push-pull input. 

(b) the use of an additional valve to amplify 
the out-of-balance voltage before apply- 
ing it for correction (Ref, CI 3). 

(c) the use of the so-called " phase com- 
pressor " following the inverter — see 




Sect. 7(v). 1 • ' 

(viii) Cross coupled phase inverter Fig. 12.37. Two stage self-balancing 
The cross coupled phase inverter (Ref. C25) phase inverter with common cathode 
employs two twin triodesj the circuit impedance. 
being that of the second and third stages of Fig. 15.43A. In this application the 
single input may be connected betw-jen either of the two grids and earth, the other 
being connected to earth. The hum level from the plate supply is low because hum 
voltages balance out. 



SECTION 7 : PUSH-PULL VOLTAGE AMPLIFIERS 

(i) Introduction {it) Cathode resistors (Hi) Output circuit (iv) Push-pull im- 
pedance-coupled amplifiers — mathematical treatment {v) Phase compressor. 

(i) Introduction 

A push-pull voltage amplifier stage is one having push-pull (3 terminal) input and 
push-pull output. Two separate valves (or one twin valve) are required. The two 
valves are each treated as for a single-ended amplifier, whether resistance- or trans- 
former-coupled. 

(ii) Cathode resistors 

A common cathode resistor may generally be used and should not normally be by- 
passed. Separate cathode resistors are beneficial in that they aid in the correct 
adjustment of the operating point when this is at all critical, such as 

(a) r.c.c. pentodes when extremely low distortion is required*, 

(b) any r.c.c. valves operating near to the overload point, 

(c) transformer-coupled triodes when it is desired to reduce to a minimum the 
out-of-balance direct current. 



(iii) Output circuit 

The voltage from plate to plate does not include any appreciable even harmonic 
distortion owing to the cancellation between the two valves, but it does include odd 
harmonics. The voltage from either plate to earth, however, includes even har- 
monics. If such a stage is r.c. coupled directly to the grids of a following similar 
push-piall stage, there is no benefit obtained in the form of reduced distortion. For 
the latter achievement it is necessary to use either a push-pull transformer with a 



•Alternatively a similar result may be achieved by adjusting the screen resistors. 
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centre-tapped primary, or the so-called " phase compressor " — see (v) below. The 
same also holds true when feeding into a single-ended stage. 

Many push-pull transformers are designed to operate with an out-of-balance plate 
current not exceeding about 1 or 2 mA, thus necessitating matched valves, or adjust- 
ed bias, or parallel feed. 

(iv) Push-pull impedance-coupled amplifiers — mathematical treat- 
ment (Fig. 12.38) 
Such a 6 terminal amplifier involves four gain factors 



A 


= ejci 


for 


= 0 


(1) 


A' 




for 


fii = 0 


(2) 


y 


= — ea'Ai 


for 


= 0 


(3) 


y' 


= - e^'/ei 


for 


£1=0 


(4) 



In a perfectly balanced amplifier A — A' and y = 



■01 


40- 


•02 


SO- 


-03 


60- 



If there is no cross-coupling (e.g. from a cathode 
resistor common to both sides) y = y' = 0. 

In a linear amplifier — 



£2 = Aci — y'e{ 
e% = A'e^' — ygj 
Differential gain 



Fig. 12.38. 6 terminal 

push-pull amplifier. 
In-phase gain = (ea + eaO/C^i + «i') 

= 

Inversion gain = {e^ 

A - 

Differential unbalance = 



(^2 — e^l/isi — fii') 
KA + A' + V + y') 



I- ^' - y - y') 
e2')/4(«i + 
A' + y - y' 
(^2 + e2')/(ei ~ «iO 
\{A - A' - V + y') 



CB-f 




Fig. 12.39. Circuit of the 
" phase compressor " for 
eliminating in-phase com- 
ponents and passing on a 
pure push - pull output 
voltage {Ref. C8). 



(5) 
(6) 
(7) 
(8) 

(9) 

(11) 
(12) 
(13) 
(14) 

In an amplifier without cross-coupling, y = y' = 0 : 
Differential gain — h{A -\- A'^ = average gain of two 
sides. 

In-phase gain = differential gain. 
Inversion gain = A ~ A' = difference between gains 

of two sides. 
Differential unbalance = i(A — A'). 

See also pages 573-574 for the theory of push-pull 
amplification based on the expansion of the valve 
^ characteristic into an infinite series. 
I (v) Phase compressor 

° The so-called "phase compressor" is rather a mis- 
nomer since its function is to eliminate the in-phase 
components (e.g. even harmonics) from a nominally 
push-pull output. In this application it operates in 
very much the same manner as a transformer. The 
circuit is given in Fig. 12.39 and is a push-pull phase 
splitter with the addition of capacitances Cj and 
from each plate to the opposite output terminal. It is 
these condensers which attenuate in-phase components. 
The gain for push-pull input is approximately 0.9 from 
input to output. 

Even if the input signal is imperfectly balanced, the 
output is still balanced. This circuit, unlike a trans- 
former, does not remove hum from the B + line, but 
reduces it to about half at the output terminals . Ref. C8 . 
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SECTION 8 : IN-PHASE AMPLIFIERS 

(0 Cathode-coupled amplifiers {ii) Grounded-grid amplifiers {Hi) Inverted input 
amplifiers (fv) Other forms of in-phase amplifiers. 

(i) Cathode-coupled amplifiers 

These are described in Chapter 7 Sect. 2(viii)B and iiave many forms for special 
applications. In Fig. 7.46 the output from terminal B is in phase with the input. 
See references Chapter 7 Sect. 6(G). 

(ii) Grounded-grid amplifiers 

In these, the input voltage is applied to the cathode, the grid is earthed, and the 
output is taken from the plate, being in phase with the input. Driving power is 
required, so that it is not strictly a voltage amplifier. 

(iii) Inverted input amplifiers 

In Fig. 7.18 the input is from grid to plate and the output voltage is in phase with 
the input. 

(iv) Other forms of in-phase amplifiers 

There are many other forms too numerous to mention. 



SECTION 9 : DIRECT-COUPLED AMPLIFIERS 

(!) Elementary d-c amplifiers {ii) Bridge circuit {Hi) Cathode-coupled {iv) 
Cathode folloaier {v) Phase inverter {vi) Screen coupled (vit) Gas tube coupled 
{viii) Modulation systems {ix) Compensated d.c. amplifiers {x) Bridge-balanced 
direct current amplifiers {xi) Cascade amplifiers. 

(i) Elementary d-c* amplifiers 

A direct-coupled amplifier is one in which the plate of one stage is connected to the 
grid Of the next stage directly, or through a biasing battery or equivalent. It usually 
receives the plate, screen and grid voltages from sources which do not include any 
reactances such as filter or by-pass condensers. If this condition is fulfilled, it may 
amplify down to zero frequency without attenuation or phase shift ; it may also be used 
to amplify direct voltages. 




Pig. 12.40. Elementary direct- Fig. 12.41. Direct-coupled amplifiers 

coupled amplifier. without " hot" grid bias battery. 

The most elementary form is Fig. 12.40 in which the plate of Vi is coupled to the 
grid of Vi through a bias battery to provide the correct grid bias. As it stands it is 
of little practical use, owing to the " hot " bias battery. 

A more practical circuit is Fig. 12.41 in which all the batteries may be at earth 
potential. Tapping point B has to be adjusted to give the correct bias between grid 



•The abbreviation d-c amplifier is used in this Handbook to indicate a dirert-couplcd amplifier. 
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and cathode of V^. The voltage drop across R^i will normally be more than half 
the voltage between A and C. 

A circuit requiring only a single source of voltage is Fig. 12.42 ; the two dividers 
are desirable to avoid interaction (degeneration) between the two stages unless the 
bleed current is very high. The output terminal is returned to a point on the voltage 
divider having the same potential. 

Another circuit requiring only a single source of voltage is Fig. 12.43 ; this has only 
a single voltage divider. The voltage drop across R^^ must equal the plate voltage 
of Vx minus the grid bias of V^. There will be degeneration caused by the unby- 
passed cathode resistors, which may be avoided by a push-pull arrangement with 
common cathode resistors for both stages. 



FIG. 12.42 n6.l2.43' 




Fig. 12.42. Direct-coupled amplifier with only one source of voltage (iJn). 
Fig. 12.43. Direct-coupled amplifier with one source of voltage and one voltage divider. 

Pentodes may be used, if desired, in all these circuits by making suitable provision 
for the screen voltages. In Fig. 12,43 the screen of Fj may be taken to a tap on R^j, 
provided that either the screen is by-passed to cathode, or R^^ is by-passed ; the 
amplifier would then be limited to audio frequencies only (Ref. D40). 

When the first amplifier stage is a pentode, its load resistor may be increased to 
values much greater than those conventionally used, provided that sufficient negative 
voltage feedback is applied to secure an acceptable high frequency response (e.g. 
Ref. D40). 

A pentode may also be used with another pentode as its plate resistor. By this 
means a gain of several thousand times may be obtained, but this is only useful in 
electronic measuring instriunents. 

Such circuits (Figs. 12.40 — 12.43) are generally limited to two stages. If any in- 
crease is made, there is distinct danger of slow drift occurring in the direct plate 
current, due to variations in battery voltages and valve characteristics. These may 
be minimized by voltage regulators and controlled heater voltage or current, or may 
be avoided by one of the special methods described below (viii to x). See also Refs. 
D36, D39. 

Negative feedback may be applied to any d-c amplifier in the normal manner. 

(ii) Bridge circuit 

The bridge circuit (Fig. 12.44) may be used with any number of stages in cascade 
from a single B supply. The basic design equations are : 

R^ = Ry{E, + E,)/[Ex - £i,(l + Ri/R^)] (1) 
R, = R,iE, - E,)/[E, - £,(1 + RJR^)] (2) 
where R^ = the d.c. plate resistance of Vi = E^/Ii, 
and = the direct plate voltage. 

Typical operation with 6SJ7 pentode as Vi 

= 400 volts, Ey E^ = 200 volts, £j = 100 volts, E, = 0, RJR^ = 0.5. 
Amplification is 71.4% of that as a r.c.c. amplifier. A two stage amplifier using type 
6J7 pentodes has an amplification of 100 per stage with fixed voltages for bias and 
screen supplies, or with push-pull connection. 
Negative feedback may be applied to this type of circuit. 
References D8, D15. 
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Fig. 



12.44. " Bridge " circuit, 
direct-coupled amplifier. 



Fig. 12.45. Three stage d-c ampli- 
fier with and V3 as cathode- 
coupled twin triodes. 



(iii) Cathode -coupled 

The fundamental form of a cathode-coupled amplifier is covered in Chapter 7 
Sect. 2(viii)B. 

Fig. 12.45 shows a conventional d-c single triode (FJ followed by two twin triodes 
as d-c cathode-coupled amplifier stages. For example, has one triode as a cathode 
follower with its grid at a fixed voltage from the voltage divider R^Ru while the other 
triode operates as an amplifier but sharing the common cathode resistor 



Fig. 12.46. Direct-coupled amplifier 
incorporating twin triode with relative 
positions opposite to those in Fig. 12.45 
{extracted from Ref. D19). 




Fig. 12.46 is an alternative arrangement in which the positions of the two triodes 
are reversed. This input circuit was primarily for use with a phototube (Ref. D19) 
but could be adapted to any other requirement. 

In the form shown, the output circuit has a direct potential difference, being in- 
tended for coupling directly to the screen of the 6V6 following. 

See also Section 6(vi). 

References Dl, D19 ; also Chapter 7 Refs. (G). 

(iv) Cathode follower 

The cathode follower may also be used as a d-c amplifier. One circuit is Fig. 12.47A 
in which the total cathode load is i?s -I- RiRJiRt + Ri)- The value of R, is equal 
to EJIb so as to eUminate the undesired direct voltage across Rj. 

References D15, D36. 



FIG. IJ.47 A 





Fig. 12.47A. Cathode follower used as d.c. amplifier {Ref. D\5). 
Fig. 12.47B. Direct-coupled amplifier with r-c pentode exciting phase inverter {Ref. D14). 
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(v) Phase inverter 

A direct coupled amplifier having in the first stage a resistance coupled pentode, 
and in the second stage a twin triode phase inverter, is shown in Fig. 12.47B. The 
voltage gain is 67 db, with uniform gain up to 12 000 c/s. 

References D14, D15. 

(vi) Screen-coupled 

The preceding stage may be directly-coupled to the screen of a cathode follower 
pentode (Fig. 12.48). This circuit has a voltage gain of 30 db with 0.5% total har- 
monic distortion at 0.85 volt peak output. Output terminal A has a d.c. potential 
of — 1.5 volts, which may be used as bias for the following stage. 

Screen-coupled cathode followers are stable, with a wide-band frequency response, 
but the distortion is higher than with normal operation owing to the non-constant 
ratio of plate to screen currents. About 85% of this distortion can be cancelled by a 
push-pull arrangement. 

References D14, D19. 

(vii) Gas tube coupled 

Fig. 12.49 shows the simplest form of gas tube coupling in which a gas tube (GT) 
provides the desired voltage drop from the plate of Fi to the grid of V^. The gas 
tube here must be a glow tube or neon lamp, a voltage regulator tube being unsuitable 
because its d.c. plate resistance is of the same order of magnitude as the plate load 
resistor. The values of R^i and must be carefully seleaed to meet the various 
limitations. 




Fig. 12.48. Two stage amplifier with the plate of the first stage directly-coupled to the 

screen of the second stage {Ref. D14). 
Pig. 12.49. Two stage amplifier with gas tube coupling from the plate of the first stage 
to the grid of the second stage. 

Fig. 12.50 is an improved circuit in which an additional valve (6J5) is used as a 
cathode follower with its cathode impedance composed of the voltage regulator tube 
and the resistor R^. With this arrangement there is no d.c. load on the first amplifier 
and the input impedance of the cathode follower is so high that it does not affect the 
gain of the first stage. Almost all the signal voltage drop occurs across R„. The 
design of the first stage is independent of the d.c. resistance of the V.R, tube, but i?, 
must be much larger than the dynamic impedance of the V.R. tube. Negative feed- 
back for improved stability is provided by in the second stage. 

The gas tube introduces noise, hence should not be used in low-level amplifiers. 

For design, see Reference D13. 

(viii) Modulation systems 

Although not strictly direct-coupled amplifiers, they may be used in many applica- 
tions. The d.c. signal to be amplified modulates a carrier wave, and after sufficient 
amphfication the modulated wave is detected to obtain the amplified signal. In a 
modified arrangement, the input signal is interrupted or " chopped." 

References D2, D8, D9, Dll, D20, D21, D22, D28. 
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Fig. 12.50. Improved two stage am- 
plifier with gas tube coupling, in 
which a cathode follower is introduced 
jor better performance. 



(ix) Compensated direct current amplifiers 

In these, some variable characteristic of the amplifying valve is balanced against 
the same variations in another valve, or against a different characteristic of the same 
valve. 

(A) Cathode compensation 

A typical circuit is Fig. 12.51A and makes use of a twin triodc with common cathode 
resistance. This largely compensates for contaa potential drift, and provides a stable 
amplifier provided that an accurately regulated power source is used. Valves with 
common cathodes are also used (e.g. 6SC7). 

A diode-triode or diode-pentode valve with a common cathode may also be used 
(Refs. D36, D39). no. .2.5, a 

Both cathode and B supply compensation 
may be obtained by returning the lower 
input terminal of Fig. 12.51A to a tapping 
point (+ Et/A) on the voltage divider 
(broken line) instead of to earth (Ref. D8). 

Other circuits used are series balance, 
and cascode series balance (Ref. D39) ; 
also cathode coupled phase splitter with 
single ended output (Refs. Dl, D39). 

References Dl, D4, D8, D15, D23, D24, 
D36, D39. 

(B) Compensation for filament and 
plate voltages ' 

This is used in the electrometer tube „ ; ^ , , 

circuit, and has low drift but cannot be P'S- 12.51A. Cathode-coupled 
cascaded. Ref. D8. "Sfi^i «s d.o. amplifier 

(C) Compensation for emission '^"^'^'^^ compensation. 
This can be obtained by a circuit using a pentagrid valve. Refs. D4, D8. 

(D) Push-pull operation 

A degree of compensation is provided by any push-pull amplifier An alternative 
form is a push-pull circuit in which one half only of each stage is used as an amplifier, 
and the other half as a dummy to reduce drift (Ref. D25). 

(x) Bridge -balanced direct current amplifiers 

With this type of direct current amplifier the regulation of plate and filament 
supplies usually becomes unnecessary. These are normally used only in laboratory 
instruments. Ref. D8. 

(xi) Cascode amplifiers 

The cascode amplifier fundamentally consists of two triodes connected in series 
(Fig. 12.51B). The usual arrangement in practice is to provide a fixed positive voltage 
for the grid of V,. 




twtn- 
with 
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A cascode amplifier may be considered as a single valve having the characteristics 
f^'i gm'> Tv ■ The load into which works is given by 



tL + 1 

where [i, gm and are the characteristics of both and Fj. 
The amplification of is therefore given by 



A' = 



(3) 



+ 2 



1 



(4) 

gj,i>. + V)R,^ ' iJ.(fi + 1) 
Eqn. (4) may be compared with the ordinary form for expressing amplification, 
namely 

A =- ' 



1 



1 

-+ — 



and it will be seen therefore that from equation (4) 



fj,' = + 1) 



(5) 



2) 



and therefore r,' = 



2)r» 



(6) 
(7) 



S m 

It is preferable to make very much greater than in order to avoid distortion in 
Ka due to the low load resistance into which it works ; a value of 2ftrp is satisfactory 
For example, consider a twin triode with /i = 20 and r„ = 10 000 ohms under 
resistance-coupled conditions. A suitable value for the load resistance is 2fi x 10 000 
= 400 000 ohms — say 0.5 megohm. 

From eqn. (5) : /n' = 20 x 21 x 500 000 -f- 510 000 = 412 

From eqn. (6) : = /i/r„ = 20/10 000 = 2000 ^mhos. 

From eqn. (7) : = 21 X 10 000 x 500 000 ^ 510 000 = 206 000 ohms. 

A high-mu triode would show even higher values of amplification factor and plate 
resistance, resembling those of a sharp cut-off r-f pentode. 

Curves have been drawn for some typical twin triodes 
operating as cascode amplifiers ; they resemble the 
ciirves of pentodes except that the rounded knee has 
been replaced by a nearly straight, sloping line (Ref. 
D35). 

One special application is as a low-noise r-f amplifier 
(Refs. D33, D35). 

Another application is as a voltage stabilizer (Refs. 
D32, D34). 

The cascode amplifier has been used as a direct cur- 
rent amplifier responding to zero frequency (Ref. D35). 

Two cascode amplifiers have been used in a " float- 
ing paraphase " push-pull amplifier operating with 
single-ended input, to deliver a balanced output. In 
this application, two high-mu twin-triode type 6SL7-GT 
valves were used each as a cascode amplifier, to deliver 
an output of about 30 volts peak, each side. Only one 
coupling capacitor was used in the whole stage, thus 
simplifying the design of the feedback circuit (Ref D41). 

References to cascode amplifiers : D32, D33, D34, D35, D36, D41. 
References to direct-coupled amplifiers (general) Refs. (D). 

Ref. D36 is particularly valuable as it gives a detailed examination of the whole 
subject, including all causes of " drift." See also Chapter 2 Sect. 2(vii) Drift of 
characteristics during life, and (viii) Effect of heater voltage variation. 




Fig. 12.51B. Funda- 
mental circuit of cascode 
amplifier. 
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SECTION 10 : STABILITY, DECOUPLING AND HUM 



(i) Effect of common impedance in power supply (iV) Plate supply by-passing {Hi) 
Plate circuit decoupling (_iv) Screen circuit decoupling (v) Grid circuit decoupling 
{vi) Hum in voltage amplifiers. 

(i) Effect of common impedance in power supply 

Every form of power supply has some impedance — even a dry battery has appreci- 
able internal resistance, particularly when partially discharged. This is represented 
by the resistance in Fig. 12.52. 

When two circuits operating at the same frequency have an impedance common to 
both there is coupling between them, and the phase relationships may be such that the 
coupling is either regenerative or degenerative. In the former case instability may 
result. 

A two-stage resistance coupled a-f amplifier has degenerative coupling through the 
common power supply since the plate currents are out of phase. 

A three stage r.c.c. amplifier (Fig. 12.52") has the signal plate currents of the first 
and third stages in phase, and the total signal current through R, is /,i + /„3 — /„2. 
Since (/^i + Ip,) is greater than /jj, the resultant signal current through Ri will be 
in the direction of /^a, thus causing across Ri a signal frequency voltage drop £4. 
As a result, the signal voltage applied to the grid of through and Ci will be in 
phase with the normal signal on the grid of V^, thus giving positive feedback. If 
the gain of the amplifier is high, there may be sufficient positive feedback to cause 
oscillation. This effect may be prevented by the use of decoupling. 

On the subject of stability, see Chapter 7 Sect. 3 (stability with feedback), also 
Ref. El (requires a high standard of mathematics). 



(ii) Plate supply by-passing 

The simplest form of decoupling, but one having limited usefulness, is a large 
capacitance across the power supply (points A and B in Fig. 12.52). This reduces 
the effective power supply impedance to a low value except at very low frequencies, 
but it may not be sufficient to prevent low frequency instability (" motor-boating ") 
and frequently requires to be supplemented by plate circuit decoupling. 

This by-pass capacitance also fulfils a useful purpose in that it completes the circuit 
for signal frequencies without appreciable signal currents passing through the B 
battery or power supply. 

Electrolytic condensers are generally used ; if paper condensers are used they should 
be of a type having low inductance. Either type of condenser may need, in certain 
rare cases, to be shimted by an additional condenser with a small value of capacitance. 

(iii) Plate circuit decoupling 

The most popular method is illustrated in Fig. 12.53 where i?^ is the decoupling 
resistance and C the decoupling capacitance. The signal plate current divides 




PIS. IS.5S 



INPUT 



B 



Fig. 12.52. Three stage amplifier 
demonstrating the effects of impedance 
(R4) in the power supply. 



Fig. 12.53. Plate cir- 
cuit decoupling. 
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between the path through C and the path through the B supply in the ratio 

where J?4 = resistance orB supply 
and Xc = l/o-C = l/(27r/C). 

If is very much less than J?^ + Jtj then almost the whole of the signal current 
will pass through C, thus reducing the coupling through the B supply. If the value 
of Ri is unknown, it may be neglected as an approximation, since R d is usually much 
greater than i?4. 

The decoupling circuit comprising C and ii^ is actually a resistance-capacitance 
filter [for theory see Chapter 4 Sect. 8(ii)]. The frequency at which the current 
divides equally between the two paths is given by 

/i \/2^R^C (2) 
A normal minimmn value of R^C is 10 000 x 10-^ giving a time constant 0.01 
second and fi 16 c/s. Typical combinations for this value of RC are ; 

5000 10 000 20 000 40 000 100 000 ohms 

C 2 1 0.5 0.25 0.1 mF 

Higher values of C may, of course, be used if desired ; these higher capacitances are 
often necessary in pre-amplifiers where several stages operate from the same power 
supply. 

The total d.c. load resistance in the plate circuit is Rj^ + Rd(+ Rt if desired), and 
the quiescent operating conditions should be based on this value. On the other 
hand, the dynamic (a.c.) load is approximately i?^. 

The dynamic operating conditions (gain, voltage output etc.) may be determined 
by referring to the published data for a supply voltage the same as that for point M 
(Fig. 12.53). The voltage from M to earth is given by 

Em = E,, - I„Ra (3) 
where U = KEn/R^ 

and the value of K (for low level operation) may be taken as approximately 

K = 0.75 for general purpose triodes and pentodes 

K — 0.6 for high-mu triodes 
[for more exact values see Sects. 2 (vi) for triodes and 3 (vi) for pentodes]. 

A good general value oi Ri for most purposes is one fifth of Rj^. If the stage is 
operating at low level, J?d may be increased up to about the same resistance as i?^ 
to give better decoupling. If the stage is operating at high level, R <j should be reduced 
as much as possible provided that sufficient decoupling can be maintained. This 
may be assisted by increasing C, but the cost and si2e of paper condensers may set 
a limitation. Two stages of decoupling can sometimes be used to advantage. Elec- 
trolytic condensers should be used with caution, since their leakage currents are 
appreciable and they tend to cause noise if used in low level stages. They should 
never be used with values of i? ^ above 50 000 ohms, and very much lower values 
are desirable. 

The plate decoupling circuit of Fig. 12.53 has the effect of increasing the bass 
response, since at extremely low frequencies the total plate load becomes very nearly 
(i?^ -h Ri). If Kj is a triode, and i?^ is greater than 5 then the effect is slight. 
If Fl is a pentode, or a triode with i?^ less than 5 r„ the effect may be appreciable. 
The increase of gain and the phase angle are both identical in form (except for the 
sign) with the loss of gain and phase angle caused by the cathode bias resistor and by- 
pass condenser — see Section 2 (iii) for triodes and 3 (iv) for pentodes ; also Ref. E3 
for curves. 

The limiting increase in gain is given by 

1 



^ {R^IRi)(,\l7^ + 1/i?.) (l/r„ + \IR, + \IRa) 



A 

or if >> Ri^ as for pentodes, 
. RsRj 

^ Rj{R.j^ + Ri+ R.) ® 
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or if the effect of R„ may be neglectedj 
fi^ 1 + 



(6) 



Example : Pentode with i?^ = 0.25, Rj = 0.05, i?„ 1 megohm. 
A'/A L15. 

This increase of gain at low frequencies may be exactly cancelled by a suitable 
choice of cathode bias resistor and by-pass condenser (Refs. E3, E5) provided that 
R^ and R^ are small compared with r„ and Rg : for triodes — 

R, = Ra/RrSm and C,R, = CR, (7) 
and then A = g„r^Rj,/(r^ + Rj). (8) 

This generally gives a value of ^ greater than R,, and is of limited usefulness. 

A special circuit giving plate decoupling without decoupling condensers, 
suitable for use at low frequencies, is shown in Fig. 12.54 (Ref. E4). The plate cur- 
rents of the last two valves, which are in phase opposition, flow through separate im- 
pedances Zi, Zj, of such value that the back e.m.f.'s developed across them and the 
common impedance Z3 of the plate supply balance out at the junction points Jl, J2. 
The screens and plates of the preceding valves are supplied from J2 and Jl through 
pairs of resistances R, R and R,, R^ in order to balance out undesirable ripple. 

The need for decoupling is less when push-pull operation is used, although there 
is still the possibility of motor-boating arising from the effect on earlier stages of plate 
supply voltage variations caused by the final stage. The latter are small when pure 
Class A operation is employed. 

Chokes may be employed instead of resistors for decoupling, and are frequently 
used when the plate currents are large — e.g. power amplifiers. 

It is desirable in all cases to reduce the internal resistance of the power 
supply, so that even at very low frequencies there may be no tendency towards the 
production of relaxation oscillations (" motor-boating "). Power supplies having 
good regulation have low effective internal impedance ; thermionic valve type voltage 
regulators are highly desirable for special applications and have the feature of re- 
taining low internal impedance characteristics down to the lowest frequencies, if 
correctly designed. 

Motor-boating in transformer-coupled amplifiers may frequently be cured by 
reversing the transformer connections on either primary or secondary. This has the 
effect of providing degeneration instead of regeneration, and may have an adverse 
effect on the frequency response (Ref. E3). 




Fig. 12.54. Special circuit giving plate decoupling without decoupling condensers 

(Ref. £4). 



(iv) Screen circuit decoupling 

Resistance-coupled pentodes in multistage amplifiers should always have their 
screens separately decoupled from B + . By this means any impedance in the screen 
supply may be prevented from causing instability, and the hum is much reduced. 
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(v) Grid circuit decoupling 

Fig. 12.55 is a method of applying grid-circuit decoupling with transformer input 
and cathode bias. The condenser C acts as a by-pass to resistors R + Ri, and if its 
reactance is small at the lowest frequencies to be amplifiedj a negligible portion of 
the signal voltage will occur across C at all signal frequencies. This method requires 
a smaller value.of C than for cathode bias in the ratio : {R + i?^). This circuit 
is only eifective with transformer coupling. 

A similar arrangement for fixed bias is shown in Fig. 12.56, which may be used 
with any form of coupling. 



FIG. 12.55 





Fig. 12.55. Grid cir- 
cuit decoupling with 
transformer input and 
cathode bias. 



Pig. 12.56. Grid 
circuit decoupling 
with fixed bias. 



(vi) Hum in voltage amplifiers 
(A) Hum from plate supply 

The plate supply is generally filtered sufficiently for the final stage, but additional 
filtering is usually necessary for the earlier stages. This is usually provided by the 
plate decoupling circuits, which may be made more effective than demanded by 
stability in order to reduce the himi. 

In a normal r.c.c. amplifier, such as Fig. 12.1, the hum voltage passed on to the 
following stage is given by 

= E^rJiR -t- r,) (9) 
where Ej^ = hum voltage across the plate power supply 
Et! = hum voltage across R„i 
r^ = effective plate resistance of F,, taking into account any feedback 
and R = RJl,J{R^ + i?,^). 

If r^ is very much less than R, the hum voltage passed on to the following stage is 
much less than E,^. On the other hand, if r„ is greater than /?, then E^' may approach 

En- 

With a transformer-coupled amplifier (Fig. 12.23) the corresponding ex- 
pression becomes, in vector form. 

En' = E,J./{Z + r,) (10) 
where E^' = hiun voltage across transformer primary 
and Z = input impedance of transformer at hum frequency. 
Normally Z ^ rj,, and Ey,' approaches E^. 
In the case of parallel-feed (Fig. 12.24) the expression becomes, in vector form. 
En' = EnZ'{Z' + R^) (11) 
where Z = r^Z/(r^ + Z) « r„. 

The hum passed on to the following stage is normally only a small fraction of E^. 

The hum voltages of successive stages are usually out of phase, thus resulting 
in some cancellation, but this is very slight if the same degree of filtering is provided 
for all stages. In such a case the hum of the first stage is the only one to be con- 
sidered. 

For amplifiers using negative feedback, see Chapter 7 Sect. 2(ix). 
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(B) Hum from the screens may also be reduced by screen decoupling. The 
hum from the screen is out of phase with the hum from the plate, but the screen hum 
predominates. For amplifiers using negative feedback, see Chapter 7 Sect. 2(ix). 

(C) Hum from the grid bi»s supply may be reduced in some cases by grid 
decoupling. This hum voltage may be either in phase, or out of phase, with the 
plate circuit hum, depending on the source. 

(D) Hum neutralization 

In a r.c.c. pentode the hum voltages from the plate and screen are out of phase, 
so that it is possible to neutralize the hum by a circuit such as Fig. 12.57, Here the 
screen is fed from a series resistance 2^„2) and the hum voltage is applied to the screen 
by the capacitance divider CiQ. If Fi is type 6J7 with = 0.25 and i?j2 = 1.5 
megohms, minimimi hum is obtained when Cj = 0.05 and Cj = 0.5 /xF, the hum 
then being about 14% of that without neutralization. Cj and may have ± 10% 
tolerances in quantity production. For perfect neutralization it is necessary to 
balance both resistive and capacitive elements. 

An alternative form (Ref. E2) is shown in Fig. 12.58 in which, for perfect neutraliza- 
tion at all frequencies, 



where rj,i = plate resistance of Vi (preceding stage) and the other values are marked 
on the diagram. This circuit gives neutralization both for hum and for low frequency 
regeneration. 

There are other methods which may also be used for hiun neutralization or re- 
duction (see Chapter 31 Sect. 5). 



Fig. 12.57. Hum neutralisation in a r.c.e. pentode. 
Pig. 12.58. Alternative circuit giving perfect neutralization for hum and for low 
frequency regeneration at all frequencies {Ref. E2). 

(E) Hum caused by inductive coupling 

The most common cause is an a-f transformer or choke, which may be placed in 
an electromagnetic field. This effect may be minimized by altering the position of 
the transformer or choke, but cannot usually be eliminated entirely. The best pro- 
cedure is to avoid using the transformer, to remove the cause of the electromagnetic 
lield, or to employ a properly shielded transformer. 

Some valves exhibit hum when they are placed in a strong field — the cure is 
obvious. 

See also Chapter 18 Sect. 2(iii) on pre-amplifiers, and Chapter 31 Sect. 4 on hum. 

(F) Hum caused by electrostatic coupling 

This may be almost entirely eliminated by suitable placing of the mains and rectifier 
leads, and by electrostatic shielding of all low-level wiring (especially the first grid 
lead) and by shielding the valves and other susceptible components. See also Chapter 
18 Sect. 2(iii) on pre-amplifiers. 




(12) 
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(G) Hum due to heater-cathode leakage or emission 

When a valve is operated at a fairly high input level, it is often sufficient to earth 
one side of the heater supply and to use a large by-pass condenser (40 ftF or more) 
with cathode bias, or an earthed cathode with fixed bias. 

At a somewhat lower input level, hum due to heater-cathode leakage or emission 
may be reduced as required, by one or more of the following devices— 

1. Centre-tapped heater supply, with tap earthed. 

2. Centre-tapped heater supply, with tap connected to a fixed positive or negative 
voltage (say 15 or 20 volts bias). 

3. Potentiometer across heater supply, with moving arm connected to earth and 
adjusted for minimum himi. 

4. Potentiometer across heater supply, with moving arm connected to a positive 
or negative voltage (not more than 50 volts maximum) selected experimentally to 
give minimum hum, in conjunction with adjustment of the potentiometer. 

For further information see Chapter 18 Sect. 2 (pre-amplifiers) and Chapter 31 
Sect. 4 (hum). 

SECTION 11 : TRANSffiNTS AND PULSES IN AUDIO FRE- 
QUENCY AMPLIFIERS 

(j) Transient distortion (n) Rectangular pulses. 

(i) Transient distortion 

A transient is a complex wave which does not repeat periodically ; it may be 
analysed into a fundamental and harmonic frequencies (see Chapter 6 Sect. 8). If an 
a-f amplifier contains a tuned circuit, e.g. in a compensated wide band amplifier, or 
in a tone control stage, distortion of transients can occur if the damping of the tuned 
circuit is too slight. The effect is actually shock excitation of the tuned circuit ; 
this may be reduced to acceptable proponion if Q does not exceed 0.7 (Ref. A12 
p. 428). 

(ii) Rectangular pulses 

The design of special pulse amplifiers is beyond the scope of this handbook, but 
amplifiers are frequently tested with a rectangular input voltage (" square wave ") 
and their performance under these conditions is of interest. 



Fig. 12.59. A single resistance-capaci- 
tance coupling and its response to a 
rectangular waveform. 



In the case of a single r.c. coupling (Fig. 12.59), the voltage across R is given by 
e = ^e-tz-Rc ■ * (1) 

where E = amplitude of pulse voltage input 

R = R, + r^RJir,, + R^) R, 
and t = time measured from commencement of pulse, in seconds. 

If t is small compared with RC, we may write the equation as the approximation 
(Ref. Fl) 

«!=»(!- t/RC)E (2) 
or £/(£ - e) RC/t = (say) X (3) 
the error being negligible if t is not greater than 0.1 RC. 

The value of the time constant i?C to give any desired value of X at the end of a 
pulse is given by 

RC fa TX (4) 
where T = time length of pulse, 
and X = E/{E - e), 
provided that X is not less than 10. 
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For example, if X is required to be 20 (i.e. the amplitude of the square top falls by 
5% at the end of the pulse) and if T = 0.01 second, then RC «a 0.2 second. If 
R = 0.5 megohm, then C = 0.4 /iF. 

If the pulses are repeated periodically with the length of pulse equal to the time 
between pulses, and if the applied voltage is zero during the period between pulses 
(as Fig. 12.59), 

then RC Ki X/lf^ (5) 
where /i = frequency in cycles per second. 

With sine-wave input, the frequency (/») at which the response of a single-stage 
r.c.c. amplifier falls by 3 db is given by 

/„ = \/{27,RC) (6) 
But with " sqimre-wave " input, RC ^ X/2fi (7) 
where /i = frequency of square wave in cycles per second. 

Therefore /„ = fJwX (8) 
By using a square wave input, and noting on a C.R.O. the frequency /i at which 
there is (say) 10% drop at the end of the pulse (i.e. X = 10), it is possible to calculate 
the frequency for 3 db attenuation with sine-wave input : 

/„ ^ /i/lO^ [for X = 10] (9) 

Vice versa, by measuring the frequency /„ at which the sine-wave response is 3 db 
below that at the mid-frequency, it is possible to calculate the frequency fi at which 
the square wave shows a specified drop at the end of the pulse : 

fi = Xwf„ (10) 
where AT = E/(E - e). 

Equations (9) and (10) may aiso be used in connection with multi-stage amplifiers. 



SECTION 12 : MULTISTAGE VOLTAGE AMPLIFIERS 

(i) Single-channel amplifiers (ii) Multi-channel amplifiers. 

(i) Single channel ampiifiers 

Almost any desired number of single r.c.c. stages may be coimected in cascade, 
if adequate provision is made for decoupling. A practical limit is reached when the 
aoise and hum from the first stage become excessive (see Chapter 18 Sect. 2 — pre- 
amplifiers). 

The total voltage gain of the amplifier (A) is given by 
A = Ai X X A, X . . . 
where Ai = voltage gain of first stage, etc. 
For decibel calculations see Chapter 19 Sect. 1. 

The attenuation in decibels below the mid-frequency gain (A^) is given, for any 
frequency /, by the sum of the attenuations in decibels of the individual stages at. the 
same frequency. 

It is normal practice to design such an amplifier with a flat, or nearly flat, response 
over the desired frequency range, and to introduce one or more stages for either fixed 
tone compensation or manual tone control, or both (see Chapter 15). These stages 
usually give very limited gain at the mid-frequency. 

(ii) Multi-channel amplifiers 

Amplifiers having 2 or 3 channels are sometimes used. For example, a 3 channel 
amplifier may be preceded by a frequency dividing network such that each channel 
only amplifies a limited range of frequencies — low, middle and high. Each channel 
may have its own attenuator, with an additional attenuator for the whole amplifier 
(see Chapter 18). The three outputs may feed three separate power amplifiers, or 
they may be recombined to form a tone compensating amplifier (see Chapter 15). 
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SECTION 1 : INTRODUCTION 

(') '^ypss of a-f power amplifiers (ti) Classes of operation (Hi) Some characteristics 
of power amplifiers (iv) Effect of power supply on power amplifiers. 

(i) Types of a-f powder amplifiers 

An interesting analysis of possible types of a-f power amplifiers is given in Ref. Gl. 
However, for practical applications we may sub-divide the arrangements as under : 

On basis of form of loading — 

(a) Plate loaded (the normal arrangement). 

(b) Cathode loaded (i.e. cathode follower). 

(c) Combined plate and cathode loaded (e.g. the Mcintosh amplifier — see Fig. 
:3.50D and the Acoustical QUAD amplifier, Refs. H4, H6). 

On basis of coupling to load - 

(a) Transformer coupled. 

(b) Choke-capacitance coupled (shunt feed). 

On basis of load connection — 

(a) Single-ended output (i.e. one valve). 

(b) Push-pull output. 

(c) Parallel output. 

(d) Push-pull parallel output. 

(e) Single-ended push-pull (Refs. E32, HI, H2). 

On basis of excitation — 

(a) Single input to grid. 

(b) Push-pull input to grids. 

(c) Single input to one grid, with other valve excited from common plate or cathode 
circuit — see Sect. 6(viii). 

(d) Grounded-grid single input.* 

(e) Grounded-grid push-pull input*. 



*Not normally used with a~f ampHfiers. 



13.1 



(i) TYPES OF A-F POWER AMPLIFIERS 



545 



On basis of input coupling — 

(a) Resistance-capacitance. 

(b) Choke-capacitance. 

(c) Transformer. 

(d) Direct coupling. 

On basis of type of valve— 

(a) Triode. 

(b) Pentode. 

(c) Beam power amplifier. 

On basis of use of feedback (see Chapter 7)— 

(a) Without feedback. 

(b) Negative voltage feedback. 

(c) Negative current feedback. 

(d) Cathode follower. 

(e) Combined positive and negative feedback. 
On basis of C^ass of Operation — see (ii) below. 
On basis of input power required — 

(a) No grid input power. 

(b) With grid input power. 

(ii) Classes of operation 

Class A operation* is the normal condition of operation for a single valve, and 
indicates that the plate current is not cut off for any portion of the cycle. 

Limiting Class A push-pull operation* is operation such that one valve just 
reaches plate current cut-off when the other reaches zero bias. 

Class AB operation* indicates overbiased conditions, and is used only in push- 
pull to balance out the even harmonics. 

Class B operation* indicates that the valves (which are necessarily in push-pull) 
are biased almost to the point of plate current cut-off. 

The numeral " 1 " following A or AB indicates that no grid current flows during 
any part of the cycle, while " 2 " indicates that grid current flows for at least part of 
the cycle. With Class B operation the " 2 " is usually omitted since operation with 
grid current is the normal condition. 

(iii) Some characteristics of power amplifiers 

Amplifiers incorporating negative feedback are covered in Chapter 7. The de- 
sign of output transformers is covered in Chapter 5 Sect. 3. 

For a limited supply voltage Class Ai gives the lowest power output with given 
valves, while Class ABi and Class ABa give successively higher outputs. Pentodes 
and beam power amplifiers give greater power output than triodes under the same 
conditions. Negative feedback does not afl^ct the maximum power output. 

The power plate efficiency is the ratio of the audio frequency power output to 
the d.c. plate and screen power input. It is least for Class Ai, and increases pro- 
gressively with Class ABi, AB^ and B. It is less for Class Ai triodes than for Class Ai 
pentodes or beam power amplifiers. 

The sensitivity t is normally taken as the ratio of milliwatts output to the square 
of the r.m.s. grid voltage. Pentodes and beam power amplifiers have considerably 
greater sensitivity than triodes. Class ABi Or any push-pull operation decreases the 
sensitivity. Amplifiers with grid current require power in the grid circuit J sensiti- 
vity catuiot be quoted for such types except for the whole section including the driver 
valve. 

*See also definitions in Sect. 5Ci)B. 

fThe writer favours the use of the alternative form 

Sensitivity = Vp°wer o utput in milliwatts 
grid voltage r.m.s. 

which gives values from slightly over 1 (e.g. type 45) to nearly 50. This form has the advantage that, 
for the same power output, the value is proportional to the voltage gain. This value is the square root 
of the " sensitivity " as normally measured. 

Another alternative form is the ratio of milli-watts output to the square of the peak grid voltage. 
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The effective plate resistance (or output resistance) of a power amplifier is an 
important characteristic when the load is a loudspeaker. The optimum value of plate 
resistance depends upon the loudspeaker; but in the majority of cases the optimum 
is about one fifth of the load resistance for the best frequency response — lower values 
give heavier loudspeaker damping but a loss of bass response. Feedback amplifiers 
with very high feedback factors normally have a very low value of output resistance as 
the result of negative voltage feedback ; in some cases the output resistance is pur- 
posely raised to a more suitable value by some device such as bridge feedback — see 
Chapter 7 Sect. l(iv). The general question of the optimum plate resistance is covered 
in Chapter 21 Sect. 1(11), while loudspeaker damjWng is covered in Chapter 21 Sect, 3. 

Critical load resistance — Pentodes are much more critical than triodes as regards 
the effects of variation from the optimum value of load resistance — this holds with 
or without feedback in both cases. See Sect. 2(iv), Sect. 3(viii), Sect. 5(ii), Sect. 6(ii), 
and summary Chapter 21 Sect, l(iii). 

Distortion — Single Class A^ triodes are usually operated with 5% second harmonic 
distortion at maximum output, while the third and higher order harmonics are small 
under the same conditions. All published data for such valves are based on 5% 
second harmonic unless otherwise specified. With push-pull Class Ai triodes the 
even harmonics are cancelled and only small third and higher order odd harmonics 
remain. Push-pull class Aj triode operation is regarded as providing the best fidelity 
obtainable without the use of feedback. 

As the bias is increased towards Class ABj operation the odd harmonic distortion 
increases only slightly until cut-off is just reached during the cycle (i.e. up to Limiting 
Class A operation), beyond which point a kink appears in the linearity (transfer) 
characteristic, and the distortion is more displeasing to the listener than is indicated 
by the harmonic distortion. 

Power pentodes operated under Class Aj conditions on a resistive load may have 
very slight second harmonic distortion but from 7% to 13% total distortion. This 
is largely third harmonic with appreciable higher order harmonics. When > operated 
into a loudspeaker load the harmonic distortion is much more severe at low and high 
frequencies due to the variation of loudspeaker impedance with frequency. Negative 
feedback may be used to reduce distortion at all frequencies. 

With a load of varying impedance, such as a loudspeaker, there is a selective effect 
on the harmonic distortion. For example, if the impedance of the load is greater 
to a harmonic than to the fundamental, the harmonic percentage will be greater than 
with constant load resistance equal to that presented to the fundamental. See Sect. 
ll(iii) and Fig. 13.54, also Sect. 2(iv) for triodes, Sect. 3(viii) for pentodes. 

Owing to the fact that the dominant harmonic with power pentodes is the third, 
there is very little reduction of distortion due merely to push-pull operation. If, 
however, the load resistance per valve is decreased, the eflfect is to increase the second 
harmonic per valve (which is cancelled out in push-pull) and to decrease the third 
harmonic, and thus to improve the fidelity. 

Some of the distortion occurring with Class AB2 or Class B operation is due to the 
effect of grid current on the input circuit. The design of such amplifiers is treated 
more fully later in Sections 7 and 8. 

Normally the harmonic distortion is stated for full power output, but the rate of 
increase is also of importance. Second harmonic distortion (Class Ai triodes or 
beam power tetrodes) increases more or less linearly from zero to full power. Third 
harmonic distortion in pentodes increases less rapidly at first, and then more rapidly 
as full output is approached. Higher order odd harmonics show this effect even 
more markedly. 

Beam power amplifiers in Class A, have considerable second harmonic, but less 
third and higher order harmonics. When operated in push-pull the second harmonic 
is cancelled, and the total harmonic distortion on a constant resistive load is small. 
On a loudspeaker load, however, the same objections apply as for pentodes, and ne- 
gative feedback is necessary in all cases where good fidelity is required. 

For further information on fidelity and distortion see Chapter 14. 
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In calculating the frequency response of an output stagCj it should be noted 
that the inductance of the output transformer varies with the applied signal voltage. 

When the d.c. plate cwrent remains nearly constant at all output levels the regu- 
lation of the power supply is not important as regards the output power, provided 
that it is adequately by-passed — see (iv) below, With Class ABj operation there is 
a greater variation in current drain from zero to maximum signal, and improved 
regulation is required in the power supply in order to avoid loss of power and increased 
distortion. Class ABj, and particularly Class B amplifiers, require extremely good 
power supply regulation owing to the large variations in current drain. 

The use of self bias (cathode bias) reduces the variation of plate current due to 
change of signal level, and frequently enables less expensive rectifier and filter systems 
to be used, although in some cases the output may be slightly reduced and the dis- 
tortion slightly increased as a result. Self bias cannot be used with Class AB2 or 
Class B operation. 

Parasitic oscillation in the power stage is sometimes encountered, either of a 
continuous nature or only under certain signal conditions. High-mutual-conduct- 
ance valves are particularly liable to this trouble, which may be prevented by one or 
more of the expedients listed below. Class AB2 or Class B amplifiers sometimes 
suffer from a negative slope on portion of the grid characteristic ; this may sometimes 
be recognised by a " rattle " in the loudspeaker. Improvement in most cases may be 
secured by the use of one or more of the following expedients : 
A small condenser from each plate to earth. 

A condenser from each grid to earth (with transformer input only). 

Series stopping resistors in grid, screen and plate circuits, arranged as close as 

possible to the valve. 
Improved layout with short leads. 

Input and output transformers with less leakage inductance. 
In addition to these expedients, it is usually helpful to apply negative feedback 
from the plate of the output valve to its grid circuit or to the cathode of the preceding 
stage. 

A Class ABj or Class B amplifier requires a driver stage and (usually) coupling 
transformer in addition to the final stage. These, together with the additional cost 
due to the good regulation power supply, should all be considered in calculating the 
total cost. It is desirable to consider the whole combination of driver valve, driver 
transformer and push-pull power stage as forming the power amplifier, and the input 
voltage to the driver will generally be comparable with that required by a single power 
pentode. 

When fixed bias is required for a class ABi, ABj or B amplifier, this may be obtained 
from a battery or from a separate reaifier and filter. In order to reduce the cost, 
back-bias with the addition of a heavy bleeder resistance is often used. Some varia- 
tion in bias is inevitable with this arrangement, and a loss of power output and an in- 
crease of distortion will result. The additional cost of the power supply and filter 
needed to handle the total current of valves and bleeder must also be considered. 

Pentodes and beam power amplifiers may be used as triodes by connecting plate 
and screen. If the suppressor is brought out to a separate pin it may be connected 
to the plate. Care should be taken to avoid operating such a valve at a plate voltage 
higher than the maximimi rated screen voltage unless special " triode " maximum 
ratings are available. 

The load impedance with triode power amplifiers may be open-circuited (if neces- 
sary) without any serious effects ; it should never be short-circuited. The load 
impedance with pentodes may be short-circuited only if the valve is being operated 
considerably below its maximum plate dissipation ; it should never be open-circuited 
unless an appreciable degree of negative voltage feedback is being used. 

(iv) Effect of power supply on power amplifiers 

The usual by-pass capacitor connected across the power supply is large enough 
to act as a reservoir and maintain practically constant voltage, except at low frequencies. 
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The analysis of a power supply shunted by a condenser and supplying sine-wave 
signal current does not appear to have been published. 

An analysis has been made (Ref. B6) for the simpler case where the signal current 
is of rectangular form. The minimum frequency of rectangular waveform for a 
specified variation of supply voltage over the half-cycle is given by 

f = KiRJR^) + I /l^ 

^' 4.606KR^C logic A 
where K = Ito/iho + 

R, ~ resistance of voltage source 

C = shunt capacitance 

(1 - ;<:) 



A = 



(1 - K) - [K{RJR,) + l]x/100 
Eia = direct voltage across C 
1 10 = direct plate current of valve 

= peak signal current through valve plate circuit 
and X = fall of supply voltage between beginning and end of positive half-cycle, 
expressed as a percentage of Eno. 
The only approximation in eqn. (1) is that the voltage across the condenser at the 
commencement of the positive half-cycle is taken as being i?6o- 
Eqn. (1) Has been applied to the following example — 

--^ 250 V, I to = 40 mA, = 30 mA, C = 16^iF, x = 2, 
to give these results : 

When RJRs = 5 10 20 30 35 

then /r = 170 157 127 96 49 c/s 

This example is a severe one since a rectangular waveform is more severe than a 
sine waveform with the same peak currentj while the value of x only allows 2% drop 
in voltage over the half-cycle. If 5% voltage drop is permissible, becomes 39 c/s 
for RJR, = 10. The importance of good power-supply regulation for satisfactory 
performance at low frequencies is demonstrated. 

This effect does not occur to any appreciable extent with push-pull Class A am- 
plifiers, and is not so pronounced with Class AB amplifiera as it is with single-ended 
Class A or with Class B. 

Amplifiers should always be tested for frequency response and distortion 
at maximum power output, as well as for frequency response at a lower level. 



SECTION 2 : CLASS A SINGLE TRIODES 

(i) Simplified graphical conditions, power output and distortion {ii) General graphical 
case, power output and distortion (m) Optimum operating conditions {iv) Loud- 
speaker load (v) Plate circuit efficiency and power dissipation {vi) Power sensitivity 
Qvii) Choke-coupled amplifier (viii) Effect of a.c. filament supply {ix) Overloading 
{x) Regulation and by-passing of power supply. 

(i) Simplified graphical conditions, power output and distortion 

The basic circuit of a single Class Ai triode is Fig. 13.1. The load resistance (i^a) 
is normally connected to the secondary of a transformer (T) whose primary is con- 
nected in the plate circuit of the valve. The load resistance (Rj) presented to the 
valve is given (see Chapter 5 Sect. 1) by 

R,={NJN„YR^ (1) 
where Ni/N^ = transformer turns ratio, primary to secondary. In the ideal case, 
the primary and secondary windings of T may be assumed to have zero resistance, 
and the d.c. plate current to remain constant under all operating conditions. 

The valve characteristics are shown by Fig. 2.22 in which the loadline AQB has a 
slope — l/i?i and passes through the operating point Q. In this example, E^ = 250 
volts and = — 10 volts, and Q is vertically above E = 250 volts, because the full 
Et voltage is applied between plate and cathode. 
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The maximum grid swing which can be used is 20 volts, that is from A = 0) 
to B (JJc = — 20 vohs) since the = 0 curve is the border of the grid current region. 
Actually a slight grid current usually flows at zero bias, but this is generally neglected. 




PLATE DISSIPATION 



INPUT V I— 1 




Fig. 13.1. Basic circuit of a Class Ai 
triode with transformer-coupled load. 



Fig. 13.2. Loadline applied to triode 
plate characteristics to determine 
power output and distortion. 



The power output may be calculated from a knowledge of the maximum and 
minimum voltages and currents along the loadline, assuming a sinewave input voltage 
(Fig. 13.2): 

Power Output fSa \{E„ax — E„{„) {I„ax — -fmin) (2) 

^ hE.IqO- - E^iJE^Xl - In,iJh) (4b) 
Equations 2, 3 and 4 give the exact fundamental frequency power output when the 
odd harmonic distortion is negligible. The power output of 5% second harmonic 
frequency is only 1/400 of the fundamental power output, which is negligible. 
The load resistance corresponding to the loadline is 

^/ " (.Emax E rain) /^^ max -^min) (5*^) 

= {EJU){\ - E„tJE,) ^ (5b) 

The percentage second harmonic distortion 



X 100 



(6) 



AQ - QB 
2{AQ + QB) 
AQ/QB - 1 



X 100 (7a) 

- 2iAQ/QB + I) ^ ^'^^ 
The equation (7b) has been plotted graphic- 
ally in Fig. 13.3. 

The voltage gain of a power amplifier 
is given by 

M = (£„„,_-_ J5„;„)/(2Z?,i) 

= 2.82V Po^L (8) 
where P„ = power output in watts. 

The peak values of the fundamental and 
second harmonic components of the signal 
plate current are : 

Fundamental /^i = H'^max ~ Imin) 

(9) 

Second harmonic 7^2 = K^moi + Imin 
- 2/q) (10) 
If^Q/Q-B = 11/9 1.22, then the second 
harmonic distortion will be 5%. This 




Fig. 13.3. Curve of second har- 
monic distortion plotted against the 
ratio AQ/QB for the two portions 
of the loadline {Fig. 13.2). 
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is the principle of " 5% distortion rule " reproduced in Fig. 13.4. The rule has 
each division to the left of 0 a length of 11/9 or 1.22 of the length of a corresponding 
division to the right of 0. It may be made with each left-hand division 
11 milliihetres and each right-hand division 9 millimetres. Each of 
these divisions may be divided into 10 equal subdivisions. It may be 
used by placing the " 0 " of the distortion rule at any likely operating 
point and tilting the rule gradually until the reading on the rule corres- 
ponding to the zero bias curve is the same as the reading corresponding 
to the curve of twice the grid bias at the operating point. AQ/QB 
will then be 11/9 and the second harmonic distortion corresponding 
to AQB as a leadline will be 5%. 

There are also methods for the graphical determination of any 
degree of second harmonic distortion. One of these was originated 
by Espley and Farren (Ref. Bl) and is illustrated in Fig. 13.5 ; it 
must be drawn on transparent material. It is applied to the curves 
in a manner similar to the 5% distortion rule, except that a loadline 
is first drawn in, and then the Harmonic Scale is moved so that DBC 
is parallel with the loadline. For example, with the loadline EFG the 
distortion is 20% while with E'FG the distortion is 10%. The scale 
may be constructed on the basis of -. 

2rid Harmonic Distortion % 0 5 10 15 20 
DB/BC 1.0 1.22 1.5 1.86 2.33 

If the valve is to be operated with a known plate voltage, the usual 
procedure is to take as the operating point (Q) the intersection of the 
vertical line through E„ with one of the Ec curves such that Q is either 
on, or below, the " maximum plate dissipation curve " (Fig, 13.2). 
If the latter is not included in the published curves, it may readily be 
plotted over a small range. This dissipation curve only affects the 
operating point Q, and there is no harm if the loadline cuts the curve. 
In general, if the plate voltage is fixed, a triode gives greatest output 
when it is operated at the maximum permissible plate current, with 
the limit of h = lEJr^ (see eqn. 22). 

If there is no predetermined plate voltage, a triode gives increasing 
power output as the plate voltage is increased, even though the plate 
current is limited in each case by the dissipation. 

(ii) General graphical case, power output 
and distortion 

In practice there are several additional factors which should be 
taken into account. 

(A) Resistance of transformer primary 

Provision may be made for this resistance by giving the line Qiij, 
a slope of — \/R' where R' is the resistance of the transformer 
primary or choke (Fig. 13.6), By this means the plate voltage of 
point Q is less than E,, by the value R'l q. This does not affect the 
slope of the loadline, which is determined solely by the effective im- 
pedance of the load reflected across the primary of the transformer. 
It is assumed that the final filter condenser has sufficient capacitance 
to supply the varying current over each cycle without appreciable 
change in voltage. 

(B) Effect of primary inductance 
The reactance of the transformer primary gives an elliptical load- 
line [see Chapter 2 Sect. 4(vi)J, This may be reduced to any desired 
extent by increasing the inductance. Obviously this effect is only 
serious at the lowest signal frequencies ; suitable values of inductance 
are given in Chapter 5 Sect. 3(iii)c. 

Fig. 13.4. 5% distortion rule fcyr use in calculating the power 
output of triodes. 
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(C) Effect of regulation of power supply 

This has only a slight effect on Class A triodes, provided that the final filter con- 
denser has sufficient capacitance to supply the varying current over each cycle without 
appreciable change in voltage. 





203; 10^5^0* B C O PLATE VOLTAGE 

Fig. 13.5. Alternative form of distortion rule for. application to triode loadlines {Ref. BP. 
Fig. 13.6. Plate characteristics of triode exaggerated to show rectification effects. 

(D) Rectification effects 

Owing to the second harmonic component of the signal frequency plate current, 
the average plate current under operating conditions is greater than with zero signal. 
The increase in plate current is given by 



i(/„ 



(11) 



which is also equal to the peak value of the second harmonic current (Ihz) as shown 
by eqn. (10). This may be put into the form 

= id A - (12) 
where = I„nx - Iq and Ig = (/^ - /„,„). 

This is illustrated in Fig. 13.6 where AE = QB and EQ = AQ - QB. Obviously 
AQ/QB oc I ^/Ib- The line EQ is then divided into four equal parts ; C is the 
centre point of AB and D is the centre point of CQ. The plate current of point D 
is greater than that of point Q by the amount i — 1^) which is equal to /l/^- Point 
D is the only point on the loadline which fulfils the conditions regarding current, 
while point Q is the only point which similarly fulfils the conditions regarding voltage. 
The condition is therefore an impossible one, and the loadline must shift upwards 
imtil the point of average current lies on the line QE^. 

Unfortunately, as the loadline moves upwards, the relationship between I ^ and I g 
changes, and the simplest procedure is to draw a second loadline A'B' (Fig. 13.7) 
parallel to AB, then to determine its points E'F'C'D' as for the original loadline. 

Points D and D' are joined by a straight line 
DD', and the intersection of this with QJE^ 
gives point D" which must be on the working 
loadline. Through D" draw a loadline parallel 
to AQB, and A"D"B" is then the maximum 
signal dynamic loadline. The only error is 
through assuming that DD' is a straight line, 
whereas it is actually the locus of point D ; 
the error is small if DD' is short. 

It is evident that the change from the no- 
signa! quiescent point Q to the maximum 
signal dynamic loadline A"B" will be a gradual 
process. As the signal increases, so will the 
loadline move from AQB to A"P"B". At 
intermediate signal voltages the loadline will 
be intermediate between the two limits. The 
average plate current for zero signal will be 



FIG.13.7 




Fig. 13.7. Method for graphical de- 
termination of " shifted " loadline due 
to rectification. 



Ir, but this will rise to /j," at maximum signal. 
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It will be observed that D" does not correspond to the intersection of the loadiine 
and the static bias curve. Point P" is not the quiescent point (which is Q) but may 
be described as " the point of instantaneous zero signal voltage on the dynamic load- 
line." Point P" must therefore be used in the calculations for harmonic distortion 
at maximum signal. The loadiine A"D"P"B" provides the data necessary for the 
calculation of power output, second harmonic distortion, and average direct current. 
All these will, in the general case, differ from those indicated by the loadlme AQB. 
Summary : 

1. Power output is calculated from the loadiine A"B" in the usual manner. 

2. Second harmonic distortion (per cent) at maximum signal = (2D"P"/A"B") 
X 100. 

3. Average d.c. current at maximum signal = Ii" = Iq + dl ^" = current for 
point D". 

The graphical method above is accurate, within the limits of graphical coriRtruction, 
but rather slow. Approximate results may be calculated from the origmai loadlme 
by the equations : 

^ Iq + + Ir^ir. - 2IqXI + RJr,) (13) 

J/," i(^„„, + - 2/q)(1 + RJr;) (14) 
Alternatively the rise in current may be calculated from the second harmonic dis- 
tortion (H2) and pow er outp ut : 

Al^' ■^V2H^'^PJR,(,\ + RJr;, (15) 
In another form, the rise in current may be calculated from the harmonic distortion. 
In and /„i„ : 

Al^" (7q - /„i„)(l + RJr;)\HJ{\ - im\ (16) 
or less accurately by 

AU" ^ (0.78 IgXl + RJr,)[HJ{\ - 2H,)] (17) 
(on the assumption that = 0.22 Iq). 

Eqn. (17) is interesting, since it does not involve any data beyond those normally 
published. If H2 = 0.05 it may be reduced to 

AI," ^ 0.043 /g(l + RJr^) (18) 
Eqns. (13) to (18) give results slightly lower than the graphical methoa. 

For rectification effects with cathode bias see below. 
(E) Cathode bias 

Cathode bias leadlines may be drawn on the mutual characteristics [Chapter 2 
Sect. 4(v)] but the position is complicated by the rise in plate current caused by 
rectification. The simplest approach is to assume a voltage between plate and cathode 
(E s), determine the plate current under maximum signal conditions as for fixed bias 

{Ii") and then to calculate the cathode bias 
resistor (R^) from the equation Rt = 
EJI^". It is then necessary to check for 
plate dissipation at no signal ; this may be 
done by the method of Fig. 2.27, drawing 
a cathode loadiine having the correct slope, 
and noting the plate current (/„) at which 
the cathode loadiine intersects the mutual 
characteristic for the desired value ot E^. 
The dissipation with no signal input is 
then Eil^i. There is a slight error 
through assuming that JS^ remains con- 
stant from zero to maximum signal, but 
this is usually negligible. Alternatively, 
the maximum value of 7ji may be calcu- 
lated from the maximum dissipation, and 
marked on the corresponding E^ curve ; 
through this point a cathode loadiine may 
be drawn whose slope will indicate the 
minimum permissible value of cathode 
bias resistor. 
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Fig. 13.8 Determining change of plate 
current with fixed and cathode bias, 
having operating conditions identical at 
maximum signal. 
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Altemativelyj cathode leadlines may be drawn on the plate characteristics, but they 
will be slightly curved [for method see Chapter 12 Sect. 2(iii)]. 

Rectification eflfects with cathode bias may be determined entirely from the 
plate characteristics (Fig. 13.8). The loadline corresponding to maximum signal 
conditions is A"B" (as for Fig. 13.7) while point P" is the point of instantaneous 
zero signal voltage. The maximum signal plate current is /j" as for fixed bias. For 
the sake of comparison, the zero signal loadline AQB for fixed bias has also been 
added. From D" a straight line is then drawn to E^,, where /isj, is the total supply 
voltage across both valve and J?^ ; this line will have a slope of — 1/Rk- 

The cathode bias loadline must pass through the point R on the E ^ curve at which 
the plate current is /j", because Rt = Eci/In"- The loadline also passes through 
O as shown ; it intersects the sloping line through En, at point S with plate current 
/,,'. This point S is the quiescent operating point with cathode bias and has a plate 
voltage J5 62 which is slightly greater than E^. 

The change in average plate current from no signal to maximum signal is given by 
Al^' for cathode bias and Alt." for fixed bias. It is obvious that AI^' is always less 
than Alt". More specifically. 

As a typical example, for type 2A3, = 250 volts, E^ = — 45 volts, = 800 
ohms, i?t = 750 ohms ; AI^'/AI^" 0.2. 

In words, the change of plate current with fixed bias is five times that with cathode 
bias. 

If the value of the cathode bias resistor and the total supply voltage (£ (, s = £ 6 + -"J c) 
< re known, the following procedure may be adopted (Fig; 13.9A). 




Fig. 13. 9A. Determining position of 
loadline and rise in plate current, given 
plate supply voltage {E,,^ = E ^ + i!,.,) 
and cathode bias resistor only. 



5. 



Draw the cathode bias loadline (2?s) on the plate characteristics. 
Draw a straight line through JSjj, with a slope of — lIRk. 
Take the point of intersection (Q) and draw a vertical line to the horizontal axis. 
This will give the quiescent plate-to-cathode voltage and Q will be the 
quiescent operating point, with grid bias — En. 

Through Q draw a loadline with the desired slope from E^ = Oto E^ =■- — 2E 
— this will be AQB. Mark the point of average plate current (D). 
Select the adjacent characteristic curve (— E^^) and arbitrarily select point Q" 
having slightly higher plate current than Q. Through Q" draw a parallel load- 
line A"Q"B" from = 0 to i: „ = — 2£',2. On this loadline mark the point 
of average plate current (D"). 
6. Join DD", and mark its point of intersection (D') with the sloping line through 
i?(,s. Through D' draw a parallel loadline A'B' which will be the maximum 
signal loadline. Obviously B' will be intermediate between B and B", and 
its position may be fixed approximately by joining BB" and making B' the point 
of intersection with the new loadline. The rise in plate current from" the quies- 
cent condition {I^) to the maximum signal condition (//) is given by /)//. 
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If it is desired to make allowance for the transformer primary resistance, the slope 
of D"i?si, in Fig. 13.8 should be — i/{R' + Rk) where R' = primary resistance. 

In general, any single Class A triode may be operated either with fixed or cathode 
bias as desired. The maximum value of grid circuit resistance frequently depends 
oil the source of bias. When it is permissible to use a value of cathode bias resistor 
which provides the same grid bias as required for iixed bias, the load resistance, 
distortion, and power output will be identical. When it is necessary, on account of 
plate dissipation, to use a higher value of J? t, then the conditions in the two cases will 
be different. 

Cathode by-passing — ^It is important for the by-pass condenser to be sufiiciently 
large to maintain the bias voltage constant over each cycle — any fluctuation leads to 
increased distortion and loss of power output. When operating at low levels it is 
usually sufficient to ensure that the reactance of the by-pass condenser, at the lowest 
frequency to be amplified, does not exceed one tenth of the resistance of the cathode 
bias resistor. 

At high operating levels it is necessary to ensure that the direct voltage from B + 
to cathode remains substantially constant over each half-cycle. This' may be treated 
in the same manner as the by-passing of the power supply — see Sect. l(iv) and Eqn. (1). 

The network comprising the resistive elements Rg and R^ and the capacitive ele- 
ments C and Cu may be replaced by its equivalent network comprising Cj in parallel 
with Ri, connected from B-h to cathode. In the special case when C/Cj, = ft^/R, 
we have R^ = R, + 2?^ and Cj = CC^/iC + C), but the general case is more in- 
volved. Eqn. (1) of Sect. 1 may then be applied directly. 

20 1 I I I I I I M I I I i I I I I I I I I I I M I I I I I I I I I I I I I I 
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Fig. 13.9B. Plate characteristics type 6J5 withg„ andg, curves and loadlines (Ref. B5). 
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(F) Alternative method using and curves 

^ = - + g^R;^) (19B) 

where A ~ amplification with small input signal 

g„ ~ mutual conductance 
and g^ = plate conductance = l/r„. 
For predominant second harmonic distortion : 

A' = 1{A, + Ad (19C) 
Second harmonic distortion per cent = 25{Ai — A„)/iA-^ + A-^) 
where A' = amplification with maximum input signal 

= amplification at maximum positive excursion 
and ^2 = amplification at maximum negative excursion. 

The values of A^ and A^ may be calculated, using eqn. (19B), from the values of 
gm and g^ corresponding to the relevant points on the loadline which may be derived 
from Fig. 13.9B for type 6J5, Alternativelyj the values of g„ and may be derived 
by measurement or graphically at the points of maximum positive and negative ex- 
cursion on the loadline. By this means it is possible to calculate amplification and 
distortion with high signal inputs from measurements made at low inputs. 

This method may be used for cathode followers by using eqn. (19D) in place of 
(19B) : 

A = g^RJW + {g„ + (19D) 
It may also be used for degenerative amplifiers by using eqn. (19E) : 

A = gmR[/\.i + fern + g,)R,. + g,Ri.\ (19E) 
References B5, B7,' B8, H17. 

(iii) Optimum operating conditions 

The preceding graphical treatment enables the optimum load resistance to be de- 
termined to give maximum power output for limited distortion, provided that valve 
curves are available. It is frequently desirable to be able to make an approximate 
calculation without going to so much trouble. The optimum load resistance is a 
function of the noerating conditions (see Refs. A). The following treatment is based 
on Ref. A14, and relates to " ideal " (linear) valve characteristics. 
Case 1 : Grid current and distortion zero, fixed signal input voltage, no 
limitations on plate current or voltage 

See loadline AQB in Fig. 13.10 in which the characteristics are parallel and equi- 
distant straight lines. The loadline may be placed anywhere between the ii^ = 0 
curve and the axis. Maximum power output will be obtained when Rj^ = r,„ 
that is when the slope of AQB is equal in magnitude to the slope of the characteristic 
curves. The power output with any load resistance is given by 

_ {j^E^j^_ (20) 
^ » - (r, + R,y ^ ' 

where £„ = r.m.s. grid input voltage. 

Since there is no advantage in having the loadline in the position shown, it may be 
transferred to the position A'Q'B' where it has the lowest possible grid bias and plate 
voltages. Under these conditions the "plate circuit efficiency"* is 16.6% when 

Case 2 : Grid current and distortion zero, fixed plate voltage, no limitations 
on plate current or signal input voltage 

Let Eti be the fixed plate voltage. The loadline may be CPD in Fig. 13.10 where 
C is the intersection with the == 0 curve which is the boundary of the grid current 
region. PD must equal CP for zero distortion. Maximum power output is obtained 
when the loadline is adjusted so that its lower extremity touches the axis, as with 
EFG, and when Rj = 2r„. Under these conditions the plate circuit efficiency* is 
25%. 

The maximum power output with any load resistance is given by 

P jJlIlJh (21) 

' {2r, + R,y 

See also equation s (31) to (34) indusive. 

♦See Section 2(v). 
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Fig. 13.10. Ideal" plate characteristics of triode to illustrate choice of optimum 

leadline. 

Fig. 13.11. " Ideal " plate characteristics of triode with fixed plate voltage to illustrate 

choice of optimum loadline. 

Case 3 : Grid carrent and distortion zero, fixed plate voltage aad masimum 
plate current, no limitation on signal input voltage 

Let Ei,i = fixed plate voltage 
and /ji = maximum plate current. 

It is always advantageous to operate the valve with the maximum plate voltage, 
which is here regarded as being fixed. There is, however, an optimum value of plate 
current, and any increase or decrease in plate current results in lower power output. 
The optimum plate current is given by 

= lE^i/r^ (22) 
where Ri = 2rp 

as illustrated in Fig. 13.11 with loadline EFG. 

If the maximum plate current is liigher than /m, then it is preferable to operate the 
valve at so as to avoid loss of power output and waste of current. 

If the .maximum plate current is less than /joj it is necessary to increase the grid 
bias to reduce the plate current to / n (point L). One possible loadline is KLM where 
KL = LM and for this condition 

- {E,JU,) - 2r, (23) 
1\ = i(£„ - 2/!,ir„)/»i (24) 
and the plate circuit efficiency is given by 

= Kl ~ 2rJ,JE,,) (25) 
The load resistance for this condition is always greater then 2r^. 
Case 4 : Grid current and distortion zero, fixed plate dissipation, no limita- 
tion on plate voltage, plate current or signal input voltage 
The power output imder these conditions is given by eqn. (24) which may be put 
into the form 

Po = KPvm - 276iV„) (26) 
where Pj,„ = maximum plate dissipation. 

Obviously the power output continues to increase as E^^ is increased. The plate 
circuit efficiency approaches 50% as E is made very large. The value of load re- 
sistance is given by eqn. (23). 

Case 5 : Grid current and distortion zero, fixed plate dissipation, fixed 
minimum instantaneous plate current 

Owing to the existence of " bottom bend " curvature in actual valve characteristics, 
it is necessary to fix a minimum value of instantaneous plate current if distortion is 
to be reasonable (Fig. 13.12). 

It is here assimied that the portions of the characteristics above l^ain are straight, 
and that operation is restricted to the linear region. i3i,„(„ is the plate voltage at 
which the extended straight portion of the characteristic cuts the axis. 
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Applying this procedure to each of the previous cases, we have : 

(1) No change — Rj = j-j. 

(2) No change—Rj --=-- 2r.„. 

(3) Pa = - (2hi - Ii,„un)r„ - Et„in]Ubl - hmin] (27) 

The optimum value of load resistance is given by 

Rl = (E.Jh,) - 2r^ + - - £6„i„//i„,„)/»„(./(/„ - (28) 

The plate circuit efficiency is given by 

7? = Kl ~ 2r + r„/j„.-„/£ji - £s„i„/£ji)(l - / smin/Zsi) (29) 

(4) The optimum value of load resistance for maximum povi'er output is given by 

= {'^^nllimxn ~ 1>I + •Bsmin/Zsm.-n (30) 




Fig. 13.12. Plate characteristics of imaginary triode with "ideal" characteristics 
above Ihmin ^"<i curved characteristics below this line. 
Fig. 13.13. Ideal triode characteristics with Rjr, ~ 2r 

Summary of operating conditions 
(A) Ideal characteristics 



If there is no limitation on plate current, the optimum load — 2r, and the load- 
line is as Fig. 13.13. 

Grid bias : = 0.15E^Jijl (31) 

Plate current : /si = Ei,i/^r^ (32) 

Max. power output : />„ = E^^^/lbr^ (33) 

Plate circuit efficiency : i) =25% (34) 
(B) Practical characteristics 



The optimum plate current for ideal characteristics is given by 

and in practice is slightly higher. 

Grid bias for optimum plate current : 

= 0.75(£, - £,)/m (35) 
wfhere E, = plate voltage at intersection of E^ axis and tangent to = 0 curve 
at current I nan 

and .Bci = grid bias for d.c. filament operation (add Ef/2 for a.c. operation). 

Usual values of is, are between 30 and 45 volts. Examples are : 
Type 2A3 Et = 35 volts approx. 
Type 45 J5'( = 40 volts approx. 

Note : At voltages above about 180 volts, the grid bias will have to be increased 
to reduce the plate dissipation. 

When a triode is being operated at the optimum plate current, the load resistance 
should be approximately 2r„. Fig. 13.14 shows the variation in power output, and 
second harmonic distortion, of a typical small power triode indicating that maximum 
power output occurs at slightly less than 2r^. The percentage third harmonic 
distortion is usually between one third and one tenth of the second harmonic dis- 
tortion up to 5% of the latter ; the ratio decreases as the load resistance is increased. 



558 



(iv) LOUDSPEAKER LOAD 



13,2 



When a txiode is being operated at a plate current which is less than the optimum, 
then i?^ will be greater than 2r^ for maximum power output. Refer to Case (3), 
eqns. 23, 24 and 25. 



(iv) Loudspeaker load 

A loudspeaker (see Chapters 20 and 21) presents a load impedance which is neither 
purely resistive nor constant. At most frequencies it causes an elliptical loadline 
[see Chapter 2 Sect. 4(vi)] with the shape of the ellipse varying widely over the audio 
frequency range. All that can be said here is that the elliptical loadline results in 
higher distortion and lower power output than a purely resistive load. 

The variation in impedance is almost entirely an increase above the nominal (400 
c/s) impedance. As a result, with constant signal voltage applied to the grid, the dis- 
tortion and the power output decrease as the load resistance is increased (see Fig. 
13.14). 

A iriode applies nearly constant voltage across the load impedance. This is a 
standard condition of test for a loudspeaker, and some models of loudspeakers are 
designed to operate under these conditions (see Chapters 20 and 21). A triode is 
almost the ideal output stage for a loudspeaker load when looked at from the load 
point of view, with or without feedback. 

See also Sect. 3(viii) for pentodes, Sect, 1 l(iii) and Fig. 13.54, and Chapter 21 Sect. 1 . 
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Fig. 13.14. Power output and distortion of type 45 triode plotted against load resistance. 
The curves were derived graphically, with allowance for shifting loadline. The operating 
conditions are : E„ = 250 •volts, i?„ = -50 volts, peak grid signal voltage 50 volts. 
It = 34 wA (zero signal), = 1610 ohms. 
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(v) Plate circuit efiSciency and power dissipation 

The plate circuit efficiency is defined as the ratio of the maximum signal frequency 
power output to the d.c. power input under these conditions. (Owing to rectification, 
the d.c. power input under maximum signal conditions is usually greater than with 
zero signal input). 

The plate circuit efficiency cannot exceed 50% in any Class A amplifier, and usually 
does not exceed 25% with Class A triodes. The plate circuit efficiency in an ideal 
Class A triode is given by 



The power relationships in a Class A triode are shown in Fig. 13.15 on the assump- 
tion that no second harmonic or rectification effects are present, and that fixed bias is 
employed. Allowance is made for the power loss in the d.c. resistance of the trans- 
former primary. The plate-to-cathode voltage is E„, but the total supply voltage 
is Eii. 

The plate dissipation in a Class A triode is greatest with zero input signal. If there 
are no rectification effects, the power input remains constant and the power output is 
simply power transferred from heating the plate to useful output. With normal 
rise of plate current for 5% second harmonic distortion, the plate dissipation is more 
nearly constant, but it is still sufficient to base the design on the zero-signal condition. 

The quiescent operating point may be limited by one or more of the following : 

1. Maximum plate dissipation. 

2. Maximum plate voltage. 

3. Maximum plate current. 

Fig. 13.16 is an example including all three. The dissipation curve may be plotted 
from the relationship /j = Po/E^. The horizontal line AB is the maximum plate 
current, while the vertical line CD is the maximum plate voltage. The quiescent 
operating point must not be outside the area ABCD. 



Fig. 13.15. Power output and dissipation relationships in a Class A triode. 
Fig. 13.16. Plate characteristics of small battery operated power triode with limits of 
maximum plate dissipation, maximum plate voltage and maximum plate current. 

(vi) Power sensitivity 

A triode suffers from low power sensitivity when compared with pentodes and beam 
power amplifiers, but the difference becomes smaller when a higher degree of negative 
feedback is applied to the latter. In any case, it is usually a simple matter to provide 
sufficient gain in the voltage amplifier. 

Maximum power sensitivity is obtained when i?^ = r^, although this limits the 
maximum power output for a fixed value of distortion. 

See Sect, l(iii) for the form in which the sensitivity is expressed. 

(vii) Choke-coupled amplifier 

The choke-coupled amplifier of Fig. 13.17 may be used as an alternative to the trans- 
former-coupled arrangement of Fig. 13.1, and the foregoing discussion may be applied 
exactly on the understanding that 



(36) 
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1, the choke inductance and resistance correspond to the transformer primary 
inductance and resistancCj 

2. the condenser C offers negligible impedance to signal frequencies compared 
with Ri. 

(viii) Effect of ax. filament supply 

The curves of power triodes are usually drawn for the condition with d.c. filament 
supply and with the negative filament terminal regarded as the cathode. When a.c. 
is applied to the filament, roughly the same performance is achieved by increasing 
the grid bias by E)/2. The increase is taken as 1.5 volts for a 2.5 volt filament. 



rio.13.17 FiG.i3.ie 




Fig. 13.11. Choke-coupled ampli- Fig. 13.18. Basic circuit of 

fier. power pentode. 



(Ix) Overloading 

A triode has no " cushioning " effect such as occurs with a pentode when the peak 
signal voltage approaches the bias voltage. There is therefore no warning of the 
impending distortion which occurs when grid current flows. The distortion may 
be minimized by the use of a low-plate^-resistance triode in the preceding stage, a 
low grid circuit resistance or a grid stopper resistor (10 000 ohms is normally satisfac- 
tory, but values from 1000 to 50 000 ohms have been used). 

(x) Regulation and by-passing of power supply 

The regulation and by-passing of the power supply affect the minimimi frequency 
which can be handled satisfactorily at full power output — see Sect. l(iv). 



SECTION 3 : CLASS A MULTI-GRID VALVES 

(<■) Introduction (ii) Ideal pentodes (iii) Practical pentodes — operating conditions 
(iv) Graphical analysis — power output and distortion {v) Rectification effects (vi) 
Cathode bias (vii) Resistance and inductance of transformer primary (viii) Loud- 
speaker load (ix) Effects of plate and screen regulation (x) Beam power valves 
(xi) Space charge tetrodes (xii) Partial triode operation of pentodes. 

(i) Introduction 

Multi-grid valves include pentodes, beam power amplifiers and similar types, and 
space-charge valves. All of these have a family resemblance, in that they have higher 
plate circuit efficiencies and greater power sensitivities than triodes, but on the other 
hand they have higher distortion, particularly odd harmonic distortion. Their 
advantages over triodes generally outweigh their disadvantages, particularly as the 
distortion may be minimized by negative feedback, and they are almost exclusively 
used in ordinary commercial radio receivers. Reference should be made to Chapter 7 
for amplifiers incorporating negative feedback. 

The basic circuit of a power pentode with transformer-coupled load is Fig. 13.18. 
A choke-capacitance coupled load may also be used, as for a triode (Fig. 13.17). The 
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only essential difference from a triode is that provision must also be made for a constant 
voltage to be applied to the screen. In some cases the screen is operated at the same 
voltage as the plate, so as to avoid a separate screen voltage supply. 

In a practical circuit the screen, the plate return and the grid return should each 
be by-passed to the cathode. 

(ii) Ideal pentodes 

An ideal pentode is one having infinite plate resistance, a 90° angular knee and 
equally spaced characteristic curves (Fig. 13.19). The zero bias characteristic is 
OAC, the — Ea characteristic is ODE, while the — 2Eci characteristic is OB. The 
operating point is Q, the optimum leadline is AQB where AQ = QB and the distortion 
is zero. 

The following may readily be derived — 

Optimum = EJI^ (1) 
Then for optimum load resistance : 

Po = iEJ, (2) 
D.C. power input = EJi, (3) 
Plate circuit efficiency = iEJ^/EJ^ = 50% (4) 
•^ci = Ec2/2ix, (5) 
where Ec2 = screen voltage 

and fit -— triode amplification factor = ^i^ua. 
For any value of load resistance ; 

Po = ih^Ri when is less than E^/Ii (6) 
Po = i-BsV-^z, ^^^^ greater than E^/Ii (7) 

(It is assumed here that the signal voltage is reduced for other than optimum R^ 
in order to avoid distortion.) 
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Fig. 13.19. Plate characteristics of ideal pentode. 
Fig. 13.20. Plate characteristics of typical pentode compared with ideal characteristics. 

(ill) Practical pentodes — operating conditions 

A practical pentode has characteristics of the form of Fig. 13.20 on which has been 
superimposed the " ideal characteristics " for the same plate voltage and current. 

(A) The load resistance corresponding to the loadline AQB is slightly lower than 
the ideal value Eu/J ^. A good general rule for all pentodes is 

i?i ^ 0.9 EJIt (8) 
which is usually correct within it 10% for maximum power output. Eqn. (8) is 
safe to use under all circumstances, although an adjustment may be made experi- 
mentally or graphically to secure the best compromise between distortion and power 
output. 

(B) The pov/er output is always less than iEJ^, and may be calculated graphically 
[see (iv) below]. 

(C) Owing to rectification effects, the direct plate current may rise or fall from 
zero signal to maximum signal [see (v) below]. 
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(D) The plate circuit efBciency is usually between 28% and 43% for total har- 
monic distortion less than 10%. Of course, the screen current is wasted, so that the 
total plate + screen circuit-efficiency is lower. The plate dissipation is equal to the 
d.c. watts input less the signal power output. The screen dissipation is equal to the 
d.c. screen input. 

(E) Screen current : In a pentode, if the control grid bias is kept constant and 
only the plate voltage varied, the total cathode current (plate + screen) will reiriain 
nearly constant, decreasing slightly as the plate voltage is reduced down to the knee of 
the curve. Below this plate voltage the screen current increases more rapidly until 
zero plate voltage is reached, at which point the screen current is a maximum (Fig. 
13.21). It is evident therefore that if a dynamic loadline cuts the zero bias curve 
below the knee, the screen current will rise rapidly and the screen dissipation may be 
exceeded. The average maximum-signal screen current may be calculated from the 
approximation 

a.^llA + i^Q (9) 
where / ,( = screen current at minimum plate voltage swing and zero bias (point A), 
and Iq = screen current at no signal and normal bias. 
The screen dissipation is therefore P^^ where 

P,2 == EM^A + Hq) ■ (10) 

The variation of screen current with change of control grid voltage is such that the 
ratio between plate and screen currents remains approximately constant provided that 
the plate voltage is considerably _higher than the knee of the curve, l^his ratio may 
be determined from the published characteristics. 

A pentode, or beam power tetrode may be used as an amplifier with the plate voltage 
in the region of the knee of the curve of the Ec = 0 characteristic, that is somewhere 
about one fifth of the screen voltage, provided that care is taken to keep both plate 
and screen dissipations within their ratings. This gives operation very similar to that 
of a triode with a non-critical and low value of load resistance, which may be useful 
in some special applications (Ref. C6). This method of operation is not here de- 
scribed in detail. 
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Fig. 13.21. Plate,. screen and cathode current characteristics of pentode. 
Fig, 13.22. Calculation of pentode power output and distortion using the five selected 

ordinate method. 

(F) The screen should be supplied from a voltage source of good regulation ; a 
voltage divider, whose "bleed" current is very much higher than the maximum 
screen current under dynamic conditions, is the most common source when the screen 
voltage is lower than the plate voltage. 

(G) The voltage gain is determined as for a triode [Section 2(i) eqn. 8]. 

(H) If oscillation or parasitics are experienced, a grid stopper resistance of 
about 500 ohms may be used. A small mica condenser from the plate terminal to 
earth is often beneficial. The bias resistor and its electrolytic by-pass condenser may 
be by-passed by a 0.001 /xF mica condenser. The shells of metal valves should be 
earthed directly. The length of leads should be as short as possible, particularly 
between the valve terminals and their by-pass condensers. 
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With type 807, a stopper resistor of 100 ohms (non-inductive) may be comiected 
directly to the screen terminal of the valve, and a by-pass condenser (0.01 fiF mica) 
taken from the end of the resistance remote from the screen, directly to earth. 

(I) Overload characteristics — Owing to the crowding together of the charac- 
teristics at and below the knee of the curves, a pentode tends to give a smoother over- 
load characteristic than a triode. There is no point at which the distortion begins 
sharply, but rather a gradual flattening effect on the top, or top and bottom, of the signal 
current wave. Pentodes or beam power amplifiers with negative feedback lose most 
of this " cushioning eftect," and more closely resemble triodes as regards overload. 
The distortion due to grid current may be minimized by a low impedance (triode) 
■preceding stage and a fairly low value of grid resistor ; this will then leave the dis- 
tortion due to the characteristics as the predominant feature, and provide a reasonably 
smooth overload. 

(iv) Graphical analysis — power output and distortion 

The choice of loadline for a pentode is usually made by firstly selecting the screen 
voltage and then selecting a convenient plate voltage. The third step is to note the 
grid voltage which allows a small plate current to flow, and to divide this voltage by 
2 to obtain the grid voltage for the working point — thus determining the quiescent 
operating point Q. A scale is then swung around Q (a small pin is helpful as a pivot) 
until the two parts of the loadline are equal. If the scale is calibrated in miUimetres, 
the 10 cm, calibration may be held at Q and the two parts compared directly by eye. 
When the two parts are equal, the second harmonic distortion will be zero, and the 
loadline is a first approximation for maximum power output. 

In the case of some pentodes, and particularly beam power amplifiers of the 6L6 
class, the loadline for zero second harmonic is obviously far from the knee of the curve 
In such a case tlie loadline should be taken to the knee of the curve, if sharply defined. 

To determine the exact loadline for maximum power output, it is necessary to take 
several angles, and to calculate the power output for each. The final choice of load- 
line is usually a compromise between power output and distortion ; in such a case the 
load resistance is always less than the one giving maximum power output. 

Load resistances higher than that giving maximimi power output are to be avoided 
because they give greater harmonic distortion, less power output and higher screen 
current. It is better to err on the low side, particularly with nominal loudspeaker 
loads. 

Owing to the presence of appreciable percentages of third and higher order odd 
harmonics, the formulae for triodes are not suitable for pentodes. There are several 
methods for pentodes, the choice depending on whether third harmonic only is re- 
quired, or third and higher harmonics. Reference should be made to Chapter 6 
Sect. 8(iii) " Graphical Harmonic Analysis." 

The treatment here is based on a working loadline. If the amount of second 
harmonic is very small, the rise of plate current due to rectification may be neglected. 
If there is an appreciable amount of second harmonic, it is necessary to use the method 
of Sect. 3(v) for drawing the corrected loadline ; the formulae below should then be 
applied to the corrected loadline. 

(A) Five selected ordinate method (For second and third harmonics only) 
This method makes use of the plate currents corresponding to grid voltages — 0.293 
and — 1.707 E^i in addition to the three currents used with Class Ai triodes. If 
these are all available, the loadline of Fig. 13.22 is all that is required— if not, it will 
be necessary to plot the dynamic characteristic as in Fig. 13.24. 
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where == plate current at ~ 0.293 E ^ 
Iy = plate current at — L707 E^. 
Eqns. (U) to (14) are exact provided that there is no harmonic higher than the third. 
The power output is that for fundamental frequency only, but the power output for 
10% harmonic distortion is only 1% of the fundamental power output. 

The presence of third harmonic distortion has a flattening effect on both the posi- 
tive and negative peaks, thus increasing the power output for a limited value of „ j, — 
/„,„. For example, 10% third harmonic reduces the value of I^ax by 10% while 
it increases the total power output by 1 %. If there were no distortion, and the value 
of /„a« were maintained at 90%, the power output would be only 81%. Thus the 
ratio of power output with and without 10% third harmonic distortion is 101/81 = 
1.25, on condition that — I„in is kept constant. In simple language, for the 

same plate current swing, 10% third harmonic distortion increases the total power 
output by 25%. This will be modified by the presence of fifth and higher harmonics 
[see iv(D) below ; Sect. 7(iii)]. 

(B) Five equal-voltage ordinate method (Espley) 

For second, third and fourth harmonics only. 

The previous method requires characteristics for — 0.293 and — 1.707 E ci, which 
are often not directly available. The following method is usually more convenient 
and is exact provided that all harmonics above are zero (see Fig. 13.23 for symbols). 

Po = (.1-0 - h-o + /o.6 - /i.5)^.Ri/18 (15) 

% 2nd harmonic = 7 ^"'°] , x 100 (16) 

(/„ " 2/„.5 + 2/1.5 - h-o) 
% 3rd harmonic = j r r \ ^ ^ (17) 

% 4th harmonic = .yj — , — j z 7 — ^ x 100 (18) 

D.C. plate current = ^(/„ -|- 2/„.5 + 2/1.5 + h-o) (19) 

A third harmonic scale may be prepared for reading the third harmonic percentage 
(Ref. A14 pp. 71-72). 

(C) Seven equal-voltage ordinate method (Espley) 

This is exact for harmonics up to the sixth, provided that higher harmonics are 
zero. It is sometimes more convenient than the five ordinate method, when there are 
no — 0.5 and - 1.5 /?„ curves, even when the higher harmonics are of no interest. 

The symbols have the same significance as in Fig. 13.23 with the subscript indicat- 
ing the grid voltage. 

P„ = (167/„ + 252/„.38 - 45/o.„ + 45/1.33 ~ 252/i.„ - l^ll^.^y RJ&\9 200 (20) 
ffj%=25(559/o+486/„.33-1215/„.„+340/i.o-1215/i.33 + 486/i.„+559/2.„)// (21) 
//3%=250(45/„-36/„.33-63/„.„ + 63/i.33 + 36/i.e,-45/2.„)// (22) 
//,% = 450(17/„--42/„.33 + 15/„.„+20/i.„ + 15/i.33-42/i.,, + 17/2.„)// (23) 
//5%=4050(/„--4/„,33 + 5/„.e,-5/i.33+4/i.e,-/2.„)// (24) 
i/e%=2025(/„-6/„.33 + 15/„.„-20/,.„ + 15/i.33-6/i.„+/2.„)// (25) 
where / = 1 67/„ + 252/o .33 ~ 45/„ + 45/i . 3 3 ^ 252/i .„ - 1 67/j .„ . 

(D) Eleven selected ordinate method 

To use this method, it is first necessary to plot the leadline on the plate characteris- 
tics, and then to transfer it to a dynamic mutual characteristic (Fig. 13.24) from which 
the required values of plate cturrent may be derived. 

Po = i(0.5/o - 0.5/2.0 + iKm, ~ h^.yRL (26) 
/»i = 0.5/„ - 0.5/2.0 -1- ^Kma - Ihmi == fundamental (27) 
= Kh + I^-o - 2/1.0) (28) 
/j3 = 0.167(2/0.5 + h-o - h - 2/1.5) (29) 
hi i(/o + 2/i.„ + /2.„ - 2/„.3 - 2/1.,) (30) 
/„ = 0.1(2/„., + /o + 2/1.8 ~ 2/„.2 - 2/1.3 - h) (31) 
Percentage second harmonic = {Ii,mt/Ihm\) X 100 
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Fig. 13.23. Calculation of pentode power output and distortion using the five equal- 
voltage ordinate method. 
Fig. 13.24. Calculation of pentode power output and distortion using the eleven selected 

ordinate method. 



Percentage third harmonic = {I hm/I hm-d x 100 etc. 

Note that all currents, including Ii,m% etc., are peak values. The exact values 
of grid voltage are 0, 0.191, 0.293, 0.5, 0.691, 1.0, 1.309, 1.5, 1.707, 1.809 and 2.0. 
The approximate values are,- however, sufficiently accurate for most purpdses, 

Eqn. (26) shows that third harmonic distortion adds to the power output, while 
fifth harmonic subtracts from the power output as calculated for distortionless con- 
ditions. See also (iv)A above j. Sect. 7(iij). 

For theoretical basis see Chapter 6 Sect. 8(iii). 

(v) Rectification effects 

The general effects are the same as. for a triode except that it is sometimes possible 
with a pentode to have zero second harinonic'and no leadline shift. In all other cases 
it is necessary to determine the corrected loadline before applying harmonic analysis or 
calculating power output. The method of deriving the corrected loadline is the same 
for pentodes as for triodes [Sect. 2(ii)D]. For example see Fig. 13.28. 

With a triode, the loadline always shifts upwards into such a position that the dis- 
tortion is less than it would otherwise be. With a pentode, the loadline shifts upwards 
when the load resistance is lower than a certain value, and shifts downwards when the 
load resistance is higher than this value. When a pentode loadline shifts downw'ards 
it causes increased distortion or decreased power output. 

(vi) Cathode bias 

The operation of cathode bias is the same as with triodes [Section 2(ii)E] except 
that the total current flowing through the cathode bias resistor is the sum of the plate 
and screen currents [Chapter 2 Section 4(v)]. If the screen is supplied from a voltage 
divider which is returned to the cathode, the bleed current must be added to the 
cathode current in calculating This tends to stabilize the bias voltage. Even in 
cases where there is no rise of plate current at maximum signal, there will always be 
a rise in screen current [Section 3(iii)E]. 

When a tentative value of i?t has been determined for maximum signal conditions, 
it is necessary to check both plate and screen dissipations at zero signal. If the plate 
and screen voltages are equal, the simplest method is the use of the " triode " mutual 
characteristics, if available [Chapter 2 Sect. 4(v)]. 

If there is a " bleed " current through R i, the procedure is shown in Fig. 13.25 
where the triode mutual characteristic is shown in the upper part, with OA repre- 
senting the bleed current in the lower part. The cathode loadline is drawn from A 
(instead of from 0) with a slope of — l/Rk where jR* is the value determined for 
maximum signal conditions. 

The no-signal grid bias is - Ed and the cathode current (/^ + ht) is hi- The 
dissipation on plate and screen is given by 

= h,E,m/{m + 1) J = I^Enlim 1) (32) 
where m = ratio of plate to screen currents = 
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The rectification effects with cathode bias may, like triodes (Fig. 13.8) be determined 
from the plate characteristics but an approximation is involved since D"£j6 must 
have a slope of — m/RJ^m + 1) where m = 1-^11 The value of 7,2 may be taken 
as that for maximum signal, and a slight error will then be introduced when deriving 
the zero signal condition. The cathode bias loadline should, ideally, be drawn as two 
leadlines — one for zero signal, and the other for maximum signal. For most pur- 
poses, however, the maximum signal cathode loadline may be used for both conditions. 
The zero bias lines are, in each case, above the lines for maximum signal, and the 
difference in slope is of the order of 5% to 10%. 

In general, any Class Aj pentode may be operated either with fixed or cathode bias, 
as desired, except for the limitations on the maximimi grid circuit resistance [see 
Sect. 10(i)]. It occasionally happens that a condition is permissible only with fixed 
bias, owing to the rise in plate dissipation at zero signal. 

For back bias, further details regarding fixed bias, and grid circuit resistance see 
Sect. 10. 

For cathode by-passing see Sect. 2(ii). 




Fig. 13.25. Cathode loadline of pentode with additional bleed current passing through 

the cathode resistor, plotted on mutual characteristics. 
Fig, 13.26. Power output and harmonic distortion of typical pentode plotted against 
load resistance. Valve type 6AK6, ~ E^^ = 180 K, E^j^ = -9, peak signal = 9 volts. 

(vii) Resistance and inductance of transformer primary 

The resistance of the transformer primary may be allowed for in the same way as 
with triodes [Sect. 2(ii)A]. If R' is the resistance of the primary, and jR^ is the 
cathode bias resistance, then the slope of the line QE in Fig. 13.6 should be — 1/{R' + 

The transformer primary inductance may be based on Chapter 5 Sect. 3(iii)c. 

For the same load impedance and the same high frequency attenuation, pentodes 
may have higher transformer leakage inductance than triodes if frequency response 
is the only criterion. However, owing to the distortion with reactive loads at high 
output levels, it is very desirable to maintain the leakage inductance as low as prac- 
ticable, particularly in push-pull amplifiers. 

(viii) Loudspeaker load 

A pentode is, unfortimately, critical in its load resistance for both maximum power 
output and distortion. At low operating levels the output power rises steadily as the 
load resistance is increased up to the value R^ = r„ provided that the grid input 
voltage is maintained constant (the low operating level is to avoid overloading under 
any conditions). A loudspeaker has pronounced impedance peaks at the bass re- 
sonant frequency and at high audio frequencies. When a loudspeaker is operated 
at a low level, the acoustical output is accentuated at the bass resonant frequency and 
at high audio frequencies. The latter may be reduced to any desired degree by a 
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shunt filter— a resistance R in series with a capacitance C. If R is variable, the com- 
bination is the simplest form of tone control. If R is fixedj typical values are : 
R = 1.3i?i ; C = 0.025/iF for i?^ = 5000 ohms. 
This does not affect the rise of impedance at the bass resonant frequency, which 
is a function of the loudspeaker design and the type of baffle — see Chapter 20 Sect. 
2(iv) and Sect. 3. 

At maximum signal voltage the conditions are somewhat different (Fig. 13.26). 
The power output in this case reaches a maximum at i?^ = 9000 ohms. The second 
harmonic reaches a minimum (practically zero) at about i?^ = 14 000 ohms, and then 
rises steadily ; actually it undergoes a change of phase near -R^ = 14 000 ohms. 
The third harmonic rises all the way from zero to the limit of the graph. JViinimum 
" total distortion " occurs atRj^ = 10 000 ohms, which is the published typical load, 
being a close approach to maximum power output. In this particular case the load 
resistance for zero second harmonic is not that for maximum power output. 

In the case of a loudspeaker load, the load resistance may rise from the nominal 
value to (say) 6 or 8 times this value ; all the variation is in the upwards direction. If 
full signal voltage is maintained for all frequencies, the distortion will be very severe 
and the maximum power output will be reduced at low and high frequencies. The 
only methods of minimizing the trouble are the use of a loudspeaker and baffle with 
less prominent impedance peaks, and the use of negative voltage feedback 
(see Chapter 7) or reduced signal voltage on the grid. A pentode, operating well 
below its nominal power output, is capable of giving reasonable fidelity even on 
an ordinary loudspeaker load. In a normal radio receiver, a power pentode with a 
nominal maximum power output of 4 or 5 watts can give reasonable fidelity up to 
somewhat over 1 watt, but it has the advantage of being capable of delivering its full 
power output when the distortion can be tolerated. 

The effect of these high impedance loads, which are here assumed to be purely 
resistive for the purpose of illustration, is shown by the beam power amplifier plate 
characteristics in Fig. 13.27. The effect may be minimized by reducing i?^ slightly 
below the optimum value. 




O lOO 200 30O 400 500 60C 70O BOO 

FIG. r3.27 PLATE VOLTS 



Fig. 13.27. Plate characteristics of 6L6 or 807 beam tetrode with leadlines of optimum 
resistance also twice, four times and eight times optimum. The leadlines have been corrected 
for the rectification effect. 

The impedance of a loudspeaker is, however, far from being resistive (see Chapters 
20 and 21), having a reactive component varying with frequency, which must be com- 
bined with the shunt reactance of the transformer primary at low frequencies and that 
of the shunt capacitance from plate to earth at high frequencies. The combined 
reactive components increase the distortion and reduce the power output [see also 
Chapter 5 Sect. 3(iii)c and Chapter 2 Sect. 4(vi) ; Ref. C4]. 

The published values of power output apply to highly efficient output transformers. 
The available power output from the secondary of a normal power transformer is 
equal to -q times the published value, where i; is the efficiency [see Chapter 5 Sect. 
2(ii) and Sect. 3(vi)]. Typical efficiencies are from 70% to 95% (depending on the 
price class) for well-designed transformers. 
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(ix) Effects of plate and screen regulation 

The internal resistances of plate and screen supply sources cause a reduction in 
power output. If the regulation of the power supply is such that the rise of plate and 
screen currents causes a decrease of 1 % in all the electrode voltages, the decrease in 
power output (by the use of conversion factors) will be approximately 2.5%. This 
will be modified by the shape of the characteristics and rectification effects, and the 
only accurate method is the graphical one outlined below. See also remarks on 
push-pull — Sect. 6(iii). 

In addition, the regulation and by-passing of the power supply also affect the mini- 
mum frequency which can be handled satisfactorily at full power output — see Sect. 
l(iv). 

Graphical method (Kef. B4). 

Let Ri = internal resistance of plate supply source, 
i?2 = internal resistance of screen supply source, 
AI^ = increase in plate current from zero to maximum signal, with constant 

electrode voltages. 
Aid ~ increase in screen current, with constant electrode voltages, 
AE^ = change in plate voltage, 
AE ci = change in screen voltage, 

— plate voltage at maximum signal, 
and Ect = screen voltage at maximum signal. 

Then E,' = E, - AE, (33) EJ = E,^ - AE,^ (34) 

where AEt = Ri AI, (35) AE,^ = R^AI,^ (36) 




E^(vorti) 

Fig. 13.28. Plate characteristics of 6L6 or 807 illustrating method of correcting the 
loadline for rectification. The corrected loadline is A" B". 
On the plate characteristics (Fig. 13.28) AB is the uncorrected loadline with C as 
its average current point, A'B' is a parallel loadline with C as its average current 
point, A"B" is the corrected loadline. The average current may be determined from 
the point on A"B" which has a plate voltage 300 volts ; from this the rise of current 
Ali may be calculated. The value of AIcz may be determined from eqn. (9), AE^ 
may be calculated by eqn. (36) and £^2 by eqn. (34). In the example of Fig. 13.28 
let it be assumed that the plate, screen and grid voltages are all reduced proportion- 
ally, F * being 0.9 : 

£j = = 300 volts Ei' = E,2 = 270 volts 

= - 15 volts En' = - 13.5 volts 

The procedure is : 

1. Plot a new curve for =0, E d' = 270 volts, by the use of conversion factors*. 
This is dravm on Fig. 13.29. For F„ = 0.9, F< = 0.86. 

2. Plot a curve for = — 13.5, E^^' = 270 volts similarly. This will be the 
— 15 volt curve (for E^ = 300 volts) with the current ordinates multiplied 
by the factor 0.86. 

♦For conversion factors see Chapter 2 Sect. 6 and Fig. 2.32A. " 
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Fig. 13.29. Plate characteristics of 6L6 or 807 giving graphical method for deriving 
the effect of internal resistance in the voltage supply source. 

3. Plot a curve for En' = " 27, = 270 volts. This will be the - 30 volt 
curve (for E^i =-■ 300 volts) with the current ordinates multiplied by 0.86. 

4. Mark the point Q at = 270, = 270, = - 13.5 volts. 

5. Through Q draw the uncorrected loadline RQS. 

6. Draw the corrected loadline R"D"S" by the same method as previously (Fig. 
13.28). 

7. Determine the rise of plate current from Q to D" (intersection of R"S" with 
E^ = 270 volts). This should be approximately the same as derived in the first 
case (zl/t). If there is an appreciable error, some adjustment should be made. 

(x) Beam power valves 

Beam power amplifier valves, otherwise known as output tetrodes, are in two prin- 
cipal classes. The first class includes most of the smaller valves, which have charac- 
teristics so similar to pentodes that they may be treated as pentodes in all respects. 
The second class includes types such as 6L6, 807 and KT66, which differ from pen- 
todes principally in having sharper " knees " to their plate characteristics, more 
second harmonic but less third harmonic distortion. The optimum load resistance 
is more critical than with ordinary power pentodes. 

The screen currents of many types of beam power valves, due to variations in grid 
aligimient, may have considerably greater tolerances than in pentodes — up to it 100% 
in some instances — and screen dropping resistances should not be used unless re- 
commended by the valve manufacturer. The screen supply should normally be 
obtained from a voltage divider. 

The distortion and power output of type 6L6 beam power valve are plotted against 
load resistance in Fig. 13.30. The second harmonic is 9.6% at the rated load re- 
sistance, the third harmonic only 2.4% and all higher harmonics negligible. At lower 
load resistances the second harmonic rises, although not seriously, the third harmonic 
decreases steadily, and all higher harmonics are negligible — the overall effect being 
quite satisfactory. At higher load resistances the performance is not good, and the 
overall effect is roughly the same as with a pentode. See Chapter 7 for the effect of 
negative feedback. 

Reference C3. 

(xi) Space charge tetrodes 

A space charge tetrode is actually a triode operating on a virtual cathode provided 
by the thermionic cathode and the inner (space charge) grid. It is capable of low 
distortion, even lower than a triode, but the power output for a given d.c. power input 
is less than that of a triode, owing to the power taken by the space-charge grid. 

See Refs. CI, C2. 
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ixii) Partial triode operation of pentodes ("ultra-linear" operation) 

When the screen and plate of a pentode are being operated at the same voltage, 
pentode operation is obtained when the screen is connected to the B + end of the 
output transformer primary, while triode operation is obtained when the screen is 
connected to the plate end of the primary. Any desired intermediate condition 
can be obtained by connecting the screen to a suitable tap on the primary. In such 
intermediate condition the valve operates as a pentode having negative feedback 
applied to the screen, with a section of the load impedance common to both electrodes, 
and minimum high level distortion with push-pull operation is usually obtained when 
the tapping point is about 43% of the total primary turns (Refs. C7, H5, H6). 




FIG. 13. 30 

Fig. 13.30. Power output and distortion of type 6L6 beam power amplifier plotted 
agatnst load resistance, for Ei = E,^ = 250 volts, = -14 volts, peak signal 14 volts. 

SECTION 4 : PARALLEL CLASS A AMPLIFIERS 

Any two Class A ampUfier valves may be connected in parallel, with suitable pro- 
vision for their correct operation, to provide double the power output. It is assumed 
that these have identical characteristics (the normal manufacturing tolerances have 
only a very slight effect). The load resistance will be half that for one valve. The 
distortion will be the same as for one valve. The input voltage will be the same as 
for one valve. The total plate current will be twice that for one valve. The effective 
plate resistance will be half that for one valve. 

Parasitics are likely to occur, particularly with high-slope valves. Precautions 
to be taken include the following : 
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1. The two valves should be placed closely together, with very short leads between 
grids and plates (and screens in the case of pentodes). 

2. A grid stopper should be connected directly to one or both grids. It is usually 
cheaper — and just as effective — to have one grid stopper of, say, 200 ohms than 
two stoppers each of 100 ohms. 

3. Screen stoppers (50 or 100 ohms for each screen) are very helpful, particularly 
with types 6L6 or 807 [see Sect. 3(iii)H]. 

N.B. Plate stoppers are less helpful, are wasteful of power, and are generally 
uimecessary. 

The advantages of parallel operation lie principally in the elimination of the phase- 
splitter or input transformer required with push-pull operation. The disadvantages 
are : 

1. The necessity for handling the heavy direct plate current. This necessitates 
either a special output transformer or a choke (say 20 henrys) with parallel feed 
to the output transformer. 

2. The higher distortion— this is not serious if negative feedback is used, and in 
any case is no worse than that of a single valve. 

3. The attenuation of lower frequencies at maximum power output due to the 
limited size of the by-pass capacitor. This effect is also a function of the plate 
supply regulation — see Sect. l(iv). 

Parallel operation may be used with a cathode-follower stage, permitting the use 
of two smaller valves with lower plate voltage in place of one valve with higher plate 
voltage, and thereby reducing the difficulties of grid excitation. 
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(0 Introduction {ii) Theory of push-pull amplification (Hi) Power output and 
distortion (iv) Average plate current {v) Matching and the effects of mismatching 
ivi) Cathode bias (vii) Parasitics. 

(i) Introduction 

(A) Fundamental principles of push-pull operation 

The fimdamental circuit of a push-pull power amplifier is Fig. 13.31. A balanced 
(push-pull) input voltage must be applied to the three input terminals, and a balanced 

(push-pull primary) output transformer must 
be connected to the two plates with its centre- 
tap connected to iij^ -|-. For the best results 
the input voltage must be exactly balanced, 
the valves must have identical characteristics 
and the output transformer must be exactly 
balanced between the two sections of the 
primary, with perfect coupling between them. 
Under these conditions, any even harmonics 
introduced by the valves will be cancelled, 
but the odd harmonics will not be affected ; 
the flux in the core due to the d.c, plate 
currents would be zero. 
The load resistance is coimected across the secondary, and the reflected resist- 
ance* across the whole primary is 




: Ra 



Fig. 13.31. Fundamental cir- 
cuit of push-pull power amplifier. 



R, 



4R^(N,yN^- 



♦See Chapter 5 Sect. l(ii). 
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and the reflected resistance across half the primary is 

where Ni = turns in half primary winding 
and Ni = turns in secondary winding. 

If valve in Fig. 13.31 were removed from its socket^ the load resistance effective* 
on Vi would then be 

Rl' = iRL = R^iN.yN,') 
which is half the load resistance on under push-pull conditions. This is the con- 
dition which occurs when one of the valves reaches plate current cut-off. 

If the output transformer were replaced by two separate transformers, one from 
each plate to iJ^^ +, the even harmonics would be cancelled but some advan- 
tages of push-pull operation would be lost. The whole principle of push-pull opera- 
tion is based on the assumption that the two plates are always exactly 180° out of 
phase with one another. This is achieved by an " ideal " output transformer (see 
Chapter 5 Sect. 1) even if one of the valves is not operating. 

If two valves are to be operated in push-pull, the plate and grid voltages may be 
the same as for single valve operation, the plate-to-plate load resistance may be twice 
and the plate currents twice the respective values for a single valve ; under these 
conditions the power output will be exactly twice that for a single valve. On the other 
hand, higher power output is obtainable, with some increase in third harmonic dis- 
tortion, merely by decreasing the plate-to-plate load resistance without any change 
in grid bias (Ref. E7). Still higher power output is obtainable by increasing the grid 
bias and the signal input voltage, also by increasing the plate voltage to its maximum 
value. 

(B) Classes of operation 

A Class A amplifier is an amplifier in which the grid bias and alternating grid 
voltages are such that the plate current of the output valve orvalves flows at all times. 
The suffix 1 indicates that grid current does not flow during any part of the input 
cycle. 

A Class ABi amplifier is an amplifier in which the grid bias and alternating 
grid voltages are such that the plate current in any specific valve flows for appreciably 
more than half, but less than the entire, input cycle. The suffix 1 has the same 
meaning as with Class A. 

A very useful operating condition is the borderline case between Class A and Class 
ABi, that is when the plate current just reaches the point of cut-off — this is called 
Limiting Class Ai operation. 

Class Aj triodes may be operated from poor regulation power supplies without 
serious loss of power output owing to the comparatively small rise of curr.ent at maxi- 
mum signal. Class ABi triodes require good regulation of the power supply. Class 
ABi also requires very tight coupling between the two halves of the transformer 
primary. 

Automatic bias control has been developed (Refs. A24, A25) whereby the opera- 
tion is pure Class Ai with small input voltages, with the bias automatically increasing 
with the input voltage to provide firstly Class ABj and finally Class AB, operation. 
See also Sect, ll(ii). 

(C) Important features 

Class Ai triodes may be operated in push-pull from power supplies having poor 
regulation without any serious loss of power output, owing to the comparatively small 
rise of current at maximum signal. In addition, with normal by-passing, the regula- 
tion of the power supply does not affect the minimimi frequency that can be handled 
satisfactorily at full power output. 

Good regulation of the power supply is necessary with Class AB operation, on both 
these counts. 

With Class AB operation, the current in one half of the output transformer is zero 
for part of the cycle — this causes a very rapid rate of change of current at the cut-off 
point, tending to cause parasitics due to the leakage inductance of the transformer. 
This effect may be minimized by the use of a transformer with low leakage induct- 

*See Chapter 5 Sect. 
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ance — see Chapter 5 Sect. 3(iii)c — or by reducing the rate of change of current. The 
latter is accomplished in limiting Class A operation owing to the avoidance of the 
sharp bend or " discontinuity " in the characteristic at the cut-off point. Valves 
of the 6L6 or 807 class, when connected as triodes, have a slower rate of cut-off than 
normal triodes, and are therefore particularly adapted to Class ABj operation, which 
merges closely into limiting Class A. 

The use of a resistive network to pass a steady current through the primary of the 
transformer does nothing to reduce the rate of change of current, although it may help 
in damping out any parasitica which may occur. 

(ii) Theory of push-pull amplification 

It is assumed that the input voltage is sinusoidal, that the operation is Class Ai, 
that the output transformer is ideal having no resistance or leakage reactance, and that 
the input and output voltages are balanced. The valves are assumed to be perfectly 
matched. For circuit and conditions see Fig. 13.31. 

(A) The plate-current grid-voltage characteristic of any valve may be expanded 
into an infinite series — 

'bi = 00 + «i«i> + a^e,^ + asc," + UiCg* + a^e/ + (1) 

where in = instantaneous plate current, 

e, = instantaneous grid signal input voltage, 
ao= plate current at zero signal, 
and Oi, 02, a,, etc. are coefficients. 

The instantaneous fundamemal power output is given by 

P„ = Ca,e,yRj_ (2) 
where = load resistance on one valve. 

In a push-pull amplifier the second valve V2 has a grid voltage opposite in polarity 
to Fi : 

ib2 = do " a,e, + a^e^' — 036,/ + a^Cg'- a-^e,"- + (3) 

where if,2 = instantaneous plate current of V^, 
flo = plate current of V2 at zero signal, 
and fli, Oa, 03 etc. have the same meanings as in eqn. (1). 

Eqn. (3) has been derived from eqn. (1) merely by making c„ negative, so that 
becomes positive and e,^ becomes negative. 

As the plate currents are in phase opposition to the output load, the net flux-pro- 
ducing current is 

2aie, + 2a^eo' + 2a,e,j'' + (4) 

where it — net flux-producing current in A^i turns, i.e. one half the primary wind- 
ing, 

and all currents are instantaneous values. 

The d.c. components and all the even harmonic terms are seen to have been (tan- 
celled, only the fundamental and odd harmonic terms remaining. 

The total plate current from is given by 

'1 = '61 + '62 

= 2a„ + 2a2e/ + 2a^e,* -1- (5) 

from which it will be seen that the d.c. components plus the even harmonic terms are 
present. Thus the total supply current will only remain constant when there is no 
even harmonic distortion. 

(B) The eifect of hum in the plate and grid supply voltages 

If the plate supply voltage E^^ in a distortionless Class A amplifier is changed 
slightly, both plate currents will change together, and the net flux-producing current 
(id) will be unchanged. Hum from the supply voltage would not therefore appear 
in the output. The effect of hum from the grid bias supply will be similar. 

In a practical amplifier, owing to the curvature of the valve characteristics, the effect 
may be analysed as follows, commencing with hum in the grid bias supply voltage. 
Assume that there is a hum voltage iJj cos pt in series with E „ and that the input 
signal is E, cos qt. 
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The input voltage to Vi is E/, cos pt + E, cos qt. 
The input voltage to Vi\% cos pt — E, cos qt. 
Substituting these values in equation (1) we have 

H\ = flo + "JiCfi* cos pt + E, cos qt) + a^iJEh cos + cos ?r)^ + 

= flo + <Zi-Sa cos^t 4- a-^Es cos ?t + a^E,,^ cos' pt 4- ajf^^ qq^i q( _|_ 

2a^E^E, cos 9t cos 4- 

Similarly 

>'i>2 = oo 4- ai(-Bft cos — £„ cos qt) 4- a2(-E/i cos pt — i?„ cos ?r)^ 4- 

= ao + Qj^'s cospr — a-^E^ cos ?r + ^2-^4^ cos' pt 4- fla^','' cos^ — 
2a2jB^£, cos gt cos 4- . . . 
Therefore j'^ =. in — in — 2axE, cos qt 4- ^OiE^Eg cos ?r cos 

= 2aiB„ cos gt[l 4- 2{aJai)E^ cos pr] (6) 
Eqn. (6) has the form of a carrier (2(3ii3j cos qt) modulated to the depth 2{aJai)E^ 
by a hum frequency cos pt. 

The effect of hum in the plate supply voltage is similar to its effect on the grid bias 
supply, that is to say the hum frequency modulates the signal frequency. It should 
be noted that these modulation components appear in single-ended amplifiers to the 
same exientj but in combination with the fundamental and harmonics of the ripple, 
which latter are absent with push-pull operation. 

Summary — Push-pull operation tends always to reduce the effects of hum in 
either the grid bias or plate supply voltage. 
(C) Effects of common impedance 

The fact that no fundamental component is found in the total plate current i, 
(eqn. 5) prevents any fundamental signal voltage from being fed back to earlier stages 
as the result of a common impedance in the plate voltage source. As the even har- 
monics are fed back, each will again result in higher order harmonics, so that there 
can be no instability caused by feedback aroimd a push-pull stage. 
General deductions 

1. Because the d.c. components of the plate currents cancel each other, no steady 
flux is maintained in the core of the output transformer. 

2. Because the even harmonics are zero, the limit placed on single-ended ampli- 
fiers no longer applies. It is usual to design push-pull amplifiers for maximvun 
power output without primarily con- 
sidering the odd harmonics ; when dis- 
tonion is objectionable, this may be re- 
duced — at the expense of power output — 
by increasing the load resistance. 

The effects of the regulation and by-passing 
of the power supply are covered in Sect. 5(i). 



(D) Application to cliaracteristic curves — 
Composite characteristics 

From eqn. (4) the net flux-producing cur- 
rent in one half of the primary winding is 

id = ibi — »s2 (7) 
Thus a " composite " characteristic may be 
dravm for the fixed grid voltage — Ec by 
subtracting the currents in the two valves. 
At the quiescent plate voltage E^^, both 
valves draw the same plate current and 
therefore = 0. The composite charac- 
teristic must therefore pass through the 
point £j, = Bjj, = 0. At other plate 
voltages the value of is given by — »' „ 
when the plate voltage of one is increased 




Fig. 13.32. The derivation of the 
composite characteristic for matched 
push-pull valves. 
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by the same voltage thA the other is decreased. This may be applied graphically 
as shown in Fig. 13 32 ; the upper half includes the Ec characteristic for (ACDE) 
while the lower half includes the characteristic for Ka but inverted and placed left 
to right (FGHJ). Point C on the characteristic is the quiescent operating point, 
and point B corresponds to the plate voltage Ea. The characteristic is placed 
so that H, the quiescent operating point, comes below C ; then since BC = BH = /^o 
the point B is on the composite characteristic. At any other plate voltage N, the point 
L on the composite characteristic is found by subtracting PN from KN, giving LN 
as an ordinate. Valve Fa cuts off at point J, so that the amount to be subtracted from 
the Vi ordinate is zero, giving D (and its opposite number G) as points on the com- 
posite characteristic. The composite characteristic is therefore FGRBLDE which 
may be compared with the straight line FBE. Sudden bends occur at D and G, but 
the portion between D and G is fairly straight ; the latter includes the whole Class A 
operating region. It is obvious that the non-linearity of the composite characteristic 
becomes worse as the quiescent operating point is moved towards the foot of the char- 
acteristic — that is as / so becomes less. Thus we have the Class A condition (including 
limiting Class A) with nearly straight composite characteristics, the Class AB, con- 
dition which includes the kinks at the points of plate-current cut-off, and finally the 
Class B condition with quite considerable non-linearity. 

The composite characteristic of Fig. 13.32 is that for zero signal input voltage 
(e„ = 0). Other composite characteristics may be drawn by a somewhat similar 
method, except that the (E^ + e,) charact-eristic of must be combined with the 
(Ec — Sg) characteristic of to give the + e„ composite characteristic. For example, 
if Ec = — 60 volts, we may take in increments of 10 volts, giving : 
e, 0 +10 +20 +30 +40 +50 +60 volts 

Ec + e, -60 -50 -40 -30 -20 -10 0 volts 

Ec - e, -60 -70 -80 -90 -100 -110 -120 volts 

A family of composite characteristics is shown in Fig. 13.33 in which ijjj = 300 
volts and = — 60 volts, with values of e, in accordance with the table above. The 
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Pig. Family of composite characteristics for two type 2A3 triodes. 
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composite operating point is e„ = 0 and Ei = E^t = 300 volts. The composite 
leadline is a straight line through this point, with a slope corresponding to K^' = i-R^, 
where Rj= load resistance plate to plate. We may therefore imagine a composite 
valve, taking the place of both Fj and K,, working into half the primary winding with 
the other half open-circuited. This composite valve will have a plate resistance (r^) 
as indicated by the slope of the composite characteristic, which value is approximately 
half that of one valve at the quiescent operating point (r „„). For this reason the slope 
of the composite characteristic changes slightly with the grid bias. 

Maximum power output is obtained from the composite valve when its load 
resistance is equal to its plate resistance 



i.e. when jR, 



= r^„/2 or Rj^ 



2r„ 



(8) 



On the composite characteristics therefore, maximum power output is obtained 
when the slope of the loadline is the negative of the slope of the composite characteris- 
tics. 

Owing to the good linearity of the composite characteristics for Class Ai operation, 
and the freedom from limitations in the vertical direction, elliptical leadlines may 
be accommodated with less distortion than with any other method. Negative voltage 
feedback makes such an amplifier practically distortionless for any type of load, 
resistive or reactive, of any value of impedance ; the only limitation is regarding grid 
current. 



FIO, 13,34 




Fig. 13.34. Method of deriving the loadline on an individual valve (AQV) from the 
composite characteristic AOB. 

The loadline on one valve (e.g. Fi) is determined as Fig. 13.34 in which the com- 
posite characteristics, the composite loadline AB, and the individual characteristics 
are the same as in Fig. 13.33. At every intersection of a composite characteristic 
with the composite loadline (e.g. point C) draw a vertical line (e.g. CS) to cut the 
corresponding characteristic. Then join these points APQSTV etc. with a smooth 
curve, which is the loadline on a single valve, Q being the quiescent operating point. 
It is obvious that this loadline is curved, although it is less curved with Class A than 
with Class ABi operation. 

Equivalent oil ;uit for push-pull amplifier 

There are various forms which an equivalent circuit might take, but the one adopted 
here (due to Krauss) has some special advantages for the purpose (Fig. 13.35). The 
two valves are assumed to have equal constant amplification factor (/i), and plate 
resistances (r-^, and r^j) which are functions of the plate current. 
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From equation (4) we have 

^ d ~ ^61 2 62' 

We may write 

in = /so + '^ibi and i^i = /so - Ai^^ (9) 
where /so = quiescent plate current of either valve 

At = change of plate current in valve Vi 
and Ai^^ = change of plate current in valve V^. 
Combining (4) and (9), 

= Ai\i + zl8s2 (10) 
in which the varying components of j j, and add so far as id is concerned. Let 
the varying components be :„i and i^^, thus leading to the equivalent circuit of Fig 
13.35 in which two generators each developing a voltage /le^ through their internal 
resistances r^i and rj,^, are effectively in parallel to supply the load current id through 
the load resistance i?^'. All quantities except R^' and n are instantaneous values. 



Fig. 13.35. Equivalent circuit which may 
be used for deriving certain impedance 
and current relationships. 



The impedance seen by is the impedance of the circuit to the right of the line 
ah, which is called r„j. 
It may be shown (Ref. E7) that 
r„s = + r,Jr^^) (11) 

The dynamic plate resistance of the composite valve may be expressed 

= Ae.Jia (12) 
From (10) id = Jj^i + Ai^^. 

Now Ain = Acn/r^i (13) 
and /lJs2 = Ae^-Jr^i (14) 
From (12), (13), (14), = ^n^vi/^Xvi '"pa) 

(15) 

This indicates that the plate resistance of the composite valve at any instant is equal 
to the parallel combination of the individual plate resistances of Vi and V^. For 
Class A operation is very nearly constant, so that 

rd r,„/2 (16) 
where rj,„ = plate resistance of Vi or Ka at the quiescent operating point. 
Now if J?j^' = r^ (the condition for maximum power output) 

Rj' = rj r„o/2 (17) 
The load impedance seen by a single valve (Fi or V^) in Class A operation is given by 
[From (11), (15), (17)], r„s !^ r„i (18) 
so that each valve at any instant is working into a load resistance approximately equal 
to its own plate resistance. 

(iii) Power output and distortion 

It has been shown in the preceding subsection that maximum power output is 
obtained from two matched valves in push-pull when the load resistance from plate to 
plate {Rj) is equal to 4 times the plate resistance of the imaginary composite valve 
{r d) or approximately twice the plate resistance of one of the valves at the quiescent 
operating point (?•„„). This value of R, may be regarded as the minimum value, 
since any decrease would cause loss of power output, increased distortion, and high 
peak currents. In some circumstances it is foimd desirable to increase Rj^ — even 
though this reduces the power output — thereby reducing the odd harmonic distortion, 
the peak currents and plate dissipation. 
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The value of load resistance to provide maximum power output may be determined 
approximately from the plate characteristics of one valve (Fig. 13.36). Since the 
Ec = 0 characteristic approximately follows the 3/2 power laWj it may be shown 
(Ref. E5) that maximum power output occurs when the leadline intersects the £<, = 0 
curve at 0.6£(,6. The plate current at this point is /s„ and the other values are : 
Rj^ = l.6Eit/Ii,„ plate to plate (19) 
Po == 0.2^6 for 2 valves (20) 

If it is desired to determine the optimum value of in a particular case, several 
half-loadlines may be drawn as in Fig. 13.36 but radiating from B. The power 
output for each may be calculated from the expression 

P„ = i/sm'^^i (21) 

or Po = iUnlE^, - E^in). (22) 
Eqns. (21) and (22) may be used with reasonable accuracy for Class ABj, since the 
third harmonic distortion is usually less than 3%. A useful rule is to multiply the 
power output, as indicated by these equations, by the .factor 10 000/(100 — Hs%y 
to obtain a close approximation to the actual power output. Values of this factor 
for various third harmonic percentages are given below : 
H, 1% 2% 3% 5% 7% 10% 

Factor 1.02 1.04 1.06 l.ll 1.15 1.23 

It is here assumed that fifth and higher order odd harmonics are negligible. 

The loadline slope is unaffected by the grid bias, but the two extremities are slightly 
affected — as the grid bias is decreased, the point A (which is really the intersection 
of the loadline with the composite characteristic) moves slightly towards B. Thus 
with Class Aj the output will be slightly less than indicated by eqns. (20), (21) and (22). 




Fig. 13.36. Method of deriving the approximate power output and load resistance of a 
Class ABi amplifier from the characteristics of a single valve. The method may also be 

used zvith poorer accuracy for Class A^. 
Fig. 13.37. Calculating third harmonic distortion with balanced push-pull. Curve A 
is the dynamic characteristic. 



The dissipation at maximum signal may be calculated from the product of the plate 
supply voltage En and the average plate current [see (iv) below], minus the power 
output. The normal procedure is firstly to select a grid voltage such that the plate 
dissipation is slightly below the maximum rating at zero signal, then to adjust the 
loadline so that it approaches as closely as possible the value for maximum power 
output, without exceeding the plate dissipation limit at maximum signal. 
Simple method for calculating third harmonic distortion 

This method is only accurate in the absence of all distortion other than third har- 
monic ; it is a close approximation under normal conditions provided that all even 
harmonics are zero. 

The procedure is to draw the loadline on the plate characteristics, then to transfer 
this to the mutual characteristics in the form of a dynamic characteristic (Fig. 13.37). 
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Curve A is the dynamic characteristic while B is a straight line joining the two ends 
of A and passing through O. zl/j is the difference in plate current between curve A 
and line B at one half of the peak grid voltage. The percentage of third harmonic 
is given by 



or 



AI. X 100 



-dl. X 100 



)/(' 

)/h, 



approximately. 



(23) 



(24 



Calculating up to fifth harmonic dis- 
tortion 

The usual method is to transfer from the 
loadline to a dynamic characteristic, then 
to proceed using the " eleven selected or- 
dinate method " (Sect. 3(iv)D). This 
gives the power output and harmonics up 
to the fifth. If the balance is good, only 
the third and fifth harmonics are likely to 
be required ; the fifth is very much less 
than the third harmonic for Class A opera- 
tion. 

(iv) Average plate current 

The average plate current with maximum 
signal input is always greater than imder 
quiescent conditions — ^slightly greater for 
" single valve " conditions, more so for 
limiting Class Aj, and considerably greater 
for Class ABi. 

The average plate current may be cal- 
culated approximately by the expression 

lb ^ Ibo + i(^max + ^min ^ 21 i,o) 

(25) 

provided that the plate current does not 
actually cut off (Ref. El). 

More generally, and more accurately, the 
average plate current may be determined 
by adding the plate currents of the two 
valves instead of subtracting them as for the 
composite characteristics. The total plate 
current may then be plotted as in Fig. 
13.38 as a function of the signal grid volt- 
age. In order to find the average current 
it is generally most convenient to take equal 
angle increments over the cycle, for ex- 
ample, every 10° as shown in Fig. 13.39. 
The plate current should then be noted at 
each point corresponding to 10° increase 
in angle over the whole 360°. The aver- 
age plate current is then the average of 
these individual values. 

In order to reduce the amount of work in- 
volved in this calculation, use may be made 
of the fact that each quadrant (90°) is simi- 
lar. It is very easy to make an error in this 
calculation and the following method of ob- 
taining the average from the plate current 
curve over one quadrant is therefore given. 




20 O 20 
SIGNAL GRID VOLTS 
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Fig^ 13.38. Plate current (both 

valves) plotted as a function of the 
signal grid voltage. 




26Cf 



Fig. 



13.39. Plate current (both valves) 
with 10° angular increments. 



580 



(iv) AVERAGE PLATE CURRENT 



13.5 



This method is illustrated in Fig. 13.40 which shows the total plate current for both 
valves over one-quarter of a cycle. Grid voltages are shown as fractions of the peak 
grid voltage. The plate currents corresponding to grid voltages of 0, 0.17, 0.34, 0.5, 
0.64, 0.77, 0.87, 0.94, 0.98 and 1.0 times the peak voltage are shown as /„, lo-u etc. 
The average plate current is then given by 




Pig. 13.40. Plate current {both 
valves) plotted over one quadrant 
for the calculation of average plate 
current. 
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(v) Matching and the effects of mismatching 

Matching is the process of selecting valves for satisfactory push-pull operation. 
Most valve manufacturers are prepared to supply, at some additional cost, valves 
which have been stabilized and matched for the application required. 

It is important to specify the conditions of operation when ordering matched valves, 
as unless the valves are stabilized and matched under conditions similar to those in 
which the valves are to be used, they will drift apart during life or may even be mis- 
matched initially if the matching conditions are unsuitable. 

All valves intended for matching should be operated for at least 50 hours under 
similar conditions to those under which the valves are intended to be operated in the 
amplifier. 

The matching technique varies with the class of operation for which the valves 
are intended. 

Matching valves for class Aj service is not as critical as for valves intended for 
class ABi, class ABj or class B. For class Ai service it is usually sufficient to match 
for zero signal plate current only. 

Triodes for class ABj, ABj or class B service should be checked at a number of 
points on the plate current grid bias curve. The points usually taken are (a) zero 
signal condition (b) a bias corresponding to the maximum permissible plate dis- 
sipation. The plate currents so measured should agree at all points within 2%. 
Triodes intended for class ABj or class B service should also be matched for ampli- 
fication factor. 

When matching tetrodes and pentodes it is usually sufficient to match for zero 
signal plate current and power output. 

Even with perfect initial matching, valves are likely to drift apart during life and in 
critical applications it is desirable to provide some means of balancing the plate cur- 
rents of the valves in the equipment. This may take the form of separate bias re- 
sistors in the case of self-bias or adjustable bias supplies in the case of fixed-bias 
applications. Pentodes and tetrodes may also be balanced by adjusting the screen 
voltages. 

It is important that matched valves should never be run, even momentarily, at 
dissipations or ratings in excess of those recommended by the valve manufacturers 
as such treatment will render the valves unstable and destroy the matching. 
Effects of mismatching with Class Ai triodes 

In Class Ai push-pull triodes, a considerable degree of mismatching between the 
valves is permissible without serious effects, provided that the valves are being oper- 
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ated under single valve conditions as regards grid bias. There will be only a slight 
effect on the maximum power output or the odd harmonic distortion, but there will 
be some second harmonic distortion and some out-of-balance flux-producing current 
in the transformer. The second harmonic distortion will normally be small, par- 
ticularly if the plate-to-plate load resistance is not much less than 4r«o) and for most 
purposes it may be neglected with valves of ordinary tolerances. The maximum 
out-of-balance plate current should be provided for in the design of the output trans- 
former and this additional cost should be compared with the alternative additional 
cost of using valves which have been stabilized and matched for quiescent plate current 
only. There is normally no real need for matching for any other characteristic. 

In order to demonstrate the effects of abnormal mismatching, composite charac- 
teristics have been drawn in Fig. 13.41 for two valves of entirely different types. It 
has been shown by Sturley (Ref. E27) that the method of deriving composite charac- 
teristics also holds with mismatching. 

Type 2A3 45 

Amplification factor 4.2 3.5 

Mutual conductance 5250 2175 ftmhos 

Plate resistance 800 1610 ohms 

There is a difference of 12% in amplification factor, while there is a ratio exceeding 
2 : 1 for the other characteristics. The selected operating conditions are : i?;, = 250 
volts, i?c = — 50 volts, Ri 5800 ohms (plate-to-plate). It will be seen that the 
composite characteristics (dashed lines) are not quite parallel, although they are very 
nearly straight. On account of the unmatched condition, rectification occurs, leading 
to a shift of the loadline, and the corrected leadline may be derived by the method 
of Sect. 2(ii)D and Fig. 13.7. The second harmonic distortion on the corrected load- 
line is only 5%. 



FIG. 13.4 1 
100 



Et,(V0ltj) 
20O 300 




Fig. 13.41. Composite characteristics for two different valves (2/13 and 45) in Class 
push-pull. Et„ = 250 volts, = -50 volts, = 5800 ohms plate-to-plate. 
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The fact that two valves so diiferent in characteristics can be used in Class Aj push- 
pull to give what is generally classed as good quality (5% second harmonic) indicates 
the wide latitude permissible, provided that the bias is retained at the value for a single 
valve and also that the load resistance is not much less than the sum of the single 
valve loads (or 4 times the average plate resistance). 

For Class Ai triodes it has been suggested (Ref. E8) that the following are reasonably 
satisfactory limits in conjunction with ordinary commercial tolerances for valves : 

Max. unbalance 

Signal input voltages on the grids of Vy and : 5% 
Phase unbalance at high and low frequencies : 

Quadrature component = 3% 
These are easily achieved by attention to the phase splitter or other source (see Chapter 
12 Sect. 6). When testing for balance with a C.R.O. on the grids of and V^, it is 
important to reverse the connections of the B.F.O. when changing from one grid to 
the other. 

(vi) Cathode bias 

In an accurately balanced push-pull Class Ai amplifier there is no point in by- 
passing the common cathode bias resistor, since there is no fundamental signal current 
flowing through it. In Class Aj amplifiers which are not accurately balanced, there 
will be some degeneration, and ir is usual to by-pass the cathode bias resistor, al- 
though this is not essential. 

In Class ABi amplifiers it is essential to by-pass the cathode bias resistor. 

Provision may be made, with cathode bias, for balancing the plate currents provided 
that they do not differ too seriously. One excellent arrangement is incorporated in 
Fig. 7.44 which may be used, with the necessary adjustments in the values of the re- 
sistances, for triodes, pentodes or beam power amplifiers. 

The value of cathode bias resistance may be determined, in the same way as for s 
single valve, on the basis of the maximum signal total plate current and desired bias 
voltage. This Will give the same performance as fixed bias, but it is necessary to check 
for plate dissipation at zero signal [for method see Sect, 2(ii)E]. If the dissipation 
at zero signal is too great, it will be necessary to increase the bias resistance. This 
will introduce a tendency to change from Class to ABj, which may be undesirable ; 
it may be minimized by the use of a bleed resistor to pass current from E^^ to the 
cathode, and thence through the bias resistor, thus giving an approach towards fixed 
bias. Alternatively, the load resistance may be increased, thereby reducing the maxi- 
mum signal plate current and grid bias ; this will also reduce the power output. 

Cathode bias causes a smaller change in average plate current from no signal to 
maximum signal than fixed bias. This permits a poorer regulation power supply 
than may be used with fixed bias. However, the regulation and by-passing of the 
power supply also affect the minimum frequency which can be handled satisfactorily 
at full power output — see Sect. l(iv). 

Changes in effective gain occur in Class ABi amplifiers employing cathode bias, 
during heavy low frequency transients, which add to the distortion measured under 
steady conditions. 

(vii) Parasitics 

Parasitic oscillations in the plate circuit may occur with Class ABj operation when 
the plate current is cut off for an appreciable part of the cycle, as a result of the trans- 
former leakage inductance and the rapid rate of change of current at the cut-off point — 
see Sect. 5(i)C. They may usually be cured by the use oi a RC network shunted 
across each half of the primary of the output transformer — see Sect. 7(i) — and, if 
necessary, by the use of a transformer with lower leakage inductance — see Chapter 5 
Sect. 3(iii)c. 

Parasitics in the grid circuit are not usually troublesome except when the valves 
are driven to the point of grid current flow. Grid stoppers up to 50 000 ohms are 
often used with both Class A and ABj operation to give a smoother overload without 
parasitics. 
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SECTION 6. PUSH-PULL PENTODES AND BEAM POWER 
AMPLIFIERS, CLASS A, ABi 

(;') Introduction {ii) Power output and distortion (Hi) The effect of power supply 
regulation {iv) Mismatching (t)) Average plats and screen currents (vi) Cathode 
bias (vii) Parasitics (viii) Phase inversion in the power stage (ix) Extended Class A 
(x) Partial triode (" ultra-linear ") operation. 

(i) Introduction 

Push-pull pentodes follow the same general principles as triodes (see Sect. 5) al- 
though there are some special features which will here be examined. Provision must 
be made for the supply of voltage to the screensj and for it to be maintained constant 
with respect to the cathode. For economy, the screens are often operated at the same 
voltage as the plates. If the screens are to be operated at a lower voltage, the alter- 
natives are the use of a separate power supply, or a low resistance voltage divider. 
The Mcintosh Amplifier may also be used for Class A or ABi operation — see Sect. 8. 
Quiescent push-pull pentodes are covered in Sect. 7(vii), 

(ii) Power output and distortion 

Composite characteristics may be drawn as for triodes, on the assumption that the 
screen voltage is maintained constant, but they will not be straight (Fig. 13 42). The 
leadline will pass through the point (£,, = £■ j, ^ = 0) and the two knees of the char- 
acteristics (e, = + ffi). 

In practice it is not necessary to draw the composite characteristics, if we are only 
interested in power output. In limiting Class Ai or in ABj one valve reaches cut-off, 
so that the iJ^i = 0 characteristic is the same as the e„ characteristic. Even with 
ordinary Class Ai the error due to the approximation is small. The loadline may 
therefore be drawn {AB in Fig. 13.43) and the plate-to-plate load resistance will be 
4 times that indicated by the slope of AB. With valves of the 6L6 class, the third 




• 20O 

SCO 400 300 200 {GO " O 

Fig. 13.42. Composite characteristics for push-pull Class Ai beam power amplifiers 
type 6/,6, E^^ 250 volts, == 250 volts, E^ ^ -15 volts. 
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Fig. 13.43. Calculation of power 
output using J3ti = 0 charaamnic of 
one valve only. 



harmonic is so small that its effect on the power output may be neglected, so that 
Po = IhJE,^ - (1) 
which is the same as for triodes. With pentodes the power output will be somewhat 
higher than indicated by eqn. (1) owing to the third harmonic distortion. In general, 
the third harmonic distortion is slightly less 
than half that with a single valve, owing 
to the effect of the lower load resistance. 
If it is desired to calctilate the harmonic 
distortion, it will be necessary to plot at 
least portion of the composite characteris- 
tics. 

The effect of a higher load resistance is 
to increase rapidly the odd harmonic dis- 
tortion, while the effect of a lower load re- 
sistance is to decrease the power output. It 
is therefore advisable, with a loudspeaker 
load, to adopt a nominal impedance rather 
less than the value for maximum power 
output. 

The power output of Class A push-pull 
pentodes is only slightly greater than 
twice that for a single valve. 

(iii) The eiFect of power supply regulation 

As with the case of a single valve the screen is more sensitive to voltage changes than 
the plate. If neither screen nor plate is being operated at its maximum rating, the 
simplest procedure is to adjust the voltages as desired for maximum signal and allow 
them to rise with no signal. Alternatively, if it is desired to obtain maximum power 
output, both screen and plate may be adjusted to their maximum ratings with no signal, 
and allowed to fall with increasing signal. If it is desired to calculate the maximum 
power output, the procedure for a single valve [Sect. 3(ix)] may be followed, except 
that in this case there is no loadline shift caused by rectification. 

The regulation of a common plate and screen power supply will not have a serious 
effect on the minimum frequency which can be handled satisfactorily at full power 
output with Class A push-pull operation, provided that a reasonably large by-pass 
capacitor is used. If separate plate and screen supplies are used the screen supply 
regulation is very much more important than the plate supply regulation, with Class A 
operation. 

With Class ABi operation, the regulation of both plate and screen supplies should 
be good. 

(iv) Matching and the effects of mismatching 

Matching is covered generally in Sect. 5(v). It is important to match the valves 
under the operating conditions in the amplifier. 

The effects of mismatching with pentodes are more serious than with triodes. If 
no care is taken in matching, or in the design of the output transformer, it is possible 
for the distortion to be higher than with two valves in parallel. The advantages of 
push-puU operation will only be obtained in proportion to the care taken to achieve 
correct balance, particularly with regard to the quiescent plate currents and the signal 
input voltages. As with triodes. Class AB, is more sensitive to mismatching than 
Class Aj. 

(v) Average plate, and screen currents 

The average plate current for Class Ai may be calculated approximately as for 
triodes [Sect. 5(iv), Eqn. 25]. In all other cases, the composite characteristics are 
required, following the same method as for triodes. 

The average screen current may be calculated by the same method as for single 
pentodes [Sect. 3(iii)E]. 
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(vi) Cathode bias 

See Sect. 5(vi) as for push-pull triodes, except that the screen dissipation must also 
be checked. 

(vii) Farasitics 

See Sect. 5(vii) as for push-pull triodes, also Sect. 3(iii)H. 

(viii) Phase inversion in the power stage 

In the interests of economy, push-pull is sometimes used in the output stage without 
a prior phase inverter. All such methods — except the Cathamplifier — have inherently 
high distortion, and some have serious unbalance between the two input voltages. 

(A) Phase inverter principle (Fig. 13.44) 

The grid of Vi is excited from the voltage divider R^Rt across the output of Vi. 
^3 + Ri must be very much greater than the load resistance (say 50 000 ohms). 
i?6 and Rs are grid stoppers. All other components are normal. i?i may be by- 
passed if desired. 




Fig. 13.44. Push-pull circuit using phase inversion in the power stage. 
Fig. 13.45. Push-pull circuit using screen resistance coupling from to the grid of V^. 

The signal voltage on the grid of must first pass through where it is dis- 
torted, then through where it will be distorted again. Thus the second harmonic 
will be the same as for a single valve, and the third harmonic will be approximately 
twice the value with balanced push-pull. The balance, if adjusted for maximum 
signal, will not be correct for low volume, owing to the third harmonic " flattening." 
(B) Screen resistance coupling (Fig. 13.45) 

This is a modification of (A) being an attempt to obtain from the screen a more 
linear relationship than from the plate. No comparative measurements have been 
published. R^ may be about 1500 ohms for type 6V6-GT or 2500 for type 6F6-G, 
with i? 6 = E c2 = 250 volts — the exact value should be found experimentally ; C3 
may be 0.002 /nF. For better balance an equal screen resistor might be added for V^. 
Ref. ElO. 



(C) Common cathode impedance (Fig. 
13.46) 

R^ and i?^ in series provide a common cath- 
ode coupling impedance [see Chapter 12 
Sect. 6(vi)J. i?2 bave a value of, say, 

1000 ohms to give an approach towards bal- 
ance, but necessarily must carry the plate cur- 
rents of both valves — say, 70 or 80 mA — and 
will have a voltage of, say, 70 to 80 with a dis- 
sipation around 6 watts. Care should be 
taken to avoid exceeding the maximum heater- 




cathode voltage rating. fig, 13.46. Push-pull circuit with 

See Reference E23. common cathode impedance coupling. 
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(D) The Parry " Cathamplifier " 

The basic circuit is Fig. 13.46A, the two cathodes being coupled by a centre- tapped 
a-f transformer, whose secondary winding excites the grid of V^. A theoretical 
analysis is given in Ref. B29, while some practical designs are in Ref. E30. 

For balance, j^pp^ = and N, = N, 

where ^„ = mutual conductance of V^. 

Distortion is reduced by the factor T(2T — 1) 
where T = N^/iN, + N^). 

Note that T should normally be slightly greater than 1. 

Gain is reduced by the factor T(T ~ 0.5). 

The common cathode resistor helps to reduce unbalance. 

In practice, R is made variable (say 100 ohms total) so as to permit the amplifier 
to be balanced experimentally. One method is to connect a valve voltmeter across 
R^, and to adjust R for minimum reading. 

Instability may occur if R is too small. 

A modified circuit is Fig. 13.46B in which the centre-tapped primary of is not 
necessary. 

Fig. 13.46C permits both a.c. and d.c. balancing. 

Fig. 13.46D keeps the circulating screen current out of the cathode circuit and so 
maintains the ratio between plate and screen currents at the negative voltage peak 
swing. Resistors Ri are to prevent coupling from cathode to cathode through the 
screen by-pass condensers ; their values should be low — say 100 to 250 ohms each. 




Fig. 13.46A. Basic circuit of Parry Cathamplifier, (B) Modified circuit, (C) With 
both a.c. and d.c. balancing, (D) Keeps circulating screen current out of cathode circuit 

{Ref. £30). 
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(ix) Extended Class A 

Extended Class A is the name given to a push-pull amplifier using a triode and a 
pentode in parallel on each side. The amplifier operates entirely on the push-pull 
triodes at low levels, with the pentodes (or beam power amplifiers) cut off ; at high 
levels the output is mainly from the pentodes. Consequently there is some curvature 
in the linearity (" transfer ") characteristic at the transition point. The total dis- 
sipation is, however, only about one third of that of a Class A amplifier with the same 
maximum power output (Ref. E31). 

This principle might also possibly be applied to any Class AB or Class B amplifier 
merely to avoid current cut-off in the transformer and its resultant parasitica (Ref. 
E13) unless one with very low leakage inductance is used. 

(x) Partial triode (" ultra-linear ") operation 

See page 570. 

SECTION 7 : CLASS B AMPLIFIERS AND DRIVERS 

(i) Introduction (it) PoKcr output and distortion — tdeal conditions — Class 
(Hi) Power output and distortion—practical conditions — Class B-i (iv) Grid driving 
conditions (v) Design procedure for Class amplifiers (vi) Earthed-grid cathode 
coupled amplifiers (vii) Class Bi amplifiers — quiescetit push-pull. 

(i) Introduction 

A Class B amplifier is an amplifier in which the grid bias is approximately equal 
to the cut-off value, so that the plate current is approximately zero when no signal 
voltage is applied, and so that the plate current in a specific valve flows for approxi- 
mately one half of each cycle when an alternating signal voltage is applied. 

Class B amplifiers are in two main groups — firstly Class Bj (otherwise Imown as 
quiescent push-pull, see below) in which no grid current is permitted to flow, secondly 
Class Bj (generally abbreviated to Class B) in which grid current flowa for at least 
part of the cycle. 

Class Bj amplifiers have inherently high odd harmonic distortion, even when the 
utmost care is taken in design and adjustment. This distortion frequently has a iriaxi- 
mum value at quite a low power output, making this type of amplifier unsuitable for 
many applications. They are also comparatively expensive in that a driver valve and 
transformer together with two output valves form an integral part of the stage, and 
together give only the same order of sensitivity as a pentode. 

The one outstanding advantage of a Class B.^ amplifier is in the very high plate- 
circuit efficiency, although the current drawn by the driver stage should be included. 
The principal applications are in battery-operated amplifiers, public address systems 
and the like 

The grid bias must be fixed (either battery or separate power supply) and special 
high-mu triodes have bien produced to permit operation at zero bias to avoid the 
necessity for a bias supply. In the smaller sizes, twin triodes are commonly used. 
For the best results, accurate matching of the two valves is essential. If they are being 
operated at a negative bias it is possible to match their quiescent plate currents by 
adjusting the bias voltages separately. If the dynamic characteristics are not matched, 
a difference of 10% in the two plate currents, measured by d.c. milliammeters under 
operating conditions, will produce roughly 5% second harmonic distortion (Ref. E18). 
The matching of valves is covered in Sect. 5(v). 

Well regulated plate, screen (if any) and bias supplies (if any) are essential. 

The rate of change of current in each half of the output transformer at the plate 
current cut-off point is considerable, often resulting in parasitics 

Parasitics in the grid circuit may be eliminated by the use of a driver transformer 
having low leakage inductarce [Chapter 5 Sect. 3(iii)a] and, if necessary, by connect- 
ing a small fixed condenser from each grid to cathode — a typical value is 0.0005 /ip — 
see (iv) below. 
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Parasitics in the plate circuit may be eliminated by the use of an output trans- 
former with low leakage inductance — see Chapter 5 Sect. 3(iii)c — together with a 
series resistance-capacitance network connected across each half of the primary or 
alternatively from plate to plate. 

Typical values for connection across each half of primary : 
Load resistance (p-p) 6000 10 000 12 000 ohms 

R 3300 5600 6800 ohms 

C 0.05 0.05 0.05 jiiF 

Typical values for connection from plate to plate ; 
Load resistance (p-p) 6000 10 000 12 000 ohms 

R 6800 12 000 15 000 ohms 

C 0.03 0.02 0.02 iiF 

Note— The Mcintosh Amplifier may also be used for Class B operation— see 
Sect 8(iii). 

(ii) Power output and distortion — ideal conditions — Class Bj 

(Circuit Fig. 13.31 ; characteristics Fig. 13.36.) 

If the input voltage is sinusoidal, the output transformer ideal, the plate charac- 
teristics equidistant straight lines, and the valves biased exactly to cut-off, the opera- 
ting conditions will be — 

Power output (total) : = ihnlE^t — E^i„) (1) 
or P„ = iI„„'R,, = 2(£,6 - £m*n)Vi?i (2) 
where = maximum (peak) plate current of either valve 

E„j„ — minimum plate voltage of either valve 
and = load resistance plate-to-plate. 

Load resistance (plate-to-plate) : = 1(E^^ — ii „„■„)// j,™ (3) 
Load resistance per valve : Rj' = Ri/'i = (E^^ — E (4) 
Maximum power output is obtained when R^ = 4r„ 

i.e. when = 0.5i?jj 

where r„ = plate resistance of one valve. 

Average plate current (each valve) : /b = 7bm/ir R;^ 0.318/i,„ (5) 
Power input from plate-supply: Pj = 2£j),7i, 0.637Ei,,,I (6) 
Plate circuit efficiency: ^ = (l ~ E^iJEit) x 0.785 (7) 

Plate dissipation : = d.c. power input — power output 

= /,„,(0.137£., + 0.5£-„(„) (8) 
Power output in terms of plate dissipation and plate circuit efficiency : 

Po = P„vKl - V) (9) 

The current in the secondary of the transformer will be sinusoidal, there being no 
distortion. The plate current in each valve will have the form of a rectified sine wave. 

The slope of the composite characteristic is half that for Class A operation, so that 
the slope of the composite plate resistance will be twice that for Class A. 

(iii) Power output and distortion — ^practical conditions — Class B2 

The practical treatment is based on the use of the composite characteristics [Sect. 
5(ii)D]. If the valves are biased completely to cut-off, each half of the composite 
characteristic is identical with the individual valve characteristic, and a considerable 
degree of non-linearity occurs in the middle region (Fig. 13.47A). As a result, the 
greatest distortion of the loadline occurs with fairly small signals. For any particular 
characteristic there is one value of grid bias beyond which the distortion increases 
rapidly with increase of bias — there is a small quiescent plate current at this point 
(Fig. 13.47B). Even in this case the whole of the composite characteristic, except 
the small middle portion, is identical with the single valve characteristic. 

It is therefore practicable to calculate the power output from the characteristics 
of a single valve (e.g. Fig. 13.48). The power output as calculated by eqns. (1) and (2) 
is modified by the presence of harmonics and should be multiplied by the factor 

F = a + H, H, + H, ^ H, + H,,Y (10) 
where = third harmonic distortion (i.e. I3/I1), 
and Hi, = fifth harmonic distortion (i.e. I^/Ii), etc. 
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The various harmonics are unpredictable, but at maximum power output H3 usually 
predominates, and a purely arbitrary approximation is to take 

F = a + o.6H,y. 

Usual values of Hi at maximum power output vary from 0.05 to 0.10, so that F 
varies from 1.06 to 1.12, a reasonable design value being 1.08. Thus, from cqn. (2), 
P„ !%<_0.135/s,„2/?, (11) 

Alternatively, the total power output may be calculated from a knowledge of the 
average and quiescent currents of one valve, with an error not exceeding 9% (see 
eqns. 12 and 13 below) — 

P„ !^ 2.47(/, - 0.25h„yR, (12) 

The more accurate method is to use the composite characteristics (which are the 
same as the single valve characteristics of Fig. 13.48 over the range concerned) and 
to apply the " eleven selected ordinate method " [Sect. 3(iv)D] for the determination 
of power output and distortion. Although harmonics higher than the fifth are ap- 
preciable, it is difScult to calculate them graphically with any degree of accuracy. 
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Fig. 13.47. Composite characteristics of Class B amplifiers (A) biased to cut-off 

(B) biased to the point of minimum distortion. 
Fig. 13.48. Plate and grid characteristics of a typical small battery-operated Class B 

triode (1J6-G). 

The load resistance may be calculated by eqn. (3) or (4). 

Maximum power output is usually achieved when the slope of the loadline is 
numerically equal to the slope of the individual valve characteristic corresponding to 
the peak grid voltage, at its point of intersection with the loadline. A different load- 
line is usually necessary for each value of peak grid voltage. Each loadline should be 
checked for peak current, average current, plate dissipation and grid driving power. 

When any loadline has been established as permissible, a higher load resistance may 
be used with perfect safety without any further checking. This will require less grid 
driving power, and will draw less plate current, but will give a lower power output ; 
the distortion will be roughly unchanged, and the plate circuit efficiency will be higher. 

The average plate current may be calculated by the accurate method of Sect. 
5(iv) and eqn. (26). Alternatively, with an accuracy within 3% for third harmonic 
not exceeding 10% (Ref. Ell)— 

(for each valve) 0.318/j„ + 0.25/ (13) 

Eqn. (13) may also be put into the form— 

/j„ ^ 3.14/j - 0.785/jo (14) 
The average power input from the plate supply is given by 

l\ = 2E,a„ ^ B,t(0.637/i„ + 0.5/^0). (15) 
Plate circuit efficiency : i) = P„/2Eii,Ii, (16) 
[Usual values of plate circuit efficiency are from 50% to 60%.] 

Plate dissipation : ^ E„^(0.637I„„ + 0.5/ ^o) - Po (17) 
With a plate circuit efficiency of 60%, the power output is 1.5 times the total plate 
dissipation, whereas with Class A operation and a plate circuit efficiency of 25%, the 
power output is 0.25 times the plate dissipation. Thus, if in both cases the plate 
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Fig. 13.49. Typical grid mutual char- 
acteristic illustrating Class B operating 
conditions. 



(18) 



dissipation is the only limiting factor, six times moie output may be obtained from the 
same valves in Class B than in Class A. 

(iv) Grid driving conditions 

Grid current characteristics are provided for use with valves suitable for Class B 
amplification (e.g. Fig. 13.48). It is usual practice to select a likely peak positive 
grid characteristic and loadline, then to calculate the grid driving power and power 
output. This may be repeated for several 
other leadlines, and the final choice will 
be made after considering all the relevant 
features. 

In the case of a particular loadline such as 
AB in Fig. 13.48, the peak grid current may 
be determined by noting the intersection of 
the vertical through A and the grid current 
ciffve (shown with a broken line) corres- 
ponding to the Ec characteristic which 
passes through A. This is shown in Fig. 
13.49 where — Ec indicates the fixed grid 
bias and the positive grid ciu-rent com- 
mences to flow at approximately E^ = 0. 
The peak grid current is 1,^ and the peak 
signal grid voltage corresponding to 

a positive grid bias voltage Ecm- The peak grid input power is then given by 
P = E I 

and the minimum grid input resistance is given by 

^cimin Fgj^/Ig^ (19) 

[Note : The miirimum variational grid resistance is derived from the slope of the 
Ig curve — it is always less than rg^in-] 

The driver valve has to supply this peak power, plus transformer losses, into a half- 
secondary load varying from infinity at low input levels to rg„i„ at the maximum 
input. The basic driver circuit is shown in Fig. 13.50A, where is the driver valve 
and Ti the step-down transformer with a primary to half-secondary turns ratio N-^/N^. 
In practice, the transformer has losses, and it may be represented by the equivalent 
circuit Fig. 5.9 (omining Cyy). 

The efficiency is usually calculated (or measured) at 400 c/s where r,, r^ and R„ 
are the principal causes of loss. An efficiency of from 70 to 80% at peak power is 
typical of good practice. The voltage appUed to the grid of provided that the 
iron losses are small, is approximately [Chapter 5 Sect. 2(ii)]. 

Eg^ !V E^TiiNJNi) (20) 
where rj = percentage efficiency 100, 
and Ep = voltage applied across primary. 

The load presented to Vr is roughly as calculated for an ideal transformer [Chapter 5 
Sect. 2(ii)] driving the same grid. 

At high audio frequencies, the effects of and (Fig. 5.9) become appreciable, 
causing an additional loss of voltage during the time of grid current flow, and a tend- 
ency towards instability. The instability is brought about by a negative input re- 
sistance which some valves possess over a portion of the grid characteristic [Chapter 2 
Sect. 2(iii)]. It is therefore important to reduce the leakage inductance of the trans- 
former to the lowest possible value. Fortunately the bad effects of any remaining 
leakage inductance may be minimized by coimecting a small condenser across each 
half of the secondary so as to resonate at a frequency about 1 .5 times the highest fre- 
quency to be amplified (Ref. E18). The condenser and leakage inductance form a 
half-section of a simple two-element constant k type low-pass filter [Chapter 4 Sect. 
8(vii)]. 
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At low audio frequencies the primary inductance L„ causes loss of gain as with any 
a-f transformer. It should be designed for an unloaded secondary (Chapter 5 Sect. 3) 
because it is unloaded for part of the cycle. Secondary loading resistances should be 
avoided with Class A triode drivers (Refs. E17, E18). 

In order to avoid excessive distortion due to the non-linear grid current characteris- 
tic, the effective impedance looking backwards from the grid-cathode terminals 
towards the driver, must be small compared with the effective input impedance of 
the valve. The " looking backwards " impedance has as its components (Fig. 5.9) : 
" Driver resistance " R' = + {NJNiylr^^ + r,) (21) 
" Driver inductance " L' = 4- (N^/N^y-L^ (22) 

It is usual to restrict the driver resistance R' to a value less than 0.2 r„„,„ for the 
most favourable conditions with high-mu valves and with limited grid drive, where 
r^min does not differ seriously from the minimum variational grid resistance ; in other 
cases it should be less than one fifth of the minimum variational grid resistance (Refs. 
E2, E12). For minimum distortion, R' should be made as low as practicable. Hence 
the transformer usually has a step-down ratio from primary to half-secondary. 

The " driver inductance," if large and tmcompensated, produces an effect like a 
faint high pitched hiss or scratch that rises and falls with the signal (Ref. E18). 

The effect of the varying load resistance on the driver valve is shown by the curved 
leadline in Fig. 13.50B. The horizontal portion corresponds to the conditions 
without grid current flow, while the slope at any other point corresponds to the 
variational grid resistance at that point. The broken line joining the two extremities 
has a slope corresponding to a resistance of r,„ti„{NJNiY ; this should not be less 
than 4r^x- The driver valve should preferably be operated near its maximum rated 
plate voltage and dissipation. 



FIG. 13.50 a 




Fig. 13.50A. Fundamental driver 
and Class B (or AB) amplifier 
circuit. 



Fig. 13. SOB. Loadline on a typical 
triode driver. 



As the output valves are driven harder, the driver valve is called upon to provide 
increased power into a decreased minimum grid resistance ; this necessitates a greater 
step-down ratio in the transformer. The extreme limit is when the " diode line " 
is reached. As a guide which may be used for a first trial, the minimum plate volt- 
age may be taken as twice the " diode line " voltage at the peak current level. The 
diode line is shown in many characteristic curves, and is the envelope of the character- 
istics — it is the line where the grid loses control, in other words the minimum plate 
voltage for any specified plate current no matter how positive the grid may be. 

The cathode follower makes an excellent driver for all forms of amplifiers drawing 
grid current, having very low effective plate resistance and low distortion — see Chapter 
7 Sect. 2(i). 

A cathode follower has been applied as a transformerless driver, one 6SN7-GT twin 
triode being used as a push-pull driver to the grids of two 6L6 valves giving an output 
of 47 watts (Ref. E22). However, this is not usually the most efficient arrangement — 
see Chapter 7 Sect. l(ii). 
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(v) Design procedure for Class amplifiers 

The major difficulty is in keeping the electrode voltages stabilized. 
The following procedure applies to the case where the voltages are stabilized and the 
plate voltage and desired power output are known. 

1. Assume a value of plate-to-plate load resistance i?^. Draw a leadline with a 
slope corresponding to i2x/4 on the characteristics for one valve, through the point 

2. Select a value of grid bias to give the minimum distortion of the composite 
characteristic (Fig. 13.47). 

3. Determine the quiescent plate current /to of one valve. 

4. Calculate the peak plate cvu-rent from the approximation : 

/t,„ <^ V'7.4Po/-R/, (23) 

5. Calculate the average power input from the plate supply, using eqn. (15). 

6. Calculate plate dissipation from equation (17). 

7. Check the plate dissipation and the peak plate current to see that they do not 
exceed the maximum ratings. 

8. Determine the maximum positive grid voltage from the loadline and 

9. Determine the peak grid current corresponding to extreme point of the 
loadline. 

10. Calculate the peak signal grid voltage : = B.™ + E,. 

11. Calculate the peak grid input power : = Eg^I,„. 

12. Calculate the minimum input resistance : r,„i„ = E, 

13. Repeat steps 1 to 12 for several other values of and select what appears to 
be the best compromise, with a view to the lowest driving power 

14. Assume a reasonable peak power transformer efficiency — say 70%. This value 
is used in the following step. 

15. Select a driver valve with a maximum power output at least 0.9P,„ under 
typical operating conditions (this makes allowance for the higher load resistance). 

16. Select a driver load resistance twice the typical value or at least four times the 
plate resistance. 

17. Draw the assumed (straight) driver loadline on the driver plate characteristics 
and determine the maximimi available peak signal voltage E^„. 

18. Determine the transformer ratio from primary to half-secondary : 

19. Calculate the " driver resistance " from eqn. (21) using values for and 
indicated* from similar transformers. These resistances are usually less than 1900 
and 350 ohms respectively for 10 watt amplifiers, or 2700 and 500 ohms respectively 
for low power battery amplifiers. 

20. Check the " driver resistance " to see that it is less than 0.2r(,,„j„ for high-mu 
valves or 0.1r„„i„ for other cases (this assumes that Tgrnin is approximately twice the 
minimum variational grid resistance). 

*Alternatively the driver transformer may be tentatively assumed to have 10% 
primary and 10% secondary copper losses, and 10% iron losses. On this basis, 
r„„(„/7 and n r,„,„{.Nr'/N^)/9. 

(vi) Earthed-grid cathode-coupled amplifiers 

A cathode-coupled output stage, with earthed grids, has the advantages of a much 
more nearly constant input resistance than a Class B stage, but it requires more driver 
power for the same output. It is more suited to high-power amplifiers or modulators 
than to conventional a-f amplifiers (Ref. E15). The increase in plate resistance due 
to feedback is disadvantageous. 

(vii) Class Bj amplifiers — Quiescent push-pull 

Class Bi amplifiers do not draw any grid current whatever, but in other respects 
resemble Class B2 amplifiers. Either triodes or pentodes may be used, the latter being 
more popular — they are used as " quiescent push-pull pentodes " in battery receivers. 
The two valves (or units) must be very accurately matched, and an adjustable screen 



13.7 



(vii) CLASS B. AMPLIFIERS 



593 



voltage is desirable. A high-ratio step-up input transformer is used to supply the 
high peak signal voltage, nearly equal to the cut-off bias. Both the input and output 
transformers should have low capacitance and leakage inductancd The output trans- 
former should have its half-primary inductance, and ifs leakage inductance, accurately 
balanced. Condensers (0.002 to 0.005 /aF) are usually connected across each half 
primary (Ref. E4). 



SECTION 8 : CLASS AB^ AMPLIFffiRS 

(i) Introduction (it) Bias and screen stabilized Class AB^ amplifier {Hi) Mcintosh 
amplifier. 

(i) Introduction 

Class AB2 amplifiers closely resemble Class amplifiers, but the valves are biased 
as for Class ABj operation. Consequently they are less critical with regard to match- 
ing, and the distortion which occurs in the plate circuit is much the'sartje; as for Class 
ABj. The plate circuit efficiency is intermediate between Class AB, and iS;, operation 
— ^typical values for triodes are from 40 to 48%. The variation in plate iurrent from 
zero to maximum signal is less than with Class B operation, being of the otder of 1 : 2. 

The matching of valves is covered in Sect. 5(v). 

Pentodes and beam power amplifiers may be used quite successfully in Class ABj 
operation. 

Fixed bias is essential. 

Type 6L6 or 807 beam power amplifiers may be used in Class AB2 with plate circuit 
efficiencies of about 65% (or 61% including screen losses). The peak grid input 
power does not exceed 0.27 watt for power outputs from 30 to 80 watts. The total 
harmonic distortion under ideal laboratory conditions is 2% at maximimi signal and 
less than 2% at all lower output levels (this assumes a low-distortion driver stage). 

Well regulated plate, screen and bias power supplies arc essential. 

Parasitics in plate and grid circuits — see Sect, 7(i). 

References E20, E21. 

(ii) Bias and screen stabilized Class AB^ amplifier (Ref. E26) 

Fig. 13.50C gives a circuit with 807 valves operated in Class AB.j with stabilization 
of the bias and screen supply provided by the driver valve. Two high tension sources 
are used, obtained from separate windings on the power transformer, and neither 

needs good regulation, so that condenser 




input filters can be used. 

The circuit offers three types of com- 
pensation, the combined effect being to 
allow the output valves to draw a 
minimum of plate current in the no 
signal condition, although still being 
capable of delivering an output of 60 
watts for small distortion. The three 
types of compensation are 

(a) As the 807 plate voltage falls, due 
to increasing plate current with signal 
input, the screen voltage is increased 
and the bias reduced. 



Fig. 13.50C. Class AB^ amplifier with (b) When the 807's are driven into 
stabilized bias and screen voltages grid current their bias is increased due 
{Ref. £26). to the current in the 500 ohm resistor 
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This is minimized by a d.c. negative feedback circuit giving several times reduction 
of the effect, and is offset by a corresponding increase in 807 screen voltage. 

(c) Any tendency for the 807 screen voltage to fall and for the bias voltage to increase 
with rising 807 screen current due to signal input is minimized by the same negative 
feedback circuit. 

Referring to Fig. 1 3.50C, the voltage divider from the positive side of the 600 volt 
supply to the negative side of the 300 volt supply has values to provide a suitable bias 
for the triode-operated 6V6 so that it draws about 45 mA with a standing plate voltage 
of 250 V. A decrease in the 807 plate voltage causes the 6V6 grid to become more 
negative, decreasing its plate current which also flows through Rj and so decreases 
the 807 bias. The low voltage power supply is deliberately given poor regulation 
with resistive filtering so that the decrease in 6V6 plate current appreciably increases 
its plate voltage and thus the 807 screen voltage. 

The 807 grid current at large output levels increases the negative potential at C 
and also at A and B and thus increases the 6V6 bias. This reduces the 6V6 plate 
current which makes point C less negative and minimizes the increase in 807 bias, 
and at the same time increases the 807 screen voltage thus off-setting the bias increase. 

The 807 screen current rises with increasing signal input and this tends to decrease 
the screen voltage and increase the 807 bias. However the increased bias is also 
applied to the 6V6, reducing its plate current and thus tending to restore the 807 bias 
and screen voltages to their original values. 

Between no output and full output the 6V6 plate current falls from 45 mA to 25 mA 
but the valve is still well able to provide the .small poWer required to drive the 807's. 

An additional feature of the circuit is that a very large input reduces the ability of 
the driver to overload the output valves, and after full output is reached very effective 
limiting is provided. 

(iii) Mcintosh Amplifier (Ref. E28) 

With any push-pull amplifier in which each valve is cut-off during portion of the 
cycle, some form of quasi-transient distortion tends to occur at a point in each cycle 
at the higher audio frequencies (Ref. E13). This distortion is caused by the leakage 
reactance of the primary of the output transformer, which cannot be reduced suffici- 
ently by conventional transformer design technique. A completely new approach to 
the problem is rhade by the Mcintosh amplifier which incorporates special types of 
driver transformer and output transformer, together with many other novel features. 
The basic principles are indicated in Fig. 13. SOD in which both driver transformer 
Ti and output transformer have two windings wound together in a bifilar manner 
so that the coupling between them is almost unity. It is claimed that it is practicable 
to wind coils with a ratio of primary inductance to leakage inductance better than 
200 000 to 1, whereas conventional transformers do not nearly reach the minimum 
requirement (for low distortion) of 80 000 to 1 . This type of transformer is cheaper 

to wind than a sectionalized winding as 
used in conventional high quality trans- 
formers. 

Each output valve works into two 
primary sections, one in its plate circuit 
and the other in its cathode circuit, btit 
these have practically unity coupling. 
The effective number of primary turns 
for each valve is equal to the total turns 
for each of the bifilar windings. The 
output transformer should therefore be 
designed to have a total impedance on 
each of its primaries equal to one quar- 
ter of the plate-to-plate load impedance. 

In the case of the amplifier of Fig. 
13.50E the plate-to-plate load imped- 




FIC. I3.SO0 

Fig. 13.50D. Basic principles of 
Mcintosh Amplifier (Ref. E28). 
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Fig. 13.50E. Circuit diagram of complete 50 watt Mcintosh Amplifier (Ref. £28). 

ance is 4000 ohms and the total impedance of each primary winding is 1000 ohms ; the 
impedance from each cathode to earth is only 250 ohms. These low impedances 
reduce the effects of capacitive shimting and thereby improve the high frequency 
performances 

The voltage from each screen to cathode is maintained constant by the unity coupling 
between the two halves of the bifilar windings, no screen by-pass capacitor being re- 
quired. This arrangement, however, has the limitation that it can only be used for 
equal plate and screen voltages. 

The driver transformer Ti makes use of the same bifilar winding method adopted 
in the output transformer. The primary impedance in this design is above 100 000 
ohms from 20 to 30 000 c/s, while the response of the whole transformer is within 
0.1 db from 18 to 30 000 c/s. These high performances are made necessary by the 
inclusion of this transformer in the second feedback path of the whole amplifier. 

The method of loading the output stage, with half the load in the plate and half in 
the cathode circuit, provides negative feedback as a half-way step towards a cathode 
follower. Additional feedback is achieved by connecting suitable resistors between 
the cathodes of the output valves and the cathodes of the phase inverter stage. The 
complete amplifier (Fig. 13.50E) has a typical harmonic distortion of 0.2% from 50 
to 10 000 c/s, rising to 0.5% at 20 c/s and 0.35% at 20 000 c/s, at an output level of 
50 watts. The frequency response under the same conditions, measured on the sec- 
ondary of the transformer, is level from 20 to 30 000 c/s, — 0.4 db at 10 c/s and 
— 0.3 db at 50 000 c/s. The phase shift is zero from 50 to 20 000 c/s, — 10° at 
20 c/s and + 4° at 50 000 c/s. 



596 



CATHODE-FOLLOWER POWER AMPLIFIERS 



13.9 



The output resistance is one tentli of the load resistance, thus giving good damping 
and regulation 

These same principles may be applied to any type of push-pull output whether triode 
or pentode, with any class of operation, A, ABj, ABj or B. 

The high power output of the Mcintosh amplifier as described above is due to the 
operation of the screens at voltages greater than 400 volts, which is very considerably 
in excess of the maximum rating of 270 volts (design centre) for type 5L6 or 300 volts 
(absolute) for type 807. It is unfortunate that the Mcintosh amplifier is limited to 
operation with equal plate and screen voltages, but these should always be within the 
maximum ratings for the particular valve type. 

See also Refs. E31, Gl. 

The principle of combined plate and cathode loading is applied in some high- 
fidelity Class A amplifiers, e.g. Acoustical QUAD, Refs. H4, H6. 

SECTION 9 : CATHODE-FOLLOWER POWER AMPLIFIERS 

The principles of cathode followers have been covered in Chapter 7 Sect. 2(i). 
A cathode follower may be used either as driver for a Class B r>- ABj stage, or as the 
output stage itself. 

A cathode follower forms almost an ideal driver stage, having very low plate re- 
sistance and distortion, although it requires a high input voltage. It is commonly 
useds either singly or in push-pull, in high power a-f amplifiers where the distortion 
must be reduced as much as possible. If parallel-feed is used, the hum is reduced 
by the factor 1 /(/t -I- 1) ; see Chapter 7 Sect. 2(ix) Case 4. A cathode follower driver 
stabilizes the a-f signal voltage, but does not stabilize the grid bias. 

Cathode follower output stages introduce serious problems, and are not suitable 
for general use, even though their low plate resistance and low distortion appear at- 
tractive. The difficulty is in the high input voltage which is beyond the capabilities 
of a resistance-coupled stage operating on the same plate supply voltage. Two 
methods are practicable, either a step-up transformer in the plate circuit of a general 
purpose triode, or a resistance-coupled amplifier with a plate supply voltage about 
3 times the plate-cathode voltage of the cathode follower. In order to take advantage 
of the low distortion of the cathode follower, the preceding stage should also have 
low distortion. A general purpose triode is to be preferred to a pentode or high-mu 
triode with resistance coupling, and it may have an unbypassed cathode resistor. 

One practical amplifier which has been described in the literature (Ref. F3) uses 
700 volts supply voltage to the 6SN7 penultimate stage and eight 6V6-GT valves in 
push-pull parallel operation in the cathode follower output stage. Negative feedback 
is used from the secondary of the output transformer, and the damping on the loud- 
speaker is as high as practicable. However, the total harmonic distortion at 50 c/s 
is over 1% at 8 watts output, and 1 .7% at 20 watts. The high output voltage which 
must be delivered by the resistance-coupled penultimate stage thus shows its effect 
on the distortion, even though the plate supply voltage has been increased to a dan- 
gerously high value. 

SECTION 10 . SPECIAL FEATURES 

(i) Grid circuit resistance (ii) Grid bias sources (Hi) Miller Effect (iv) 26 volt 
operation {v) Hum. 

(i) Grid circuit resistance 

A maximum value of grid circuit resistance is usually specified by the Valve manu- 
facturer, a higher value being usually permitted with cathode (self) bias than with 
fixed bias. The reason for the latter is that cathode bias provides increased bias as 
the plate current rises, and so gives a degree of protection against " creeping " plate 
current. This eifect is due to the combined gas and grid emission currents which 
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flow through the grid-cathode circuit — see Chapter 2 Sect. 2(iii), also Chapter 3 
Sect. l(v)d, and Chapter 12 Sect. 2(iii)E, (iv)B, (iv)C, (iv)D i Sect. 3(iv)C, (v). 
Typical values (e.g. type 6V6-GT) are : 

With cathode bias 0.5 megohm (maximum) 

With fixed bias 0.1 megohm (maximum). 

If the heater is operated, even for limited periods, more than 10% above its average 
rated voltage, the grid circuit resistance must be reduced considerably ; this holds in 
automobile receivers. 

If partial self-bias operation (" back bias ") is used, the maximum value of grid 
circuit resistance may be found from the relation : 

R.r. = R,, + P(R„ - R,f) (1) 
where R„f = max. grid circuit resistance (fixed bias) 

R,, = max. grid circuit resistance (self bias) 
and P = ratio of cathode current in output valve to the total current flowing 
through the bias resistor. 

In cases where the maximum value of grid resistance for a particular application 
is not specified, the procedure of Chapter 3 Sect. l(v)d should be followed, using 
eqn. (6) for pentodes or tetrodes, or eqn. (7) for triodes. The value of maximum 
reverse grid current (AIn) should be obtained from the specifications or from the valve 
manufacturer ; failing this, a value of 2nA may be tentatively assumed for valves of 
the 6F6, 6V6 class, and 4fj.A for valves having higher cathode currents. 

If either the value of for cathode bias, or that for fixed bias is specified, the value 
for the other may be calculated from Chapter 3 Sect. 1 eqns. (8) to (13). 

(ii) Grid bias sources 

Fixed bias is normally obtained from a separate power sotirce with rectifier, filter 
and load resistance. A typical circuit is Fig. 13.51 in which Vi is the usual rectifier, 
V2 is the bias rectifier and R 4 the bias load resistance. may be any half-wave 
indirectly-heated rectifier ; if the heater is operated from a common heater winding, 
V2 should be a type capable of withstanding a high voltage between heater and cathode. 
Alternatively a shunt diode may be used (see Chapter 30 Sect. 6). If the output stage 
draws positive grid current, as in Class ABj or overloaded Class A operation, the grid 
current flowing through the bias load resistance increases the bias voltage. It is 
therefore advisable to design this to be as low as practicable. The effect of negative 
grid current on the bias is usually negligible. 



Fig. 13.51, Method of obtaining fixed bias 
using half of the transformer secondary 
(plate) winding- Typical values of resistors 
are : = 2500, R^ = 25 000, R, = 
15 000, Rt = 3000 ohms ; = 8jiF, 
C2 = 16fijP,C3 = Ci= 5O11F. Alternatively 
i?2 may be replaced by a choke. 



Voltage stabihzed grid bias supplies are sometimes used (see Chapter 33). 

It is 8ometime5 convenient to have two plate voltage supplies, one to provide for 
the plates of the output stage only, the other for the earlier stages together with the 
screens of the output stage and grid bias. The second supply is loaded by a heavy 
current voltage divider (say 150 mA total drain) tapped near the negative end and the 
tapping connected to the cathodes of the output stage ; one section provides grid bias, 
and the other section provides the positive potentials. 

Back bias is intermediate between cathode bias and fixed bias, so far as its con- 
stancy is concerned. With this arrangement, the whole retiurn current of a receiver 
or amplifier is passed through a resistor between the cathodes (which are generally 
earthed) and - E^^ (Fig. 13.52). The value of is given by E^^/I where E,i is 
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Pig. 13.52. 



Circuit of portion of a receiver using back bias. 

is the rectifier. 



Vi is the power amplifier, 



the bias required by and / is the total current passed through i?,. Bias for earlier 
stages is obtainable from a tapping or tappings on R^. A hum filter is necessary for 
each separate bias system. [Note that the curved plate of an electrolytic condenser 
represents the negative terminal ; while on a paper condeiiser the curved plate re- 
presents the outside electrode.] Back bias works best in large receivers where the 
total current is much greater than the cathode current of the power amplifier. 

An alternative form having fewer components is shown in Fig. 13.53. Here the 
field coil is in the place of Ri in Fig. 13.52. The bias on P^i is equal to the voltage 
drop across the field coil multiplied by i?2/(i?2 + 0.5 megohm). The filtering in 
this circuit is not so complete as in Fig. 13.52. 




Fig. 13.53. Alternative form of back bias, with the 
in the negative lead. 



(iii) Miller Effect 

The Miller Effect has been introduced in Chapter 12 
valve is type 6V6-GT under typical operating conditions, A 
then the additional input capacitance, due to C„„ alone, 
0.7 = 12.6 /iju.F, If the valve is a triode the effect is more pr 
with type 2A3 under typical operating conditions A 2. 
the additional input capacitance is 3.9 X 16.5 = 64 h/jF. 



win 



(iv) 26 volt operation 

Standard power valves give very limited power output with 
at 26 or 28 volts. Special types (e.g. 28D7) have been developed 
output under these conditions. 



speaker field coil 



Stct, 



2(xi). If the output 
17 and C,^ = 0.7 fj.fj.V, 
a resistive load is 18 X 
jnounced. For example, 
,9 and C„„ 16.5 /xfiF ; 



plate and screen both 
to give higher power 
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(v) Hum from plate and screen supplies 

The hum of amplifiers with and without feedback is covered in Chapter 7 Sect. 
2(ix)C. 

Power amplifiers not using feedback are here summarized briefly, using the con- 
ditions for types 2A3 and 6V6 as in Chapter 7. 

Triode with (a) conventional output transformer — 
Relative hum voltage = 0.85 
(b) parallel feed (series inductor) — 
Relative hum voltage = 0.024 

Pentode with conventional output transformer 

and (a) common plate and screen supplies — 
Relative hum voltage == 2.05 
(b) screen perfectly filtered — 

Relative hum voltage = 0.09 

Pentode with parallel feed (series inductor) 

(a) common plate and screen supplies 
Relative hum voltage = 1.78 

(b) screen perfectly filtered 
Relative hum voltage = 0.179 

See also Chapter 31 Sect. 4(ii) — Effect of the output valve on hum originating in 
the plate supply voltage. 



SECTION 11 : COMPLETE AMPLIFIERS 

(i) Introduction (it) Design procedure and examples {Hi) Loudspeaker load. 

(i) Introduction 

While every amplifier must be built up of individual stages, the purpose of the design 
is to produce a complete amplifier having specified characteristics in regard to over- 
all gain, maximum power output, frequency range, output resistance, distortion, hum, 
noise level and special features such as overload characteristics and tone control. 
A designer's job is to produce the required results at the minimum cost within any 
limitations imposed by space or by the availability of valve types, 

(ii) Design procedure and examples 

The correct procedure is to commence with the loudspeaker, and then to work back- 
wards through the amplifier. For example, after investigation of the loudspeaker and 
speaker transformer efficiency (see Chapter 20 Sect. 6) it should be possible to esti- 
mate the maximum power output required from the output valve(s). Then the output 
valve(s) should be selected allowing for the possible use of feedback. Then the 
preceding stage should be designed to work into the known following grid resistor 
and effective input capacitance with a satisfactory frequency response and distortion 
level. Finally, the input stage should be designed to give the required hum and noise 
performance. If, after a first calculation, the overall gain is too high, it may be reduced 
by one of many expedients such as increasing (or adding) negative feedback on the 
output Stage, removing a cathode by-pass, changing a voltage amplifier stage from 
pentode to triode operation, or changing one or more valves to a lower gain type. 
In large amplifiers a pre-set second volume control may be used, to be adjusted in the 
laboratory. 

The following information is a general guide in the design of typical amplifiers 
A = public address (speech) 
B = typical radio receiver (a-f amplifier only) 
C = good quality radio receiver or amplifier 
D = high fidelity receiver or amplifier 
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Performance applies to amplifier only (resistance load). 
Category A B C D 

Frequency range 200-5 000 100-5 000 50-10 000 40-15 000 c/s 

Attenuation at limits 3 3 2 1 db 

Total harmonic distortion* 10 10 2 <1 % 

Output resistance — — <RJ'^ <-R/,/10t 

Noise levelt — -25 -25 - 30 dbm 

Hum level (120 c/s) ** — -15 to -30 -35 to -40 -40 to -45 dbm 

Intermodulation distortion* — 

r.m.s. sum (voltage ratio 4 : 1) 40 40 8 <4 % 

*at maximum power output. 

**For 3% loudspeaker efficiency. In all cases the hum should not be audible 
under listening conditions. See Chapter 31 Sect. 4(iii) for hum. 

•fFor room volume 3000 cubic feet, 3% loudspeaker efficiency — see Chapter 14 
Sect. 7(v). For measurement of noise see Chapter 19 Sect. 6. 

fOr as required to give the desired degree of damping at the bass resonant 
frequency. 

See also Chapter 14 Sect. 12(i) for high fidelity. 

With careful design and the use of negative feedback it is possible to make the total 
harmonic distortion of the amplifier less than 0.1% and the intermodulation distortion 
less than 0.5%. This has been achieved in the circuit of Fig. 7.44 and in the William- 
son amplifier on which it is based (the new version of the Williamson amplifier is 
given in Figs. 17.35 B, C, D, E, F, G\ also in the Leak amplifier. See Refs. Fl, 
F4, F5, H4, H15, H16. 

An example of category C is given in Figs. 7.42 and 7.43. 

Undoubtedly one of the best and most versatile single-ended amplifiers incorporat- 
ing negative feedback (and, if desired, also tone control) is the circuit Fig. 7.33. The 
feedback should be as high as permissible, being usually limited by the sensitivity 
required by a pickup. The only serious limitation is that Vi cannot be a combined 
second detector and amplifier. 

The Lincoln Walsh amplifier with automatic bias control (E24, E25) is quoted 
as having intermodulation distortion of 0.2% at 5 watts, 0.6% at 10 watts and 1.7% 
at 25 watts, the power in each case being the low frequency power only (50 c/s). The 
valves used in this amplifier are type 6B4-G (similar to 2A3). 

The Mcintosh 50 watt Class AB2 amplifier (Fig. 13.50E) has harmonic dis- 
tortion less than 0.5% from 20 to 30 000 c/s, with exceptionally flat frequency res- 
ponse and low phase shift — see Sect. 8(iii), 

References to complete amplifiers : Refs. (F) and (H), 

(iii) Loudspeaker load 

Most amplifiers are designed to work into a constant resistive load, whereas a loud- 
speaker presents a far from constant impedance which is largely inductive or capacitive 
at almost all frequencies within its range. This feature is covered from the loud- 
speaker angle in Chapter 20 Sects. 1, 2 and 7. See also Sect. 2(iv) for triodes and 
Sect. 3(viii) for pentodes. 

A simple 2 stage amplifier with a triode output stage is shown in Fig. 13.54, to- 
gether with the fundamental, second, third and fourth harmonics (see Chapter 20 for 
comments). An obvious conclusion is that all amplifiers should be tested for output 
and distortion while delivering full power into a loudspeaker load. While highly 
desirable, this requires a large sound-proof room for all except low levels. An alter- 
native which is highly recommended is to construct a dummy load which has the same 
impedance as the loudspeaker at 400 c/s, at 10 000 c/s, and at the bass resonant 
frequency, based on the circuit of Fig. 20.3. The value of (R„ + RJ in Fig. 20.3 
should be equal to the measured value of the working impedance of the loudspeaker 
at the bass resonant frequency as described in Chapter 20 Sect. 2(iv^. 
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PREOUENCY C/S 



Fig. 13.54. Harmonic distortion of amplifier having type 6J7 pentode coupled to 2A3 
triode loaded by a loudspeaker on a flat baffle. The distortion was measured by a viave 
analyser connected across the voice coil. The bass resonance frequency is 70 c/s. 
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SECTION 1 : INTRODUCTION 

(i) Fidelity (k) Types of distortion (Hi) Imagery for describing reproduced sound. 
(i) Fidelity 

True fidelity is perfect reproduction of the original. In the case of an amplifier, 
true fidelity means that the output waveform is in all respects an amplified replica of 
the input waveform. 

In acoustical reproductionj true fidelity is achieved if the listener has the same aural 
sensations that he would have if present among the audience in the studio or concert 
hall. 

In practice, true fidelity can only be regarded as an ideal to be aimed at. 

The concept of " hole in the wall " listening put forward by Voigt (e.g. Ref. A49) 
is a useful device. The listener, surrounded by his listening room, is imagined as 
being in the concert hall and able to hear directly, through his open window, the 
sound coming from the stage, together with echoes. Echoes from his own room will 
come from all directions, but echoes from the concert hall only come through the open 
window. This is probably the nearest approach to true fidelity which there is any 
hope of approaching with single channel transmission. See also Ref. A50. 

The purpose of high fidelity reproduction of music is to satisfy a particular listener, 
who is primarily interested in the emotions arising from what he hears. The complete 
process involves sensations and emotions which cannot be treated objectively and must 
bring in personal preferences and differences of opinion. 

It is manifestly impossible to reproduce at the two ears of the listener an exact 
equivalent of the sounds which he would hear in the concert hall. The greatest 
deficiencies are probably the single point soimd reproducer (the loudspeaker) and the 



603 



604 



(i) FIDELITY 



14.1 



volume level. The use of stereophonic reproduction is briefly mentioned in Chapter 
20 Sect. 6(v) — ^it is impracticable with the existing radio and disc recording tech- 
niques. In the home it is rarely that orchestral reproduction is heard at the same 
maximum volume level as in the concert hall. This is the real dilemma from which 
there is no satisfactory escape. If we listen at a lower volume level we suffer attenua- 
tion of the low and high frequencies. If we apply tone correction in the form of 
bass and treble boost, it is difficult to gauge the correct amount, and most correcting 
circuits only give a rough approximation to the ideal. If we leave the adjustment 
of tone controls to the listener, he will adjust them to please himself and the result is 
usually far from a true reproduction of the original. 
Refs. AlO, A20. 

(ii) Types of distortion 

Distortion is lack of fidelity. In the case of an amplifier, distortion occurs when the 
output waveform differs in some respect from the input waveform. The purpose 
of the amplifier, and also of the whole equipment, is to reproduce the input waveform, 
not a band of frequencies. The latter may be necessary in order to achieve the former, 
but is only a means to an end. 

Distortion may be grouped into six main classes. 

1. Non-linear distortion (also known as amplitude distortion), and resulting in 
la. Harmonic distortion and 

lb. Intermodulation distortion. 

2. Frequency distortion (unequal amplification of all frequencies). 

3. Phase distortion. 

4. Transient distortion. 

5. Scale distortion (or volume distortion). 

6. Frequency modulation distortion. 

There are other features in reproduction which are not normally classed as dis- 
tortion, although they affect the listener as being untrue to the original. These in- 
clude background noise and the use of a single point source of sound. Background 
noise includes needle scratch, hum and adjacent channel whistles. There are also 
some types of distortion peculiar to loudspeakers — see Chapter 20 Sect. 7. 

(iii) Imagery for describing reproduced sound 

The following is based largely on Ref. .A48, and is merely a proposal which has not 
been generally accepted. It is included for general interest. 

(a) Frequency Range Notation 

Extreme Lows Below 100 c/s 

Lows 100— 300 c/s 

Lower Middles 300— 800 c/s 

Upper Middles 800—1500 c/s 

Lower Highs 1500—4000 c/s 

Highs 4000—8000 c/s 

Extreme Highs Above 8000 c/s 

(b) Distortion 

General : Dirty, non-linear distortion. 
Overload : Hash-up, mush-up. 

Thump (sudden rectification when signal hits bottom). 

Sound often becomes strident if harmonic energy peaks in the lower 
highs. 

Records : Fuzz or lace. Inability of stylus to track at high groove curvatures. 

Crackle : Same as fuzz, but occurring principally on high-amplitude peaks. 

Rattles or buzz, rub or wheeze. 

Swish — scratch periodic with rotation of record. 

Carbon Microphones : Frying, popping, sizzle. 

Sub-harmonics : Breakup, birdies, tweets. 

Intermodulation : Harsh, rough. 
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Cross-over distortion : Marbles, garble. 
Transient distortion : Hang-over. 

Attack — good or slurred. 
Intermodulation with peak in the high-frequency region : 

Violins sound wiry. 

Male voices have kazoo. 

Brass instruments show jamming in upper octaves, 
(c) General Terms 

Position presence : Localization, mass of sound ; advance, come forward, 
stand out ; distant, dead, recede, lost. 
: Intimate, rapport. 

Transparent, translucent, clear, opaque, acoustic fog, veiled, 
muddy. 

Live ; broad, volume, floods out, big tones, well-focused 
tones ; dead and flat, compressed, from a hole in the wall, 
out of a barrel. 

Realism : Presence, natural, life-like, pleasing ; canned music. 

Reproduction : Realistic, perfect, adequate. 



Intimacy presence : 
Detail presence ; 

Source size : 







Lower 


Upper 


Lower 




Extreme 




Lows 


Middles 


Midd les 


Highs 


Highs 


Highs 


Excess 


Grunt 


Sock 




Tinkly* 


Harsh 








Muddy 




Shrill 










Solid 




Brassy 


Hard 








Dead, dull 














or thick 




Metallic 








Boom 


Flat- 


Masculine 


Bright 










sounding 














Body 


Baritone 


Brilliant 










Mellow 




Crisp 


Brittle 


Brittle 


Defici- 




Lean 


Warm 




Soft 


Soft 


ency 






Soprano 












Thin 














Tinny 











*If confined to upper part of region. 



SECTION 2 : NON-LINEAR DISTORTION AND HARMONICS 

(() Non-linearity (ii) Harmonics (iii) Permissible harmonic distortion (iv) Total 
harmonic distortion (v) Weighted distortion factor (vi) The search for a true criterion 
of non-linearity. 

(i) Non-linearity 

A distortionless amplifier has an input voltage versus output voltage characteristic 
that is a straight line passing through the origin {OA in Fig. 14.1), the slope of the 
line indicating the constant voltage gain. When non-linearity occurs, as may happen 
with curvature of the valve characteristics, the input-output characteristic becomes 
curved as in OB, thereby indicating that the gain of the amplifier is a variable quantity. 
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(ii) Harmonics 

One effect of this non-linearity is the production of harmonic frequencies in the 
output when a pure sine-wave input voltage is applied, hence the name harmonic 
distortion. For example, if the input voltage is a pure sine wave of frequency 100 c/ s, 
the output may consist of a fundamental frequency 100 c/s, a second harmonic of 
200 c/s, a third harmonic of 300 c/s, and so on. Only the fundamental frequency 
is present in the input, and the harmonics are products of the non-linearity (for mathe- 
matical treatment see Chapter 6 Sect. 8). 

FIG. 14.1 



Fig. 14.1. Linearity characteristic {or transfer characteristic) 
— OA for distortionless amplifier ; OB for non-linear 
amplifier. 



O Input Vgitogf 

Harmonics themselves are not necessarily displeasing, since all musical instruments 
and voices produce complex sounds having many harmonics (or overtones). But all 
sounds have certain relationships between the fundamental and harmonic frequencies, 
and it is such relationships that give the sound its particular quality*. If certain 
harmonics are unduly stressed or suppressed in the reproduction, the character of the 
sound (i.e. the tone) will be changed. For example, it is possible for a displeasing 
voice to be reproduced, after passing through a suitable filter, so as to be more pleasing. 

The critical ability of the human ear to distinguish harmonic distortion depends 
upon the frequency range being reproduced and also upon the volume. Thus, with 
wide frequency range, the limit of harmonic distortion which can be tolerated is 
noticeably lower than in the case of limited frequency range, for the same volume level. 

If the amplifier doej not amplify the harmonics to the same extent as the funda- 
mental, the effective 'harmonic distortion will be changed. Bass boosting reduces 
the harmonic distortion of bass frequencies, while treble boosting increases the har- 
monic distortion of fundamental frequencies whose harmonics are in the frequency 
range affected by the boosting. 

The shape of the audibility curves for the ear, which has, maximum sensitivity at 
about 3000 c/s (Fig. 19.7), indicates that there is some effective boosting of harmonics 
compared witk the fundamental for harmonics up to about 3000 c/s, and an opposite 
effect for fundamental frequencies above 3000 c/s. This effect, however, is quite 
small at frequencies up to 1500 c/s, at the usual maximum listening levels (say 65 to 
80 db on a sound level meter). At lower listening levels the effect will be appreciable, 
but the distortion is normally fairly low at these levels in any case. With fundamental 
frequencies above 3000 c/s there is an appreciable reduction of harmonic distortion 
at all levels (this effect has been referred to by Ladner, Ref. E14). For example, 
with a fundamental frequency of 3000 c/s, at a loudness level of 80 phons, the second 
harmonic will be attenuated by 9 db and the third harmonic by 15 db. 

Harmonic voltages or currents may be expressed in the form of a percentage 
of the fundamental voltage or current. For example, if the fundamental voltage is 
100 volts, and there is a second harmonic voltage of 5 volts, the second harmonic 
percentage is 5%. 

Some harmonics are dissonant with the ftmdamental and (unless at a very low level) 
are distinctly unpleasing to the listener as regards their direct effect, quite apart from 

♦These remarks apply to sounds which have slow attack and recovery times. In the case of most 
orchestral instruments this efTect is largely overshadowed by the more prominent effects of transients. 
Many sou ids (e.g. vowels) have an inharmonic content in addition to the harmonic content (Ref. E14). 
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the secondary effect on intermodulation. The following table gives the relevant 
details when the fundamental frequency (C) is taken for convenience as 250 c/s. 



Harmonic 


Harmonic 


Musical 


Effect 




frequency 


scale* 




2nd 


500 


Ci 




3rd 


750 


G 




4th 


1000 


C" 




5th 


1250 


E 




6th 


1500 


G 




7th 


1750 


— 


dissonant 


8th 


2000 






9th 


2250 


D 


dissonant 


10th 


2500 


E 




11th 


2750 


— 


dissonant 


12th 


3000 


G 




13th 


3250 


— 


dissontot 


14th 


3500 


— 


dissonant 


15th 


3750 


B 


dissonant 


16th 


4000 






17th 


4250 




dissonant 


18th 


4500 


D 


dissonant 


19th 


4750 




dissonant 


20th 


5000 


E 




21st 


5250 




dissonant 


22nd 


5500 




dissonant 


23rd 


5750 




dissonant 


24th 


6000 


G 




25th 


6250 


G# 


dissonant 



•Natural (just) scale. See Chapter 20 Sect. 8(iv). 

(iii) Permissible harmonic distortion 

The effect of non-linear distonion usually first becomes apparent to the listener 
through the production of inharmonic frequencies by intermodulation when two or 
more frequencies are present in the input (see Sect. 3). In practice, therefore, the 
percentages of the various harmonics which can be tolerated are fixed by their indirect 
effects rather than by their direct effect. 

Under ideal theoretical conditionsf, the magnitudes of the individual harmonics 
to produce equal intermodulation distortion are inversely proportional to the order 
of the harmonic. For example, 5% second harmonic produces the same intermodula- 
tion distortion as 3.3% third harmonic or 0.77% thirteenth harmonic — see below (v) 
Weighted distortion factor. 

In order to make true comparisons between different sound systems, it is desirable 
to specify the frequency ranges, and the amplitudes of all the harmonics up to, say, 
the thirteenth. In the special case of single Class A triodes (below the overload point) 
the effect of the harmonics higher than the third may be neglected. 

For a typical single Class A triode (type 2A3, Ref. B3) the harmonics, as derived 
from Olson, are : 

Harmonic 2nd 3rd 4th 5th 

level - 30 - 50 - 70 — db 

percentage 3.16 0.3 0.03 J % 

With push-pull operation, the third harmonic becomes the dominant harmonic 
and, if the grid excitation is increased to give the same value of total harmonic dis- 
tortion as with the single valve, the higher harmonics become more significant. With 
Class AB, operation, the higher harmonics are still further increased and, when 
weighted in proportion to the order of the harmonics, odd harmonics up to the thir- 
teenth are prominen t, and harmonics up to the twenty fifth may be appreciable. 

tThese conditions require the distortion to be similar to that produced by a Class A triode with not 
more than about 5% second harmonic distortion and without running into positive grid current. 
JLess than 0.01%. 
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With a single pentode the weighted values of the higher order harmonics are quite 
appreciable. The values of distortion — columns 1 and 2 — are derived from Olsonf 
for type 6F6 (Ref. E3). 



Harmonic 


level 


percentage 


weighting 


weighted 




(db) 




factor 1 


distortionj 


2nd 


-20 


10 


1 


10% 


3rd 


-25 


5.6 


1.5 


8.4% 


4th 


-35 


1.8 


2 


3.6% 


5th 


-45 


0.56 


2.5 


1-4% 


6th 


-62 


0.08 


3 


0.24% 


7th 


-62 


0.08 


3.5 


0.28% 


8th 


-63 


0.07 


4 


0.28% 


9th 


-65 


0.06 


4.5 


0.27% 


10th 


-73 


0.022 


5 


0.11% 


11th 


-74 


0.02 


5.5 


0.11% 


12th 


-73 


0.022 


6 


0.13% 


13th 


-67.5 


0.04 


6.5 


0.26% 


14th 


-74 


0.02 


7 


0.14% 



tThese are based on the ideal theoretical condition for equal intermodulation distortion ; they may 
differ considerably from the true effect on the listener. 

With any system of amplification other than Class B, the percentage of total har- 
monic distortion, as defined in (iv) below, decreases as the power output level is re- 
duced. Moreover, the percentages of the highest order harmonics decrease more 
rapidly than those of the lower order harmonics, as the power level is reduced. 

The use of negative feedback* merely reduces all harmonics in the same propor- 
tion and does not affect their relative importance, except when the overload point is 
approached. 

Comparative tests have been carried out by Olson (Ref. E3) which indicate 

1. That slightly greater distortion is permissible with speech than with music. 

2. That a higher value of total harmonic distortion is permissible with a single 
triode than with a single pentode, for the same effect on the listener. 

3. That the permissible distortion decreases as the cut-off frequency is increased. 
However the rate of change varies considerably with the three categories of distortion, 
as given below. 

4. Perceptible distortion (for definition see below). 

Distortion becomes perceptible when the measured total harmonic distortion 
reaches the level of 0.7% for music, and 0.9% for speech, with a frequency range of 
15 000 c/s and a pentode valve. Even with the very limited frequency range of 
3750 c/s a total harmonic distortion of 1.1% on music, and 1.5% on speech, is per- 
ceptible with a pentode valve. The difference between pentode and triode is negli- 
gibly small. 

5. Tolerable distortion (for definition see below). 

The measured total harmonic distortion to give tolerable distortion on music, with 
either triode or pentode, increases about four times when the frequency range is re- 
duced from 15 000 to 3750 c/s. The value of tolerable distortion with a pentode is 
1.35% total harmonic distortion with a frequency range of 15 000 c/s, and 5.6% with 
a frequency range of 3750 c/s on music, and 1.9% and 8.8% respectively on speech. 
The amoum of permissible total harmonic distortion with a triode is greater than that 
with a pentode for the same level of tolerable distortion, in the approximate ratio of 
4 to 3. 

,,The effect of frequency range on tolerable distortion is much greater than on per- 
ceptible distortion. 

6. Objectionable distortion (for definition see below). 

Objectionable distortion, on music, with either triode or pentode, increases about 
5.5 times when the frequency range is reduced from 15 000 c/s to 3750 c/s ; the 

tBy kind permission of the author and of the pubhshers and copyright holdera, Messrs. D. Van 
Nostrand Company Inc. 

*It is assumed that the feedback network is not frequency-selective. 
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effect of frequency range on objectionable distortion with music is thus greater than 
its effect on tolerable distortion and muqh greater than on perceptible distortion. The 
values of total harmonic distortion to provide objectionable distortion are 2% with a 
frequency range of 15 000 c/s and 10.8% with a frequency range of 3750 c/s for 
music, and 3% and 12.8% respectively for speech, with a pentode. The value of 
total harmonic distortion with a triode to give the same level of objectionable distortion 
as a pentode is approximately in the ratio 5/4. 

Definitions — Perceptible distortion is defined as the amount of distortion in the 
distorting amplifier which is just discernible when compared with a reference system 
of very low distortion. Tolerable distortion is the amount of distortioii which could 
be allowed in low-grade commercial sound reproduction, Objectionable distortion 
is the amount of distortion which would be definitely vmsatisfactory for the reproduc- 
tion of sound in phonograph and radio reproduction. The two latter are dependent 
upon personal opinion. 

Test conditions — Information derived from these tests has been tabulated below, 
the conditions being 

Triode : single 2A3, power output 3 watts. 
Pentode ; single 6F6, power output 3 watts. 
The sound was reproduced in a room with acoustics similar to a typical living room 
with a noise level of about 25 db. The tests were performed with a limited number 
of critical observers. 



Test Results (Ref. E3) 
Cut-off frequency 

Music Triode 

Pentode 
Speech Triode 

Pentode 

Music Triode 

Pentode 
Speech Triode 

Pentode 

Music Triode 

Pentode 
Speech Triode 

Pentode 



3750 5000 7500 
Objectionable distortion 

14.0 8.8 4.8 

10.8 6.0 4.0 

14.4 10.8 6.8 

12.8 8.8 6.4 
Tolerable distortion 

6.8 5.6 4.4 

5.6 4.0 3.2 

8.8 7.2 4.8 

8.8 5.2 4.0 
Perceptible distortion 

1.2 — 0.95 

1.1 — ^ 0.95 

1.4 — 1.15 

1.5 — 1.2 



10 000 


15 000 c/s 


3.4 


2.5% 


2.8 


2.0% 


5.6 


4.4P/o 


4.4 


3.0% 


3.4 


1.8% 


2.3 


1.35% 


3.6 


2.8% 


3.0 


1.9% 




0.75% 




0.7% 




0.9% 




0.9% 



(iv) Total harmonic distortion 

The distortion factor of a voltage wave is the ratio of the total r.m.s. voltage of 
all harmonics to the total r.m.s. voltage. 

The percentage of total harmonic distortion is the distortion factor multiplied 

by 100 : 

D = ^ + E^ + E.^ + ... ^ 

Ve^' + + E^} + £4= + . . . 

where T> — percentage of total harmonic distortion 

El = amplitude of fundamental voltage 
and E, = amplitude of second harmonic voltage, etc. 

If the distortion is small, the percentage of total harmonic distortion is given ap- 
proximately by 

D V{H,%y + (H,%y + . . . (2) 
where (//2%) = second harmonic percentage, etc. 
with an error not exceeding 1% if D does not exceed 10%. 

The measurement of total harmonic distortion is covered in Chapter 37 Sect. 3fii). 
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(v) Weighted distortion factor 

Some engineers use a weighted distortion factor in which the harmonics are weighted 
in proportion to their harmonic relationship ; 



l{2E 

7.D.F. = i^^-^ 



(3) 



+ i?,^ + £3= + . . . 

For example, if £1 = 100, = 5, E3 = 8 volts, 
i.e. second harmonic =5% 
and third harmonic =8% 
then W.D.F. = 0.129 (or 12.9%) 
and Total distortion factor = 0.094 (or 9.4%). 

When all the distortion is second harmonic, this weighted distortion factor is the 
same as the total distortion factor. 

With this weighted distortion factor it is desirable to measure harmonics up to a 
high order (say the thirteenth) at frequencies where the high order harmonics come 
within the frequency band of the amplifier. 

(vi) The search for a true criterion of non-linearity 

Tests carried out by Olson — see (iii) above — indicate that, under the test con- 
ditions, the value of total harmonic distortion is a fairly accurate indication of " per- 
ceptible distortion ". Total harmonic distortion may thus be regarded as a true 
criterion of the subjective effects of distortion in an amplifier, provided that the value 
is Of the order of 1% or less, and provided that overloading or " kinks " in the linearity 
characteristic do not occur. It has yet to be proved whether or not total harmonic 
distortion of the order of 1 % is a true measure of the subjective effects of distortion 
under all conditions. 

It is generally admitted that the value of total harmonic distortion does not provide 
a true criterion of non-linearity between different types of amplifiers under all possible 
conditions, even though the measurements may be made over the whole audible fre- 
quency range, and even though the frequency ranges may be identical. 

It is the writer's opinion that the conventional weighted distortion factor — see (v) 
above — aleo tails to provide a true critsrion. of non-linearity. 

It has been found that when measuring intermodulation distortion, the r.m.s. sum 
method is less effective than the arithmetical peak sum method in comparing different 
types of amplifiers — see Sect. 3. Since the principle of intermodulation testing in- 
herently gives harmonic weighting, an obvious step would be to adopt the arithmetical 
sum of the weighted harmonics, using the conventional weighting factor. 

One interesting investigation by Shorter (Ref. A45) has indicated that a very much 
more drastic weighting, using the square of the conventional weighting factor and 
including all harmonics with at least 0.03% amplitude, showed distortion values in 
the correct subjective sequence. The results obtained by Shorter are summarized 
in the table on page 611. 

One inference which may reasonably be drawn is that any sharp kinks in the line- 
arity curve, as usually occur in any Class ABi or ABj amplifier, have a far more serious 
subjective effect than is indicated by any of the standard methods of measuring dis- 
tortion — whether total harmonic distortion, conventional weighted distortion factor 
or the standard form of intermodulation testing. 

The excellent work by Olson — as described in (iii) above — has provided the cor- 
relation between frequency range and harmonic distortion for either music or speech, 
triode or pentode, for three leyels of subjective distortion. What still remains to be 
done is for a comprenensive investigation to be made into the equivalent subjective 
effects (preferably following the definitions laid down by Olson) of all types of ampli- 
fiers — both good and bad design — measuring the individual harmonics up to, say, 
the twenty-fifth. The tests need only be taken with a single frequency range, since 
the effect of frequency has been adequately covered by Olson. 

The test on each amplifier should be made at maximum rated power output into 
a resistive load, and also, if desired, at a specified level below maximmn rated power 
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Results obtained by Shorter 





Subjective 






More 






V^iaoSinCallOn 


ix.iVl.o. 




drasticf 






of 


Sum of 




w eigniCii 


T • 

l_iinearity 




Distortion 


Harmonics 


Distortion 


Distortion 


Curvet 


A 


Bad 


2.3% 


5.1% 


19.4% 


Pronounced 

I.J. i» 
KinK 


D 


Bad 


3.7% 


6.7% 


16.5% 


Pronounced 
kink 


B 


Perceptible 


3.3% 


5.1% 


8.6% 




E 


Just percept- 
ible 


0.62% 


1.3% 


4.5% 


Slight kink 


C 


Just percept- 
ible 


2.6% 


2.8% 


3.3% 




F 


Not percept- 
ible 


0.41% 


0.8% 


2.2% 





*As (v) above. 

tWith square of weighting factor of (v) above, 
tindicated on a C.R.O. (input versus output voltage). 



output. Tests should also be made on the same amplifiers for intermodulation dis- 
tortion, using both r.m.s. and peak sum methods, vyith suitable test frequencies. 
In all cases, any distortion measurements should be supplemented by 

(1) An oscillographic inspection of the waveform, and 

(2) An oscillographic inspection of the linearity (input versus output) characteristics 
for sharp " kinks." 

From these results it should be possible to derive a system of harmonic weighting 
such that the weighted harmonic distortion is a true criterion of the subjective eiTects 
of the distortion. 



SECTION 3 : INTERMODULATION DISTORTION 

(0 Introduction (ii) Modulation method of measurement — r.m.s. sum (iii) Differ- 
ence frequency intermodulation method (iv) Individual side-band method {v) Modu- 
lation method of measurement — peak sum (vi) Le Bel's oscillographic method (vii) 
Comparison between different methods (viii) Synthetic bass. 

(i) Introduction 

Intermodulation distortion is one of the effects of non-linearity when more than one 
input frequency is applied. It is evident to the listener in two forms, amplitude- 
modulation of one frequency by another, and the production of sum and difference 
frequencies. See also Chapter 2 Sect. 9(iv). 

An example of amplitude-modulation is the effect of a non-linear ampliiier on the 
reproduction of a choir with a heavy organ bass accompaniment. The choir is am- 
plitude-modulated by the organ — a displeasing effect to the listener. This effect is 
negligibly small in amplifiers if the total harmonic distortion is less than say 2%, but 
it is apparent with some loudspeakers (see Chapter 20 Sect. 7). 

The formation of sum and difference frequencies is the second and more serious 
form of intermodulation distortion. These frequencies are normally in-harmonic 
and are the principal cause of the distorted reproduction noticed by any listener — • 
sometimes described as harsh, buzz, rough or impleasant. 

In actual operation there are very many input frequencies applied simultaneously, 
but it is possible to make comparative tests using only two frequencies. Tests for 
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intermodulation distortion may be made in accordance with any of the methods 
described below. For measurement see also Chapter 37 Sect. 3(ii)A. 

The indicated value of intermodulation differs significantly with the method used, 
and the conditions of testing. It is important, in all cases, to specify both the method 
and the conditions of testing. 

In all cases the two input voltages must be mixed, without intermodulation, before 
reaching the input terminals of the amplifier — bridge networks or hybrid coils are 
commonly used. 

(ii) Modulation method of measurement — r.m.s. sum 

In accordance with this method, one of the two input frequencies is preferably 
weaker than the other (a ratio of 4 : 1 in voltage or 12 db is used generally throughout 
this handbook unless otherwise indicated), and the stronger is usually lower in fre- 
quency than the other*. The sum and difference frequencies are usually expressed 
in the form of the percentage modulation of the weaker (high frequency) fundamental 
voltage. For one pair of sidebands the modulation percentage is given by 
2 X sideband amplitude X 100/fundamental amplitude. 

When testing, in order to make a fair comparison with single-frequency conditions, 
the input should be adjusted so as to give the same peak output voltage as under 
single frequency conditions. With the 4 : 1 ratio of the two input voltages, the 
equivalent single-frequency power output is 25/17 or 1.47 times the indicated 
power output under I.M. conditions (Ref. B14). The indicated power output 
is that calculated from the r.m.Sv-voltage across the load resistance. 

Since there are many of these sum and difference frequencies, plus harmonics of 
both applied frequencies, it is necessary to take account of their magnitudes. This 
may be accomplished, in accordance with this method, in special equipment for the 
measurement of total intermodulation distortion by reading the r.m.s. sum of all 
extraneous frequencies (Refs. B5, BIO). For measurement see Chapter 37 Sect. 3(ii). 

There is no simple relationship between harmonic and intermodulation 
distortion. For example, it has been shown that in record manufacture the excessive 
polishing of masters greatly increases intermodulation distortion but does not much 
affect harmonic distortion (Ref. B6). See also Refs. A45 (correspondence), B7, Bll, 
B19, B20. 

If all harmonics are within the frequency range of the amplifier it may be shown 
that — 

1 . If only second harmonic is present (a condition which never occurs in practice), 
the ratio of total intermodulation distortion to second harmonic distortion is 
3.2 (Refs. B7, Bll). 

2. If only third harmonic is present (another condition which never occurs in prac- 
tice), the ratio of total intermodulation distortion to third harmonic distortion 
is approximately 3.84 at low values of distortion (Refs. B7, Bll). 

3. If the distortion is small, the intermodulation sidebands are approximately given 
by (Ref. B8) : 

Modulation percentage of first\f^2x second harmonic distortion percent- 

intermodulation sideband J age. 
Modulation percentage of second 1?5i 3 x third harmonic distortion percent- 

intermodulation sideband J age. 

Thus intermodulation distortion is automatically weighted by the order of the dis- 
tortion. 

As a very rough approximation, the ratio I.M./H.D. may be taken as : 
3.2 for single-ended triodes 
and 3.8 for push-pull (triodes or pentodes) 
where I.M. = total intermodulation distortion (r.m.s. sum) 
and H.D. = total harmonic distortion, 

*With a-f systems with peaked response in the middle-to-high frequency range, such as high effici- 
ency speech systems and hearing aids, better results are obtained by having the higher input frequency 
stronger than the lower frequency (Ref. B13). The two methods of measurement will, of course, give 
different results. 
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provided that the operation is restricted to the normal low-distortion region (Refs 
B7, Bll). The ratio tends to increase as the distortion increases. These ratios may 
increase suddenly as the amplifier reaches the overload point. They are also affected 
if a lower I.M. frequency is selected which gives appreciable attenuation. The 
ratio is increased if there is any second harmonic cancellation in successive stages in 
the amplifier or any anenuation of harmonies. In practice thereforej with many 
disturbing factors, the ratio may vary from less than 1 to more than 6 — sec summary 
Ref. B19. 

The usual test frequencies are 40, 60, 100, 150 or 400 c/s and 1000, 2000, 4000, 
7000 or 12 000 c/s. It is helpful to make tests at two low frequencies — one of these 
(40 or 60 c/s) should approximate to the low frequency limit of the amplifier ; the 
other may be 100 or 150 c/s. The distortion at the lower of these two frequencies 
is largely influenced by any iron-cored transformers, while that at the higher of these 
two frequencies gives a more normal overall value. The upper frequency may ap- 
proximate to half the upper frequency limit of the amplifier — this does not, however, 
give a stringent test of the distortion at high frequencies. 

Intermodulation distortion may be visually observed with a C.R.O. (Refs. B9, B19) 
— see also Sect. 3(vi) below. 

Reliable intermodulation measurements may be made in the presence of consider- 
able noise since the latter is excluded by filters to a greater degree than with harmonic 
distortion. It may also he successfully applied in the case of restricted frequency 
range where the harmonics would be outside the range of the amplifier. In such a 
case it is important to remember that the distortion is not zero merely because the 
harmonics are not reproduced. 
Permissible intermodulation distortion 

The following is an arbitrary grouping which may be useful (Modulation method — 
r.m.s. sum) : 

Extremely high fidelity a-f amplifier (40 c/s) I.M. less than 2% 

High fidelity a-f amplifier (40 c/s) I.M. less than 4% 

Good fidelity a-f amplifier (60 c/s) I.M. less than 8% 

Fairly good fidelity a-f amplifier (60 c/s) I.M. less than 20% 

Typical radio receiver — a-f amplifier only (150 c/s) I.M. less than 40% 
The values quoted are only a rough guide, since so many factors are involved. They 
apply to the equivalent single frequency maximum power output, and the lower test 
frequency is given in brackets. 

See also comments in (vii) below. 
Tests witli 1 : 1 voltage ratio 

More stringent tests at the higher frequencies may be made by the use of a 1 : 1 
voltage ratio. 

(iii) Difference-frequency intermodulation method 

In accordance with this method, two frequencies /i and /a, of equal amplitude, are 
applied to the input and the relative amplitude of the intermodulation component 
at the difference frequency (/a — /i) is then considered a measure of the inter-modula- 
tjon distortion, which may, be expressed as a percentage of either output voltage. 
A wave analyser may be used to measure the difference frequency. Typical lower 
frequencies are 1000, 5000 and 9000 c/s, while difference frequencies range from 50 
to 500 c/s (Ref. A51) or even higher (Ref. B22). For the precise interpretation of 
results, a fairly low difference frequency is desirable. 

Equipment has been designed so that the frequencies of the two input voltages can 
be varied over the a-f range with a constant difference frequency maintained between 
them (Refs. B3, B22). 

See also comments in (vii) below. 

References A51, B3, B12, B13, B22. 

(iv) Individual sideband method 

In accordance with this method the individual sidebands are measured separately, 
and some attempt made to select the most important ones (Ref. BI). 
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If all significant sidebands arc measured, the distortion may be recorded in accord- 
ance with the peak sum modulation method — see (v) below. 

(v) Modulation method of measurement — peak sum 

This newer method of defining and measuring intermodulation distortion (Ref. 
B16) has outstanding advantages over the older method based on the r.m.s. sum. This 
peak sum method will measure the arithmetical sum of the amplitudes of the modula- 
tion products involved, with no discrimination against the weaker modulation pro- 
ducts. 

In accordance with this method, the percentage intermodulation is defined as the 

arithmetical sum of the amplitudes of the " in phase " modulation products divided 

by the amplitude of the high frequency carrier, 

, ■ A,+ A_, + A + ^ -2 + ■ ■ • ^ 
I.e. percentage intermodulation = X lOU 

Where Ai and A_ i are the peak amplitudes of the modulation products of frequencies 

A^ and A_ ^ are the peak amplitudes of the modulation products of frequencies 
(1)2 ± 2a)i, etc., 

A is the peak amplitude of the high frequency carrier, 
oji is the angular velocity of the low frequency input, 
is the angular velocity of the high frequency input. 
The input amplitude of is 12 db below that of wj. 

In order to measure the sum of the9e voItage9 accurately, it is necessary to use a 
peak-reading voltmeter. Ref. B16 describes such an analyser primarily for use with 
frequencies of 400 and 4000 c/s for testing pickups, but also capable of use with input 
frequencies less than 400 or greater than 4000 c/s. 
See also comments in (vii) below. 

(vi) Le Bel's oscillographic method 

The use of an oscilloscope to give a qualitative indication of intermodulation dis- 
tortion is well known — a good description is given in Ref. B9. A quantitative method 
has subsequently been developed by Le Bel (Ref. B19). The two voltages of different 
frequencies are applied to the input of the amplifier in the usual way, the output is 
passed through a high-pass filter to an oscilloscope with the sweep adjusted to cover 
one cycle of the low frequency. If there is no intermodulation, the high frequency 
wave has constant peak amplitude and the envelope is rectangular as in Fig. 14.1A. 

FIG. u.ic 

FIG. I4.IA FIG. I4.IB 




Fig. 14.1 A & B. Envelope of oscilloscope images without intermodulation (A), and with 
intermodulation (B). Ref. B19. 
Fig. 14.1C. Definition of notch depth (Ref . B19). 

Intermodulation results in an envelope such as Fig. 14.1B. Normally, the inter- 
modulation causes a " notch " or notches in the envelope and the notch depth is de- 
fined by Fig. 14.1C. The experimental relationship which has been determined 
between notch depth and intermodulation (using the normal modulation method of 
measurement— r.m.s. sum--as in Ref. B2) is shown in Fig. 14. ID. This curve is 
practically linear below 50% notch depth (i.e. 10% intermodulation), so that a scale 
may be used directly on the screen for measuring the value corresponding to each 
notch. If there is more than one notch, Le Bel defines total notch depth as the arithmetical 
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Fig. 14.1D. 



100 ISO 200 2 so 300 

PERCENT NOTCH DEPTH FIG. 1 4. ID 
Relation between notch depth and per cent, intermodulation (Ref. B19). 



FIG. l-t.lE 



FIG. I-4.IH 
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Fig. 14.1E. Envelope of notch pattern 
with insufficient bias, for single-ended 
stage (Ref. B19). p,^^ 




Fig. 14.1F. Normal notch pattern for 
push-pull stage (Ref. B19}. ^^^^ 
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AMPLIFIER OUTPUT IN VOLTS 

Fig. 14.1H. Intermodulation (IM) and 
harmonic distortion characteristics of a 
push-pull amplifier showing that the ratio 
of the two parameters changes {Ref. J319). 



Fig. 14.1G. Push-pull output stage 
with single-ended driver stage showing 
effect of driver overload (Ref. B19). 

sum of the individual notch depths. Each notch in the low frequency cycle on top 
and/or bottom of the envelope is counted. Some typical envelope patterns are shown 
in Figs. 14.1E, F and G. If a peak instead of a notch occurs at any point, this in- 
dicates regeneration. 

The harmonic and intermodulation* distortion characteristics of a push-pull 
amplifier are shown in Fig. 14.1H. At low output levels the intermodulation is less 
than the harmonic distortion, while at high output levels the reverse is true. This 



•In accordance with Le Bel's oscillographic method. 



616 



(vii) COMPARISON BETWEEN DIFFERENT METHODS 14.3 



indicates that the method is a much more sensitive indication of the approach towards 
the overload point than is total harmonic distortion. 
See also comments in (vii) below. 

(vii) Comparison between different methods 

In recent years the modulation method of measurement based on the r.m.s. sum 
has been widely used. However this method has a serious shortcoming in that the 
lower amplitude modulation products have a negligibly small effect on the reading, 
which is almost entirely controlled by a few modulation products of high amplitude. 
It has been clearly demonstrated that this method does not give an indication pro- 
portional to the subjective effect on the listener, particularly when discontinuities 
(" kinks ") occur in the valve characteristics as with Class AB or Class B operation, 
or when riuining into grid current with a high impedance source. 

This defect is at least partially overcome by the use of the peak reading analyser 
described in (v) above, which is distinctly preferable as giving an indication more 
in line with the results from listening tests. 

It seems that Le Bel's method described in (vi) above is an oscillographic equivalent 
of the peak sum method, and close correlation would be expected between them. 

It remains to be proved whether or not the peak sum method gives readings pro- 
portional to the subjective effect on the listener under all conditions. It may be that 
some " weighting " method is required to give even greater prominence to the higher- 
order products that arise from sharp kinks in the linearity characteristic. 

All modulation methods with the lower frequency at the higher level are primarily 
tests on low frequency distortion and, as such, fulfil a useful purpose. It is essential, 
for design purposes, to have separate measurements of distortion both at low and high 
frequencies. Insufficient investigation has been made into the general use of modula- 
tion methods with the higher frequency at the higher level, for testing high frequency 
distortion (however see Refs. B13, BIQ). 

The difference-frequency method is very suitable for testing distortion at middle 
frequencies, and also at high frequencies where conventional* modulation methods 
are deficient. Unfortunately there are no published data to enable a comparison 
to be made with the peak sum modulation method. 

The distortion indicated by the several methods may differ appreciably. For 
example, consider high-frequency pre-emphasis as used in recording and F-M. 
If distortion takes place after pre-emphasis and before de-emphasis, and if the dis- 
tortion is measiured after de-emphasis, the percentage harmonic distortion is lowered 
by the de-emphasis ; the modulation method of measuring intermodulation is not 
significantly altered by de-emphasis ; while the difference-frequency method gives 
a higher value as the result of de-emphasis (Ref. B13). 

See also Ref. A43 and Chapter 37 Sect. 3(ii)A. 

(viii) Synthetic bass 

(A) When two or more input frequencies are applied to a non-linear amplifier 
the output will include sum and difference frequencies located about each of the higher 
input frequencies. For example with input frequencies of 50 and 150 c/s, the output 
will include frequencies of 50, 100, 150 and 200 c/s. Even if the lowest frequency 
is very much attenuated by the amplifier, the sum and difference frequencies tend to 
create the acoustical impression of bass. With more than two input frequencies 
the effect is even greater, so that fairly high distortion has the effect of apparently 
accentuating the bass. 

(B) Owing to the peculiar properties of the ear, a single tone with harmonics may 
be amplified, the fimdamental frequency may be completely suppressed, and yet the 
listener hears the missing fundamental (Ref. A18). 

These two effects assist in producing " synthetic bass " — Chapter 15 Sect. 12(ii)- 
when the natural bass is weak or entirely lacking. It should be emphasized that tiiis 
is not the same as true bass, and does not constitute fidelity. 



♦With the lower frequency having the greater amplitude. 
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SECTION 4 : FREQUENCY DISTORTION 

(i) Frequency range (ii) Tonal balance (in) Minimum audible change in frequency 
range (iv) Sharp peaks, 

(i) Frequency range 

Frequency distortion in an amplifier is the variation of amplification with the 
frequency of the input signal. A high fidelity a-f amplifier should have nearly con- 
stant amplification over the whole range audible to the most critical listener — -from 
say 30 to 20 000 c/s (see Sect. 7). There is no serious difficulty in designing such 
an amplifier, but it can only be usefully applied when it is fed from a wide-range 
source and excites a wide-range loudspeaker system. 

In practice there are limitations imposed by both the source and the loudspeaker, 
but it is good practice to design the amplifier for fuU-powcr-handling capacity with 
negligible non-linear distortion over a wider frequency range than it will normally 
be required to handle. The limitation in frequency range (if not inherent in the 
source) should preferably be applied either by a filter between the source and the input 
terminals, or in an early stage in the amplifier — see Chapter 15 Sect, l(iii). 

The full frequency range is only audible at very high levels as is demonstrated in 
Sect. 7. If a particular equipment is to be operated always at comparatively low 
levels (e.g. dinner music) or in noisy locations, reduction of the frequency range is 
quite correct and may even be beneficial. 

Amplifiers for other than wide-range high-fidelity are usually designed to meet the 
requirements of the average listener, with a frequency range (at maximum orchestral 
level) of about 45 to 15 000 c/s, which may be still further reduced to about 70-13 000 
c/s at typical levels for home listening — see Sect. 7(ii). 

In commercial quantity-produced equipment the frequency range is often restricted 
to the extreme. By this means non-linear distortion and hum are reduced to a bear- 
able level without expense. Unfortunately, frequency range can only be extended, 
while remaining free from obvious distortion, at a cost which rises at a rapidly in- 
creasing rate — largely due to the loudspeaker. It is important to reduce the distortion 
before widening the frequency range — see Sect. 12(ii). 



(ii) Tonal balance 

It has been foimd that good tonal balance between high and low frequencies is 
obtained when the product of the limiting frequencies is about 500 000* (Refs. A8, 
A17, A38, CI, CIO). 

For example : 

1. 25-20 000 c/s. Very wide frequency range, 

2. 33-15 000 c/s. Wide frequency range, 

3. 50-10 000 c/s. Fairly wide frequency range, 

4. 60- 8 000 c/s. Medixun frequency range, 

5. 100- 5 000 c/s. Restricted frequency range, 

6. 150- 3 300 c/s. Very restricted frequency range, 

but these should not be taken as more than a general guide. (5) is typical of a medium 
quality console, and (6) a mantel model receiver with " mellow " tone. These fre- 
quency ranges should include both amplifier and loudspeaker. Wide frequency 
range is only comfortable to the listener so long as other forms of distortion are im- 
perceptible. 

(iii) ZViinimum audible change in frequency range 

Just as with sound level there is a minimum audible change in level, so there is 
also a minimum audible change in frequency range. The limen has been proposed 
(Ref. A25) as being the minimiuij difference in band width that is detectable by half 
the observers. Tests were made on a limited number of observers resulting in the 
following list of frequencies in steps of 1 limen : 15 000, 11 060, 8000, 6400, 5300, 



•Various authorities place this figure from 400 000 to 640 000. 
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4400 c/s. It would therefore be possible to reduce the frequency range of an ampli- 
fier from 15 000 c/s (say the limit of hearing in a particular case) to 11 000 c/s without 
a non-critical listener noticing the restriction. The same principle also holds in re- 
verse, when widening the frequency range. (See also Ref. A9). 

(iv) Sharp peaks 

One particularly objectionable form of frequency distortion is that due to sharp 
peaks in the output, as may be caused by loudspeaker cone resonances, especially 
in the 2000-3500 c/s range. Sharp troughs are relatively unimportant through their 
direct effects, although they may be accompanied by poor transient response. 

The effect of restricted frequency range on articulation is covered in Sect. 11. 



SECTION 5 : PHASE DISTORTION 

Phase distortion is the alteration by the amplifier of the phase angle between the 
fundamental and any one of its harmonics or between any two component frequencies 
of a complex wave. Phase distortion causes the output waveform to differ from the 
waveform of the input voltage. 

A fixed phase shift of 180° (or any multiple of 180°) at all frequencies does not 
constitute phase distortion. A phase shift which is proportional to the frequency also 
does not cause phase distortion. 

It has been demonstrated in monaural listening (Ref A23) that the tonal quality 
of a complex steady-state waveform depends not only upon the component frequencies 
and their relative amplitudes, but also — over certain ranges of frequency and level — 
upon the envelope shape, which is controlled by the phase angles. Large changes in 
aural perception can occur, through changes in phase only, among frequencies which 
are related harmonically or otherwise. These effects vary from a raucous to a smooth- 
soimding quality, depending on the relative phases. The frequency range, over which 
these effects were observed, increases as the acoustical level increases, at least up to 60 
phons. 

The authors state that " in the case of very complex, but continually varying sounds, 
such as voice or a musical instrimient with many harmonics, phase effects of this type 
are probably not noticeable under usual listening conditions because the patterns are 
coming in and out non-simultaneously in various parts of the frequency range." 

Phase shift has a serious effect on transients (see Sect. 6). 

In the light of the known effects, and with insufficient data to determine what 
degree of phase shift is permissible for high fidelity reproduction, it is wise to reduce 
the phase shift in amplifiers to the lowest practicable value. 

With normal circuits, the phase shift is deterrnined by the overall attenuation at 
the extreme low and high frequencies of the sound system. If the frequency charac- 
teristic is practically flat over the whole useful frequency range, the phase shift may 
normally be neglected. However, when a high-pass or low-pass filter is used to limit 
the frequency range, or when some form of tone control is used, the phase angle may 
be quite large over a limited frequency range. 

Refs. A15, A23, A28, A40, A42, A57, Ell. 
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SECTION 6 : TRANSffiNT DISTORTION 

(i) General survey {ii) Testing for transient response. 

(i) General survey 

It has been demonstrated by Prof. Richardson that it is the attack and decay times 
of sounds that largely determine their tonal quality, rather than their harmonic con- 
tent (Ref. A41). 

An amplifier which gives fairly good reproduction of steady tones may give serious 
distortion with transients. The distortionless reproduction of a short pulse requires 

1. Very wide frequency response — possibly higher than the limit of audibility. 

2. No phase distortion. 

3. No " hang-over." The duration should not be greater than the original pulse. 
" Hang-over " effects are caused by insufficiently damped LC circuits such as may 

occur with a-f transformers, tone correction circuits and filters — see Chapter 15 
Sect. l(ix). Loudspeakers are particularly prone to this effect, and it is desirable 
for them to have heavy acoustical and electro-magnetic damping, with reduction of 
mass of moving parts. 

Some measurements of the phase shift introduced by microphones and loudspeakers 
are given in Ref. A40. 

References ; A40, A41, El. 

(ii) Testing for transient response 

Amplifiers and loudspeakers may be tested by applying to the input terminals a 
waveform with a sharp discontinuity — e.g. square wave or saw-tooth. 

One of the most serious problems with certain kinds of music is the occurrence of 
extremely high transient peaks which may possibly reach a level 20 db above the 
reading of the volume indicator. This effect has been observed with choral music, 
orchestral string passages and similar highly complex sounds (Ref. E15 — see also A3). 
These peaks cause overloading and distortion in the amplifier and loudspeaker, but 
particularly in recording. Some form of peak limiting is usually adopted in recording 
and broadcasting in order to avoid blasting or " buzz." However, for true fidelity, 
these transient peaks should be reproduced in their original form. 

One interesting approach is the use of white-noise as a test signal. White-noise 
is random fluctuation noise, but the construction of a white-noise signal generator 
whose output power Is uniformly distributed over the a-f region of the spectrum is 
difficult. One white-noise generator, which heterodynes a selected portion of the 
r-f noise spectrum to produce nearly uniform voltage over the a-f range, is described 
in Ref. D18. A simpler method is described in Ref. D17 which employs a disc re- 
cording of white-noise (40 to 20 000 c/s) together with bands having high frequency 
cut-off at 7000, 9000 and 12 000 c/s and low frequency cut-off at 80 and 150 c/s. 
This is recorded on a constant velocity basis. A flat noise voltage characteristic may 
be obtained by playing back with a velocity pickup of the dynamic or magnetic type, 
without any equalizing network. The recording is corrected for translation loss^ 
4 db at 20 000 c/s. The following comments are based on Ref. D17. 

Loudspeakers may be tested for undamped resonances by applying white-noise 
signal, picking up the sound by a suitable microphone and applying the output to the 
vertical plates of an oscilloscope. The sweep frequency is then varied to pick up the 
resonances. Cross modulation may be recognised by a periodic thinning out of the 
fine-grain high frequency noise. It is stated that a miniature condenser microphone 
is particularly suitable for this test. 

When an amplifier is overloaded, the peaks on the oscilloscope appear beaded. 

The elliptical pattern, obtained by applying the white-noise to both pairs of plates 
with approximately 90° phase difference, may be used as a sensitive indication of 
overloading. The circuit is arranged to give larger ellipses with higher frequencies. 
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SECTION 7 : DYNAAUC RANGE AND ITS LIMITATIONS 



(j) Volume range and hearing (ii) Effect of volume level on frequency range {Hi) 
Acoustical power and preferred listening levels (iv) Volume range in musical repro- 
duction {v) The effect of noise, 

(i) Volume range and hearing 

Every source of sovmd, for example speech or music, has a variation in soimd level 
from its minimum to its maximum. The loudness level is measured in phons (see 
Chapter 19 Sect. 5) while the maximum variation in level may be expressed in decibels 
. — this is known as the volume xange, and is measured by a standard soimd-level 
meter or volume indicator. As this instrument does not indicate short sharp peaks, 
the peak dyaamic range is usually 10 or occasionally up to 20 db greater than that 
indicated by the instrument.* 



Pig. 14.2. Threshold of audi- 
bility curves for average and 
very critical (5% most acute) 
listeners in the absence of 
noise. Reference level 0 db — 
0.0002 dyne per sq. cm. 
Curves by courtesy of Jensen 
Radio Manufacturing Com- 
panyy based on Fletcher (Rif. 
AS). 
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A symphony orchestra, with a peak dynamic range of up to 70 db provides the most 
difficult problem for the reproducing equipment. This range is equivalent to a power 
ratio of 10,000,000 : 1. 

Before proceeding further, it is necessary to consider some of the characteristics 
of hearing. Fig. 14.2 shows the hearing characteristics of average and very critical 
listeners in the absence of noise— at any one frequency, a listener is only able to hear 
sound intensity levels above the curve. 



Fig. 14.3. Mas&ing levels 
for noise in average and very 
quiet residences. Cttrves by 
courtesy of Jensen Radio 
Manufacturing Company, 
based oh Rrfs. /43, D6, 
D7, E9. 
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The maskingt effect of room noise is shown by Fig. 14.3 for average and for very 
quiet residences. These curves may be applied directly to the hearing characteristics 
of Pig. 14.2. The result is shown in Fig. 14.4 for average conditions and in Fig. 14.5 

«r*7u'' ^ j'*'' '15'*'' IVi*" 'j'^^l' quoting Refs. E7, E16. Tht 20 db ratio is mentioned in Sect. 
6(11), based on Refs. E15 and A3. 

tTlie masking level is tlie level of pure tones which can just be perceived in the presence of noise 
I he mastang level is higher than the noise (spectrum) level at the same frequency by a margin of 15db 
up to 1000 c/s, increasing to 28 db at 10 000 c/s (Ref. A53). amargm 
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for a very critical listener and low room noise level (these latter are the extreme con- 
ditions for high fidelity). In each case the room noise reduces the effective hearing 
over a frequency range from about 150 to 6000 or 9000 c/s. 

The effect of noises other than room noise is covered in (v) below. 



Fig. 14.4. Ejfective hearing 
characteristic for average lis- 
tener with average noise level. 
Curves by courtesy of Jensen 
Manufacturing Company. 
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Fig. 14.5. Effective hearing 
characteristic for very critical 
listener with low room noise 
level. Curves by courtesy of 
Jensen Manufacturing Com- 
pany. 
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(ii) Frequency range 

When listening to the rapidly varying intensity levels which occur with speech or 
musicj the ear appears to integrate these varying sounds over about 1/4 second in- 
tervals. When considering frequency range, the measurements of the sound levels 
created by the various types of musical instruments should therefore be reduced to 
their equivalent sound levels in 1/4 second intervals. 

If we compare the loudness of a narrow band of thermal noise With that of a pure 
tone having the same intensity, the two will be judged to have equal loudness if the 
width of the transmitted frequency band of noise is limited to a critical value called 
the critical bandwidth (Ref. A3). For this reason, measurements on the sound 
levels of musical instruments should be reduced to intensity levels which would have 
been obtained if the frequency bandwidths used in the filters had been equal to the 
critical bandwidths (Ref. A3). 

The integrated sound energy in a critical band over a 1 /4 second interval will sound 
as loud as a pure tone in the same frequency band which produces the same sound 
energy in each 1/4 second interval (Ref. A3). 
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Fig. 14.6 gives the maximxun r.m.s. intensity levels in 1 /4 second intervals in critical 
frequency bands for certain musical instruments and an orchestra at a distance of 20 
feet from the sound source, together with the threshold of audibility curve for average 
listeners, indicating that a frequency range from 40 to 15 000 c/s meets all normal 
requirements for an average listener to an orchestra.* 



Pig. 14.6. Maximum r.m.s. 
intensity levels in 1 /4 second 
intervals in critical fre- 
quency bands for whole 
orchestra and certain instru- 
ments. After Fletcher 
{Ref. A3). 
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Fig. 14.7 (highest curve) shows the same " orchestra " curve as Fig. 14.6, but com- 
bined with the threshold of audibility curve for a very critical listener, indicating that 
the maximum possible frequency range is from 32 to 21 000 c/s. These are the 
most extreme conditions to be taken into account for high fidelity reproduction. 
If this orchestra is reproduced at lower levels as indicated by the lower " orchestra " 
curves in Fig. 14.7, the frequency range is more restricted, particularly at the lower 
end. The values for both average and critical listeners are tahnlptprl holmv • 
Peak value 
Average listener 

Lower frequency 

Upper frequency 
Critical listener 

Lower frequency 

Upper frequency 



Fig. 14.7. Maximum 
r.m,s. intensity levels in 
1/4 second intervals in 
critical freqiiency bands 
for whole orchestra, 
with threshold of audi- 
bility curve for very 
critical listener. Also 
illustrating effect on 
frequency range of re- 
production at lower 
levels. 
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The curves of Fig. 14.6 and the orchestra curves used in Fig. 14.7 are only suitable 
for determining the audible frequency ranges of the various sound sources — -they 
cannot be used for calculating the peak power. 

(iii) Acoustical power and preferred listening levels 

The r.m.s. peak sound level at a desirable seat in a concert hall for " full orchestra " 
is not likely to exceed a value of 100 db (Refs. A51, E13). 

If we accept the value of 100 db as being " maximum orchestral level," then a 
maximum r.m.s. peak acoustical power of about 0.4 watt will be required for repro- 
duction at the same level in a fairly large living room — see Chapter 20 Sect. 6(ii). If 
the loudspeaker is 3% efficient over the frequency band, then the maximum power 
from the amplifier will need to be 13 watts — with a more efficient loudspeaker, the 
power from the amplifier would be less. 

Peaks above 100 db may occur occasionally with a large orchestra or choir, but they 
are usually " peak limited " before being broadcast or recorded. However in the 
design of the amplifier it is desirable to allow a margin to provide for possible peaks 
above this level. 

Since sound levels are normally measured with a sound-level meter, it is necessary — 
when considering acoustical reproduction — to make allowance for the margin of 10 db 
or more between this level and the r.m.s. peak level. 



Preferred listening levels 

Tests conducted by the B.B.C. (Ref. C12) on listeners give the following preferred 
maximum sound level, as measured with a sound level meter : 





Public 


Music- 
ians 


Programme 
Engineers 


En- 
gineers 




Men 


Women 


Men 


Women 


Symphonic music 
Light music 
Dance music 
Speech 


78 
75 
75 
71 


78 
74 
73 
71 


88 
79 
79 
74 


90 
89 
89 
84 


87 
84 
83 
77 


88 db 
84 db 
84 db 
80 db 



Individual variations varied from 60 to 97 db for symphonic music, but in all cases 
50% of the subjects were within ± 4 db of the mean. Increasing age showed a pre- 
ference for lower listening levels. 

The following table gives an approximate guide for home listening j 





Sound-level 


Normal 


Loudness 


meter reading 


r.m.s. peak 


Very loud 


80 db 


90 db 


Loud (serious listening) 


70 db 


80 db 


Medium (as a background) 


55-65 db 


65-75 db 



(iv) Volume range in musical reproduction 
(A) Orchestral reproduction 

If the full peak orchestral dynamic range of 70 db is to be reproduced, the receiver 
(if any) and amplifier must have a peak dynamic range of the same amount. This 
may be accomplished with the peak sound intensity in the room either equal to that 
in the concert hall, or at a lower level. However, if the reproduced dynamic range 
is to be effective it must all be above the noise masking level. 

Fig. 14.8 shows the extreme conditions for high fidelity reproduction, with the 
threshold of audibility curve for a very critical listener, combined with the masking 
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Fig. 14.8. Ejfective hearing characteristic for very critical listener with low room noise 
level, showing 70 db dynamic range for orchestra in a concert hall. Minimum orchestral 

level based on Ref. £13. 
effect of low room noise. The 70 db dynamic range of an orchestra in a concert hall 
is shown, with the minimum orchestral level of 30 db well above the masking level 
of the noise. In this case it would be possible to reproduce the full dynamic range 
at a level 15 db lower than the level in the concert hall, without loss due to noise. 
With an average listener and average noise level, however, the reproduction could not 
be more than 5 db below the level in the concert hall without loss due to noise. Any- 
further reduction in level will result in the masking of the softest passages by the noise. 

(B) Volume range broadcast or recorded 

The volume range actually broadcast or recorded is frequently less than that of the 
original. 



Source 
F-M broadcast (direct) 
A-M broadcast (direct) 
Transmission over telephone lines 

ditto (special lines) 
Lateral-cut disc records : 

shellac 

microgroove, say 
transcription (orthacoustic) 
Vertical-cut (hill and dale) 



Volume range 
at least 60 db (F.C.C.) 
at least 50 db (F.C.C.) 
40-50 db* 
50-75 db* 

30-45 db* 

40-56 db* 

45-58 db* 

45-50 db* 



To reduce the volume range, it is usual to employ automatic peak limiters together 
with volume compressors, although some manual adjustment is also made on occasions. 
To restore the volume range, it is sometimes possible to use volume expansion (see 
Chapter 16). 

(v) The effect of noise 

Noise as heard by the listener is contributed by many sources — for example by 
background noise in the studio, by the microphone and pre-amplifier, the transmitter, 
the receiver, the a-f amplifier and room noise. If the sound source is a record, there 
will be additional noise due to the recording. Under conditions for good fidelity, 
noise due to the transmitter and receiver (if any) can be made negligibly small. The 
remaining noise sources may be grouped as 

*MaximUm signal to noise ratio. The maximum dynamic range may be somewhat higher — see 
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1. Noise from the sound source. 

2. Noise from the amplifier. 

3. Room noise. 

It is assumed here that hum from the amplifier has been made inaudible, and then 
the total* noise arising from amplifier and room noise may be determined by the nomo- 
gram Fig. 19.6A when both component values are expressed in decibels. By follow- 
ing a similar procedure, this value may then be combined with noise from the soimd 
source to give the total noise from all sources. 

The value of room noise is 43 db for the average level (Fig. 14.4) and 33 db for the 
low noise level (Fig. 14.5). 

It is usually simpler to combine these noises electrically than acoustically, a con- 
venient point being the primary of the output transformer. The equivalent electrical 
valtie of the room noise for a typical living room of 3000 cubic feet is given approxi- 
mately byt 

Room noise Electrical noise power (milliwatts) 



Where i; = loudspeaker efficiency percentage. 

If the loudspeaker efficiency is 3%, the equivalent electrical value of the room noise 
is approximately — 25 dbm for low room noise, or — 15 dbm for average room noise. 

The masking value of the total noise can only be determined accurately by 
calculating or measuring the total noise spectrum and applying the masking curves 
of Fletcher and Munson (Ref. E9 Fig. 15 ; also reproduced in Olson Ref. E3 Fig. 
12.30). However for the simple case where room noise predominates, it may be taken 
as a reasonable approximation that the curves of Fig. 14.3 may be moved vertically 
as required and that the masking ordinate at 1000 c/s is 18 db below the total noise 
level. 

Thus the masking effect at 1000 c/s of room noise alone is approximately — 43 
dbm for low room noise, or — 33 dbm for average room noise, for 3% loudspeaker 
efficiency and a room volume of 3000 cubic feet. If the total noise from other sources 
is equal to the room noise, these values would be increased by 3 db. 

For high fidelity reproduction, the amplifier and pre-amplifier noise should be 
kept below the lowest room noise level. Under the preceding conditions, with room 
volume 3000 cubic feet and loudspeaker efficiency 3%, a reasonable value for total 
amplifier noisef. appears to be about — 30 dbm, giving a masking level 5 db below 
that of the lower value of room noise. For values of loudspeaker efficiency other than 
3%, the value of total amplifier noise is given by 

amplifier noise power = 0.003/ mW (1) 
or amplifier noise in dbm = 10 log (0.003/?;) (2) 
where i) = loudspeaker efficiency percentage. 

See also Chapter 18 Sect. 2(ii) pages 782-783 for noise in pre-amplifiers ,- Chapter 19 
Sect. 6(iii) page 829 for the measurement of noise in amplifiers. 



When music or speech is reproduced in a room with flat frequency response and at 
a level such that the listener experiences the same sensation of loudness as he would 
in the concert hall or studio, the tonal balance will be the same as in the original 
(assuming that his seat occupies the same position as the microphone). If the level 
of reproduction is less than the original, the bass will be weak in comparison with the 
middle frequency range from 600 to 1000 c/s, while the frequencies above 1000 c/s 
will also be attenuated, although only slightly. This is illustrated in Fig. 14.9 for 
one selected condition with 90 phons average original level, reproduced at an average 
level of 70 phons ; the loss at 50 c/s is over 10 db. 

•It is assumed that the room noise can be treated as random noise. Random noises are additive. 
tBased on Chapter 20 Sect. 6(ii)B. 

tFor measurement of amplifier noise see Cliapter 19 Sect. 6. 



33 db 
43 db 



0.009/1) 
0.09/1; 
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FIG. 14.9 
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Fig. 14.9. Loss of bass and high audio 
frequencies caused by reproduction at a 
loudness of 70 phons as compared with 
the original at 90 phons {based on 
Fig. 19.7). 
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On the other hand, if the reproduction is louder than the original, the bass (and to 
some extent the treble) will be accentuated. This commonly occurs with the human 
voice when reproduced at a high level, unless some correction is applied in the studio 
amplifier. 

It is for this reason that orchestral or organ music, when reproduced at normal 
room volume, sounds weak and uninteresting. The application of the correct amount 
of bass boosting assists considerably in maintaining realism and tonal balance. This 
application of bass boosting may be made automatically with the adjustment of the 
volume control, provided that maximum setting of the control corresponds to maxi- 
mum volume from the loudspeaker on musical peaks (Chapter 15 Fig. 15.59). This 
provision makes a second (semi-fixed) volume control desirable in reproduction from 
records — it calls for an exceptionally flat a.v.c. characteristic in a receiver, in addition 
to the double volume control. If the automatic arrangement is adopted without 
these precautions being taken, it is only partially effective, and many users prefer a 
manually operated bass-boost. The automatic arrangement is only satisfactory when 
the tonal balance is correct at the maximum setting of the volume control ; it merley 
boosts the bass when the setting of the control is lowered. 

Refs. A7, A29, A30, A33, A34, A56. 



SECTION 9 : OTHER FORMS OF DISTORTION 

(«') Frequency-modulation distortion (ii) Variation of frequency response with output 
level (iii) Listener fatigue. 

(i) Frequency-modulation distortion 

Frequency-modulation distortion (or " wow ") tends to occur in recording, and is a 
cyclic variation of a higher frequency by a lower frequency. Frequency-modulation 
distortion may also occur in loudspeakers — see Chapter 20 Sect. 7(ii). 

(ii) Variation of frequency response with output level 

The frequency response of an amplifier should be substantially the same at all 
working levels. Amplifiers should be tested for frequency response at maximum 
output and at 30 and 60 db below maximum output. Output transformers are a 
frequent cause of variations in frequency response at different levels. 

(iii) Listener fatigue 

There is no doubt that listening to reproduced music causes listener fatigue much 
more rapidly than listening to the original. This listener fatigue is caused by the 
necessity for mental processes arising from the unnatural eflFects in the hearing system. 
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Probably the creation of synthetic bass, intermodulation distortion and transient dis- 
tortion play important parts in producing this fatigue. 

An excessively high backgroimd noise level, whether caused by hum, record scratch 
or any form of extraneous noise, is also an important factor contributing to listener 
fatigue. 

Ref. C7. 



SECTION 10 : FREQUENCY RANGE PREFERENCES 

(i) Tests by Chinn and Eisenberg (u) Tests by Olson (iii) Single-channel versus 
dual-channel tests (iv) Summing up. 

(i) Tests by Chinn and Eisenberg (Ref. CI) 

This was the first large scale series of tests on a number of listeners in order to 
determine their preferences in the frequency range of reproduced music. The ranges 
were (3 db attenuation) : 

Wide 35 to 10 000 c/s. 
Medium 70 to 6 500 c/s. 
Narrow 150 to 4 000 c/s. 
The equipment included a single channel amplifier and loudspeaker system. 
Only 12% of the listeners preferred the wide range on classical music, and 21% 
on male speech ; the remainder had no preference or were divided between narrow 
and mediimi. Tests were made at indicated sound intensities of 50, 60 and 70 db, 
the preference being between 60 and 70 db, varying with the type of music ; a some- 
what higher sound intensity was preferred for speech than for music. 
These tests gave rise to considerable discussion — see also (iv) below. 
Refs. CI, C2, C3, C4, C5, C6, C7, C8, C9, C14, A12, A34. 

(ii) Tests by Olson (Ref. €10) 

In this case preferences were made on the frequency range for orchestral music 
with the listeners in the same room as the orchestra. No amplifying equipment was 
used ; the restriction of frequency range was accomplished by an acoustical filter. 
Listeners were given a choice between a high frequency limit of 5 000 c/s and full 
frequency range. 

From 66% to 69% of the listeners preferred the full frequency range on music, 
and there was a majority preference for the full range on speech in " all acoustical " 
tests. 

Refs. CIO, CU, C7. 

(iii) Single-channel versus dual-channel tests 

Webster and McPeak (A19) carried out tests with single charmel and dual channel 
(audio perspective) transmission of a live progranune, compared with transcribed 
music. The majority preferred the transmission of a live programme to transcribed 
music. The majority also preferred the dual-channel to the single-channel trans- 
mission. The results, however, have been seriously challenged regarding their 
interpretation (C7, A12). The tests gave no indications of the preferred frequency 
range. 

Hilliard (A27) expressed the opinion that the entertainment value of a two channel 
system reproducing frequencies up to 3500 c/s is better than a single chaimel system 
with 15 000 c/s response. 

It seems to be generally agreed that any satisfactory form of stereophonic repro- 
duction is very much preferable to single channel — see Chapter 20 Sect. 6(v). 
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(iv) Summing up 

The tests by Chinn and Eisenberg indicated that, under their conditions of test, 
the majority preferred a restricted frequency range. The tests by Olson indicated 
that, under his " all acoustical " listening conditions the majority preferred an un- 
restricted frequency range. Obviously the conditions of the tests are of vital im- 
portance — see discussion (i) above, also summing-up by Olson, CIO. 

Subsequent amplifier tests by Olson have indicated that an audience was able to 
perceive a value of 0-7% total harmonic distortion (see Sect. 2 and Ref. E3). A reason- 
able inference is that the reduction in frequency range preferred by listeners in the 
Chinn and Eisenberg tests was caused by distortion present in the sound system. 

It has been pointed out (Ref. C14) in connection with the Chinn and Eisenberg tests, 
that the choice between " wide " and " medium " (at 60 and 70 db) and between 
" medium " and " narrow " (at 50 and 60 db) was complicated by inadequate dis- 
criminability. 



(0 The characteristics of speech (it) Articulation {Hi) Masking of speech by noise 
(iv) Distortion in speech reproduction (v) Frequency ranges for speech. 

(i) The characteristics of speech 

It has been shown (Ref. A3) that conversational speech audible at 2 i feet occupies 
a frequency band from 62 to 8000 c/s. The average conversational speech power is 
about lot microwatts, loud shouting power is about 5 milliwatts, while the softest 
conversational level is about 0.01 microwatt (Ref. E5). The peak dynamic range is 
about 40 db for any one speaker in ordinary conversation, but may reach 56 db as an 
extreme limit in the general case (Ref. A3). 

The peak power in conversational speech may reach 100 or even 200 times the 
average speech power. The octave with maximum energy in men's voices is from 
300 to 600 c A, and for women's voices from 555 to 1110 c/s, the energy in the octave 
being 31 % of the total for both cases (Ref. E5). 

The characteristics of a man's conversational speech at a distance of 2^ feet have 
been given as (Ref. A3) : 

Level of speech above threshold (+ 5 db) 63 db 

Long root-mean-square intensity level 68 db 

Peak level in 1/8 second intervals exceeded 5% of the time 85 db 

Root-mean-square level in 1/8 second intervals exceeded only 1% of 



Refs. A3, D5, D9, D20, E4, E5, E6. 
(ii) Articulation 

The articulation of speech is defined as the percentage of syllables interpreted 
correctly (Ref. D8). The results for an average listener receiving syllables at optimum 
intensity are given below (Ref. A3) : 

Articulation Minimum frequency or Maximum frequency 
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the time 



78 db 



98% 

98 

98 

96 

94 

90 

80 

70 

60 

50 



100 
250 
570 
720 
960 
1500 
1920 
2300 
2600 



40 c/s 



15 000 c/s 



12 000 
7000 
5000 
3900 
3100 
2300 
1970 
1700 
1500 



tA more recent test gave 34 microwatts for men and 18 microwatts for women (Ref. D5). 
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Columns 2 and 3 are the results of separate tests with a high-pass filter and a low- 
pass filter respectively. They cannot be combined to give a pass-band with the 
limiting frequencies as tabulated, except as a rough approximation for high percentages 
of articulation (> 90%) ; in this case the two articulation values should be multiplied 
together (e.g. 96% x 96% = 92% articulation approximately for a pass band from 
570 to 5000 c/s). 

There is no loss in articulation with a frequency range (pass band) from 250 to 
7000 c/s, while the loss is quite small with a range from 570 to 5000 c/s. With con- 
tinuous speech the loss in articulation is noticeably less than with syllables. 

Owing to the unnaturally high-pitched tone and obvious lack of balance, these 
frequency ranges are extended towards the bass for all communicafion purposes. 

An articulation index has been proposed (Ref. D3) which may be calculated for any 
known conditions, including noise. A value of 1.0 is the maximum (for perfect 
articulation) while a value of 0.5 or over is entirely satisfactory. 

Those who are interested in the intelligibility of speech either with or without 
noise interference should read Refs. DIO, DU, and D12. 

Experiments have shown that intelligibility is impaired surprisingly little by the 
type of amplitude distortion known as peak clipping. Conversation is possible 
even over a system that introduces " infinite " peak clipping, i.e., that reduces speech 
to a succession of rectangular waves in which the discontinuities correspond to the 
crossings of the time axis in the original speech signal. The intelligibility of the rect- 
angular speech waves depends critically upon the frequency-response characteristics 
of the speech transmission circuits used in conjunction with the " infinite clipper " 
A word articulation value of 97 was obtained using firstly a filter providing a frequency- 
response characteristic rising 6 db/octave, followed by the infinite peak clipper, 
followed in turn by a filter with a characteristic falling at the rate of 6 db/octave 
(Ref. D13). 

References to articulation : A3, D3, D8, DIO, Dll,-D12, D13, D19. 

(iii) Masking of speech by noise 

Noise has a similar masking effect with both speech and music. If the noise level 
is reasonably low there is very linle effect on the reproduction of speech, since the 
dynamic range is not excessive. It is sometimes required to operate loudspeakers 
in very noisy locations, and in such cases it is helpful to provide the amplifier with a 
bass cut-off at 500 c/s, since the maximum intensity levels of speech (particularly 
declamatory* speech) occur below this frequency, and the effect of the lower fre- 
quencies on the articulation is negligible. This permits the middle frequencies from 
say 1000 to 3500 c/s to be boosted to the threshold of pain at 120 db, thus bringing 
them above the noise. An alternative arrangement is to give a treble boost of 6 db 
per octave over the whole useful frequency band, up to at least 3000 c/s — this will 
automatically reduce the bass frequencies as desired (D2, D4). This latter method 
requires much less acoustical power — 19% of that of a flat system with 500 c/s cut-off 
— but the effect sounds tmnatural. 

Refs. A3, D2, D3, D4, D14, D15, D16, E4. 

(iv) Distortion in speech reproduction 

A considerable degree of distortion is possible before speech becomes objectionably 
distorted — about 15% second harmonic with a high frequency cut-off at 3750 c/s. 
This may be put in the form of about 48% intermodulation distortion (r.m.s. sum) 
with a similar cut-off frequency. 

If the frequencies below 500 c/s are attenuated, the distortion for a given loudness 
will be much less than for a wide frequency range. 



•Very loud public speaking. 
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(v) Frequency ranges for 
Application 

High fidelity reproduction 
Good fidelity 

Fair fidelity (Public address) 
Restricted bass*. Unbalanced 
Restricted bass and treble* 
Very restricted* 
Telephone 



speech 



Articulation 



98% 
98% 
96% 
96% 
95% 
90% 



Frequency range 



62-8000 c/s 
150-7000 c/s 
200-5000 c/s 
500-5000** c/s 
500-4000** c/s 
500-3000** c/s 
300-3400** c/s 



*For noisy locations. 



**Response may 



be peaked. 



SECTION 12 : HIGH FIDELITY REPRODUCTION 



(0 The target of high fidelity (ii) Practicable high fidelity {Hi) The ear as a judge 
of fidelity. 

(General references A3j A9.) 

(i) The target of high fidelity 

High fidelity reproduction is essentially reproduction such that the most critical 
person can listen intently to it without any apparent distortion and without any ap- 
preciable fatigue, other than any effects due to the single point source of sound. With 
the present limited state of knowledge we have no definite measurable limits which 
can be set for each form of distortion, to ensure high fidelity. 

However, it is generally agreed that a high fidelity amplifier should comply with 
the following specification. Values in brackets are rather extreme. 

Frequency range : 40-15 000 (30-20 000) c/s. 

Variation in output ± 1 db (± 0.5 db) at three levels. 

Total harmonic distortion not more than 1% (0.7%). 

Intermodulation distortion not more than 3% (2%), measured at 40 c/s and, say, 
7000 c/s — r.m.s. sum. 

Power output sufficient to ensure that overloading does not occur. 
Phase angle as small as practicable. 

The desired degree of damping on loudspeaker at bass resonant frequency. 
Hum inaudible. 

Noise* to give specified dynamic range 70 (80) db : 

Total noiset 52 (62) db below max. r.m.s. peak signal. 
Noise* to be inaudible in low noise room : 

For room volume 3000 cubic feet — 

Loudspeaker efficiency 3% 10% 30% 45% 

Total noise -30 -35 -40 -42 dbm 

Conditions of test — Including microphone (or other source) and loudspeaker. 

This specification does not include some very important loudspeaker characteristics, 
such as frequency-modulation distortion, time delay for specified increase in soimd 
pressure, transient decay characteristics, and sub-harmonics (see Chapter 20 Sect. 7). 
These have been omitted owing to difficulties in testing and the lack of standardized 
procedure. 

(ii) Practicable high fidelity 

There is no great difficulty in meeting the specification given in (i) above so far as 
a microphone and amplifier are concerned. However, when a loudspeaker is added, 
to say nothing of the additional distortion contributed by transmission and reception, 
or reproduction from disc records, it is impossible to meet this specification. 

•See Sect. 7(v). 

tBased on total noise 18 db above masking level of noise at 1000 c/s. For measurement of noise 
see Ciiapter 19 Sect. 6. 
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This raises the question whether such high standards are essential. The principal 
characteristics in question are variation in outputj distortion, and frequency range. 
Variation in output over the frequency range 

A tolerance of the order of ± 5% appears to be generally acceptable for the overall 
electro-acoustical performance of a sound system. 

Distortion and frequency range 

The permissible non-linear distortion in a high fidelity amplifier is dependent on 
the frequency range, the type of programme, the critical character of the listener 
and the sound level. It has been observed that the sensitivity of the ear to distortion 
in music appears to be a maximum for sound levels in the vicinity of 70 to 80 db 
(Ref. A51). Hence for sound levels of the order of 90 db (sound level meter indica- 
tion), somewhat higher values of distortion than those specified in (i) above would be 
permissible — ^possibly of the order of 2% total harmonic distortion with a cut-off 
frequency of 10 000 c/s, and 2.5% with a cut-off frequency of 7500 c/s. 

Most direct radiator loudspeakers exceed 2% total harmonic distortion over certain 
frequency bands when operated to give a sovind level (meter reading) of 90 db in a 
fairly large living room. However, the problem is complicated by the fact that many 
types of music have maximum intensity levels in the 200 to 500 c/s frequency band 
where loudspeakers often have distortion values well below their maximum values. 

When the distortion in any individual case is distressing to a listener, the high cut-off 
frequency should be reduced until he is relieved from the discomfort. It is better 
to have freedom from discomfort than to have a wide frequency response, particularly 
when listening for a sustained period. This leads to the conclusion that " the true 
meastue of the quality of an electro-acoustical system is the maximum bandwidth 
which the public finds acceptable " (Ref. C7). Thus all high fidelity amplifiers 
should have a choice of high roll-off* frequencies. 

In addition, it is necessary to provide the listener with tone controls on treble and 
bass, with the choice of boosting or attenuation on each (see Chapter 15). He can then 
please himself on the choice of tonal balance and frequency range. 

In the writer's opinion, nearly distortionless reproduction of bass frequencies up 
to say 400 c/s is far more important than reproduction of frequencies above 10 000 c/s. 

The importance of improved bass response in reproduced music is gradually 
gaining recognition. Various methods are being adopted to produce acceptable 
extreme bass response without requiring an excessively large loudspeaker. Fortun- 
ately the extension of the bass range, with or without bass boosting, does not directly 
resiilt in any increase in the subjeaive effects of the distortion such as occiurs with 
extension of the treble range. 

High fidelity reproduction with a level frequency response, when compared with 
a distorting amplifier, seems to lack bass. If a fair comparison is to be made between 
them, when operating at the same sound levels, the high fidelity amplifier will require 
bass boosting. 

A direct radiator loudspeaker, or a conventional horn type, cannot give high fidelity 
reproduction at frequencies lower than the bass resonance, because the distortion 
rises very rapidly. Thus the minimiun frequency for high fidelity depends upon the 
loudspeaker and any extension to lower frequencies will require another, and usually 
larger and more expensive, loudspeaker. 

The output transformer should, for high fidelity, have low distortion at the lowest 
frequency which the loudspeaker can handle. A transformer to handle high power 
at very low frequencies and low distortion is both heavy and expensive, but is not other- 
wise difficult either in design or manufacture. 

If the output transformer and loudspeaker are incapable of handling frequencies 
below a critical, value without serious distortion, it is wise to filter out these lower 
frequencies and so rid the ainplifier of their bad effects. It is better to have a clean 
bass limited to say 80 or 100 c/s, than to have a distorted condition resulting in inter- 
modulation effects over a wide frequency range. 

•Sharp cut-off characteristics are undesirable for fidelity. However a roll-off and sharp cut-off may 
be combined to give an acceptable result. 
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(iii) The ear as a judge of fidelity 

It is common practice to regard the ear as the final judge of fidelity, but this can only 
give a true judgment when the listener has acute hearing, a keen ear for distortion, and 
is not in the habit of listening to distorted music. A listener with a keen ear for dis- 
tortion can only cultivate this faculty by making frequent direct comparisons with the 
original music in the concert hall. 

Non-linear distortion in any good quality amplifier should be so low as to be 
inaudible to the most critical listener. This distortion can therefore only be checked 
by measurements. 

The ear is the only final judge of fidelity with loudspeakers, although it should be 
supplemented by measurements of harmonic distortion, frequency response, fre- 
quency-modulation distortion, damping of bass resonance, time delay for 60 db in- 
crease in sound pressure, transient decay characteristics (Shorter's method), and sub- 
harmonics — see Chapter 20 Sect. 7. 

The ear is the only judge of tonal balance. 

In any acoustical test, the sound level should be that of normal loudspeaker opera- 
tion. 
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SECTION 1 : INTRODUCTION 

(0 The purpose of tone compensation (ii) Tone control {Hi) General considerations 
{iv) Distortion due to tone control {v) Calculations involving decibels per octave (vi) 
Attenuation expressed as a time constant (vii) The elements of tone control filters 
{viii) Fundamental circuit incorporating R and C {ix) Damping of tuned circuits 
(x) Tolerances. 

(i) The purpose of tone compensation 

An " ideal " audio frequency amplifier is one having a response wliicli is linear and 
level (i.e. " flat ") over the whole a-f range. An amplifier which has a drooping 
characteristic at the extremes of its frequency range may be made practically flat by 
the incorporation of a suitable degree of bass and treble boosting. This device is 
adopted in studio amplifiers where rigid tolerances are imposed on the frequency 
response of each amplifier or unit, and also in video and wide-band amplifiers where 
the frequency range is so great that conventional a-f designs are unsatisfactory. 

(Refs. 35, 38, 53 are typical.) 

Studio microphones and pickups are " equalized " by a suitable filter to give a 
flat response. Thus any input source may be connected to any amplifier or amplifiers, 
and the overall result will be fiat, since each unit in the chain is flat. 

A different approach is usually adopted in complete imits such as home gramo- 
phones where the whole is always used as one unit, and where we are only concerned 
with the overall performance. 
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In such a case it is possible to vary the frequency response of the amplifier so as to 
compensate for certain components such as pickups or loudspeakers which do not 
have a flat response. 

All these are examples of tone compensation, the purpose of which is to give a flat 
overall frequency characteristic. 

(ii) Tone control 

A tone control is a variable filter (or one in which at least one element is adjustable) 
by means of which the user may vary the frequency response of an amplifier to suit 
his own taste. , 

Tonal balance is covered in Chapter 14 Sect. 4(ii). 

(iii) General considerations 

It is usual to regard the middle range of audio frequencies from say 500 to 2000 c/s 
as the " body " of musical reproduction, with 1000 c/s as the reference frequency. 

Thus a lower or higher frequency is said to be attenuated if it is reproduced at a 
lower level than 1000 c/s or boosted if it is at a higher level than 1000 c/s. 

An equalizer for a pickup or microphone is usually placed either between the source 
and the first amplifier valve or, if this is at a low level, between the first and second 
amplifier valves. 

All sources of input voltage should have a frequency range which is more limited 
than the range which the amplifier and loudspeaker are capable of handling without 
noticeable distortion; In other words, no voltage should be applied to the input 
terminals of the amplifier which has a frequency lower than the low frequency limit 
of the amplifier and loudspeaker or a frequency higher than the high frequency limit 
of the amplifier and loudspeaker. If this does not hold, it is highly desirable to limit 
the frequency range of the input voltage, either at one or both ends of the range as 
required, by means of a suitable filter (see Sects. 3 and 6 below), inserted before the 
input terminals of the main amplifier. If there is a pre-amplifier followed by a main 
amplifier, the filter may be inserted between the two. 

If a tone control is to be fitted to an amplifier, its position is of considerable im- 
portancej the only exception being when the amplifier has low distortion at all fre- 
quencies with a loudspeaker load. In an amplifier using a pentode or beam power 
amplifier without negative feedback, it is desirable to fit a r.c. filter across the primary 
of the output transformer. This may be fixed, with a supplementary tone control 
elsewhere, or it may form the tone control itself. In most amplifiers it is desirable 
to connect a small capacitance (say 0.001 fiF for a 5000 ohm load) directly from the 
plate of the output valve to earth, or from the plate of each output valve in the case of 
push-pull operation. This assists in by-passing any radio or ultrasonic audio-fre- 
quencies which may be present, without having much eSect on the frequency response. 
Its capacitance might be increased with advantage if some attenuation of the highest 
frequencies is permissible. 

In a typical radio receiver without negative feedback, the tone control may be in 
the plate circuit of the power valve, in the coupling circuit between the first a-f ampli- 
fier valve and the power valve, or in the grid circuit of the first a-f valve. 

If an amplifier incorporates negative feedback, the tone control may be incorporated 
in the feedback network (see Sect. 9 below) or else should be connected to a part of 
the amplifier which is external to the feedback loop. 

Tone controls may be continuously variable or stepped. The more complicated 
types are stepped but, like a studio attenuator, the steps may be made barely per- 
ceptible. 

(iv) Distortion due to tone control 

Tone control frequently has a pronounced effect on the effective distortion due to 
stages in the amplifier preceding the tone control filter. Treble attenuation results 
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in a reduction in the amplitude of harmonics compared with that of the fimdamental 
— that is a reduction in the harmonic distortion — provided that the predominant 
harmonics are within the attenuation range. In general, intermodulation distortion 
is also reduced by treble attenuation, subject to the same limitation. 

On the other hand, any form of treble boosting will increase the effective distortion 
at any frequency so long as the harmonics are accentuated by the treble boosting with 
respect to the fundamental ; the same also applies to intermodulation distonion. 
This is one of the reasons why treble boosting is not widely used, or is limited to a 
very slight rate of boosting. 

If an amplifier naturally has some treble attenuation, and is equalized by the correct 
amount of treble boosting, the distortion will be the same as though the amplifier had 
a naturally flat characteristic. However, in the case of a radio receiver, effectively 
having a treble attenuation through side-band cutting, the distortion at the output 
terminals will be greater than that at the second detector if treble boosting is used, 
even if the a-f amplifier distortion could be zero. 

Bass boosting gives a reduction in harmonic distortion provided that the funda- 
mental frequency is amplified more than the harmonics, which condition holds over 
a limited frequency range. 

Bass attenuation gives increased distortion over a limited frequency range where 
the harmonics are amplified more than the fundamental. 

References to distortion : 3, 61. 



(v) Calculations involving decibels per octave 

The rate of attenuation, or of boosting, is usually given in the form of so many 
decibels per octave. For example, a simple shunt condenser across a resistive net- 
work produces an ultimate treble attenuation of 6 db /octave — see Chapter 4 Sect. 8(ii) 
and Fig. 4.38. Ultimate attenuation is normally in multiples of 6 db/octave — e.g. 
6, 12, 18 and 24 db/octave. Actual values of attenuation may differ from the ulti- 
mate values, particularly in the range from 0 to 7 db. 

In some cases the frequencies at which readings are taken do not conveniently cover 
an exact number of octaves. In such a case the following procedure may be adopted. 

(A) To convert db /specified frequency ratio to db/octave 



Frequency 


Multiply db/specificd 


ratio 


frequency ratio by factor 


1.2 : 1 


6.02 


to 


give 


db /octave 


1.25 : 1 


3.10 


>> 


>i 


)S 


1.33 : 1 


2.43 


3S 


y> 


^3 


1.5 : 1 


1.71 






51 


2 : 1 


1.00 


») 


Si 


5) 


3 : 1 


0.63 


3J 






4 : 1 


0.50 


3J 


)j 


J> 


5 : 1 


0.43 


3) 




3J 


6 : 1 


0.39 








7 : 1 


0.36 


5J 


)) 


J5 


8 : 1 


0.33 


)i 






10 : 1 


0.30 


53 


jj 





Example— A change of 0.7 db occurs with an increase of frequency from 1000 to 
1250 c/s. What is the rate of change in db/octave? 
Rate of change = 0.7 X 3.10 2.17 db/octave. 

Note. A table relating frequency ratio, octaves and decades is given on page 368. 
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(B) To convert db/octave to db/specified frequency ratio 



Frequency 


Multiply db/octave 


ratio 


by factor 




1.2 : 1 


0.263 to 


give db/specified frequency ratio 


1.25 : 1 


0.322 




1.33 : 1 


0.412 




1.5 : 1 


0.585 


33 33 33 33 


2 : 1 


1.00 


33 33 33 33 


3 : 1 


1.59 


33 33 33 33 


4 : 1 


2.00 


33 33 33 33 


5 : 1 


2.33 


33 33 33 33 


6 : 1 


2.59 


33 33 33 33 


7 : 1 


2.81 


33 33 33 33 


8 : 1 


3.00 


33 33 33, 33 


10 : 1 


3.33 


33 33 33 33 



Example — What is the change in level for a frequency ratio of 1.5 to 1 when the 
rate of change is 6 db per octave ? 

Change in level = 0.585 x 6 = 3.51 db. 



(vi) Attenuation expressed as a time constant 

In F-M receiver design it is common practice to express the degree of pre-emphasis 
(treble boosting) in the transmitter as a time constant of so many microseconds, and 
the degree of de-emphasis (treble attenuation) in the receiver in the same form. The 
two methods are fundamentally related because the time constant in seconds is equal 
to RC where R is the resistance in ohms and C is the capacitance in farads. In the 
general case 

attenuation in db = — 10 logio (1 + <o'T^) 
where oj — Iwf 

T = CR = time constant in seconds 
and R = total effective resistance of supply network. 
In the particular case where T = 15 microseconds and / is expressed in Kc/s, 
this becomes 

attenuation in db = ~ 10 logjo (1 + 0.222/2). 
A de-emphasis curve for a time constant of 75 microseconds is given in Fig. 15.1. 
This curve, like all other curves of this class, has an ultimate rate of attenuation of 
6 db/octave. 




ipoo 



laooo/' 

' 15,000 



Fig. 15.1. 



FREQUENCY C/S 
75 MICROSECONO DE-EMPHASIS CURVE 

De-emphasis curve with time constant of 75 microseconds, as used in 
F-M receivers. 
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(vii) The elements of tone control filters 

Tone control filters are networks including at least two of the basic elements — 
resistance, capacitance and inductance. In adjustable tone controls it is simplest 
to use the resiQtance as the variable element, since continuously variable resistors are 
available. To vary capacitance or inductance values, it is necessary to use separate 
components or tappings, with a step switch. 

In radio receivers and home amplifiers it is usual, wherever possible, to avoid using 
inductors for tone control purposes This is firstly because inductors are generally 
more expensive than condensers, and secondly inductors are very prone to pick up 
hum unless elaborate and often expensive precautions are taken. An additional 
reason is that inductors with the desired values of inductance and tolerances are not 
usually stock lines. 

The iilductance of an inductor with any form of iron core is not constant, but is 
affected by the applied alternating voltage, the frequency, and by any direct current. 

When a composition " potentiometer " is used with the moving arm in the grid 
return circuit of a valve, there will be additional noise caused by the movement of the 
arm, In such a case, the subsequent amplifier gain should be low. 

(viii) Fundamental circuit incorporating R and C 

The circuit shown in Fig. 15.2 may be used for the purpose of obtaining many 
forms of tone compensation. The values of the six components may be varied as 
desired to provide bass boosting or attenuation as well as treble boosting or attenuation, 
It is to be understood that the choice of values extends from zero to infinity, this 
being equivalent to the optional short-circuiting or open-circuiting of any one or more 
resistors or condensers. This form of filter is intended for use with a constant input 
voltage (El). This holds approximately when a triode valve is used. 




Fig. 15.2. Fundamental circuit incorporating 
R and C for use with a constant input voltage. 



(ix) Damping of tuned circuits 

When timed circuits are used for purposes of tone control, the damping should be 
sufficient to reduce the " overshoot " to a small value when a unit step (pulse) input 
is applied to the amplifier. This overshoot may be reduced to a small value if Q 
does not exceed 0.7. Under no circumstances should Q exceed 1.0 by more than a 
small margin. Insufficient damping results in distortion of transients. 

(x) Tolerances 

In all cases where a tone control, tone compensating network or filter is required 
to have specified frequency response characteristics, the elements of the network 
must be specified within narrow tolerances, and should preferably also be tested 
after delivery by the component manufacturer. Even in cases where the response 
characteristic is not specified, the effect of normal tolerances with capacitors, resistors 
and inductors is to cause a wide " spread " of response characteristics since the toler- 
ances are sometimes cumulative. 

When a single item of equipment is being built, it is important to check either the 
values of the critical components or the overall response characteristic, or preferably 
both. 
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SECTION 2 : BASS BOOSTING 

(i) General remarks {it) Circuits not involving resonance or negative feedback 
{Hi) Methods incorporating resonant circuits {iv) Circuits involving feedback {v) Re- 
generation due to negative resistance characteristic. 

(i) General remarks 

Bass boosting, either for tone compensation or tone control, implies that the gain 
of the amplifier at 1000 c/s must be reduced sufficiently to permit the full gain to be 
available for amplifying bass frequencies. For example, if the maximum amplifier 
gain is 56 times (33 dbvg*), and a maximum bass boost of 15 db is required, then the 
gain at 1000 c/s cannot be more than 20 dbvg*. 

Bass boosting for tone control purposes may be used to provide better tonal balance 
at acoustical levels lower than the original sound, and is generally controlled man- 
ually — for automatic control see Section 10. Bass boosting increases the power 
output from the power valve and loudspeaker at low audio frequencies, and therefore 
tends to cause overloading if used at maximum volume ; this effect does not occur 
at lower volume levels. When using bass boosting, the apparent loudness at which 
overloading occurs is less than that without bass boosting. For this reason, bass 
boosting should be used with discretion except in amplifiers having ample reserve of 
power. 

For general tone control purposes in typical radio receivers and amplifiers, a bass 
boost variable from zero to + 6 db is a good compromise. This involves, at maximimi 
bass boosting, four times the power without bass boosting. Any increase beyond 
6 db would involve a careful analysis of the whole design. 

The bass boost should reach its maximum value at some suitable frequency, say 
75 c/s, and should fall fairly rapidly below this frequency. There should be zero 
boost or even attenuation at the minimum frequency which the amplifier and loud- 
speaker are capable of handling without distortion. 

Bass boosting should not extend appreciably above a frequency of 250 c/s at maxi- 
mum volume, or the male voice will sound unnatural. When the boosting is only 
used at lower levels this limitation does not hold. 

Some of these limitations are removed by the use of automatic frequency-com- 
pensated tone control (Sect. 10). 




Pig. 15.3. Conventional bass boosting circuit 
{plate shunt compensation). 



(ii) Circuits not involving resonance or negative feedback 
(A) Conventional bass boosting circuit (Fig. 15.3) 
(also known as plate shunt compensation) 
The bass boosting is due to the increasing impedance of C2 as the frequency is 
lowered. It is assumed here that the reactance of C is negligibly small cofnpared with 
i?4 ; in practice the value of C may be selected to give attenuation below a specified 
frequency. should be at least 20 times Rt and preferably higher. The top limit 
is the maximum grid circuit resistance permitted for ; if is a resistance coupled 
stage, see Chapter 12 Sect. 2(iii)E and Sect. 2(iv) for triodes, or Sect. 3(iv) and Sect. 
3(v) for pentodes. If is a power valve, i?2 will usually be limited to 0.5 megohm 
for cathode bias. 

*Decibels of voltage gain — see Chapter 19 Sect. l{vi)A. " 
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The resistor J?i is intended to reduce distortion through low a.c. load impedances 
connected to the plate circuit of Vi ; it may be omitted if the stage is operating at a 
low level or if J? 1 is not less than twice the plate resistance of Fj. A suitable value is 
not less than 2r , in the case of a triode or not less than 2/?^ in the case of a pentode. 
The resistor i?, also has the effect of decreasing the gain at high frequencies more 
than at low frequencies, thereby increasing the ratio of gains at low and high fre- 
quencies. 

It may be shown that 

Gain at high frequencies = j- — ; ,^ . — ^ - (1) 



where R' = R^RJ(R^ + R,) 
Gain at 2ero frequency = 



(1 + rJRj)a + Ri/R') + rJR' 



(1 + rJR^Xl + Rt/R.) + rJR^ 
R^f (l/r„ + l/Rj)Ri + 1 - RJRz \ 
«4 + l/Rj)(Ri +R,) + 1 J 



(2) 



(3) 



As a sufficiently close approximatiouj RJR2 may be taken to have a value as indicated 
below : 

Boost 6 10 15 20 db 

R,/Ri 0.1 0.05 0.02 0.01 approx. 

Using this approximation, we may determine the value of /?4 to provide any desired 
ratio of gains, that is the bass boost expressed as a ratio (B) : 
R^ f a/r, + l/Ri)R 

B -i\(l/r, + l/Rj)(Ri + 
where B = ratio of amplification at zero frequency to amplification at high fre- 
quencies. 

Typical values of resistors are given below ; 



R, I 



1 - RJR, \ 
■Rz) + l J 



(4) 





General case 


Valve type 6J5 


Valve type 6AV6 


Plate resistance 


rp 


7 700* 


62 500*ohms 


Rl 


5 r. 


50 000 


220 000 ohms 


Ri 


2 r. 


20 000 


120 000 ohms 


R2 


20 r„ 


500 000 


1 000 000 ohms 


i? 4 for 6 db boost 


2.4 


25 000 


140 000 ohms 


/?4 for 10 db boost 


1.1 r„ 


11 600 


67 000 ohms 


Ri for 15 db boost 


0.53 r. 


5 500 


30 000 ohms 


Gain at high frequencies 








6 db boost 


0.36 /i 


7.6 


30 times 


10 db boost 


0.22 n 


4,7 


19 times 


15 db boost 


0.13 /X 


2.6 


10 times 



A typical example incorporating a pentode is Fig. 15.37A (Sect. 8). 
The procedure in design is 

(1) to determine the desired total bass boost in db from high frequencies to zero 
frequency. 

(2) to select a suitable valve type. 

(3) to assume suitable values for 2?^, Ri and R^. 

(4) to calculate the value of Rt to give the desired boost, using eqn. (4). 

(5) to determine a suitable value for C (this may be done by following Chapter 12 
Sect. 2(ii), assuming Ri + R^ to be the effective value of K„s). 

(6) to determine the value of Ca to give the required position of the boosting curve 
on the frequency characteristic, as described below. 

Frequency characteristics 

The shape of the frequency characteristic is determined solely by the amount of 
the total boost in db (Fig. 15.4). It is convenient to consider the frequency at which 
each characteristic reaches half the total boost in decibels, and to call this the " half- 



•As normal Class Ai amplifier. Higher values are to be anticipated for resistance-coupled conditions. 
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30 40 SO 60 80 100 
FIG, 15.4 



Fig. 15.4. Bass boosting frequency characteristics. These are quite general and may 
be applied to any r.c. boosting provided that the value of the total boost in db is 
knozon. See text for value- R/X (Ref. 10). 



boost point." It will be seen that the frequency of the " half boost point ' 
creases as the total boost increases. 



Total boost 


20 


15 


10 


6 


3 


Half-boost 


10 


7.5 


5 


3 


1.5 


Boost ratio (S) 


10 


5.62 


3.16 


2.0 


1.41 


R/X for half-boost* 


3.16 


2.37 


1.78 


1.41 


1.19 




3.16/wi? 


2.37/ wi? 


1.78/ coi? 


1. 41 /a.i? 


1.19/ 



(/o) in- 

db 
db 



* (R/X) = VB at half-boost point, 
t Cs = l/(wX) = (R/X)/(a,R) and CO = 27r/„ 

where R = [rji^/(r^ + Rj)] + R^ + R^ (Fig. 15.3) 

and /o = frequency at half-boost point. 

The slope of the frequency characteristic at the half-boost point, which is 
very nearly the point of maximum slope, is approximately : 
Total boost 20 15 10 6 3 db 

Slope at half-boost point 4.9 4.1 3.0 2.0 1.0 db/octave 

If a tangent is drawn to the curve at the half-boost point, it will be seen that the 
slope of the frequency characteristic does not fall off to any appreciable extent from 
the half-boost point to the three-quarters boost point (i.e. 75% of the total boost in 
db). The falling off in slope does not cause a difference of more than 1 db between 
the curve and the tangent up to 90% of the total boost in db, the reading of 90% being 
taken on the tangent. 

This circuit may be applied to continuously variable bass boosting by using a variable 
resistor in place of R^, but this has the effect of varying the amplifier gain at the middle 
audio frequencies and hence varying the apparent loudness. One possible alternative 
which avoids this defect, is to put a high variable resistor (say 0.5 megohm logarithmic 
taper) across C^. This method gives a variation in total boost without much change 
in level of the middle frequencies, but the shapes of the frequency characteristics 
are not the most desirable for tone control purposes — Fig. 15.5 ; see also (D") below. 
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Several values of may be selected by means of a tapping switch, leaving the total 
boost imchanged, but this merely moves the frequency characteristic horizontally 
and is not satisfactory, on its own, for tone control purposes. 

FIG. 15.5 




FREQUENCY C/S 



Fig. 15.5. Frequency characteristics with conventional bass boosting circuity having 
variable resistor across Cj {Ref. 9). 

A modification which has some advantages is shown in Fig. 15.6. Here has been 
moved from the grid circuit of to reduce the shunting effect on Ri and Cj. The 
total grid circuit resistance of is {Ri + R^). Ref. 11. 

References to conventional bass boosting circuit — 9, 10, 11, 20, 23, 38, 51, 55, 

(B) Plate series compensation (Fig. 15.7) 

This is a simple method of providing a fixed amovmt of bass boosting which uses 
the plate decoupling circuit. It is generally limited to use with r.c.c. pentodes. 
With the values of components shown, the frequency response curves for two values 
of C are given in Fig. 15.8. 

References to plate serios compensation : 38, 52, 53. 




B + 

Fig. 15.6. Modified form of Fig. 15.7. Bass boosting— plate 

Fig. 15.3. series compensation. 

(C) Grid series compensation 

This is the same in principle as plate series compensation (Fig. 15.7) except that 
Ci is taken to a tapping point on R^ instead of on i?^. This is often preferred ih 
wide-band amplifiers as Cj will be smaller for the same frequency characteristic than 
with plate series compensation. 

Reference to grid series compensation : 38. 
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FREQUENCY (C/S) 



l,000 



\OfX>0 
FIG. rs.B 



Fig. 15.8. Frequency characteristics with the circuit of Fig. 15.7, Vi = 6J7, 
= 0,05 MQ, Ri = 0.2 MQ, /?, = 2000 Q, C„ = 25 iiF, = 1.5 iWi2, 
C, = 0.1 fiF, C = 0.02 iiF, R, = 1 MQ. 

(D) Improved variable bass boost 

A method for obtaining continuously variable bass boost having improved shape of 
the frequency characteristics, is incorporated in the bass and treble boost circuit of 
Sect. 8(x)K and Figs. 15.55 and 15.56A. 

(iU) Methods incorporating resonant circuits 

Resonant circuits give greater flexibility than those incorporating only capacitance 
and resistance. They are limited, however, to values of Q not greater than 1 (Ref. 54) 
and preferably not greater than 0.7 — see Sect. l(ix). 

(A) Parallel resonant circuits 

A parallel resonant circuit, which may be connected in the plate circuit of a r.c.c. 
pentode (Fig. 15.9) provides boosting in the vicinity of its resonant frequency, with 
maximum boost at its resonant frequency. For bass boosting the resonant frequency 
is often between 50 and 120 c/s, although higher and lower frequencies are sometimes 
adopted. 

The inductor Li has to carry the greater part of the plate current of (several 
milliamperes in a typical case) and should have a butt joint or air-gap to reduce the 
effect of the plate current on the inductance. 
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Fig. 15.9. Bass boosting with parallel resonant tuned circuit in plate circuit. 
Fig. 15.10. Bass boosting with parallel resonant tuned circuit in grid circuit. 

In all circuits of this type, it is advisable to select a high L/C ratio in order to give 
the highest gain for a fixed amount of boosting. 

Q = cu„Ci?. (5) 
For the hmiting value of Q =^ 1, 
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R. > 1/woC 



(6) 



where R, — equivalent total shunt resistance in ohms 

0)0 — 2-n/o 

/o = frequency of resonance in c/s 

LCcoo' = 1 

L = inductance in henrys 
and C — capacitance in farads. 

Typical values for a resonant frequency of 70 c/s are : = 51.5 H, = 0.1 iiF, 
Ri = 22 000 Q, = 3 900 Q, R, = 0.47 Mfl, total bass boost 15 db at 70 c/s, 
Q = 0.93. The exact value of Ri will be influenced by the winding resistance of 
Li — the value given above is on the assumption that the winding resistance is zero. 

An alternative arrangement which has the advantage of avoiding direct current flow 
through the inductor is Fig. 15.10 — -this has the resonant circuit in the grid circuit 
of Ka. As a result, it is possible to use a higher value of L and to shunt the tuned 
circuit by a variable resistor as a control. Typical values for/o = 70 c/s are : 
/?i = 0.1 M.n, i?i = 50 000 O, Rt = 50 000 fi, Li = 250 H, d = 0.02 /xF, and 
Ri = 0.5 M.Q maximum. In this case the winding resistance of Li must be taken 
into account. 

Let ra = winding (series) resistance of Lj 

R e = equivalent shunt resistance corresponding to rj 



The total shunting on the tuned circuit is therefore R « in parallel with i?, in parallel 
with + i?i + Ri). 

If Vi is 10 000 ohms*, then 
R, = 250/(0.02 X 10-» X 10 000) = 1.25 megohms 
R, = 0.5 megohm (max.) 
(R, + Ri + Ri) = 100 000 + 50 000 + 50 000 = 0.2 megohm. 
1 1 1 1 

Then - J 25 + oTSW ~^ 0.2 Mfi 
Thus R — 0.13 megohm = total shunting resistance 

and Q ~ L15 at maximum setting of /?a and would normally be below 1.0. 

(B) Series resonant circuits 

A series resonant circuit has a low impedance at the resonant frequency and a gradu- 
ally increasing impedance at frequencies off resonance. These are used in combined 
bass and treble controls (Sect. 8) and in circuits incorporating negative feedback 
(Sect. 9). 

(C) Transformer primary resonance 

When parallel feed is used with an a-f transformer, the coupling capacitance C may 
be made to resonate with the primary inductance of the transformer. By this means 
a limited degree of bass boosting is provided. See Chapter 12 Sect. 4(xii) and Fig. 
12,24, The Q should not exceed unity. 

The same principle holds when an inductor (choke) is used in the grid circuit, with 
parallel feed. 

References to methods incorporating resonant circuits : 31, 54. 

(iv) Circuits involving feedback 

(A) Amplifiers with feedback over several stages 

This is dealt with in Section 9. 

(B) Negative current feedback 

Negative current feedback may be applied by omitting the cathode capacitor on 
the power amplifier valve. This increases the output resistance and provides a close 
approach to a constant current source for the loudspeaker. It has the effects of 
peaking the loudspeaker at the bass resonant frequency, reducing the damping on the 



then Rt = LJCr. 



(7) 



•This value is typical for a silicon steel core. Very much lower values are typical for mu-metal cores. 
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loudspeaker, and decreasing the stage gain. This device is usually avoided on ac- 
count of its short-comings, 

(C) Conventional circuits with decreased negative feedback at bass fre- 
quencies 

One very popular circuit is Fig. 7.33 [Chapter 7 Sect. 2(vi)] which gives feedback 
over two stages — this has been adapted to provide bass boosting in Fig. 15.11 (Ref. 585. 
As explained in Chapter 7, this circuit inherently tends to give a slight degree of bass, 
boosting — the boosting is continuously variable from 1.3 db to 12 db using 1000 c/s 
as the reference frequency. Fig. 15.12. As a modificationj the feedback may be taken 
from the secondary of the transformer — it is advisable to check experimentally to see 
that the phase rotation due to the transformer does not adversely affect the frequency 
characteristics. 




Fig. 15.11. Tzvo stage 
amplifier with negative 
feedback over both stages 
providing bass-boost tone 
control [typical applica- 
tion). 




Fig. 15.12. Frequency 
characteristics of amplifier 
in Fig. 15.11. Condition 
(1) tone control max. resis- 
tance (2) three quarters 
max. (3) half max. (4) one 
quarter max. resistance. 
The curves have been super- 
imposed to coincide at 
1000 c/s. 
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Another possible circuit is Fig. 15.13 (Ref. 36) in which the feedback is taken from 
the plate to the grid through C and R^. The response is given by 

(1 - a)(l +70,0/0,) (8) 
where o)„ = a/iCRJJ — a)] 

and a = proportion added to the original signal by the setting of VR^. 

Typical values are : R^ = R^ = I M.Q, R = 0.22 MQ, C = 200 ti^F, giving 
o,o/2w = 250 c/s when oc = 0.25. The resistance of VR^ and VR^ should be high, 
preferably with VRj^ greater than VR^ and R3 — VR^. 

Still another possible circuit is Fig. 15.14A in which feedback is taken from the 
cathode of the second stage to a resistor at the earthy end of the volume control feeding 
the grid of the first stage (Ref. 65). ' It is stated that this gives 10 db of negative feed- 
back at middle and high frequencies and 3 db of positive feedback at low frequencies, 
equivalent to 13 db bass boost. 
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Fig. 15.13. Single stage amplifier giving bass boosting with adjustable frequency 

characteristic (Ref. 36). ,r> t 

Fig. 15.14A. Two stage amplifier giving 13 db effective bass boost {Kef. OS). 

In Fig. 15.14B a capacitance is inserted in the feedback network from the plate 
of Fa to the plate of V^, with r.c. coupling between the stages. This capacitance 
provides a fixed amount of bass boosting which is generally limited to about 6 db maxi- 
mum (Ref. 68), 



FIG. 15.I4B 



■005)iF 0-75Mft 



Fig. 15.14B. Amplifier with 
0.005 fip condenser in feed- 
back network to provide bass 
boosting. Fa is a power 
amplifier valve {Ref . 68). 
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A circuit using an inductor in the feedback network is Fig. 15.54 — this may be 
used for bass boosting only by omitting and R^. 

A particularly interesting circuit is Fig. 15.15 which incorporates a parallel-T net- 
work in the feedback loop (Ref. 57). In the figure the parallel-T network is tuned 
to 80 c/s, but it may be tuned to any other desired frequency. The frequency charac- 
teristic is shown in Fig. 15.16. 

There have been many other applications of negative feedback to provide bass 
boosting which have appeared in articles and patents, too numerous to give in detail. 
Some are given in the References (Sect. 15). 

See also Sects. 4, 8, 9, 10 of this chapter, and Chapter 17, Sect. 5. 

FIG. I5.-I6 

SO 




200 500 1,000 2pOO 
FREQUENCY (C/S) 



Fie 15 15 Single stage amplifier incorporating a parallel-T network in the 
feedback loop (Ref 57). 
Fig. 15.16. Frequency characteristics of circuit shown in Fig. 15.15 {Ref. 57). 
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Fig. 15.17. Circuit providing 
bass boosting due to a negative 
resistance characteristic of the 
valve (Ref. 2). 



(v) Regeneration due to negative resistance characteristic 

A circuit which has interesting possibilities is Fig. 15.17 (Ref. 2). It is capable of 
very high degrees of bass boosting in the bass without having any appreciable effect 
at frequencies above 300 c/s (Figs. 15, 18A and B). Since the circuit depends on 
the negative resistance characteristics of valves, it is subject to larger variations than 
usual betwreen valves, and is not recommended for quantity production without careful 
investigation in conjunction with the valve manufacturer. 

The frequency of the peak response is determined largely by the values of C,, and 
C,„. The greater the capacitance of Ci, the sharper will be the bend of the knee 
of the response curve and the lower the gain between 100 and 500 c/s. 
Coupling condenser di may be considered as regulating the amount of coupling 
between C,, and Cj„, with some effect on the shape of the lower end of the curve. 
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Fig. 15.18 (A and B). Bass boosting characteristics produced by circuit of Fig. 

15.17 (Ref. 2). 
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SECTION 3 : BASS ATTENUATION 

(i) General remarks (it) Bass attenuation by grid coupling condensers (Hi) Bass 
attenuation by cathode resistor by-passing (iv) Bass attenuation by screen by-passing 
(v) Bass attenuation by reactance shunting (vi) Bass attenuation by negative feedback 
(vii) Bass attenuation by Parallel- T network (viii) Bass attenuation using Constant k 
filters (ix) Bass attenuation using M- derived filters. 

(i) General remarks 

It is desirable for any amplifier to have bass attenuation, although the frequency 
at which attenuation commences, and the rate of attenuation, should be carefully 
determined during the design. 

Shortwave receivers are often fitted with about 6 db/octave attenuation below about 
150 c/s. In muld-band receivers the attenuation may be incorporated only on the 
bands where it is desired. A preferable arrangement is to incorporate a choice of 
two or three bass cut-off frequencies, say 150, 250 and 400 c/s — -diis is usually only 
practicable in communication type receivers. This extreme attenuation is only usable 
under bad conditions for barely intelligible speech. A slight degree of attenuation 
is helpful in eliminating acoustical feedback to gang condensers and valves and other 
minor receiver troubles, as well as giving better listening under average shortwave 
conditions. 

Conventional table and mantel model receivers may have an ultimate attenuation 
of 12 db/octave below say 100 and 150 c/s respectively. Conventional consoles may 
have a similar attenuation below 80 c/s, but this may be extended down to say 60 c/s 
in the case of those having loud-speakers capable of handling the lower frequencies. 
Fidelity amplifiers should have an ultimate attenuation of 18 db/octave below the 
lowest firequency which the loudspeaker and output transformer can handle at maxi- 
mum power output without distortion. Fidelity amplifiers incorporating negative 
feedback should connea the filter prior to the main amplifier input terminals. 

(ii) Bass attenuation by grid coupling condensers 

Every grid coupling condenser introduces some bass attenuation, and it is a mattei 
of good design to select a value to provide the best overall performance of the equip- 
ment. The choice of a capacitance to give a known attenuation at a certain frequency 
is covered in Chapter 12 Sect. 2(ii) and Fig. 12.9A. Each coupling condenser gives 
an ultimate 6 db/octave attenuation. If it is desired to eliminate low frequency inter- 
ference or to reduce hum, the coupling condensers may be designed to have identical 
firequency characteristics, thus giving 12 or 18 db/octave attenuation for 2 or 3 stages 
respectively. Even if the grid resistors differ in resistance, the frequency characteris- 
tics may be made the same by maintaining the same value of time constant R C. This 
method does not apply to the design of feedback amplifiers (see Chapter 7 Sect. 3). 

Commimication receivers are usually fitted with a switch giving the choice of 2 or 3 
bass attenuation characteristics — this may operate by changing the value of grid 
coupling condenser, or by any other convenient means. 

Typical attenuation/frequency characteristics for 1, 2, and 3 stages having identical 
time constants are given by curves 1, 2 and 3 in Fig. 15.19. 

(ill) Bass attenuation by cathode resistor by-passing 

The attenuation/frequency characteristics of a resistance-coupled triode with by- 
passed cathode resistor are given in Chapter 12 Sect. 2(iii) and Fig. 12.3A for a 
typical case. These frequency characteristics differ from those for grid coupling 
condensers in that they are limited to a maximum attenuation which is usually less 
than 10 db, typical values for r.c. triodes being from 3.7 to 8 db (Chapter 12). Fre- 
quency characteristics for a typical r.c.c. pentode with by-passed cathode resistor 
are given in Fig. 12.12, the total attenuation being nearly 8 db in this example. 

The shape of a typical attenuation/frequency characteristic is illustrated by Curve 4 
in Fig. 15.19. 
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lO 20 SO IOC 200 500 1,000 



FREQUENCY Cc/s) FIG. 15.19 

Fig. 15.19. Bass attenuation versus frequency characteristics : (1) Single grid 
coupling condenser {R = 1 megohm, C = 0.005 fiF) ; (2) Two stages each with 
identical values of time constant RC ; (3) Three stages each with identical values 
of time constant ; (4) R.c.c. pentode with by-passed cathode resistor (6J7, Ri = 0.25 
MQ, Rt = 2000 Q, Ck = 0.5 ^F) and screen adequately by-passed. 

(iv) Bass attenuation by screen by-passing 

The attenuation/frequency characteristics of a r.c.c. pentode with a by-passed screen 
are given in Chapter 12 Sect. 3(iii) and Fig. 12.1 lA. These characteristics have the 
same general form as those for cathode resistor by-passing, with a maximum attenua- 
tion which is a function of the series screen resistor — with a high resistance series 
resistor a typical maximum attenuation is 24 db (see Chapter 12). Although the 
screen by-pass condenser could be used as a step type tone-control, the use of a low 
capacitance by-pass generally necessitates additional screen filtering for the elimination 
of hum. 

It is possible to design an amplifier so that all grid coupling condensers, cathode 
and screen by-pass condensers have the same attenuation (say 2 db each) at the same 
frequency. In such a case, particularly if there are two or more stages, the rate of 
change of attenuation becomes quite high, although the cathode and screen by-passing 
tends to introduce steps in the characteristic. However, care is necessary with 
tolerances — see Sect. l(x). 

(v) Reactance shunting 

Any inductance, whether a-f transformer or output transformer, causes ultimate 
6 db/octave attenuation below a certain frequency. If the amplifier is to provide 
good fidelity, it is advisable to design so that this frequency is below the lower fre- 
quency limit of the whole amplifier. In other cases, the cut-off frequencies may be 
made to coincide for more rapid attenuation — however see Sect. l(x). 

If a transformer primary is resonated with the coupling capacitance, in the case of 
parallel-feed, the ultimate rate of attenuation below the resonant frequency is 12 db/ 
octave. 

Owing to the wide tolerances in inductance normally occurring in quantity pro- 
duction, and to the variation caused by the d.c. and signal currents, it is not con- 
sidered good practice to use the transformer primary resonance for tone control pur- 
poses ; a further contributory factor is the increased valve distortion caused by a low 
impedance load — see Chapter 12 Sect. 4(xii). 
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If it is desired to vary the cut-off frequency of an a-f transformer with parallel feed, 
a variable resistor may be inserted to adjust the equivalent source impedance (Ri in 
Fig. 15.20). The low frequency attenuation (Ref. 51) is 

attenuation in db = 10 log,„ [1 + {R/XJ^] (1) 
where R = + [r,RJ(r^ + /?^)] 

Xi = mLx 

and Li = primary inductance in henrys. 

(vi) Bass attenuation by negative feedback 

A network may be inserted in the feedback loop which reduces the feedback voltage 
at middle and high audio frequencies, thus effectively giving bass attenuation (Fig. 
15.21, Ref. 23). Condenser Ca is merely for blocking the d.c. path, while iti, i?, 
and Ci form a voltage divider across the output voltage of Kj. The voltage drop 
across and Ci is applied across thus applying the feedback voltage between 
cathode and earth. 




PIG . IS. 21 

Pig. 15.20. Amplifier, giving variable loiv-frequency cut-off using a-f transformer 

and parallel feed. 

Pig. 15.21. Amplifier providing bass attenuation by negative feedback (JRef. 23). 

(vii) Bass attenuation by Parallel-T network 

The parallel-T network — Chapter 4 Sect. 8(iii) — may be used to provide infinite 
attenuation at one frequency. An example of its application is Fig. 15.22 and the 
frequency characteristic is given in Fig. 15.23. In its simple form the attenuation 
is severe even at frequencies five times the frequency giving infinite attenuation. One 
suggested way of providing a more level characteristic is to incorporate bass boosting 
around 200 c/s (Ref. 5Q). 

FIG . 15 . ;3 




3,000 



Pig. 15.22. Amplifier providing bass attenuation by Parallel-T network (Ref. 59). 
Pig. 15.23. Prequency characteristics of amplifier Fig. 15.22 when — typical 
r.c.c. pentode, Ci --= 0.001 fi-P, = 0.004 i^P, C, = 0.02 mF, R^ = R^ = 2 MQ, 
Rj = 0.2 MS3, Rii = 0.5 M!2. The frequency for infinite attenuation is 56 c/s. 
Switch position (1) Pidelity (2) Bass attenuation (Ref. 59). 
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(viii) Bass attenuation using Constant k filters 

If it is desired to achieve a rapid rate of attenuation and a sharp cut-off, it is neces- 
sary to use some form of correctly designed filter incorporating both inductors and 
capacitors. The constant k filter [Chapter 4 Sect. 8(vii)] in its simplest form only 
incorporates 2 condensers and 1 inductor. An example of its incorporation in an 
amplifier is Fig. 15.24 (Ref. 60). This filter is fairly non-critical as regards the induct- 
ance of a 2 : 1 variation still giving a reasonable characteristic with, of course) a 
change in cut-off frequency. The frequency characteristic obtained with balanced 
loading is Fig. 15.25 Curve 1 ; when the source impedance is 50 000 ohms and load 
0.5 megohm the frequency characteristic is curve 2, showing the typical rise above 
0 db due to imbalanced conditions ; curve 3 shows the effect of increasing the 
resistance of the inductor L. 

If sharper attenuation is required, two or more filter sections may be incorporated. 

FIO . 15. J5 




500 LOGO 
FREQUENCY (C/S) 



ipOO 



Fig. 15.24. 
Fig. 15.25. 



Amplifier providing bass attenuation by constant k filter (Ref. 60). 
Frequency characteristics of amplifier Pig. 15.24 when Vi = typical 
r.c.c. pentode, Ci = Ca = 0.002 fiF ± 5%, Cj = 1 /liF, JL = 70 H mth g = 6 ; 
Curve (1) = jRj = 0.25 MQ ; Curve (2) = 50 000 Q, = 0.5 MQ 
(unbalanced) ; Curve (3) as Curve 2 with additional resistance in inductor to give 

2=3 (Ref 60). 

(ix) Bass attenuation using M-derived filters 

One T section of an M-derived filter may be used to provide a more rapid attenua- 
tion than that of a Constant k filter — see Chapter 4 Sect. 8(viii). The filter itself 
is shown in Fig. 15.26 and the frequency characteristics for balanced and tmbalanced 
impedances in Fig. 15.27. Here, also, a considerable tolerance is permissible with the 
value of L and in the degree of mismatching. With mismatching, the value of R 
may be taken as V^i^a (Ref. 60). 
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Fig. 15.26. One T section of a series M-derived filter. 
Fig. 15.27. Frequency characteristics of filter Fig. 15.26 ; Curve (1) iJ, = /?, = 
0.25 MQ, Ci = 0.0023 txF, C^ = 0.024 ^F, L = 74 H; Curve (2) i?, = 50 000 Q, 
i?2 = 0.5 MQ (unbalanced), Cj = 0.0058 /^F, Ca = 0.035 ^lF, L = 73 H(Ref. 60) 
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SECTION 4 : COMBINED BASS TONE CONTROLS 

(i) Stepped controls (ii) Continuously variable controls. 

(i) Stepped controls 

A typical stepped control (Fig. 15.28) has 2 positions giving bass boost, 1 giving 
" flat " response, and 2 giving bass attenuation. The values of capacitance may be 
selected to give the desired frequency characteristics. 

See also Sect. 8 for combined bass and treble tone controls, particularly Figs. 
15.37A, 15.37B, 15.39, 15.40. 
References 17, 50, 54, 55, 64. 

1 I 1 ° 

0-liiF 
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Fig. 15.28. Step-control giving bass boosting and bass attenuation. 



(il) Continuously variable controls 

Circuits providing only bass boosting or attenuation with a single continuously 
variable control are not widely used. 



SECTION 5 : TREBLE BOOSTING 

(»■) General remarks («) Circuits not involving resonance or negative feedback 
(ill) Methods incorporating resonant circuits {iv) Circuits involving feedback. 

(i) General remarks 

Treble boosting, mainly on account of the increased distortion which it causes, is 
usually avoided altogether or else used only for the purpose of equalizing an un- 
avoidable attenuation in the amplifier at the maximum frequency limit. 

The subject of distortion has been covered in Section l(iv). 

(ii) Circuits not involving resonance or negative feedback 

(A) Conventional treble boosting circuit (Fig. 15.29) 

This is an adaptation of the fundamental circuit Fig. 15.2. It may be shown that 

Gain at low frequencies = ^R^:fR^TVJ+W, 

Gain at very high frequencies = ^ ^ (2) 

where R = R,,<.R, + i«2)/(«L + Ri + k) 
and R' = RzRJiR^ + Rl)- 
Then B = ratio of amplification at very high frequencies to amphficaaon at 
low frequencies 

where R" = r^J(.r, + Rj)- 
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We may determine the value of i?i for any desired value of B from the equation 

i?x = (5 - + R") (4) 
In the case of pentodes, R" approximates to Rj_. 

The frequency characteristics for treble boosting have been plotted (Ref. 51 Fig. 
9.18 J also Refs. 9,55) but for most purposes it is sufScient to work on the " half- 
boost " points as for bass boosting, the curves being approximately symmetrical S 
curves about these points. The values of RJX for the half-boost point are identical 
to those for bass boosting, and not the inverse as might be expected. 
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= V-B at half boost point. = l/cuCj 

tCi = l/u>Xi = (RJX{)/wR, m = 27r/o 

where i?i and Ci are as shown in Fig. 15.29 
and /o = frequency at half-boost point. 

A variable control may be achieved in various ways (Ref. 9) : 

(a) Varying Ci — This can only be done in steps. The result is to change the 
frequency of the half-boost point (see table). 

(b) Varying Ri — This varies the amplification for middle frequencies, and is un- 
satisfactory for tone control purposes. 

(c) Adding a variable resistor in series with Cj — This is fairly effective but the shapes 
of the frequency characteristics are not ideal for tone control. It is used in a slightly 
modified form in the combined bass and treble boost circuit of Fig. 15.46. 

References to conventional treble boosting circuit ; 9, 17, 48, 51, 55. 




Fig. 15.29. Conventional treble Fig. 15.30, Treble boosting with 
boosting circuit. inductance in grid circuit. 

(B) Using inductance in grid circuit (Fig. 15.30) 

This gives the same shape of frequency characteristics as the conventional treble 
boosting circuit. The same expressions may be used except that in this case 

X^ = <uLi and B = R/Ri 
where R = {r^RJ{r^ + 7?^)] + i?,. 

If i?i is made variable, it has a very pronounced effect on the gain at middle fre- 
quencies. A preferred method of tone control is to use a step switch and tappings 
on the inductance (see Sect. 8 and Fig. 15.40). 

References 17, 51. 

(C) Correction for side-band cutting 

The methods which may be used for the equalization of side-band cutting in a 
receiver are described in Refs. 3 and 62. 

(iii) Methods incorporating resonant circuits 

Resonant circuits are rarely used for treble boosting tone control since there are 
other preferable methods which give the required performance (Ref. 17). 
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(iv) Circuits involving feedback 

(A) Cathode resistor by-passing 

If a suitable small capacitance is used as a by-pass condenser across any cathode 
resistorj a limited degree of treble boosting will be achieved. In the case of resistance- 
coupled amplifiers the maximum boost is not more than 6 or 8 db. Greater boosting 
may be achieved by increasing the cathode resistor and returning the grid resistor to a 
suitable tapping point in the cathode circuit. 

(B) Network in feedback loop 

The same method may be used as for bass attenuation — see Sect. 3(vi) and Fig. 



(») General remarks (it) Attenuation by shunt capacitance (Hi) Treble attenuation 
by filter networks (iv) Treble attenuation in negative feedback amplifiers. 

(i) General remarks 

Every amplifier should have a maximum frequency of response, beyond which 
attenuation should be at a rate of not less than a nominal 12 db per octave for con- 
ventional amplifiers or 18 db per octave for fidelity amplifiers. This attenuation 
may be partly prior to the input terminals of the main amplifier or in the early stages 
of the amplifier, and partly (at least 6 db/octave) at the output end. 

Because the simplest methods of treble attenuation have a gradual commencement, 
there tends to occur a rounding of the response curve which may be appreciable at 
the maximum frequency of response. It is suggested that 2 db attenuation at this 
frequency is a reasonable compromise, or even higher attenuation for other than 
fidelity amplifiers, but where an amplifier must be designed within narrow tolerances 
it is generally necessary to use one of the more elaborate methods of attenuation. 

In the case of amplifiers incorporating negative feedback, the filter to provide the 
attenuation must be outside the feedback loop. 

(ii) Attenuation by shunt capacitance 

The theory has been covered in Chapter 4 Sect. 8(ii) under the heading " r.c. low- 
pass filter " with the circuit of Fig. 4.37 ; the attenuation characteristic is given in 
Chapter 4 eqn. (4) and ploned in Fig. 4.38. 



15.21. 



SECTION 6 : TREBLE ATTENUATION 



*!|G. IS.3I 




Fig. 15.31. Typical "tone control" used in 
radio receivers. In a typical case Ci = 0.05 
liF, i?i = 50 000i3 (max.), = power 

pentode zoith load resistance about 5000 ohms. 



This forms part of the usual " tone-control " in many radio receivers of the less 
expensive class, as illustrated in Fig. 15.31. The control is in the form of a variable 
resistance in series with the capacitance which limits its attenuation. A suitable 
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maximum value for the resistance is 10 times the load resistance. In some cases a 
fixed capacitance only is used — typical values are from 0.005 to 0.02 /uF for a loud- 
speaker load resistance of 5000 ohms. In this application the " effective resistance " 
for the calculation of the attenuation will be the loudspeaker impedance in parallel 
with the output resistance (Ro) of the amplifier. 

Tone control by shunt capacitance, when used with discrimination, is fairly satis- 
factory with a flat amplifier operating from an equalized source. It is far from satis- 
factory in selective radio receivers in which the high audio frequencies are already 
heavily attenuated ; this effect is minimized when variable selectivity i-f amplifiers 
are used. One reason for the popularity of shtmt capacitance tone control is that the 
intermoduiation frequencies produced by the distortion in the pentode or beam power 
amplifier valve are much reduced, and listening thereby made less fatiguing. If 
methods are taken to reduce the distortion, e.g. by negative feedback, the tone control 
may preferably take the form of bass boosting. 

In order to achieve the desired treble attenuation, a shimt capacitance may be placed 
across the source (radio receiver, pickup or microphone), from any grid to earth, from 
any plate to earth or across the output terminals of the amplifier. In each case the 
effective resistance (i? in eqn. 4 of Chapter 4 and Fig. 4.38) is the resultant a.c. re- 
sistance between the points across which the shunt capacitance is connected. In 
the case of a r.c.c. pentode it is approximately the load resistance in parallel with the 
following grid resistor, and it does not make any appreciable diflference whether the 
capacitance is shunted across the plate load resistor or the following grid resistor, 
owing to the coupling through the grid coupling condenser. Even if no shunt con- 
denser is added, the output capacitance of the valve plus the dynamic* input capacit- 
ance of the following valve plus wiring capacitances provide appreciable treble attenua- 
tion — see Chapter 12 Sect. 2(xi). The effect on treble attenuation may be reduced 
by reducing the plate load resistance ; it may be increased by increasing the plate 
load resistance or by adding shunt capacitance. A typical r.c.c. pentode followed by 
a similar stage has only slight attenuation ait 10 000 c/swhen the load resistance is 
less than 0.25 megohm. In the case of a r.c.c. triode the effective resistance is the 
plate resistance of the valve (under r.c.c. conditions) in parallel with the load resist- 
ance and the followii^ grid resistance. 

In the general case the effective resistance is given by 

R = R,+ Rj^rJiR^ + r„) (1) 
where R, = resistance in series with C-as part of the tone control, 

Rl ~ load resistance 
R, — following grid resistance 
and = plate resistance of valve. 

With a high-mu triode such as type 6SQ7 the effective input capacitance is of the 
order of 100 (iitF. If this capacitance is shunted across an effective resistance of 
0.5 megohm, the attenuation is about 10 db at 10 000 c/S. 

The total attenuation at any frequency will be the attenuation at that frequency 
prior to the amplifier plus the sum of the attenuations of the stages in the amplifier 
at that frequency plus the attenuation by the shunt capacitance at that frequency, all 
expressed in db. It is not suflScient to assimie an attenuation of 6 db /octave from each 
stage in the amplifier unless all the stages have the same cut-off frequency. In the 
general case it is necessary, for design purposes, to calculate the attenuation of each 
stage or filter for convenient frequencies, e.g. 10 000, 14 000, 20 000, 28 000, 40 000 
c/s and then to add the values in db to determine the overall attenuation characteristic. 
The latter will, eventually, almost reach a slope of 6 db/octave per stage or per shunt 
capacitance, but the knee of the curve will be very rounded unless the cut-off fre- 
quencies are identical. 



•Under operating conditions, including the " JVliller Effect " capacitance from the plate. 
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(iii) Treble attenuation by filter networks 
(A) Constant k low-pass filter 

An approximate Constant k low-pass U section filter to provide a nominal treble 
anenuation of 24 db/octave with the choice of several cut-ofF frequencies is shown 
in Fig. 15.32. This is intended to be connected between a pickup or microphone 
pre-amplifier and the main amplifier. For theory see Chapter 4 Sect. 8(vii) and Fig. 
4.49. In reality only Cj has been calculated to give a constant k filter for the correct 
terminating impedancesj and Ci and have been calculated merely to give the de- 
sired cut-off frequencies leaving L unchanged. Thus it is only a constant k filter 
on tapping 3 and a sufficiently close approximation on the other tappings. A con- 
siderable degree of mismatching is permissible between Ri and provided that 
V^i^a = 0.1 megohm. 

The calculation of the constant k filter is based on the expressions : 
L/C = R\(^c Fig. 4.49C for symbols) 
/o = \/tt\/LC vihete fo ~ cut-off frequency. 

FIG. 15.32 t 



(B) M-derived filters 

One T section of an M-derived filter may also be used for treble attenuation. See 
remarks for bass attenuation. 

(C) Parallel-T network 

The parallel-T network— Chapter 4 Sect. 8(iii) — may be used to provide infinite 
attenuation at one frequency but the rate of attenuation begins very gradually. One 
improvement is described in Chapter 17 Sect. 5(iv) Figs. 17.24B and 24C (Ref. 57). 
See also Sect, ll(iv). 

(iv) Treble attenuation in negative feedback amplifiers 

A network may be inserted in the feedback loop to reduce the feedback voltage at 
low and middle audio frequencies, thus effectively giving treble attenuation. The 
circuit is effectively the same as for bass boosting (Fig. 15.11) except that the capacit- 
ance is selected to give the required frequency characteristics. See also Ref. 23, 
Fig. 9. 

There have been many negative feedback circuits which give £. measure of tone 
control among which are — 

(A) Fig. 15.33. This circuit incorporates a very small condenser C (of the order 
of 10 to 100 jifiF) to provide some negative feedback at the higher audio frequencies 
without seriously affecting the gain at 400 c/s. This is only fully effective when no 
plate by-pass capacitor is used. 



Fig. 15.33. Power amplifier valve with small condenser C giving negative feedback 

at high audio frequencies {treble attenuation). 
Pig. 15.34. Power amplifier valve with variable negative feedback at high audio 
frequencies (treble attenuation). 




X 



Fig. 15.32. Approximate constant k 
low-pass n section filter. Ri = source 
impedance. When R^ = R^ = 0.1 MQ, 
L = 5 H, Ci = 0.0001, = 0.0002 
and Cj = 0.0004 fiF, the cut-off fre- 
quencies will be (1) none (2) 10 000 c/i 
(3) 7000 c/i (4) 5000 c/s. 




FIG. 15.34 
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(B) Fig. 15.34 is a development of Fig. 15.33 to provide continuously variable 
tone control. The feedback condenser is larger and a potentiometer is used in the 
grid circuit to control the tone. At maximum treble cut it gives an attenuation of 
28 db at 20 000 c/s (Ref. 39). 




Pig. 15.35A. Amplifier with variable treble attenuation due to negative feedback. 
Fig. 15.35B. Amplifier zuith negative feedback providing treble attenuation or 
treble boosting {Ref. 67). 



(C) Fig. 15.35A is a further variation in which R and C form a potential divider 
across the output from Fj. At increasing frequencies a larger negative feedback 
voltage is appliedj the amount being limited by the variable resistance R. Ci is a 
blocking condenser (Ref. 63). 

(D) For feedback over more than one stage, see Sect. 9. 



SECTION 7 : COMBESED TREBLE TONE CONTROLS 

Treble controls giving a choice of treble boosting or treble attenuation without also 
incorporating bass boosting or attenuation are comparatively rare. Attention is 
directed to Sect. 8 and Figs. 15.37A, 15.37B, 15.39, 15.40, 15.46. 

One example in this class is Fig. 15.35B which provides continuously-variable 
tone control from treble boost to treble attenuation by means of a resistor-capacitor 
network in the feedback circuit (Ref. 67). 



SECTION 8 : COMBINED BASS AND TREBLE TONE CONTROLS 

(j) Stepped controls— general (m) Quality szoitch (iii) Universal step-type tone 
control not using inductors (iv) Universal step-type tone control using inductors 
(v) Fixed bass and treble boosting (vi) Step-type tone control using negative feedback 
(vii) Continuously-variable controls— general {viii) Single control continuously- 
variable tone controls (ix) Ganged continuously-variable tone controls (x) Dual 
control continuously-variable tone controls. 

(i) Stepped controls — general 

Stepped controls are capable of better performance than continuously variable 
controls, partly because it is possible to vary two or more component values simul- 
taneously and partly because the attenuation at middle frequencies may be adjusted 
so as to avoid an apparent change in voltmie as the control is moved. For most radio 
purposes it is sufficient to have two control knobs, one controlling the bass and the 
other the treble, with five positions on each — one " flat," two boosting and two at- 
tenuating with alternative degrees of each. 
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(ii) Quality switch 

An alternative arrangement which is very effective with the non-technical public 
is to select suitable values for each type of listening conditions. For example, one 
manufacturer* has brought out a model with an 11 position tone control as under : 

1. for distant stations, extremely noisy — maximum sensitivity (10% feedback), 
bass normal, treble attenuation severe to counteract static and noise. 

2. for distant stations, noisy — maximum sensitivity, bass normal, treble attenuation 
less severe. 

3. for distant stations, less noisy — maximum sensitivity, bass normal, treble attenua- 
tion still less. 

4. for distant stations, still less noisy — maximum sensitivity, bass normal, treble 
attenuation slight. 

5. for distant stations, slight noise — ^maximum sensitivity, bass normal, no treble 
attenuation. 

6. for local stations with good fidelity at low volume — reduced sensitivity (25% 
feedback), bass boost, treble boost. 

7. for fidelity at medium volume — slight treble boost, less bass boost. 

8. for fidelity at normal volume — ^no treble boost, no bass boost. 

9. for fidelity at normal volimie but reducing needle scratch — slight treble attenua- 
tion, no bass boost. 

10. as (9) but increased treble attenuation. 
11 as (10) but increased treble attenuation. 




Fig. 15.36. One form of Quality Switch (Ref. 33). 



An alternative form using a 5 position switch is shown in Fig. 15.36 (Ref. 33). The 
switch positions are 

1. heavy bass attenuation and very limited treble atteniwtion for very distant re- 
ception, no feedback. 

2. normal bass, heavy treble attenuation, no feedback. 

3. bass attenuation, medivim treble attenuation, half feedback. 

4. normal bass, slight treble attenuation, half feedback. 

Note : Positions 1 to 4 inclusive are for use with narrow i-f bandwidth. 

5. normal bass, no treble attenuation, maximvun feedback, wide i-f bandwidth, 
for fidelity reception of local stations. 

At low settings of the tapped volume control the capacitance in series with the 
inductance provide a dip at middle high frequencies, thus effectively giving bass and 
treble boost. 



•Columbus Radio (Radio Corporation of New Zealand Limited). 
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(iii) Universal step-type tone control not using inductors 

A simple form is shown in Fig. 15.37A where treble boost is obtained by cathode 
by-passing (Ci), treble attenuation by shunt capacitance (C,), bass attenuation by 
grid coupling condenser (.C,), and bass boosting by the conventional method (Cj). 
Each of these may have two or ttaee values — Cj may be 0.01, 0.02, 0.03 fip ; C, 
may be 0.0025, 0.006 mF ; C4 may be 0.002, 0.005 /xF ; Cs may be 0.02, 0.05, 0.1 ,*F. 




Fig. 15.37A. Simple 
control not using 



universal tone 
inductors. 



FIG. IS. 37c 



Fig. 15.37B. Step-type tone control 
not using inductors {Ref. 70). 
An improved form is given in Fig. 15.37B and its frequency characteristics in Fig. 
15.37C (Ref. 70). The 15 /^/xF max. trimmer capacitor is for the purpose of com- 
pensating in the " flat " position for the loss of high audio frequencies caused by stray 
shunt and Miller Effect capacitances when the following stage is a triode. 

Increased rate of boost- 
ing and attenuation is 
obtainable by connecting 
two or more r.c. filters in 
cascade. A step of 6 
db /octave (nominal) is too 
great for a flexible tone 
control, so that networks 
giving reduced rates of 
boosting and attenuation 
may be devised (Fig. 
15.38). These may be 
combined to give any de- 
sired steps. A very com- 
prehensive example is Fig. 
15.39 (Ref. 50) which 
uses two six-pole 11 posi- 
tion control switches. Its 
overall gain is zero db at 
500 c/s at any , setting of 
the control switches. 




Fig. 



FueouENcy c/s 

15.3fC. Prequenw response characteristics of the 
circuit of Ftg. 15.37B {Ref. 70). 




39;00O, i 35^0 



(a) rstBLC BOOST 
i OB f£N OCTAVE 



TREBLE ATTEMOATIOM 
eOB PEM OCTAVE 



BASS BOOST 
t.6 DB PZH OCTAVE 



0ASS ATTEMUATIOM 
« OB PER OCT»VE 



Fig. 15.38. Networks giving selected values of decibels per octave for boosting and 
attenuation {Ref. 50). 
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BASS CONTROL ,K, H.» TREBLE CONTROL 




10 70 50 100 £00 SOO I.OOO a.OOO 5^00 40 50 lOO 200 SOO 1,000 SpOO 5.000 ICtOOO SCIOOO 

FREOUENCY <tt CYCLES rflEoyEWV IN CYCLES 



Fig. 15.39. Sup-type tone control system not using inductors {Ref. 50). 
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(iv) Universal step-type tone control using inductors 

The treble boosting circuit of Fig. 15.30 may be used, combined with treble attenua- 
tion by shunt capacitance and conventional bass boosting and attenuation. 

A typical example is Fig. 15.40 (Ref. 64 ; see also Refs. 17, 54, 55). The nominal 
slope is 6 db/octave for all positions, but the capacitances and inductances may be 
selected to give any desired frequencies for the commencement of attenuation or 
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Fig. 15.40. Universal step-type tone control using inductors. 



boosting. The inductor niay be wound with an air-core as under : Former diameter 
i in. Length between cheeks J in. Winding wire 40 S.W.G. (or 36 A.W.G) SSE. 
Total turns 6740, tapped at 4520 turns. Layer wound. Total radial depth of wind- 
ing say 0.6 in. 

One defect of this method of treble boosting is the tendency for the inductor to 
pick up hum. 

(v) Fixed bass and treble boosting 

When it is desired to incorporate a fixed amount of bass and treble boosting, as 
for example equalizing the response of a pair of headphones, the circuit of Fig. 15.41 
may be used. For headphone equalizing (Ref, 7) suitable values are Ci = 0.0003, 
Cj = 0.015 /iF, i?i = i?i = 0.1 Mi3, = 0 For bass and treble boost for tone 
control suitable values are (Ref. 25) :— Ci = Ca = 0.0002 ^V, Ry = 0.2 Mfl, 
Ri = 0.3 Mi3, i?6 = 0, giving 16 db bass boost (20 c/s) and 7 db treble boost (10 000 
c/s) relative to 1000 c/s. If = 50 000 ohms, other values being unchanged, the 
bass boost is 16 db and treble boost 12 db. 

(vi) Step type tone control using negative feedback 

Circuits providing imiversal step-type tone control using negative feedback are 
described in Sect. 9 (Fig. 15.58A). 

(vii) Continuously-variable controls — general 

Continuously-variable controls are in two groups, those which have one control 
knob and those which have two or more. A single control knob is obviously limited 
in its capabilities — for example it may be used to provide bass boosting when turned 
in one direction from the centre point, or treble boosting in the other direction, with 
flat response at the centre point. On the other hand, with two control knobs it is 
possible to make any desired combination of bass and treble characteristics. 




Pig. 15.41. Circuit giving fixed bass Fig. 15.42. Single control continu- 
and treble boosting (Ref. 7). ously variable tone control {Ref. 22>i 

(viii) Single-control continuously variable tone controls 

(A) A typical example is Fig. 15.42 (Ref. 22). When Ci goes to the grid end of 
potentiometer Ri, the bass is attenuated by the grid coupling condenser Q, limited 
by Ri. When Cj goes to the earthed of R^, the treble is attenuated by the shunt 
capacitance of Ci. 
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FIG. IS .43 

Pig. \SA2>. More elaborate single control 
eantinuously variable tone control. Typi- 
cal values are : V\ = pentode, Ri = 
5 MSI, Ri J- R3 = 0.25 MQ, i?i = 
0.3 M.0, Ci = 0.0001 :lF, Ca = 0.05 
^^F, C3 = 0.001 ixP {Ref. 62). 

(B) Another example is Fig. 15.43 (Ref. 62) which is capable of giving treble boost 
18 db at 10 000 c/s and bass attenuation 6 db at 50 c/s in one extreme position ; bass 
boost 4 db and treble attenuation 21 db in the other extreme. 

(C) An interesting circuit which gives simultaneous bass and treble boosting, linear 
response, or gimultaneous bass and treble attenuation is Fig. 15.43A (Ref. 86). The 

CHOSS-COUPLEO STAGE 





FIG. I5.43A 



Pig. 15.43A. Tone control circuit using cross coupled input stage {Ref. 86). 
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Fie 15 43B Frequency response characteristics of circuit of Fig. 15.43A, the 
value of Ri being varied (.Ref. 86). 
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two twin triodes form the " cross-coupled phase inverter " — see Chapter 12 Sect. 
6(viii) — which is here used to amplify the difference between the input voltages to 
the 6SN7 grids. The frequency response curves are shown in Fig. 15.43B for differ- 
ent values of Ri. The maximum output and the point of zero phase shift occur 
at///o = L where /o = 1/2ttRC. The frequency of the peak in the curv« may bs 
determined by choice of R and C ; in the circuit shown, this frequency is adjustable 
from 360 to 4000 c/s by means of a dual I MQ potentiometer. A choice of /„ = 600 
to 800 c/s is pleasing in many cases. 

(ix) Ganged continuously-variable tone controls 

Two or more controls may be ganged and operated by a single knob. One control 
may be the tone control and the other a control of gain so that the apparent output 
level is held approximately constant at all settings. 

(x) Dual control continuously-variable tone controls 
(A) Simple duo-control circuit, Fig. 15.44A (Ref. 22) 

This filter incorporates resistors and condensers only, and controls the bass 
aiid ^4 the treble. A filter having a similar function is also described in Ref. 31. 

A slight modification of this circuit is Fig. 15.44B which gives either bass or treble 
boosting (Ref. 41). 

FIG. 15. 44 6 25,OOOn 




Fig. 15.44A. Simple duo-control circuit giving individual control oi bass and 
treble. Typical values are : R^ = 0.25 MQ ; J?^ = = 0.5 MO ; = 0.25 
MQ ; R, ^ R, = 0.5 MQ ; C, = 0.01 ,xF,- C. = 0.001 (Ref. 22). 
Fig. 15.44B. Simple tone control giving bass and treble boosting (Ref. 41). 



(B) Duo-control circuit incorporating L and C (Fig. 15.45, Ref. 26) 

In this filter, R^ controls the bass and R^ the treble. Hum may be troublesome 
on account of L. 

(C) Cutler duo-control circuit (Fig. 15.46, Ref. 26) 

This filter may only be used to feed into the grid of an amplifier valve ; Ri controls 
the bass boost and Rz the treble boost. The maximum boost is 17 db at 40 c/s and 
15 db at 10 000 c/s, relative to 1000 c/s, with the values shown. 

FIG. 15.46 




Fig. 15.45. Duo-control circuit in- Fig. 15.46. Cutler duo-control 
corporating L and C (Ref. 26). circuit (Ref. 26). 
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(D) Paraphase bass-treble tone control (Figs. 15.47A, Ref. 56) 

This is an outstandingly flexible circuit which may be designed for any cross-over 
frequency — 400 c/s in Fig. 15.47A and the curves in Fig. 15.47B. The design pro- 
cedure is : 

1. Choose a cross-over frequency f c- 

2. Choose R > lOi?^ where i?^ = generator impedance. 

3. Make C = l/(2-nf,R). 

4. Make = 10 ; then KR = lOi? and C/K = C/10. 

Example : Choose fc = 400 c/s. Say generator impedance = 1000 ohmsj then 
select 

jR = 82 000 ohmSj from which 

C = l/(2iT X 400 X 82 000) = 0.005 ftp; C/K = 0.0005 /xF. 




Fig. 15.47A. Paraphase bass-treble tone control (Ref. 56). 

1 TREB. 0 - BA5S FULL 4 TREB 0 — BASS '/4 8 TREB Vi -r BASS 0 

2 TREB O-BASSV4 5 TREB FULL- BASS 0 9 TREB FULL- BASS FULL 

3 TREB. O - BASS % i TREB. - BASS 0 10 TREB. '/a — BASS '/j 

7 TREB I/, - BASS 0 




30 40 100 200 500 1,000 3pOO 5,000 lOfXX) 

FREQUENCY C.P.S. FIG. 15.47 B 



He. 15.47B. Frequency characteristics of paraphase bass-treble tone control (Fig. 

15.47A) (Ref. 56). 
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(E) Two-stage bass and treble tone control (Fig. 15.48, Ref. 41) 

This employs a twin triode with the treble boost control in the coupling from 
to Vi and the bass boost control in the coupling from the plate of to the following 
stage. 

(F) Simple two channel amplifier (Fig. 15.49, Ref. 22) 

Owing to the separate amplifier valves, this circuit does not require the series re- 
sistors i?E and Re used in Fig. 15.44 and has thereby less attenuation in the filter 
network. 
Fic, i5.*e 




Fig. 15.48. Two-stage bass and treble Fig. 15.49. Simple tioo channel 
tone control {Ref. 41). amplifier {Ref. 22). 

(G) Wide-range two-channel amplifier (Fig. 15.50, Ref. 31) 

In this circuit is an amplifying valve common to both channels, 
Vt is a bass amplifier only, while ^3 is a twin triode having one grid fed 
from the bass amplifier and the other from Fj through a filter network which 
only passes the higher frequencies. However two plates of are approximately 
equal in amplitude for all frequencies, owing to the common cathode coupling, and 
opposite in phase, so that the output may be applied directly to a push-pull power 
output stage. The bass amplifier is a true bass booster, so that it is not necessary 
to attenuate all except bass frequencies. The two controls provide (1) flat response 
(2) independent treble boost (3) independent bass boost equal to the gain of V^. If 
it is desired to add treble attenuation, the filter circuit of Fig. 15.51 may be used. This 
gives a flat response when the moving arm of the potentiometer is at the centre tap. 




FIG. 15.50 



Fig. 15.50. Wide-range two-channel amplifier {Ref. 31). 

(H) Resonant plate loading (Fig. 15.52, Refs. 26, 54) 

Two parallel timed circuits, one of which may be tuned to 50-80 c/s and the other 
to 6000-8000 c/s (or any other desired frequencies) are connected in series with the 
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TREBLE 



Fig. 15.5L Modification to Pig. 15.50 to provide treble attenuation {Ref. 31). 
Fig. 15.52. Resonant plate loading to provide bass and treble boost (Refs. 26, 54). 

plate load fesistance i?,. Control of the bass is given by Ri and of the treble by .Ri. 
The Q of each of these circuits should not exceed 1 — see Sect. l(ix). 

(I) Negative feedback incorporating L and C in catliode circuit (Fig. 15.53, 



Feedback provides degeneration across Ri and Ri, which determines the gain at 
middle frequencies. With L and C connected directly across R^ and Rj, the feedback 
is decreased at low and high frequencies respectively and the stage gain is consequently 
greater at these frequencies. L may require shielding to reduce hum pickup. 



Fig. 15.53. Bass and treble boosting due to negative feedback incorporating 

L and C in cathode circuit {Ref. 26). 
Fig. 15.54. Bass and treble boosting due to negative feedback incorporating 

LandC{Ref. 15). 

(J) Negative feedback incorporating L and C (Fig. 15.54, Ref. 15) 

Vi is a power amplifier valve with and Q and their control potentiometers in 
the feedback network. Z-i may have an inductance of about 10 henrys and Cj may 
be 0.002 ii¥ ; R3 = Rt may be 0.1 megohm. 

(K) Patchett tone control (Fig. 15.55, Ref. 9) 

This circuit has been developed to provide continuously-variable independent 
bass and treble boost without variation of the middle frequencies and at the same time 
with frequency characteristics which are close to the ideal for tone control purposes. 
Fi is a phase splitter and develops equal voltages across its plate and cathode load 
resistances. The former feeds directly through an isolating resistor to the output j 
the latter feeds the bass and treble filters and potentiometers which in turn feed the 
grids of the twin triode whose plates are connected to the output. The output 
voltage at middle frequencies is about one third of the input voltage. An input of 
2.5 volts r.m.s. may be applied with negligible distortion. may be type 6C5 or 
6J5 i Vi may be type 6N7 or other twin triode. 



Ref. 26) 
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(x) (K) PATCHETT TONE CONTROL 

FIG. IS.SS I 1 1— , 081 



15.8 




Fig. 15.55. Patchett tone control circuit (Ref. 9). 

FIG. IS .S6A 





Pig. 15.56A. 
Fig. 15.56B. 



FREQUENCY C/S ~ - FREOUENCY C/S 

Response characteristics of Patchett tone control circuit with Si open 



and 5 2 closed, and other control at minimum {Ref. 9). 
Response characteristics of Patchett tone control circuit with Si 
closed and S2 open (Ref. 9). 
Curve A Max. bass, min. treble Curve D Min. bass, | max. treble 

„ B i Max. bass, min. treble „ E Min. bass, min. treble 

,, C Min. bass, max. treble „ F Max. bass, max. treble 

Fig. 15.56A shows the response characteristics without provision for bass or treble 
attenuation ; Fig. 15.56B shows the response with bass and treble attenuation. 

If desired, step switches may be arranged to give a wider choice of frequency charac- 
teristics by changing the values of the filter condensers. 

FIG. 1S.57A 

(L) Two-stage universal tone 
control (Fig. 15.57A, Ref. 77) 
This is a very effective arrange- 
ment incorporating a twin triode, 
which gives entirely independent 
control of both bass and treble 
with control extending over a wide 
range of boosting and attenuation in 
each case (Fig. 15.57B). The 
overall gain of the amplifier of Fig. 

15.57A at 800 c/s is only slight. ,.„. _ : " 

rtg. 13.57A. Itvo stage universal tone control 
(.Ref. 77). 
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Fig. 15.57B. Response characteristics of Pig. 15.57A (Ref. -77). 



SECTION 9 : FEEDBACK TO PROVTOE TONE CONTROL 

(i) Introduction {it) Amplifiers with feadback providing torn control (Hi) Whistle 
filters using feedback. 

(i) Introduction 

Simple feedback circuits to give tone control have been described above (Figs. 
IS.llj 13, 14A, 14B, 15, 35B). See also Ref. 80. Tone control may be achieved 
by incorporating a suitable frequency selective network in the feedback loop, but 
this involves the question of stability if the feedback is over 2 or more stages — in this 
case- the design should be based on Chapter 7 Sect. 3, 

The genera! principles have been covered very fully in the literature e.g. Refs. 16, 
19 (see also References Chapter 7). 

In any amplifier in which negative feedback tone control is to be used, maximum 
freedom in other aspects of the design is desirable. For example it should be possible 
to alter the feedback factor, and a variation in the feedback over the a-f range should 
be acceptable. It is also desirable not to be limited to a specified value of output 
resistance. The feedback should preferably be applied over a small number of stages. 

In the case of fidelity amplifiers, there should be sufficient negative feedback at the 
bass resonant frequency of the loudspeaker to give adequate damping. 

Most tone-control amplifiers are only stable for values of j3 up to a limiting value. 
One good experimental test is to determine the maximum of ^ before instability occurs. 
The working value of p should be less than this limiting value by a comfortable margin 
(say 8 to 10 db) to allow for all variable factors and for tolerances in the various com- 
ponents. 

(ii) Amplifiers with feedback providing tone control 

(A) Dual Control continuously variable bass and treble tone control 

A simple but effective circuit is shown in Fig. 15.57C and its frequency characteris- 
tics in Fig. 15.57D (Ref. 91). Figs. 15.57C and 15.57D will be found on page 
1483. The mid-frequency gain is approximately unity, and the output is 4 V r.m.s. 
(or 1 V r.m.s. with low gain valve) with not more than 0.1% total harmonic distortion 
up to 5000 c/s. An Americanized form is given in Ref. 98. 

A more elaborate circuit is given in Ref. 84. 
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(ii) FEEDBACK PROVIDING TONE CONTROL 



15.9 



(B) Dual control step-type bass and treble tone control 

Fig. 15.58A (Ref. 42). 

This is an example of a well designed amplifier with feedback taken from the second- 
ary of the output transformer over three amplifying stages, having RG networks in 
the feedback loop to provide bass and/or treble boosting. is a Schmitt type phase 
inverter — Chapter 12 Sect. 6(vi)A — is a similar stage but operating with push-pull 
input, Va and Vt are push-pull beam power amplifiers. The total voltage gain 
from the first grid to push-pull output load is 87.7 dbvg, giving full output with a peak 
input to the first grid of 17 mV without feedback or 0.14 V with feedback — 
— 0.0066). The maximum bass boost is 26 db, and treble boost 11.7 db. The treble 
boost operates at a low impedance level where the effect of stray capacitances is negli- 
gible, while the bass boost, which is less sensitive in this respect, operates at a high 
impedance level. 

Fi and are type ECC32 (approx. 6N7) while and Vi are type KT61 (high 
slope output tetrode). Ti is a miniature screened line-to-grid transformer to match 
25-600 ohms on input. is an output transformer with 22 : 1 turns ratio to match 
10 000 ohms plate-to-plate to 20 ohms voice coil. Total primary inductance not less 
than 60 henrys 



(C) Modified " straight " feedback amplifier to provide bass boosting 

In many cases a " straight " feedback amplifier may have a capacitive impedance 
added to the feedback loop to provide bass boosting. This decreases the feedback 
at bass frequencies, thereby causing the amplifier to lose some of the advantages of 
feedback ; the arrangement is less desirable than a special circuit such as Fig. 15.58A 
which has been specially designed for tone control. 

For example, a capacitor of 0.1 fiF may be inserted in series with the 5000 ohm 
resistor in th" feedback circuit in Fig. 7.44 (as in Ref. 69) ; alternatively a switch 
giving a choice of several values of capacitance may be used. 




Fig. 15.58A. High gain amplifier with overall feedback giving bass and treble 

boosting {Ref. 42). 
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(O) The use of feedback to provide special attenuation characteristics at 
low or high frequencies 

If an amplifier is designed with a falling low frequency characteristicj possibly 
due (in part) to economy in the output transformer design, and negative feedback is 
applied over the amplifier, its response can readily be made flat or, owing to a phase 
shift caused by coupling capacitors and by the inductance of the output transformer, 
the response may rise at those frequencies where it fell without feedback. 

If in such an amplifier one of the grid coupling capacitors (included in portion of 
the amplifier covered by the feedback loop) is replaced by one of smaller capacitance, 
the feedback will tend to counteract the attenuation produced by this capacitor. The 
response will be more or less flat down to a certain frequency below which the attenua- 
tion will be rapid. 




FIG. IS.S6B 

Fig. 15.58B. Use of feedback to provide special attenuation characteristics at 
lorn frequencies. The total effective resistance across 7", primary is taken as 1000 
ohms. Switch Si normal ; S^ tone control (low frequency attenuation). Switch S' 

controls feedback. 

Some practical response characteristics are described below, based on a theoretical 
analysis of Fig. 15.58B (after E. Watkinson) : 

(a) To provide rapid low frequency attenuation below a specified frequency 
/, (Curves are in Fig. 15.58C) 

1. Design the amplifier so that the response without feedback and without tone 
control is only slightly down at/o, say — 6db (100 c/s in Curve A). 

2. Design the tone control to provide a total attenuation, without feedback, of about 
3 db at 10 /o (Curve D). 

3. Apply sufficient negative 
feedback to flatten the re- 
sponse over the desired fre- 
quency range (Curve C). 
In the example, 20 db of 
feedback is used, and the 
combined effect is to give an 
attenuation of 18 db in the 
octave from 100 to 50 c/s. 



(b) To provide optional 
bass boosting 

If now the tone control is 
switched out of circuit, there 
will be bass boosting as the 
result of phase shift in the 
amplifier (Cxurve B). 

Thus by a single switch S 
it is possible to change from 
curve C to curve B, using 
only one additional com- 
ponent. 




500 ipOO 

FIG. ts.^ac 



Fig. 15.58C. Frequency characteristics of circuit of 
Fig. 15.583. (A) No feedback, no tone control; 
(B) feedback without tone control ; (C) feedback 
with tone control ; (D) no feedback, with tone 
control. 
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(c) To provide high frequency attenuation or boosting 

The same principles apply to the high frequency end of the range. 

(iii) Whistle filters using feedback 

See Figs. I7.24A and 17.24B incorporating a parallel-T network and feedback — 
also Section ll(iv) of this chapter. 



SECTION 10 : AUTOMATIC FREQUENCY-COMPENSATED 
VOLUME CONTROL 

(i) Introduction (ii) Methods incorporating a tapped potentiometer (iii) Methods 
incorporating step-type controls (iv) Method incorporating inverse volume expansion 
viith multi-channel amplifier. 

(i) Introduction 

Owing to the special characteristics of the human ear, it is necessary for bass boosting 
and (to a less extent) treble boosting to be applied to music or speech when repro- 
duced at a lower level than the original sound, if it is desired to retain the full tonal 
qualities of the original. Provision is therefore often made in the better quality 
receivers and amplifiers for this to be done automatically as the volume control is 
adjusted. For this to be fully effective, the volume with the volume control at its 
maximtmi setting should be the same as that of the original sound— a condition which 
it is rarely possible to fulfil in radio reception. One possible way of achieving an 
approach to the true condition would be to fit two auxiliary volume controls — one 
with settings for say (1) speech (2) orchestral and (3) solo instrument, and the other 
to be adjusted to bring the reading on some form of level indicator to a predetermined 
value. The first of these auxiliary controls is necessary because the various original 
sounds differ in level, the second control to provide for imperfect a.v.c. in the re- 
ceiver and variations in percentage modulation between stations. These complica- 
tions are not likely to be popular. However the intelligent listener should have a 
second volume control which may be pre-set to give a desired output level for maxi- 
mum volume — this is particularly important in reproduction from records. 

In practice, some form of automatic frequency-compensated volume control 
is found beneficial, in spite of its technical imperfections. One reason for this popu- 
larity is that it permits a considerable degree of bass boosting to be used at low volume 

but not at maximum volume-control setting. It is therefore more fool-proof than 
manually-operated bass boosting, and less likely to cause overloading of the power 
amplifier. 

(ii) Methods incorporating a tapped 

potentiometer 

A typical application is Fig. 15.59 in which L and C 
form a series resonant circuit tuned to about 1000 c/s, 
while /? is a limiting resistance to reduce the by-passing 
at middle frequencies. The tapping point is usually 
about one fifth of the total resistance, being equivalent 
to about 14 db below maximum. With this method 
it is impossible to obtain theoretically correct compensa- 
tion. 

If treble boosting is not desired, L may be omitted 
leaving C and R to provide bass boosting. 
References 71, 72, 89. 




Fig. 15.59. Tone-com- 
pensated volume control 
zoilh tapped potentiometer. 
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A more satisfactory restilt over a wider range of volume levels can be obtained by 
using a volume control with two tappings (e.g. at one sixth and one third of the re- 
sistance) as in Ref. 88. 

A more elaborate type of continuously-variable control has been described (Ref. 79) 
but requires a special volume control. 

Another more elaborate type (Ref. 82) uses three ganged volume controls which 
are not tapped. 

FIG. I5.60 




R,>4R, 

Fig. 15.60. 



Step-type tone-compensated volume control for bass correction only 
{Ref. 43). 



(iii) Methods incorporating step-type controls 

All the simpler systems with step-type controls neglect the treble boosting, which 
is only of secondary importance, but they are capable of a fairly close approach to the 
ideal for the lower frequencies. One design is shown in Fig. 15.60 (Ref. 43) which 
uses five 6 db filter sections each divided into two parts, thus giving 11 steps with a 
total range of 30 db. This is for use with an amplifier having low output resistance 
(less than 10 000 ohms). The numerical values shown in the figure are for /?i = 
50 000 ohms. 

See also Ref. 78 for a design mounted on a single switch assembly, with a greater 
number of positions. 

(iv) Method incorporating inverse volume expansion with multi- 
channel ampl^er (Ref. 21) 

In Fig. 15.61 there are three amplifier channels. The centre one is essentially 
flat over the whole a-f range. The upper (high-pass) and lower (low-pass) amplifiers 
may be adjusted to give zero output at any selected output level (generally the maxi- 
mum) and at any lower level there will be bass and treble boosting which is a function 
of the output level. Each Of the boosting amplifiers is brought to zero output at the 
desired output level by adjusting three potentiometers (i?i, Rt, 1?, in the bass-boost 
amplifier). Under these conditions the output voltages of F, and are equal but 
opposite in phase, hence giving a combined output which is zero. 



SECTION 11 : WHISTLE FILTERS 

(i) Resonant circuit filters (ii) Narrow band rejection filter (iii) Crystal filters 
(iv) ParalUl-T network (v) Filters incorporating L and C. 

A whistle filter is one which is sharply tuned to eliminate a particular frequency, 
usually 9 or 10 Kc/s, with the least possible effect on adjacent frequencies. 

The same principles may also be applied to the elimination of scratch from a pickup 
when this is peaked, but in this case the maximum attenuation is adjusted to occur 
at the frequency of pickup resonance. 

(1) Resonant circuit filters (Ref. 15 62) 
The ratio of normal gain (An) to gain (Ar) at the resonant frequency of L^Ci is 
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FIG. IS. 61 




Fig. 15.ei. Inverse volume-expansion circuit with 3 channel amplifier for automatic 
frequency-compensated volume control (Ref. 21). 

given by 

AJAr = (R' + R^)/R, 
where R' = r^R^^'/ir^ + Rj^') 
and Rj^ = R^RJiR^ + R,). 

For effective filtering, the maximum attenuation 
may have to be 20 db or more. The sharpness of the 
attenuation curve depends upon the Q of the tuned 
circuit, where Q = cxi^L^/Ri. A value of Q = 10 is 
probably the highest practicable value, and under 
these conditions the filter will have a minimum at- 
tenuation of 4 db over a bandwidth of 0.64 f^ or a 
minimum attenuation of 8 db over a bandwidth of 
0.38 fr where is the frequency of resonance. 
This is equivalent to an attenuation of at 




Pig. 15.62. Whistle filter 
using resonant circuit. 



15.11 



(ii) NARROW BAND REJECTION FILTER 



675 



least 8 db over a frequency range from approximately 8000 to 12 000 c/s when/, = 
10 000 c/s. Thus the filter cuts such a serious hole in the amplifier frequency charac- 
teristics that it is not a satisfactory solution. It is reasonably satisfactory for a maxi- 
mum attenuation of 6 db, but this may not be sufficient to eliminate the whistle. 
For theory and curves see Refs. 17, 51, pp. 52-54. 

(ii) Narrow band rejection filter 

A more complicated and more effective circuit is Fig. 15.62A (Ref. 81 "> which, when 
tuned to 9000 c/s, gives an attenuation of 2 db at 8000 c/s, over 40 db at 9000 c/s, 
8 db at 10 000 c/s and 5 db at 20 000 c/s relatively to the level at low frequencies. 
The frequency of resonance may be changed either by adjusting the inductance of 
Z-tj or by varying the capacitance of both Ci and Ca. The attenuation at low frequen- 
cies (insertion loss) is 2 db. 

300mH A nairow band rejection filter is described 

in Ref. 75 which has the disadvantage of 
reducing the maximum a-f power output. An 
improved form for application to a linear 
reflex detector is Fig. 15.63 in which an attenu- 
ation of more than 40 db is obtained at 9000 c/s 
while the attenuation is only 3 db at 8400 c/s. 
The principle may also be applied to a eathode- 
loaded amplifier by omitting Cj and pro- 
viding the correct bias for amplification. 

The resonant circuit LC3 is tuned approxi- 
mately to the whistle frequency, a vernier 
control for C3 being desirable. The value 
of Ci should be such that its reactance is 
very much smaller than Ri at the lowest signal frequency and should be very much 
larger than at 9000 c/s. The value of should be such that its reactance is 
approximately equal to i?2 + 3 at the low frequency limit of the amplifier, say 50 c/s , 
If its reactance is higher, a slight amount of bass boosting will occur. The potentio- 
meter RiR, is adjusted to give zero output at the whistle frequency (Ref. 74). 
An elaboration of this principle, using two valves, is given in Ref. 83. 




FIG. IS.«2A ~ 

Fig. 15.62A. 
rejection filter 



Narrow-band 
(Ref. 81). 



(iii) Crystal filters 

A crystal filter is one of the few really satisfac- 
tory methods of eliminating a whistle, but the 
cost precludes its use in all except the most ex- 
pensive communication receivers. 

(iv) Parallel-T network 

See also Sect. 6(iii)C. 

The circuit of Fig. 4.40 may be inserted be- 
tween two r.c.c. stages with a load resistance of 
say 0.25 megohm and following grid resistor say 
1 megohm. Suitable values for a 10 000 c/s 
whistle filter are :— C, = Ca = 0.0001 mF, 
Co = 0.0002 (iF, Ri R2 = 160 000 ohms, 
Ro = 80 000 ohms. 




R|-J2p00/l Ci-IOOfifiP 

Rj+R,-25Mn Zi-0O2llf 

l>t'-SMA C,«00lH^ 

L-32mH QSIS Ci-O-OlpF 

15.63. Narrow-band 
jection filter for 9 Kc/s {Ref. 



Fig. 



re- 
74). 

A special application of the parallel-T network is described in Chapter 17 Sect. 5 
and Figs. 17.24B and 24C where an attenuation of 34 db at 10 000 c/s with almost 
flat response up to 6 Kc/s is obtained by means of a parallel-T feedback loop which 
gives minimum feedback at 6 Kc/s, together with a parallel-T filter across the output 
of the amplifier to give the desired attenuation at 10 Kc/s (Ref. 57). 

The parallel-T network is also used in the equalizer circuit of Fig. 17.35B and in 
the filter unit of Fig. 17.35C. 
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The frequency of maximvun attenuation may be varied by varying one element in 
each of the component T'b (see Ref. 85). 

(v) Filters incorporating L and C 

Constant k and M-derived filters may be used to attenuate a very narrow band of 
frequencies, but the cost precludes their general use. 



(0 Multiple-channel amplifiers (it) Synthetic bass. 

(i) Multiple-channel amplifiers 

With a three-channel amplifier, or one having more than three chaimels, it is possible 
to exercise a certain amount of tone control by controlling the volume of the bass and 
treble amplifiers. For this to be satisfactory for tone control, the cross-over fre- 
quencies should be : 

Bass — not higher than 200 c/s. 
Treble— not lower than 3000 c/s. 
In each case the cross-over network may produce an attenuation of 6 or 12 db/octave 
nominal. 

An amplifier in this class is described in Ref. 5. See also Sect. lO(iv) and Ref. 21. 

(ii) Synthetic bass 

In small receivers, in which the loudspeaker is incapable of reproducing the bass 
at all adequately, a device is sometimes used to introduce distortion of the bass fre- 
quencies. The fundamental bass frequency is heavily attenuated to avoid overloading, 
but the harmonics are reproduced and provide " synthetic bass." One such circuit 
is Fig. 15.64 (Ref. 73, based on Sonera Model RCU-208). Positive feedback at low 
frequencies is applied from the cathode of the second valve to the cathode of the first 
by means of the network R^, R^, R^ and Ci. 



Another circuit (Ref. 87) has a supplementary channel with a distorting valve (ttiode 
6SF5) fimctioning effectively only below about 100 c/s. Grid distortion is produced 
through zero bias operation. A plate load resistor of 0.5 Mfi is used, and the plate 
coupled tq the grid of the output pentode. It is stated that the loudspeaker bass 
resonance should preferably be less than 60 c/s, and that the results soimd unnatural 
to the ear on music when the loudspeaker resonance is about 150 c/s. 

The principles of synthetic bass are given in Chapter 14 Sect. 3(viii). 
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Fig. 15.64. Amplifier providing synthetic bass (Ref. 73). 
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SECTION 13 : THE LISTENER AND TONE CONTROL 

Tone control is a controversial subject with very strong conflicting views held by 
many competent authorities. It is the author's opinion that, in view of the differences 
of opinion, it is only reasonable to provide the listener with some degree of tone control 
to permit him to derive the maximum degree of satisfaction while listening. This 
freedom of choice should not be unlimited, otherwise some listeners will become lost 
in the possible variations. 

1. The cheapest type of set will probably be fitted with a fixed shunt capacitance 
tonie control. 

2. Sets which are somewhat higher-priced will be fitted with a single control. 
This may cover any one of the following : 

(a) Variable resistance and fixed shunt capacitance (this has obvious short- 
comings). 

(b) Bass boosting only (this is quite satisfactory in its class provided that the 
bass boosting is limited to about 6 db total). 

(c) Continuously-variable control giving, say, iDass boosting in one direction 
and treble boosting in the other. 

(d) Step-type control in the form of a " quality switch." 

3. The most elaborate radio receivers and amplifiers may be fitted with two controls, 
one for bass and the other for treble. In addition, many equipments in this class 
will be fitted with automatic frequency-compensated volume control, thereby 
limiting the degree of manual bass boosting which is necessary (say 6 db maxi- 
mum). 

Anything which can be done to assist the listener to obtain the best results with the 
least trouble is to be commended. 



SECTION 14 : EQUALIZER NETWORKS 

Equalizer networks for pickups are covered in Chapter 17 Sect. 5 while those for 
microphones are covered in Chapter 18 Sect, l(xii). 
An example of a universal equalizer is given in Ref. 49 
A helpful general article on design is Ref. 92. See also Ref. 102. 
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SECTION 1 : GENERAL PRINCIPLES 

(s) Introduction (ii) An ideal system (Hi) Practical problems in volume expansion 
iiv) Distortion {ti) General comments. 

(i) Introduction 

The maximum volume range of any sound reproducer is the difference in decibels 
between the maximum sound output and the level of masking by background noise 
which latter may include hum, random noise, needle scratch or microphone noise. 

The volume range transmitted by a broadcast station may vary from a low value 
up to at least 60 db for a F-M transmitter (F.C.C.), the value depending on the type 
of programme. In the case of an A-M transmitter the maximum volume range is 
about 50 db — see Chapter 14 Sect. 7(iv). 

If the original sound has a volume range greater than the maximiun volume range 
of the transmitter, it is usual to compress it in some way. The compression may be 
accomplished manually by the control engineer, or automatically by a device known 
as a peak limiter or a volume compressor. 

A similar case arises with recorded music, where the maximum volume range may 
be as low as 35 db for shellac lateral-cut disc records. 

Many types of programme have a maximum volume range less than 35 db, and 
therefore do not require compression. However, most broadcast transmitters have 
an automatic peak limiter permanently operating, while it has even been found bene- 
ficial to use volume compression in F-M broadcasting (Ref. 29). 

If repfodueed music is to have the same volume range as in its original form, some 
kind of volume expander is required. But, as will be shovra later, volume expansion 
cannot be applied indiscriminately and cannot be perfect. 

One advantage of the use of volume expansion is that it reduces the background 
noise, other than room noise. This is a considerable advantage when the source is 
a disc record. 

A serious shortcoming of automatic volume expansion is that the circuit can never 
duplicate the original volume range because it has no way of knowing what these 
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original levels were — it will make the loud portions louder and the soft portions softer, 
but always by the same amount for a given input level. Thus the expander circuit 
might increase every signal that is 10 db above the average volume level to 15 db above 
the average, but the level in the studio might have been higher or lower than this. 

The amplitude ratios of a soft and a loud note when rendered simultaneously can- 
not be compressed or expanded by any system. If the loud note causes a certain 
compression in the transmitter, the soft note will be compressed in the same ratio 
and may fall below the noise level (Ref. 33). 

(ii) An ideal system 

In an ideal system the transmitter would broadcast two separate carrier frequencies, 
one modidated with the music and the other modulated with some signal indicating 
the degree of compression being used at each instant. In the case of disc recorded 
music it would be necessary to have two grooves and two pickups. In each case the 
reproducer would incorporate a volume expander in which the degree of expansion 
is controlled by the second (indicating) signal. 

Alternatively, only a single modulated carrier may be used provided that the ex- 
pander characteristic in the receiver is the inverse of the compression characteristic 
in the transmitter. . In addition, the time lags of the compressor and the expander 
should be equal. This is an ideal which cannot be reached at the present time owing 
to the lack of standardization and the use of manual controls. 

There are serious technical problems both in the compression and expansion opera- 
tion, but these are considered in Sections 2 and 4 respectively. 

(iii) Practical problems in volume expansion 

At the present time most broadcast stations employ some form of automatic volume 
compression, while compression is also used in recording on discs. The problem 
facing the receiver and amplifier designer is how to nutke the best use of volume 
expansion imder conditions where it is impossible to reach the ideal. 

(A) Orchestral reproduction 

This subject is dealt with in a general manner in Chapter 14 Sect. 7(iv) and (v). 

It is in orchestral reproduction that volume expansion can be employed to its full 
advantage. Experience indicates that the operation of the volume expander in the 
upwards direction should be as rapid as practicable (see Sect. 4) but that the fall 
should be very gradual — up to 1 or 2 seconds or even more, the optimum rate varying 
with the type of music and with the listener's choice. 

Most competent audio-frequency engineers agree that automatic volume expansion 
is capable of giving more realistic reproduction of recorded orchestral music when 
used imder the best possible conditions, even though it is known to have many tech- 
nical defects. The usual amount of volume expansion used in such cases is 12 to 20 
db maximum, with the maximum expansion variable at the desire of the listener. 

(B) Average home listening 

The average home radio receiver, used for a variety of purposes including speech, 
background music, drama and miscellaneous programmes, is usually better without 
expansion. Expansion might beneficially be used on orchestral programmes pro- 
vided that the audience is prepared to listen intently, the room noise level is suffici- 
ently low, and the neighbours do not object. These conditions are the exception 
rather than the rule. 

On the other hand, volume expansion with manual control is well worth incorpora- 
tion into a home gramophone amplifier. 

(C) Background music 

Music which is intended to form a backgrotmd should be compressed and not 
expanded. The maximum dynamic range may be from 25 db down to possibly 10 
db (Ref. 45). 
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(D) Factory muaic 

Factory music must be heard above a very high noise level without becoming 
inaudible for any appreciable period. It should be compressed and not expanded, 
with a maximum dynamic range from 20 db down to possibly 5 db in exceptionally 
noisy locations. 

References to General Principles : 3, 20, 29, 33, 34, 45, 48, 59. 

(iv) Distortion 

Apart from the harmonic and intermodulation distortion and extraneous noises 
produced by the compressor and expander, which may be kept low by good design, 
there are some special features which require consideration. Some of these are de- 
scribed in Sect. 2(iv) in connection with volume compression. 

(v) General comments 

There is an extraordinarily wide variety of devices for both volume compression 
and volume expansion, but in many cases the information published is too meagre 
to permit comparisons between the different methods. There is the additional pro- 
blem that some of the designs may not be suitable for quantity production, on account 
of unduly critical adjustments and/or critical selection of valves. 

The subject is a very complicated one, and the present unsatisfactory State of the 
" published art " has forced the author to refrain deliberately from giving much 
comment. The methods and circuits described in the following sections have been 
compiled mainly from very limited sources, often from a single article, and the in- 
formation and claims based solely on the articles, to which full references have been 
given. 



SECTION 2 . VOLUME COMPRESSION 

(j) Introduction (iV) Peak limiters (iii) Volume limiters (iv) Distortion caused 
by peak limiters or volume limiters (v) Volume compression (vi) Volume compression 
plus limiting (vii) Compression of commercial speech. 

(i) Introduction 

In this Section it is intended to approach the subject from the point of view of the 
radio receiver or amplifier designer. 
Volume compressors may be divided into three groups : 

(A) Peak limiters 

A peak limiter is an amplifier whose gain will be quickly reduced and slowly re- 
stored when the instantaneous peak power of the input exceeds a predetermined value 
The output for all inputs in excess of this value is substantially constant. 

(B) Volume limiters 

A volume limiter is an amplifier whose ^in is automatically reduced when the 
average input volume to the amplifier exceeds a predetermined value, so that the out- 
put for all inputs in excess of this value is substantially constant. A volume limiter 
differs from a peak Umiter in that it is controlled by the average volume instead of 
by the instantaneous peaks. 

(C) Volume compressors 

These are used for the purpose of compression over a substantial part of the entire 
operating range. 
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(ii) Peak limiters 

Peak limiters are used principally in broadcast transmitters. They are intended 
to prevent overmodulation and to increase the average level of the programme. The 
latter result follows automatically if the input is increased and the peak limiter left 
to look after the peaks. 
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Fig. 16.1. Compression characteristics {B, C, D) of typical peak limiter or volume 

limiter. 

Some static limiter characteristics are shown in Fig. 16.1. Curve OA is the curve 
of a linear amplifier. Curve OTD is that of an " ideal " limiter, with point T as 
the threshold of limiting. It will be seen that the output does not rise above a level 
of 12 db, no matter how great the input may become. 

Ciurve OTB is that of a practical peak limiter, the curve TB indicating by its slope 
a compression ratio of 10 to 1 (both being measured in db). The compression in 
db at any point is as indicated by the arrows. 

Curve OC is that of a peak limiter having " over-control " (Refs. 36, 40, 44) which 
does not exceed 100% modulation (line TD) xmtil the compression reaches 12 db. 

With peak limiters a volume expander caimot be used to give correct compensation 
for the compression. 

Most of the earlier and simpler forms of peak limiters have a comparatively slow 
" attack " time, that is the time taken for the limiter to operate on a sudden increase 
in input level — usual times are 1 or 2 milliseconds. A slow attack time results in 
overmodulation and distortion for short intervals following each transient. More 
recent examples of good design (Refs. 36, 38, 40, 44, 63) claim to have "attack" 
times less than 100 microseconds, while some (Refs. 36, 40, 44) incorporate a time 
delay filter in the signal circuit which is claimed to permit almost instantaneous opera- 
tion. Tests have been carried out under dynamic conditions to demonstrate the 
performance of various types of limiters (Refs. 4, 40, 63). It is good practice for the 
" attack " time of a peak limiter to be less than 200 microseconds, while still shorter 
times (e.g. 100 microseconds or less) are desirable. 

The recovery times in most cases are manually controlled, with times up to 2 or 
even 3 seconds, but automatic control has also been used to lengthen the recovery 
time so as to avoid " pumping " when several programme peaks occur in rapid suc- 
cession (Ref. 36). The recovery time is not made longer than necessary, since it 
causes reduced modulation percentage. 

One design (Ref. 86) has a subsidiary series CR circuit that has only a slight effect 
with a single sharp peak, thereby giving a fairly short recovery time (0.33 sec.) but 
with a sustained peak the recovery time increases to 2 seconds. 

If a fixed value of recovery time is used, the most suitable range is from 0.5 to 1 .5 
seconds, and " pumping " may be avoided by restricting the limiting action to 4 or 
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6 db. A preferable arrangement incorporates a double value of recovery time, in 
which a longer recovery time occurs on sustained or repetitive peaks, and a short 
recovery time on brief, non-repetitive peaks (e.g. Ref. 72). 

Careful listening tests with modem peak limiters having very short "attack" 
time, indicate that differences in quality can only be discerned when the limiting 
action (compression) reaches 5 db with a good modem type (Ref. 63) or 8 to 10 db 
with the nearly instantaneous type (Ref. 44). 

Some broadcast stations unfortunately abuse the limiter by increasing the percentage 
modulation to such an extent that the distortion is distinctly audible in any good re- 
ceiver. 

References to peak limiters : 4, 36, 37, 38, 40, 44, 63. 

(iii) Volume limiters 

These are very similar in most respects to peak limiters, and the same general 
remarks hold for both. Examples of volimie limiters are Refs. 12, 29. 

(iv) Distortion caused by peak limiters or volume limiters 

(A) Distortion caused by slow attack time 

This is definitely audible in some types of programmes when the attack time is 
greater than 100 microseconds. 

(B) Transient waveform distortion 

This occurs in some types of limiters during limiting (Ref. 40). It may only affect 
part of one cycle, or it may continue over many cycles. 

(C) Thump 

Control current surges caused by rapid changes in input level may or may not be 
audible as a thump. Careful design is necessary to reduce the trouble. One design 
is claimed to ha.^ a very high signal/thump ratio (Refs. 36, 40, 44). 

(D) Non-linear distortion 

In the best designs the total harmonic distortion is below 1% and the intermodula- 
tion distortion below 3% under all conditions, over the whole a-f range. 

(E) "Pumping" 

This has already been described above. 

(F) Sibilant speech sounds 

The high frequency components in speech (sibilant soimds) are normally at a much 
lower level than the low frequency components. When volume compression is applied 
to speech, the control voltage derived from sibilants alone is much less than that from 
vowel sovmds. Consequently the amplifier gain is higher for sibilants alone than for 
other speech sounds, leading to accentuation and distortion of the sibilants. This 
trouble may be avoided by incorporating a suitable equalizer in the control circuit 
(Ref. 9). 

(G) Effect of pre-cmphasis 

Pre-emphasis, as used in certain recording systems and in F-M broadcasting, some- 
times- tends to give overmodulation with high frequency peaks. It is therefore ad- 
visable to place the pre-emphasis network ahead of the limiting amplifier. In such 
cases the Umiting should be held to low values such as 2 or 3 db (Refs. 4, 44). 

(v) Volume compression 

Volume compression is distinguished from limiting in that it extends over the whole, 
or a substantial part of, the entire operating range. The compression characteristic 
may either be a straight line (A) or a smooth curve (B) shown typically in Fig. 16.2 ; 
in both examples an input range of 60 db is compressed to an output range of 40 db. 
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Either type of compression charac- 
teristic may be used satisfactorily 
in conjunction with an expander 
provided that the expansion char- 
acteristic is the inverse of the com- 
pression characteristic. 

Some examples of volume com- 
pressors are Refs. 2, 31, 66 — see 
also the a.g.c. circuit of Ref. 39. 
The attack time of a volume com- 
pressor should be fairly slow — this 
will permit the attack time of the 
expander to be made the same 
value. A compressor for use with 
recording is described in Ref. 69. 

(vi) Volume compression plus limiting 

In broadcast transmitters it is desirable to adopt both volume compression and 
limiting — volume compression for use with discretion depending on the type of pro- 
gramme i limiting for all programmes to permit a high percentage modulation to 
be used without peaks exceedirig 100%. 

One combined equipment has been designed (Ref. 39) incorporating a memory 
circuit which holds the gain constant for a predetermined time to preserve the dynamic 
range of the programme. 

References to Section 2 (Volume compression, general) : 2, 4, 5, 9, 12, 29, 31, 32, 
36, 37, 38, 39, 40, 44, 63, 66, 69, 85, 89. 

(vii) Compression of commercial speech 

The comments above apply to good fidelity systems. For commercial speech, 
some form of " level governing amplifier " (W.E. Co.) or " constant volume ampli- 
fier " (British Post Office) is commonly used in complex systems. However, for 
simple systems, it is difficult to improve on an efficient speech clipper (see Sect. 6). 
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Fig. 16.2. Compression characteristics of 
volume compressors. 



SECTION 3 : GAIN CONTROL DEVICES 

(i) Remote cut-off pentodes (ti) Pemagrids and triode-hexodes (iii) Plate resistance 
control (iv) Negative feedback {v) Lamps {vi) Suppressor-grid control. 

Gain control devices are used in both voliune compressors and expanders to pro- 
vide a gain which is a function of the input signal. 

(i) Remote cut-off pentodes 

This is an application of audio a.v.c, and remote cut-off pentodes are capable of 
being used in both applications. The predominant (second) harmonic distortion 
does not exceed 1% with valve type 78 having a load resistance of 50 000 ohms, with 
an input of 0.15 volt (Ref. 62). The distortion may be reduced by push-pull opera- 
tion and by limiting the input voltage to a low level. 

A method of testing valves for the preselection of remote cut-off pentodes is de- 
scribed in Ref. 70. 

It is the author's opinion that, despite all the troublesome features, the push-pull 
circuit using suitable selected remote cut-off pentodes, gives the most satisfactory 
control performance. This control stage must be followed by a " combining circuit " 
such as a push-pull transformer or centre-tapped-choke, either in the plate circuit 
or in the following grid circuit — the latter being preferable. See also remarks in 
Sect. 4(iv). 



16.3 



(ii) PENTAGRIDS AND TRIODE-HEXODES 



685 



(ii) Pentagrids and triode-hexodes 

Type 6L7 pentagrids are capable of handling higher input voltages than pentodes 
for the same distortion. The predominant (second) harmonic distortion does not 
exceed 1% with valve type 6L7 having a load resistance of 50 000 ohms, with an input 
of 0.5 volt (Ref. 62). The input signal is applied to the remote cut-off grid (No. 1) 
here operated at fixed bias, and the control voltage is applied to the sharp cut-off grid 
(No. 3). See Refs. 14, 35. 

Type 6A8 pentagrids may also be used, with the signal applied to the oscillator 
grid (No. 1) and the control voltage applied to the signal grid (No. 4). See Ref. 14. 

Type 6K8 triode-hexodes may be used, with the signal applied to No. 1 grid and 
the control voltage applied to No. 3 grid. See Ref. 14. 

Many other types of multi-grid valves may also be used. 

(iii) Plate resistance control 

The plate resistance of a valve is a function of the grid bias voltage. A triode has 
a sharp change from a fairly low value at normal bias voltages to a high value when 
approaching cut-off, and infmity beyond cut-off. This effect has been applied in a 
volume compressor (Ref. 12). 



(iv) Negative feedback 

The gain of an amplifier may be con- 
trolled by means of a negative feedback net- 
work in which one element is the plate re- 
sistance of a valve whose grid is connected 
to the control voltage. One application 
(Ref. 31) gives less than 1.8% total har- 
monic distortion under all conditions, with 
an output of 12 volts. 

Another application of negative feedback 
is Fig. 16.3 which employs a remote cut-off Pig. 16.3. Pentode toith negative feed- 
pentode with negative feedback provided back used as shunt resistance in an 
by capacitance Cj from plate to grid, attenuator to provide gain control. 
By this means the effective plate resistance with feedback becomes approximately 
l/g„. Thus a valve with a range of mutual conductance from 2000 to 2 micromhos 
may be used as a resistance varying from 500 to 500 000 ohms. The ratio between 
output and input voltages is given by 

RJig^R^R,^ + i?i + R,). 




PIG. Ifi.4 




. J 3 

V0I.TA6C ACROSS FILAMENT 

Fig. 16.4. Resistance characteristic 
of typical 4-6 volt 0.04 A metal 
filament lamp used in volume ex- 
panders (Ref. 45). 



With the values given in Fig. 16.3, a varia- 
tion approaching 33 db is obtainable when 
Vi has a maximvim g,n of 2000 micromhos 
(Ref. 62). The dominant (second) harmonic 
distortion is less than 0.2% for an input 
voltage of 2 volts. 

(v) Lamps 

Metal filament (dial) lamps may be used as 

control devices in volume expanders. A 
typical tungsten filament lamp has a resistance 
at maximum brilliancy of about 10 times that 
at room temperature (Fig. 16.4). See Sect. 
4(ii) for applications of metal filament lamps 
in expanders. 

Note : Carbon filament lamps have a re- 
sistance which is less when at maximum 
brilliancy than at room temperature. 
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(vi) Suppressor-grid control 

The control voltage may be applied to the suppressor grid of a suitable pentode 
valve. This is used in Figs. 16.11 and 16,12. 

References to suppressor-grid control : 7, 10, 16, 27, 33, 46. 



SECTION 4 : VOLUME EXPANSION 

(j) Introduction (it) Expanders incorporating lamps {Hi) Expanders utilizing 
feedback {iv) Expanders' incorporating remote cut-off pentodes (v) Expanders in- 
corporating remote cut-off triodes (vi) Expanders incorporating suppressor-grid con- 
trolled pentodes (vii) Expanders incorporating valves zoith five grids (viii) Expanders 
incorporating plate resistance control. 

(i) Introduction 

Volume expansion is very similar to volimie compression, and the same control 
methods are used for both, but the control voltage is of opposite polarity. In fact, 
an expander /compressor may be designed with a switch to change from one to the 
other (Fig. 16.14). 

The desirable characteristics which a volume expander should have are : 

1. Negligible non-linear distortion. 

2. The degree of expansion should be under control. 

3. The degree and control of expansion should be independent of the volimie level 
at which the amplifier is operated. 

4. The expansion should result in the upwards expansion of loud passages and the 
downwards expansion of soft passages. 

5. The attack time should be short — times from 0.2 to 200 milliseconds are in com- 
mon use, but the shorter times are preferable (say not exceeding 20 milliseconds). 

6. The recovery time should be adjustable from a fraction of a second to 1 or 2 
seconds. 

7. There should be no audible thump or transient distortion with sudden large 
transients. 

8. There should be no appreciable reduction in maximum power output. 

9. The overall gain should not be reduced seriously by the expander. 

10. The shape of the expansion characteristic should provide some expansion at 
low output levels, the amount of expansion steadily increasing all the way to 
maximum power output. 

For most purposes an expansion of 10 or 12 db is satisfactory, although some prefer 
up to 15 or even 20 db. 

It is preferable to introduce the expander into the amplifying chain so that mini- 
mum amplification follows it. It is therefore desirable to select a type of expander 
which is capable of a fairly high output voltage. It is preferable for tone controls 
to precede the expansion unit. 

Electronic methods of volume expansion may be divided into two groups, those 
in which the control voltage is derived from the output voltage,. and those in which 
it is derived from the input voltage, suitably amplified. The former method is cheaper 
and employs fewer valves, but it has a less desirable shape of expansion characteristic 
and may be unstable. The latter method is used in Figs. 16.10 to 16.15 inclusive, 
and is preferable in order to avoid thumps and blocking effects. 

When the control voltage is derived from the input voltage, a " side-chain " am- 
plifier is used (e.g. Fig. 16.10) with the final stage transformer-coupled to a suitable 
full-wave rectifier and load network. 
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(ii) Expanders incorporating lamps 

Small metal filament lamps are sometimes used in volume expanderSj the variation 
of about 10 to 1 in resistance (see Fig. 16.4) giving sufficient range of control. The 
simplicity and cheapness of some of these volume expanders make a strong appeal, 
although there are many shortcomings. If the lamps are placed in the voice coil 
circuit there is a loss of something like 50% of the power output. It is difficult to 
find lamps with characteristics suitable for all applications. It is not possible for the 
listener to control either the amount of expansion or the time constant. The degree 
of expansion falls rapidly as the operating level is reduced, and an appreciable amount 
of expansion can only be achieved at maximum power output. The more complicated 
designs overcome a few of these defects. 

A lamp with a 40 mA current has an anack time of about 30 milliseconds and a 
recovery time of about 150 milliseconds (Ref. 45). 

(A) Lamps in voice coil circuit 

The simplest form is Fig. 16.5 in which the lamp is shunted across the voice coil, 
but this is only effective with a pentode valve without voltage feedback, and the dis- 
tortion due to mismatching is severe except at one level. It is not used in practice. 



FIG. 16. S FIS. 16.6 




Pig. 16.5. Simplest form of volume Pig. 16.6. Bridge type of volume 
expander using a lamp expander using lamps. 



FIG. 16.7 




Pig. 16.7. Bridge type of volume 
expander using lamps which provides 
bass boosting at low levels. 



The bridge circuit of Fig. 16.6 is quite practical, and may be used with any type 
of output valve. At maximum volume this may possibly have an efficiency of 66%. 
With the addition of two inductors Z-i and and two capacitors Ci and (Fig. 16.7) 
it may be used to provide bass boosting at low output levels only (Refs. 50, 51, 52,.61), 
Correct load matching is arranged for maximum output, leaving the low level condition 
to look after itself. 

A suggested application of both carbon and metal filament lamps is Ref. 53. 

(B) Volume expander in stage preceding loudspeaker 

The loss of power caused by lamps in the voice coil circuit may be avoided by in- 
corporating the expander in an earlier stage. This necessitates a low power ampli- 
fier (driver) stage which provides enough power to operate the expander, say 3 watts, 
followed by a step-up transformer to the output stage, which may be a high-power 
push-pull amplifier. The volume control should follow the expander, or else two 
volume controls should be used (Ref. 54). 
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(C) Lamp-controlled feedback 

This is undoubtedly the best form of expander using lamps, although it suffers 
from most of the limitations of the lamp. An expansion of about 10 db is practicable 
and Fig. 16.8 shows one form which it may take. Refs. 22, 34, 45. 

References to expanders incorporating lamps : 22, 33, 34, 45, 50, 51, 52, 53, 54, 
55, 61. 




Pig^ 16.8. Lamp-oper- 
ated negative feec&ack 
volume expander {Ref. 22). 



(iii) Expanders utilizing feedback 

Two designs have been developed by Stevens (Ref. 58) and subsequently received 
attention (Ref. 22) but have certain limitations. 

An improved form is shown in Fig. 16.9 which gives an expansion of 29 db, with 
minimum gain of 200 times. The distonion is not visible on a C.R.O. with an out- 
put of 30 volts r.m.s. The attack time is 50 milliseconds and the recovery time about 
1 second j the latter may be adjusted by varying R^^. For further details see Refs. 
22, 24 and 68. 



(iv) Expanders incorporating 
remote cut-off pentodes 

This is the oldest type of volume 
expander and a very satisfactory one, 
the valves being types suitable for 
use as i-f amplifiers or audio a.v.c, 
stages in receivers. It is possible 
to obtain a good control characteris- 
tic and any reasonable degree of 
expansion, to provide independent 
volume and expansion controls, and 
to arrange the time constants of the 
circuit to give the desired attack and 
recovery times. In order to avoid 
non-linear distortion, the controlled 
stages should operate with input 
voltages not greater than 0.15 volt, 
with a load resistance of 50 000 
ohms. The controlled stages are 
nearly always arranged in push-pull 
— this eliminates even harmonic 
distortion and reduces intermodula- 
tion distortion. Push-pull opera- 
tion is particularly valuable in re- 
ducing " thump " with large tran- 
sients ; it also reduces any residual 
ripple that may come through from 
the rectifier. A further advantage 
of push-pull operation is that cath- 
ode and screen by-pass capacitors 
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Fig. 16.9. Volume expander using negative 
feedback ; (A) amplifier (jB) circuit for supply- 
ing control bias to the amplifier (Refs. 22, 24). 
= = K, = K4 = SP41 ; V, and F, 
together = 6H6. 



16.4 (iv) EXPANDERS INCORPORATING REMOTE CUT-OFF PENTODES 689 




Fig. 16.10. Volume expander incorporating remote cut-off pentodes (Ref. 23). 
Controls A — balance, B = volume, C — input level, D = expansion, E = time 

constant. 

may be omitted, thus eliminating time delay in the adjustment of electrode voltages. 
Valves used in each push-pull pair must be very carefully matched for plate current and 
mutual conductance at several points over the operating range of grid bias voltages. 
Owing to the limited input-voltage which may be used, there should be one voltage 
amplifier stage between the controlled stage and the power amplifier. 

An example of good design is Fig. 16.10 (Ref. 23). The minimum attack time is 
about 10 milliseconds and the recovery time of the order of 1 second. The expansion 
curve (db versus voltage) is approximately linear up to a d.c. control voltage of 20 
volts, which gives 10 db expansion. The 6SC7 stage is common to both sections. 
The 6SK7 push-pull stage is the controlled stage ; this is followed by the 6N7 voltage 
amplifier stage which is coupled to the 6V6-GT power amplifier. The signal to feed 
the rectifier is taken from the plate circuit of the 6SC7 stage, amplified in two stages 
(6F8-G), the second being a cathode follower, and rectified by the 6H6. The direct 
voltage from the 6H6 filter circuit is applied to the signal grids of the 6SK7 valves. 

In any expander of this general type, whatever may be the method of controlling 
the gain, it is necessary to prevent the transients in the output of the individual ex- 
pander valves from becoming so large as to cut off the following stage. This can be 
accomplished by transformer coupling, by a direct-coupled phase inverter (as in 
Fig. 16.13) or by the use of low values of load resistances and coupling capacitances 
(as Fig. 16.10). With the third method it is necessary to incorporate an equalizing 
network to give a flat overall frequency response. 

Refs. 22 (Part 1), 23. 

(v) Expanders incorporating remote cut-off triodes 

Any remote cut-off pentode may be connected as a triode (screen, suppressor and 
plate tied together) to form a triode which may be used in a similar manner to a pen- 
tode, except that the gain will be lower. It has been stated that a single valve has 
0.37% tptal harmonic distortion unexpanded, 0.64% expanded, predominately 
second harmonic, when the output level is — 25 db (i e. 0.056 volt). For further 
details see Refs. 1, 42. 

(vi) Expanders incorporating suppressor-grid controlled pentodes 

A sharp cut-off pentode of suitable design may be used for controlling the gain — 
the English Mazda AC/SPl and the American 6SJ7 are typical examples. One 
example of this application is Fig. 16.11 (Refs. 7, 10) which has an attack time of about 
1 millisecond, and a variable recovery time of about 1 second maximum.. Resistors 
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Fig. 16.11. Volume expander incorporating push-pull suppressor-controlled pen- 
todes {Ref. 7). = MH^, J/^ = = AC/SPl, V, = KTAl, V, = V,= AZ3. 

i?9 and Rio prevent the suppressor grids from being driven positive. With the 
moving contacts of R^^ and at the chassis ends, i?i shoiild be adjusted in con- 
junction with the volume control of the main amplifier so that the latter will just be 
fully loaded with the loudest signal. is then adjusted to give the desired expansion. 
Ri2 is advanced until the loudest signal just causes the suppressors to be at cathode 
potential. Any further alteration in volume level should be made by R^. Some 
suggested modifications are given in Refs. 10, 16. 

A second example is Fig. 16.12 (Ref. 27) in which the need for push-pull operation 
and for a transformer is avoided by an ingenious device. Vi is the suppressor- 
controlled stage while Fa is a " dummy " designed to balance the plate and screen 
currents of Vi so that the current passing through each load resistor is constant. The 
maximimi signal input to the expander stage is about 0.25 volt, and the maximimi 
signal output of the expander is of the order of several volts, for low distortion. The 
controlled range is about 15 db. The diode rectifier incorporated in the suppressor 
circuit prevents the suppressor from being driven positive. The time constants 
are such that 75% of final gain is achieved in the fast position in approximately 20 
milliseconds, and in the slow position 60 milliseconds. The recovery times are 
about 0.5 and 1.2 seconds. 

References 27, 46. pig. i6. 12 




Fig. 16.12. Single-ended surgeless volume expander incorporating suppressor-grid 
control (Ref. 27). 
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(vii) Expanders incorporating valves with five grids 
(A) Ineorpopating type 61.7 

This valve type has two signal input grids, grid No. 1 having a remote cut-off 
characteristic, and grid No. 3 having a sharp cut-off characteristic. Normally the 
signal is applied to No. I grid which operates at a fixed bias of about — 10 volts, grid 
No. 3 is operated with a static bias of approximately — 18 volts, the screen is main- 
tained at 100 volts and the static plate current is from 0.12 to 0.15 mA. The expan- 
sion available is about 20 db, and the maximum input is 1 volt, or say 0.5 volt for 
reasonably low distortion. There may be difficulty with hum, owing to the low signal 
amplification with small input voltages. There must be a careful compromise be- 
tween time of " attack " and suppression of the ripple voltage produced by the bias 
rectifier. Particularly when the input level is low, the transient voltages on No. 3 
grid become audible as clicks or thumps. These remarks apply to the old form of 
single valve design (Refs. 13, 35, 55, 64). 

An improved form is shown in Fig. 16.13 (Ref. 21) which makes use of push-pull 
6L7 control valves and direct-coupling to the following 6SJ7 phase inverter. The 
attack time is 12 milliseconds and the recovery time adjustable from 0.07 to 0.9 second. 

References to 6L7 expanders : 19, 21, 35, 55, 64. 

fiG 16.13. 




Fig. 16.13. Volume expander incorporating push-pull 6L7 control valves (Ref. 21). 



(B) Incorporating 6A8 

The input signal is applied to Grid No. 1 (oscillator grid) and the amplified voltage 
for control purposes is taken from a volume control in the plate circuit of Grid No. 2 
(anode grid), rectified by a separate rectifier and then applied to Grid No. 4 (control 
grid). Ref. 14 ; also Ref. 56 (incorporating MX40). 

(C) Incorporating triode-hexode (6K8) 

The input signal is applied both to Grid No. 1 of the hexode and to the grid of the 
triode, and the amplified voltage for control purposes is taken from a volimie control 
in the triode plate circuit, rectified by a separate rectifier and then applied to Grid 
No. 3 of the hexode Ref 14. 

(D) Incorporating type 6SA7, 6BE6, or 7Q7 

One possible application is Fig. 16.14 (Ref. 25) in which push-pull 7Q7 valves 
form the controlled stage. The maximum expansion is 18 db, attack time 3 milli- 
seconds and recovery time 0.5 second. The push-pull signal is applied from the phase 
splitter to the No. 3 grids of the 7Q7 valves, while the control voltage is applied to the 
No. 1 grids in parallel. In the original article this expansion circuit is incorporated 
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FIG 16 14 




Fig. 16.14. Volume expander/compressor incorporating push-pull 7Q7 {= 6SA7 = 
6B-E6) control valves and 7N7 ( — 6SN7~GT') as phase splitter and control amplifier 
mth 1JV34 germanium crystal diode rectifiers (Ref. 25). 



in a complete 30 watt amplifier with 4% total harmonic distortion at zero expansion 
which is increased to 5.5% with maximum expansion. 

(viii) Expanders incorporating plate resistance control 

The plate resistance of a valve may be varied either by varying the grid bias or by 
applying feedback. In either case it may be used to shtmt across a network and 
thereby to control the overall gain. 

Some possible applications are described in Refs. 22 (Part 1 Fig. 3)^ 41, 43 and 55 
(Fig. 6). A good design is Fig. 16.15 (Ref. 43) in which a rapid attack is combined 
with a recovery time which may be varied from 0.5 to 10 seconds. The maximum 
expansion is 12 db, and the intermodulation distortion is always less than 1.75%. 
The Expansion characteristic (db versus db) is almost linear. The push-pull 6J5 
valves form a Class Aj amplifier with a normal load of 15 000 ohms across each valve. 
The 6P5 ( = 76) valves form the controlling stage and place an additional shunt load 
from a high value to 10 000 ohms per valve. The maximimi input voltage is 3 volts 
peak, grid to grid. If a high impedance input circuit is desired, transformer Tj 
may be replaced by a phase splitter stage (Fig. 6 of Ref. 43). The close approach to 
linearity in the expansion characteristic is obtained by arranging 6 db more expansion 
than necessary, and then reducing the overall gain by 6 db through negative feedback. 

Some alternative applications are discussed in Ref 13. 
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Pig. 16.15. Volume expander incorporating plate resistance control {Ref. 43), 



SECTION 5 : PUBLIC ADDRESS A.V.C. 

Audio a.v.c, may be applied to an a-f amplifier so as to permit the speaker to move 
his head without causing a serious drop in sound output level from the loudspeaker. 
The usual method is to incorporate into the amplifier a control valve, at such a level 
that the input voltage to the control valve is about 0.5 volt for type 6L7 or 0.15 volt 
for a remote cut-off pentode. Other methods of control can, of course, be used. 
The control voltage may be derived from a suitable point on the main amplifier, 
preferably through an isolating stage, with a full wrave rectifier and filter in the usual 
way. A typical example is Ref. 65. 

References to public address a.v.c. : 39, 65, 92. 



SECTION 6 : SPEECH CLIPPERS 

In the case of speech it is practicable to clip the peaks without seriously affecting 
the tonal qualities of the voice, and with a bearable degree of distortion. With a 
suitably designed speech clipper it is possible to operate at a higher average level than 
with a limiter, owing to the long recovery time which is necessary with the latter. 
A speech clipper is practically instantaneous in its action. 

When peaks have been clipped there should be a minimum of phase distortion in 
the remainder of the amplifier, at least up to 8000 c/s. The response should be flat 
from 200 to 4000 c/s, but there must be treble attenuation above 4000 c/s — at least 
25 db at 10 000 c/s. The treble attenuation may be provided by a single constant 
k section filter, since the harmonics are attenuated sufficiently before they are shifted 
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far enough in phase to increase appreciably the peak amplitude of the wave. At the 
bass end, satisfactory results are obtained if the response following the clipper stage 
is attenuated 3 db or less. 

The Plex amplifier (Ref. 37, Fig. 3) is capable of 20 db peak clipping before the 
distortion becomes serious. The average increase in power level is about 12 db. 

An alternative design of speech clipper incorporated in a speech amplifier is given 
in Fig. 2 of Ref. 28. 



FIG. '6. 16 




B + 



Fig. 16.16. Simple form of speech clipper suitable for an amateur transmitter. 
The 3.75 H choke must have low d.c. resistance and good a-f characteristics (Ref. 28). 

A much simpler form of speech clipper, but one good enough for use with amateur 
transmitters, is shown in Fig. 16.16 (Ref. 28). 

" Infinite " peak clipping has been used successfully, giving articulation from 50 
to 90%. If preceded and followed by suitable frequency-tilting filters, the articu- 
lation may reach 97% with a quality sounding very much like normal speech. See 
Chapter 14 Sect. 11 (ii), also Ref. 71 of this chapter. 

References to speech clippers : 28, 37, 53, 71. 



SECTION 7 : NOISE PEAK AND OUTPUT LIMITERS 



(0 Introduction {ii) Instantaneous noise peak limiters {Hi) Output limiters {iv) 
General remarks. 

(i) Introduction 

Limiters are restrictive devices to mitigate the effects of imdesired electrical dis- 
turbances of an impulsive nature 
such as static and ignition noise 
on the output of an A-M re- 
ceiver. 



(ii) Instantaneous noise- 
peak limiters 

(A) Series noise-peak limiters 

These are highly effective in 
radio receivers. Fig. 16.17 is a 
simple series limiter which only 
requires four additional com- 
ponents as shown inside the 
dash-dash rectangle. Threshold 
bias is derived from the rectified 
carrier. 




i i.*^. _ _ 0]9'ji^j 

16.17. Simple series limiter {Ref. 30). 
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(il) INSTANTANEOUS NOISE-PEAK LIMITERS 
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When a 6H6 valve is used for 
both diodes, the hum may be re- 
duced by earthing the end of the 
heater which is closer to the 
diode D2. The hum may still 
be troublesome even with this 
precaution. 

A circuit giving lower hum is 
Fig. 15.18 ; if a limiter on/off 
switch is used, two different 
values of will be required. 

(B) Series-type noise limiter 
with threshold adjust- 
ment 

In this form the limiter thres- 
hold can be varied from about 
65% modulation down to sub- 
stantially zero, on half of the 
modulation cycle (Fig. 16.19)- 
Diode D3 may be added to buck 
the thermionic potential of the 
limiter diode and thereby im- 
prove the effectiveness at low 
carrier levels ; this is at the cost 
of increased distortion. 




EOUIVALENT 
CIRCUIT 



Fig. 16.18. Hum-reduction version of simple series 
limiter with equivalent circuit to show bridge con- 
figuration (,Ref. 30). 



(C) Low-loss series-type noise limiter (Fig. 16.20) 

This provides the a-f amplifier with a higher percentage of the a-f voltage across 
the detector diode load (2 or 3 db improvement). 
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Fig. 16.19. Series-type noise limiter with threshold adjustment {Ref. 30). 
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(ii) (C) LOW-LOSS SBRIES-TYPE NOISE LIMITER 
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Fig. 16.20, Low-loss series 
limiter. (Ref- 30). 
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(D) Balanced-detector noise limiter (Fig. 16.21) 

This functions as a balanced bridge arrangement for detector voltages above the 
limiting threshold, with unbalance at all other times. It must be adjusted manually 
for each carrier level. This is not a very satisfactory form of limiter. 

FIG, 16.21 ^ uSIHr 





Fig. 16.21. Balanced-detec- 
tor noise limiter (Ref. 30). 
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(E) Automatic balanced-detector noise limiter (Fig, 16,22) 

The additional diode is operated from a tertiary winding on the final i-f transformer. 
Limiting does not take place at modulation depths below 100%, This is an improve- 
ment on Fig, 16.21 but it also is limited in performance. 
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Fig. 16.22. Automatic 
balanced-detector noise 
limiter. (Ref. 30), 
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Fig. 16.23. Balancing-type noise limiter Fig. 
{Ref. 30). 



16.24. Triode shunt-type noise 
limiter {Ref. 30). 
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(F) Balancing-type noise limiter (Fig. 16.23) 

This uses a limiter diode with reversed polarity, shunted across the detector diode. 
The modulation distortion is quite high, even on relatively low modulation depths. 
This circuit gives effective limiting of noise peaks. It provides about twice the 
normally obtainable a.v.c. voltage when the direct potential across R^ is utilized. 

(G) Triode shunt-type noise limiter (Fig. 16.24) 

This circuit employs the plate resistance of a triode shunted across a portion of 
detector diode load, the magnitude of the shunt resistance being controlled by the 
grid and plate voltages, which act in conjunction with differential time-constants. 

The percentage of modulation at 
which distortion begins depends on 
the triode used, the values of R^, Ri 
and ^3, the time-constants involved, 
and the absolute carrier level. The 
higher carrier levels produce no dis- 
tortion and no limiting. Serious 
distortion has been observed with 
10% modulation at low signal levels. 
Effective limiting action is restricted 
to a narrow range of carrier input 
limiter levels, generally above 10 Mc/s in 
carrier frequency. 
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(H) Simple diode shunt-type . noise Umiter (Fig. 16.25) 

This is the simplest form of limiter, but the performance is not very good ; some 
improvement is evident on pulse type interference on signals above 10 Mc/s. 

FIC 16 2t 

(I) Modified shunt-type noise 
Umiter (Fig. 16.26) 

This limiter begins to cause dis- 
tortion at about 100% modulation 
for the values shown. This form is 
much more effective than the simple 
shunt limiter, although not so good 
as the simple series-type limiter at 
the lower carrier frequencies. 
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(ii) (J) DEGENERATIVE NOISE-LIMITER 
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Fig. 16.27. Degenerative noise limiter, acting between first and second i-f stages 

{Ref. 30). 

(J) Degenerative noise-limiter (Fig. 16.27) 

Degenerative feed to the i-f amplifier prior to final detection is used in this circuit. 
A portion of the output from the first i-f amplifier is amplified in the first and second 
noise-limiter amplifiers, and the resulting i-f output is coupled into a full-wave recti- 
fier having as a load resistance. The direct voltage developed across provides 
the bias for the grid of a 6L7 serving as second i-f amplifier. Front panel control 
7? 3 provides a positive delay voltage for the diode cathodes, to prevent rectification 
until the signal or noise peaks exceed this bias. This limiter requires manual adjust- 
ment of the threshold of operation, and is useless on fading signals. Modulation 
distortion is determined by the delay bias obtained from 3 or by an accessory a.v.c 
bias if provision is made for automatic biasing. 

(iii) Output limiters 

(A) R-F output limiter 

This method, using low voltages on r-f amplifier plates and screens, is mainly used 
for telegraphy (Ref. 30). 

(B) A-F saturation-type output limiter 

This method gives control of the maximum output of the a-f power amplifier by 
suitably adjusting the plate, screen and grid voltages. A low-pass filter filters out 
distortion produced in the output stage. A similar result may also be achieved in 
an a-f voltage amplifier by controlling the screen voltage of a pentode valve. These 
are mainly used for modulated c-w (Ref. 30). 



(C) Logarithmic compressor (Fig. 16.28) 

- This circuit is a two-stage a-f amplifier with negative feedback, having two diodes 
connected in series with the feedback path in such a way as to provide a path for both 
positive and negative half-cycles of the feedback voltage. Potentiometer R^o provides 
bias to the diodes for setting the limiting level. 

Using the diodes in this manner is equivalent to varying the feedback percentage 
from a low value to a maximum as the instantaneous feedback voltage rises, with 
the reverse effect as the instantaneous feedback voltage falls. This circuit produces 
considerable distortion on speech or music but does not destroy intelligibility. Noise 
interference is reduced substantially, and almost as effectively in some cases as with a 
series noise-peak limiter. 
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(iii) (C) LOGARITHMIC COMPRESSOR 
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Fig. 16.28. Logarithmic compressor {Ref. 30). 



(iv) General remarks 

Satisfactory protection against blocking may be provided by arranging for the stage 
preceding the final i-f amplifier to overload before the final i-f amplifier, then for each 
preceding stage to overload in turn. 

A linear detector (or second detector) is desirable when handling a high noise level. 
It is desirable to have control of the a-f gain of the stage following an instantaneous 
limiter — shunt limiters operate better with low following a-f gain. Ref. 30. 



SECTION 8 : REFERENCES 

1. McProud, C. G. " Volume expansion with a triode " Elect. 13.8 (Aug. 1940) 17. 

2. Schradcr, H. J. U.S. Patent 2,343,207 (1944)— Improved voltage limiter. 

3. " Contrast expansion etc." (letters) A. H. King W.W. 48.12 (Dec. 1942) 290 ; J. R. Hughes 49.1 
(Tan. 1943) 29 ; J. Moir 49.3 (Mar. 1943) 92 ; D. T. N. Williamson, W.W. 49.5 (May 1943) 151 ; 
J. R. Hughes 49.8 (Aug. 1943) 240 ; C. E. G. BaUey 49.10 (Oct. 1943) 313 ; J. R. Hughes 49.12 
(Dec. 1943) 382 ; A. A. Tomkins 50.5 (May 1944) 152. 

4. Hilliard, J. K. " A limiting amplifier with peak control action " Comm. 23.5 (May 1943) 13. 

5. Lewis, R. " A peak-limiting amplifier for recording " Q.S.T. 27.9 (Sept. 1943) 26. Letter 28.8 
(Aug. 1944) 55. . , . . . , . , J . ,. 

7. Williamson, D. T. N. " Contrast expansion umt — design gmng unequal pick-up and decline 

delays " W.W. 49.9 (Sept. 1943) 266. Corrections W.W. 49.10 (Oct. 1943) 315. 
9. Miller, B. F. " Sibilant speech sounds " Electronic Eng. 16.185 (July 1943) 69. 
10. Williamson, D. T. N. " Further notes on the contrast expansion unit " W.W. 49.12 (Dec. 1943) 375. 

12. Herrick, G. Q. " Volume compressor for radio stations " Elect. 16.12 (Dec. 1943) 135. 

13. Felix, M. O. " New contrast expansion circuit — applying the principle of the cathode follower ' 
W.W. 50.3 (March 1944) 92. Letters W. C. Newman 50.5 (May 1944) 152 ; D. T. N. WiUiamson 
50.6 (June 1944) 187. , , „ „ . 

14. " Simple volume expander circuits " Australasian Radio World (Apnl 1944) 11 — based on R.C.A. 
(E. W. Herold) Patent 264, 942 (March 30, 1939) U.S.A. 

16. Ingham, W. E., and A. poster " Variable contrast expansion— control of contrast range without 
change of average level " W.W. 50.8 (Aug. 1944) 243. . , . ^ 

17. Roddam, T. " New thoughts on volume expansion — contrast should be proportional to size ot room 
W.W. 50.9 (Sept. 1944) 286. 

18. Cosens, C. R. " RF volume expansion" W.W. 50.12 (Dec. 1944) 381 

19. Hansen, I. C. " Contrast without distortion " Australasian Radio World (April 1945) 15 

20. Crane, R. W. " Suggestions for design of volume expanders " Elect. 18.5 (May 1945) 236. 

21. Weidemann, H. K. " A volume expander for audio ampUfiers— reducing time constant for more 
rapid response " Q.S.T. 29.8 (Aug. 1945) 19. j ,• 

22. White, J. G. " Contrast expansion — the use of negative feedback ; its advantages over earlier 
methods " W.W. 51.9 (Sept. 1945) 275 ; 51.10 (Oct. 1945) 309 with bibUography. 

23. Ehrlich, R. W. " Volume expander design " Elect. 18.12 (Dec. 1945) 124. , „ „, ^ c-, 

24. White, J. G. " Contrast expansion — some pracucal results usmg negauve feedback W.W. 

25. Ato^S, R.*C. "^A volume expander compressor preamplifier" Radio News 35.6 (June 1946) 32. 
27. Butz, A. N. " Surgeless vohune expander" Elect. 19.9 (Sept. 1946) 140. ^ , . „ ,^ 
28 Smith, J. W., and N. H. Hale " Speech clippers for more effective modulanon Comm. 25.10 

(Oct. 1946) 20. 



700 



REFERENCES 



16.8 



29. Phillips, W. E. " Volume Compression for FM broadcasting — Raytheon volume limiter " F.M. and 
T. 6.9 (Sept. 1946) 28. 

30. Toth, E. " Noise and output limiters " Elect. (1) 19.11 (Nov. 1946) 114 ; (2) 19.12 (Dec. 1946) 120. 

31. Stewart, H. H., and H. S. Pollock, " Compression with feedback " Elect. 13.2 (Feb. 1940) 19. 

32. Moorhouse, C. W. " A high fidelity peak-limiting amplifier " Q.S.T. 28.5 (May 1944) 19. 

33. Philips, "Volume expansion" Philips Tec. Com. 77 (Sept./Oct. 1940). 

34. Henriquez, V, C. *' Compression and expansion in transmission sound " Philips Tec. Rev. 3. 7 

(July 1938) 204. 

35. R.C.A. " Application Note on the 6L7 as a volume expander for phonographs " No. 53 (Nov. 27, 

1935). 

36. IWaxwell, D. E. " Automatic gain-adjusting amplifier " Tele-Tech 6.2 (Feb. 1947) 34. 

37. Dean, M. H. " The theory and design of speech clipping circuits " Tele-Tech 6.5 (May 1947) 62. 

38. "Level-governing audio ampUfler " (W.E. model 1126C) Tele-Tech. 6.8 (Aug. 1947) 67. 

39. Jurek, W. M., and J. H. Guenther " Automatic Gain Control and Limiting Amplifier " Elect. 20.9. 
(Sept. 1947) 94. 

40. Maxwell, D. E. "Dynamic performance of peak-limiting amplifiers" Froc. I.R.E. 35.11 (Nov. 

1947) 1349. 

41. McFroud, C. G. " Experimental volume expander and scratch suppressor " Audio Eng. 31.7 (Aug. 

1947) 13. 

42. Johnson, M. P. "Multi-purpose audio amplifier" Audio Eng. 31.7 (Aug. 1947) 20. 

43. Pickering, N. C. "High fidelity volume expander" Audio Eng. 31.8 (Sept. 1947) 7. 

44. Dean, W. W., and L. M. Leeds " Performance and use of limiting ampllli ers " Audio Eng. 31.6 
(July 1Q47) 17. 

45. Korn, T. S. "Dynamic sound reproduction" Elect. 21.7 (July 1948') 166. 

46. Tomkins, A. A. " Surgeless volume expansion " W.W. 54.6 (June 1948) 234. Correction 54.9 
(Sept. 1948) 347. 

48. Tillson, B. J. " Musical acoustics," Part 5, Audio Eng. 31.9 (Oct. 1947) 25. 

50. Weeden, W. N. " SimpUfied volume expansion " W.W. 38.17 (24th AprU 1936) 407. 

51. Tanner, R. H., and V. T. Dickins " Inexpensive volume expansion " W.W. 38.21 (22nd May 1936) 

52. Tanner, R. H. " Lamps for volume expansion " W.W. 39.7 (14th August 1936) 146. 

53. Sayers, G. " Notes on contrast expansion " W.W. 39.12 (18th Sept. 1936) 313. 

54. Weeden, W. N. " Improving the simpUfied volume expander " W.W. 40.3 (15th Jan. 1937) 68. 

55. Weeden, W. N. " Contrast amplification ; a new development " W.W. 39.25 (18th Dec. 1936) 636. 

56. "Contrast expansion unit" W.W. 41.24 (9th Dec. 1937) 590. 

57. " Contrast expansion utiit ; a correction " W.W. 41.25 (16th Dec. 1937) 621. 

58. Stevens, B. J. "Low distortion volume expansion using negative feedback" W.E. 15.174 (March 
1938) 143. 

59. Amos, S. W. " Distortion in radio receivers " Electronic Eng. 14.169 (March 1942) 686. 

61. " Light-bulb volume expander " Elect. 9.3 (March 1936) 9. 

62. Barber, A. W. " Plate resistance control in vacuum tubes as audio gain control means " Comm. 
17.10 (Oct. 1937) 23. 

63. Black, W. L., and N. C. Norman " Program-operated level-governing amplifier " Proc. I.R.E. 29 11 
(Nov. 1941) 573. 

64. Sinnett, C. M. " Practical volume expansion " Elect. 8.11 (Nov. 1935) 14. 

65. Pare, H. " Public address avc " Elect. 10.7 (July 1937) 24. 

66. Cook, E. G. " A low distortion limiting ampUfier " Elect. 12.6 (June 1939) 38. 

67. Grimwood, W. K. " Volume compressors for sound recording " Jour. S.M.P.E. 52.1 (Jan. 1949) 49 

68. Wheeler, L. J. " Contrast expansion " W.W. 55.6 (June 1949) 211. 

69. Singer, K. " High quality recording electronic mixer " Jour. S.M.P.E. 52.6 (June 1949) 676. 

70. Singer, K. " Preselection of variable gain tubes for compressors " Jour. S.M.P.E. 52.6 (June 1949) 
684. 

71. Licklider, J. C. R., and I. Pollack " Effects of differentiation, integration and infinite peak clipping 
upon the intelligibility of speech " J. Acous. Soc. Am. 20.1 (Jan. 1948) 42. 

72. A.W.A. Model G51501 (Amalgamated Wireless Australasia Ltd.). 

73. WcUer, J. A. " A volume limiter for leased-line service " Bell Lab. Rec. 23.3 (March 1945) 72. 

74. Hilliard, J. K. " The variable-density film recording system used at MGM studios " Jour. S iW.P E 
40 (March 1943) 143. 

75. Miller, B. F. " Elimination of relative spectral energy distortion in electronic compressors " Jour. 
S.M.P.E. 39 (Nov. 1942) 317. 

76. Smith, W. W. " Premodulation speech clipping and filtering " Q.S.T. 30.2 (Feb. 1946) 46. 

77. Smith, J. w., and N. H. Hale, " Let's not overmodulate — it isn't necessary " Q.S.T. 30.11 (Nov. 
1946) 23. 

78. Smith, W. W. " More on speech clipping " Q.S.T. 31.3 (March 1947) 18. 

79. Mather, N. W, " Clipping and clamping circuits " Elect. 20.7 (July 1947) 111. 

80. Kryter, K. D., J. C. R. Locklider and S. S. Stevens "Premodulation clipping in AM voice com- 
munication " J. Acous. Soc. Am. 19.1 (Jan. 1947) 125. 

81. Winkler, M. R. " Instantaneous deviation control " Elect. 22.9 (Sept. 1949) 97 

82. U.S. patent appln. 793,916— H. E. Haynes, Variable gain amplifier (RCV 11688). 

83. U.S. patent appln. 794,050— H. J. WoU Variable gain systems (RCV 11504). 

84. U.S. patent appln. 768,319— W. W. H. Dean Peak clipper and indicator therefor (RCA 25944). 
(O t ™ 5*0)' 27 " audio gain controls " Audio Eng. (1) 34.9 (Sept. 1950) 16 ; : f2)ia4.10 

^ ^9?"'!? ^" " '"'^ operation of a new limiting amplifier " Audio Eng. 34.11 (Nov. 

87. Haynes, H. E. " New principle for electronic volume compression" Jour. S.M.P.T.E 58 2 (Feb 
1952) 137. Reprinted Radiotronics 17.8 (Aug. 1952) 136. . v>:u. 

Additional references will be found in the Supplement commencing cn page 1475. 



CHAPTER 17 



REPRODUCTION FROM RECORDS 



By F. Langford-Smith, B.Sc, B.E. 



Section 


Page 


1. 


Introduction to disc recording 


... 701 


2. 


Discs and styli 


... 706 


3. 


Pickups ... 


... 714 


4. 


Tracking 


... 723 


5. 


Recording characteristics, equalizers and amplifiers ... 


... 727 


6. 


Distortion and undesirable effects 


... 757 


7. 


Noise reduction 


... 763 


8. 


Lacquer disc home recording (direct playback) 


... 766 


9. 


Reproduction from transcription discs 


... 769 


10. 


References to lateral disc recording 


... 771 



SECTION 1 : INTRODUCTION TO DISC RECORDING 

(i) Methods used in sound recording (ii) Principles of lateral recording (Hi) Fre- 
quency range (iv) Surface noise and dynamic range (v) Processing (vi) Turntables 
and driving mechanism {vii) Automatic record changers. 



(i) Methods used in sound recording 

There are many methods which have been used for sound recording, but these may 
be arranged in the following principal groups : 

1. Magnetic recording includes magnetic wire and magnetic tape. See Refs. 
258 (Chapter 29), 272, 316, 318. 

2. Sound on film finds its principal application in cinema films. The Philips- 
Miller engraved film system is used to a limited extent for broadcast transcription. 
Film is also used for embossed lateral recording for some special applications. The 
high cost of the film precludes the use of this medium in most other fields. See 
Ref. 258. 

3. Mechanical groove recording is used in various forms including 

(a) the cylinder (e.g. dictaphone) 

(b) the disc, which is the only type of recording considered in this chapter. 
Two methods of recording are used with discs : 

1. Vertical recording (" hill and dale "), which has had only a limited field of 
application, and appears tuilikely to be used extensively in the future. 

2. Lateral recording which is the method used most generally, and is the subject 
of this chapter. 

Lateral recording is used with five types of discs— 

(a) The 78 r.p.m. " shellac " pressings, 

(b) The 33-1/3 r.p.m. fine groove, otherwise known as microgroove or long- 
playing (LP) records, 

(c) The 45 r.p.m. fine groove records, 

(d) Lacquer discs used for direct playback — see Sect. 8, 

(e) Discs used principally for broadcast transcription recording, usually operated 
at 33-1/3 r.p.m. — see Sect. 9. 
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The nominal speed of rotation is interpreted for recording as follows : 
Supply frequency 50 c/s 60 c/s (R.M.A.) 

78 r.p.m. nominal 77.92 78.26 r.p.m. (R.M.A.) 

33-1/3 r.p.m. nominal 33-1/3 33-1/3 r.p.m. (R.M.A.) 

Tolerance in speed of rotation ± 0.5% ± 0.3% (N.A.B.) 
The speed is usually checked by means of a stroboscope illuminated by a lamp 
supplied from a.c. mains. The usual arrangement is : 

Supply frequency 50 c/s 60 c/s (N.A.B.) 

Number of bars on stroboscope 77 92 for 78 r.p.m. 

180 216 for 33-1/3 r.p.m. 

At either 78.26 or 33-1 /3 r.p.m. not more than 21 dots per minute in either direction 
may drift past a reference point (N.A.B. for recording). 

See Reference 89 for a " Glossary of disk-recording terms." See Reference 105 
for a " Bibliography of disc recording " (1921 to 1947). 

See References 2, 87, 237 and 260 for American Recording Standards. • See Sect. 2 
for current English and American practice, 
(ii) Principles of lateral recording 

In lateral recording the groove forms a spiral either from the outside to the inside 
(as with all commercial " home " recordings) or from the inside to the outside (as 
with some transcription discs). The groove undulates horizontally from side to side 
of the mean path so as to deflect the stylus (needle) and armature of the pickup in 
accordance with the recorded sound (Fig. 17.1). The undulation of the groove is 
called " modulation " and the movement to one side of the mean path at any instant 
is called the amplitude of the modulation. The stylus is wedged in the groove by the 
effective vertical pressure due to the weight of the pickup, and moves radially about 
the pivot of the armature (Fig. 17.2). 




Ccnrrc line of 
Groove 



FIG. 17. I FIG. 17. 3 

Unmodulated (left) and modulated (right) groove of lateral recording. 



Pis- 17.1. 

Fig. 17.2. Motion of stylus tip with lateral recording. 

If the recorded sound is of sine-wave form, the maximum transverse velocity of the 
stylus tip will occur at O and zero velocity will occur at B and B', the two extremities 
of travel. This is an example of simple harmonic motion (see Chapter 6 Sect. 4). 
The maximum transverse velocity is 27r//4 where / is the frequency in c/s and A is 
the peak amplitude. The r.m.s. transverse velocity is given by 1.41 -rtfA. 

The recorded level may be specified in terms of r.m.s. velocities at 1000 c/s, 
or in decibels with a reference level 0 db = 1 cm/sec. lateral r.m.s. stylus velocity. 
The following tables are based on this usage. 

(A) 78 r.p.m. — Cross-over frequency = 500 c/s 



Velocity Peak 

Level r.m.s. amplitude* 

+ 10 db 3.16 cm/sec 0.56 mil 

+ 16 db 6.31 cm/sec 1.1 mils 

+ 18 db 7.94 cm/sec 1.4 mils 

+ 22 db 12.6 cm/sec 2.2 mils 

+ 26.8 db 22 cm/sec 3.8 mils 



Comments 



R.M.A. Frequency Test Record No. 1(A) 
j^R.M.A. Frequency Test Record No. 1(B) 



max. velocity (1000 c/s). 



• Over constant amplitude portion. 



Max. instantaneous programme peak. 
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(B) 78 r.p.m. — Cross-over frequency 

Velocity Peak 
Level r.m.s. amplitude* 

+ 10 db 3.16 cm/sec 1.1 mils 
+ 12 db 3.98 cm/sec 1.4 mils 
+ 15 db 5.62 cm/sec 2.0 mils 
+ 18 db 7.94 cm/sec 2.8 mils 
N.B. 1 mil = 0.001 inch. 

(C) 45 r.p.m. 

Velocity 
r.m.s. 

5.2 cm/sec 
14.0 cm/sec 
18.0 cm/sec 



250 c/s 



Comments 



Normal maximmn level 



Comments 

RCA Test record 12-5-31 (1000 c/s) 
Max. instantaneous programme peak. 
Max. level on R.C.A. Test Record 12-5-37. 



Level 

+ 14.3 db 
+ 22.9 db 
4- 25.1 db 

(D) 33-1/3 r.p.m. (LP) 

Velocity 
Level r.m.s. 

-1- 7.5 db 2.4 cm/sec Colmnbia Test record RD-103 (1000 c/s). 

+ 22.9 db 14.0 cm/sec Max. instantaneous programme peak. 

There are two basic methods of recording sounds of different frequencies — constant 
velocity and constant amplitude. " Constant velocity " refers to the maximum 
transverse velocity of the stylus tip at the zero axiSj this being held constant as the 
frequency changes. A diagrammatic representation of constant velocity recording 
for two frequencies is given in Fig. 17.3. 
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Fig. 17.3. Diagram of constant velocity recording for two frequencies f and 2f. 
Fig. 17.4. Diagram of constant amplitude recording for two frequencies f and If. 

It may be shown that constant velocity recording has the following characteristics 
for constant power at all frequencies — 

1. The peak amplitude is inversely proportional to the frequency. 

2. The maximum slope of the curve is the same for all frequencies. 

In the general case when the power is changing, the maximimi velocity at any fre- 
quency is proportional to the peak amplitude. With an " ideal " electro-magnetic 
pickup, which inherently follows a constant velocity characteristic, the output voltage 
for sine waveform is proportional to the maximum velocity at all frequencies. 

Constant velocity recording is not suitable for use over a very wide frequency ratio, 
owing to the large variation in peak amplitudes. For example, over a range of 8 
octaves the ratio of maximum to minimum amplitude is 256 to 1. 

" Constant amplitude " recording indicates that the maximum amplitude is 
held constant when the frequency changes, for constant power output (Fig. 17.4). 
It may be shown that the maximum slope is proportional to the frequency. 

Constant amplitude recording is very suitable for low frequencies, but is not satis- 
factory with large amplitudes at the highest audio frequencies because the transverse 
velocity of the needle tip becomes excessive, leading to distortion in recording and in 
reproducing. On the other hand, constant velocity recording is satisfactory over a 

♦Over constant amplitude portion. 
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limited frequency range of medium or high frequencies. Therefore most recording 
systems employ an approximation to constant amplitude recording at low frequencies 
and an approximation to constant velocity recording for at least part of the medium 
and higher frequency range (see Sect. 5), 

It may be shown (Ref. 146) that the minimum radius of curvature at the peak of 
the curve is given by 

P = 0.025AV^ (1) 
where p = radius of curvature in inches 

A = wavelength of sine-wave ciurve in inches 
and A = peak amplitude of curve in inches. 
Equation (1) may also be put into the form 

A = 0.025 AVp. (2) 
Any stylus is unable to fit accurately an imdulation in the groove with a radius of 
curvature at the point of contact less than its own radius of curvature. We may there- 
fore apply eqn. (2), taking p as the radius of curvatture of the stylus, to give the maxi- 
mum amplitude (called the critical amplitude) for correct operation, 

A,ru = 0.025 AVp (3) 
where p = radius of curvature of stylus, in inches. 

But since the r.m.s. transverse velocity is equal to 1.41 rrfA we can determine the 
critical velocity in cm/sec. 

Critical velocity rm.s. = 11.3 fA„ii cm/sec (4) 
where A „,i = critical amplitude in inches. 

(iii) Frequency range 

The maximum recorded frequency in commercial shellac records manufactured 
prior to 1940 was of the order of 6000 c/s. At the present time most new recordings 
are recorded up to at least 8000 c/s, while many manufacturers record up to 10 000 
or 15 000 c/s. Recordings up to ultrasonic frequencies (20 000 c/s) have been made, 
and are claimed to provide improved fidelity even though the higher frequencies are 
inaudible (Refs, 195, 271). 

The lowest recorded frequency is of the order of 30 c/s, although some record 
manufacturers do not publish their recording characteristics below 50 c/s. 

(iv) Surface noise and dynamic range 

Surface noise (needle scratch) is imavoidable with any method of disc recording, 
but the maximum signal-to-noise ratio may be made quite high. The maximum 
dynamic range will be greater than the measured signal-to-noise ratio on account of 
the nature of the noise, which approaches the characteristics of random noise if there 
are no resonances anywhere in the equipment — see Chapter 14 Sect. 7(v). 

Surface noise is not really objectionable if it is reasonably low in level and if it can 
be described as " silky." This latter criterion can only be attained when the pickup 
and loudspeaker both have smooth response throughout the whole frequency range. 
If the pickup has a prominent resonance within the audible frequency range — even if 
correctly equalized — the noise will not be " silky " and will tend to become objection- 
able. 

In all cases the high frequency range of the equipment should be limited by a suit- 
able filter giving a choice of cut-off frequencies. Filters with very rapid cut-off 
characteristics are imdesirable on account of distortion effects, but a combination 
of a " roll-off " characteristic and a filter with an ultimate attenuation of at least 12 
db/octave appears to be satisfactory. Any other method of achieving a " rounded " 
cut-off characteristic would probably also be satisfactory. 

The maximum signal to noise ratio of shellac pressings varies considerably. The 
older shellac pressings had a maximum signal to noise ratio* of the order of 30 or 
35 db. The most recent English shellac pressings have a maximum signal to noise 
ratio* of 50 db (Ref. 88) for a new record. The best of recent American 78 r.p m. 
shellac recordings have a maximum signal to noise ratio* of 45 or 46 db when new 



♦Measured with flat frequency response. 
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(Refs. 255, 254). The average post-war shellac record, taking into account all the 
various types of records on the market, both English and American, has a maximum 
signal to noise ratio* of about 38 db (Ref. 256). 

A new vinyl fine groove record can have an average surface noise, measured on a 
system whose response is flat on a velocity basis from 500 to 10 000 c/s, about 56 db 
below the peak recording level ; if measured on a system whose response is the inverse 
of the recording characteristic,/the surface noise is approximately 62 db below peak 
recording level. The B.B.C, " I) Channel " recording has a weighted signal to noise 
ratio greater than 60 db (Ref. 297). 

The surface noise increases with the use of the record. After 100 playings with a 
2 ounce pickup some shellac records showed negligible increase in noise level while 
others showed 5 db increase, the average being about 2.5 db (Ref. 181). After 200 
playings of a fine groove vinyl record (LP) the siuface noise increased by 2 db (^ef. 
308). 

The cost factor limits the use of polyethylene (Ref. 181) which has a scratch level 
even lower than that of vinyl. See also Sect. 9fii) for the measurement of noise in 
accordance with NAB standards for transcription records. 

(v) Processmg 

The processing of shellac pressings is described in Refs. 7, 10 and 25. The pro- 
cessing of vinyl (LP) records is described in Ref. 308. 

(vi) Turntables and driving mechanism 

Turntables should be strongly constructed, free from flexing, and should r^n true. 
The typical home-type turntable and motor is unsatisfactory for good fidelity on 
account of insufficient motor power, insufficient flywheel action and insufficient 
mechanical rigidity ; it suffers from rumble, wow and (with some pickups) hum due 
to the proximity of the motor. The motor should be as far as possible from an electro- 
magnetic pickup. iVlotor and turntable vibrations are transmitted through the mount- 
ing board and pickup arm to the pickup head and are finally reproduced in the loud- 
speaker as rumble. Steel turntables may be used without bad effects with<crystal 
pickups and high level moving iron types, except that in the latter case the turntable 
should be solid, without perforations. Steel turntables are unsatisfactory with some 
low-level pickups, particularly moving coil types. 

Either rim or centre drive may be used, and first class products using both methods 
are available. In the moderate price class, it seems that (for the same price) the rim 
drive is generally the more satisfaaory arrangement. 

The specification for a motor and turntable unit should include — 

1. Type of motor. 

2. Voltage and frequency range. 

3. Power consimiption. 

4. Torque to brake the turntable from the nominal speed to a lower speed 
(e.g. 78 to 77 r.p.m.), the torque being expressed in oz-ins and die applied 
voltage and frequency to be stated. 

5. Turntable diameter. 

6. Form of automatic stop. 

(vii) Automatic record changers 

With most record changers it is important to adjust the vertical an^le between the 
stylus and the record so that the deviation from normal is the same (although opposite 
in direction) at both the top and bottom of a stack of records. 

Care should be taken to minimize the impact of the stylus on to the record surface 
when the arm is released by the changer mechanism. 

There are three types of trip mechanisms, one being the velocity trip in which the 
changer mech anism is triggered by a sudden change in groove pitch. This system ha s 

'Measured with flat frequency response. 
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the advantage of not requiring adjustments for different inside diameters. It has the 
disadvantage of requiring, in most designs, that the stylus, cartridge and arm operate a 
spring tension as they move inwards. This presses the stylus against the outside wall 
of the grooves and tends to produce differential wear as well as other undesirable 
effects. 

The second type of trip mechanism operates when the stylus reaches a specific inside 
diameter, and the eccentricity of the inside groove has no effect. The disadvantage 
of this arrangement is that there are large differences in the inside diameters of the 
various types of records, so that an adjustable (preferably continuously-variable) 
control is required. This method is used in 45 r.p.m. record changers, where there 
is no eccentric inside groove. 

The third type is the eccentric groove. 

Difficulty is often experienced in an attempt to incorporate automatic record 
changers in high fidelity equipment owing to rumble and, in some cases, hum pickup. 
In addition, some high fidelity pickups are unsuitable for use on any automatic record 
changers. The choice of a pickup for use with an automatic record changer is neces- 
sarily a compromise, and many high fidelity enthusiasts prefer to use a good quality 
tvurntable with manual operation. 

Automatic record changers for 45 r.p.m. 

The R.C.A. record changer is described in Ref. 263. The tripping mechanism 
requires an extremely small lateral force from the pickup arm, since the work of put- 
ting the mechanism into cycle is supplied by the moving turntable. 



SECTION 2 : DISCS AND STYLI 

(j) General information on discs (ii) Dimensions of records and grooves dii) Styli 
{iv) Pinch effect {v) Radius compensation (vi) Record and stylus wear, 

(i) General information on dies 

Shellac discs are used only with 78 r.p.m. standard groove records. The material is 
hard, and has no appreciable elastic deformation imder pressure. 

Vinyl* is used for all forms of fine groove discs, and has appreciable elastic de- 
formation under pressure. As a consequence, high peak accelerations are reduced 
as compared with the same recording in shellac. For the effects of elastic deformation 
see Ref. 212. Vinyl has the defect that it becomes electrified and collects a consider- 
able amount of dust. The effect of dust collection on vinyl records through electro- 
static attraction may be avoided by the use of a liquid anti-static agent which may be 
sprayed or wiped on to the surface of the record. 

(ii) Dimensions of records and grooves 
(A) 78 r.p.m. 

The usual nominal sizes of shellac pressings are 10 in. and 12 in. diameter. Dimen- 
sions and tolerances as recommended by the American Radio Manufacturers' Associa- 
tion and as used by English and American manufacturers are tabulated opposite. 

European continental records do not differ in any significant respect from English 
practice. The outside diameters are 25 cm (9.85 in.) and 30 cm. (11.8 in.) and the 
hole diameter is 0.284 inch. 

On the basis of these dimensions, the ratio of maximtmi to minimum R.M.A. 
groove diameter is 3.07 to 1 for a 12 inch record, providing a groove speed from 
approximately 3.9 to 1.3 feet per second (47 to 15.3 inches per second). 



*The name vinyl is a general name covering unfilled vinyl co-polymer resins, which may vary somewhat 
in their physical characteristics. 



DIMENSIONS OF RECORDS AND GROOVES (78 r.p.m.). 





U.S.A. 
(in inches) 


English* 


Present range 


Recommended 


Outer diameter : 12 in. 


Hi ± i/32t 


11-15/16 - 11-27/32 


llj - 11-27/32 


10 in. 


9 J ± l/32t 


9-15/16 - 9-27/32 


9| - 9-27/32 


Thickness : 12 in. 


O.O90 ± O.OlOt 


0.092 - .082 


0.090 - .080 


10 in. 


0.080 ± O.OlOt 


0.080 - .070 


0.080 - .070 


Centre hole diameter 


0.286 + O.OOIt 


0.292 - 0.284 


0.2845 - .2835 




- 0.002 






Centre pin diameter 


.02835 ± .0005 


0.282 - 0.280 


0.2825 - .2820 


Outermost groove diameter : 12 in. 


m ± 0.02t 


11.500 - 11.395 


11.500 ± 0.015 


10 in. 


9i ± 0.02t 


9.515 - 9.485 


9.500 ± 0.015 


Itmermost groove diameter 


not less than 3it 


3.875 - 3.750 


3.875 


Grooves per inch 


88, 96, 104, 112, 120t 


103 - 72 


104 - 72 




(84 to 96 usual on classical recordings) 


Width of groove at top 


6.5 - 8 milst 


6.5 - 8 mils 


6.5 — 6.7 mils 


Depth of groove 


not standardized 




2.9 mils 


Radius at bottom of groove 


2.2 max. milst 


0.8 - 2,5 mils 


1.5 - 1.8 mils 


Angle of groove 


87° - 97°t 


82° - 98° 


85° - 90° 



N.B. 1 mil = 0.001 inch. 

*Based on Ref. 235 for most dimensions; Refs. 131, 174 for recommended groove cross-sectional dimensions. 
tR.M.A. REC-103 (Ref. 260). JR.C.A. Victor practice 

Additional data (REC-103) 

Eccentric stopping groove diameter 3| in. ; run-out relative centre hole 0.250 ± 0.015 in. ; groove minimum depth 0.003 in. 
Lead-in spiral : at least 1 complete turn between outer edge of record and recording pitch. 
Lead-out spiral : Nominal pitch i in. minimum. 
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The wavelength for 78 r.p.m. is given by 

A = (l.Srrrf)// (5) 

where A = wavelength in inches for 78 r.p.m. 

d = groove diameter in inches 
and / = frequency in c/s. 

Equation (5) gives the following values — 

Frequency 50 250 500 10 000 c/s 

Wavelength— outermost groove 0.94 0.19 0.094 0.0047 in. 
Wavelength— innermost groove 0.31 0.061 0.031 0.0015 in. 
The effective width of the stylus with dimensions as in Fig. 17.5B is about 4 mils, 
giving a radius of curvature of 2 mils. Using eqn. (3) of Sect. 1, 

Acrit = 0.025 AV0.002 
and for 10 000 c/s the critical amplitude is — 
AcTit = 0.000 28 in. for outermost groove 
A„it = 0.000 028 in. for innermost groove. 
The critical velocity is given by eqn. (4) of Sect. 1, 

Critical velocity r.m.s. = 31.6 cm/sec at outermost groove 
= 3.16 cm/sec at innermost groove. 
The critical velocity at the outermost groove is more than sufficient for the highest 
level of recording, but as the groove diameter decreases a point will be reached where 
the peak recorded velocity is greater than the critical velocity — thus leading to dis- 
tortion and loss of high frequency response. 

A slightly higher critical velocity could be obtained by the use of a somewhat smaller 
stylus radius, since the two values are inversely proportional. 

The maximum instantaneous peak recorded velocity is about 15 cm/sec (American 
practice) so that there is every likelihood that the critical velocity will sometimes be 
exceeded on the smaller diameter grooves. The saving feature in practice is that 
maximum amplitude does not normally occur at 10 000 c/s with either speech or music, 
except when cymbals are recorded at maximum amplitude. 
(B) 45 r.p.m.* 

The R.C.A. Victor 45 r.p.m. fine groove records are only made with a nominal 
diameter of 7 inches, and are primarily intended for ready use in record changers. 
The inner portion of the record forms a collar which is thicker than the playing area, 
thus preventing the playing surfaces from touching. The groove dimensions are 

Width across shoulders 3.0 mils + 0—0.5 

Angle 92° ±3° 

Radius at bottom of groove not greater than 0.25 mil. 
The reconmiended vertical stylus force is 5 ± 1 grams. 

The grooves per inch vary from 178 to 274. The maximum instantaneous pro- 
gramme peak recording velocity is 14 cm/second (about 4 db below 78 r.p.m, records). 



Fig. n.5A. Cross- 
sectional view of R.C.A. 
7 inch 45 r.p.m. record 
{Ref. 254). 



6-B7S ±-005 DIA 




■030 ±.oo* 



•092Max.| -Olot-OO* , 



<ZZZ 



Pecord CO bi -ooo to -oofc thtchtr ot ourer 
FIG. 17, 5A °' raistd portion than of inner cdq«. 



The cross-sectional view of a record is shown in Fig. 17.5A. The outermost music 
groove is 6| inch diameter, while the innermost music groove is 4.875 inches mini- 
mum diameter— the latter gives 10% intermodulation distortion and a groove velocity 
of 11.5 inches per second. 

The maximum playing time is 5| minutes. A lead-in groove extends from the 
edge of the record and makes from I to II turns before entering the first music pitch. 
There are from 1 to IJ ttims of immodulated music pitch before the start of music. 
There is from 0 to j turn of unmodulated music pitch at the en d of music. The 
•For R.C.A. 45 r.p.m. Extended Play records see Supplement. 
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lead-out groove makes from | to IJ turns from the music pitch to 1-15/16 inch radius, 
beyond which it makes from 1 to 2 turns to the concentric circle (3-13/16 inch dia- 
meter). 

The central hole is 1.504 ± 0.002 inches in diameter. 
References 254, 263, 264, 265. 

(C) 33-1/3 r.p,m. (LP) 

The long-playing microgroove records revolve at 33-1/3 r.p.m. and are made with 
outside diameters of 12, 10 and 7* inches. 

The R.C.A. Victor records are identical to the 45 r.p.m. records with respect to 
groove shape, recording pitch, recorded level and recommended playback stylus. 



Dimension 




tCai^vA. Victor 




87° -j- 3° 


Hi 


l^adius at hottotn of ffrnove Ipqq than 


0.2 mil 


0 25 mil 






ft ftft-?*? in 


vitntim fimnlttiiH^ 

iYlCtiUillUlli diil^il I UUv 


0 P mil 










T ^nH— in oToovA nitfVi 






61snk grooves (normal pitch^ 




1 to 2 


Grooves p€ir inch (normal pitch) 


200 to 300 


178 to 274 


frronvpQ net* inrh f iiQiinl vnlnpR"! 


27A 260 








A r 

4 grooves/in. 






ft ft7ft to ft ftSS in 

U.U/V LU \J.\JOj Ills 


Thickness depressed label area 




0.060 in. min. 


Maximum diameter (12 in.) 




n-7/8 ± 1/32 in. 


(10 in.) 




9-7/8 ± 1/32 in. 


Outer music groove dia. (12 in.) 




, - 4- 0 
11-15/32 + 3/^4 


(10 in.) 




9-15/32 + j„ 


Inner music groove dia. 


4-3/4 


4-3/4 in. 


Nomin. dia. of eccentric groove 




4-7/16 in. 


Eccentric groove off-centre 




0.125 ± 0.008 in. 


Centre hole 




0.286 in. 


Label diameter 




4-1/16 in. 


Outer edge, included angle 




80° 


edge radius 




1/64 in. 


Maximum playing time 12 in. 


22-1/2 


— mins. 


10 in. 


15 


— mins. 


7 in. 


5-1/2 


— mins. 


Optimum stylus force -1^ 


6 

0.21 


5 ± 1 grams. 
0.18 ounce 



References to L-P microgroove : 159, 166, 178, 179, 232, 236, 255, 262. 
(ui) Styli 



(A) Styli used with shellac pressings arc in five principal groups : 

(1) Ordinary steel needles which are ground to shape by the abrasive in the 
record. The exact shape of the needle point when new is not so important as with 
permanent or semi-permanent styli. For examples of record wear see Ref. 10 Part 4. 

(2) Semi-permanent needles such as chromium plated steel. The needle shape 
is important and " shadow-graph " needles are recommended. For the best results 
these should not be used for more than one playing of a 12 inch shellac record (for 
photograph of wear see Ref. 274). Alloys such as osmium are also used. 

•Columbia only. 
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(3) " Permanent " styli employ a jewel such as a diamond, sapphire or ruby, 
usually in the form of a jewel tip. The tips of permanent needles should be accurately 
ground to shape, and highly polished. Diamond tipped needles have a life of several 
thousands of playings of shellac records for good fidelity. Timgsten carbide is also 
used. For stylus wear see Sect. 2(vi). 

(4) Fibre needles are used by some enthusiasts in the belief that they reduce 
scratch and record wear. While it is true that they reduce scratch they do so by 
attenuating all the higher frequencies, and they do this no more efficiently than an 
electrical attenuator. The attenuation of a fibre needle at 4000 c/s is 19 db down 
as compared with a loud tone steel needle in a typical pickup (Ref. 7). After the first 
few grooves they wear sufficiently to occupy the whole of the groove and thereby 
spread the weight of a heavy, stiff pickup of old design. If such pickups are used, 
contrary to all good advice, then fibre needles are possibly the best compromise be- 
cause a soft needle damps down the pronounced high-frequency resonance of the 
pickup. There is evidence to indicate that abrasive particles from the record become 
embedded in the fibre and thereby cause wear, even though the fibre itself is softer 
than the record. With modern pickups having light weight and high lateral and 
vertical compliance the wear from a well polished sapphire point is imdoubtedly 
less than that from a fibre needle. 

For photographs of new and worn fibre needles see Ref. 274. 

(5) Thorn needles are very much harder than fibre, but the amoimt of needle 
wear is very much dependent upon the pickup compliance and stylus force. With 
suitable lightweight pickups, the needle wear is reasonable up to 6 playings (Ref. 309), 
but some loss of high frequency response is inevitable. If sharpened with the use of 
very fine glasspaper, there is risk of glass dust becoming embedded in the needle-r- 
this danger may be avoided by the use of a very fine rotary cutting wheel (Ref. 309, 
April 1951). 

Since thorn needles are normally in contact with the whole of the bottom of the 
groove, they will tend to remove all dust from the groove. It therefore seems pro- 
bable that the noise from a record which has been played exclusively vidth thom 
needles will be no greater at the bottom of the groove than on the sides. 

Fine point thorn needles have also been used with fine groove (LP) records 
(Ref. 309). 

The shape of the stylus tip to give optimimi results "with most English and 
American recordings may be taken as (RTMA Standard REC-126-A, Ref. 260) : 

Radius of tip Angle 
Metal point 2.7 (+ 0.2 - 0.3) mils 40° to 50° 

Sapphire 3.0 (-|- 0.2 - 0.3) mils 40° to 50° 

A cross-sectional view of a correct size of sapphire stylus point in a typical groove 
is given in Fig. 17.5B. It will be seen that the stylus does not reach to the bottom of 
the groove ; this is very important because the abrasive dust collects at the bottom 
of the groove. In addition, there should be some allowance for the stylus to wear 
on the sides without the bottom of the stylus coming too close to the bottom of the 
groove. 

FIG. I7.5B _ In some modern records, as well as in trans* 

scription discs, a tip radius of 2 mils may be used, 
but in other (and particularly older) recordings it is 
likely to scrape the groove bottom and suffer from 
" groove skating " and single point contact. 

One interesting suggestion is to combine a 2 mil 
radius with a " flattened " extremity (actually a 
3.5 mil radius). Although more expensive to pt^- 
duce it seems to have distinct advantages (Ref. 244). 

Oval sapphire styli are available with a minor 
axis of 1.5 to 2.0 mils and a major axis of 2.5 to 3,5 
mils. These should be used with the major axis 




Pig. 17.5B. Cross-sectional 
view of typical record groove 
and needle tip. 
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at right angles to the centre-line of the groove, and will permit better response to high- 
amplitude high-frequency recordings. 

The N.A.B. " secondary standard " stylus (permanent point) has an angle of 40° 
to 55° and a bottom radius of 2.5 ± 0.1 mils. It provides a compromise suitable 
for the reproduction of both transcriptions and shellac discs. 

The use of larger styli (radius 4 mils) is advocated by some engineers (Refs. 223, 225) 
but it does not appear to be the best all-round compromise. 

Needles are made in various sizes. The ordinary steel needles used in mechanical 
reproducers are used in the stiff heavy weight pickups whose frequency response 
does nbt exceed about 6000 c/s ; they are also used in some " needle armature." 
pickups. For- the best high frequency response the " loud tone " or " full tone " 
needles should be used, because of their smaller size and weight. " Soft tone " and 
" trailing " needles (as used with acetate discs) cause severe treble attenuation when 
used with typical pickups. Most light weight pickups with a frequency response 
extending to 10 000 c/s or over use miniature needles to enable the armature resonance 
to be at a high frequency. A typical example is the H.M.V. Silent Stylus or Columbia 
9^ (chromium-plated long-playing). Thorn needles are also made of similar size. 

Efforts have been made to develop a stylus tip suitable for both 78 r.p.m and fine 
groove (see Refs. 279, 281) but a considerable degree of compromise is necessary 
and the best results are not obtainable from either type of recording. 
(©) Styli for fine groove records 

With a few exceptions, all styli for fine groove records are permanent types — usually 
jewels. Diamond tips are the only really satisfactory ones for long life, although 
expensive to purchase in the first case. Sapphire tips are very common, 
but wear rather rapidly — see Sect. 2(vi) for stylus wear. Other materials used are 
tungsten carbide, osmium and other metal alloys. 
DitnensionS of styli for fine groove records 

(RTMA Standard IiEC-126-A, Ref. 260, for home phonographs) 
Radius of tip 0.001 + 0.0001 - 0.0002 inch 

Included angle of tip 40° to 50°. 

Note : With a 90° groove angle, a tip with a radius of 0.001 inch has an effective 
radius of 0.0007 at the point of contact. 
(C) Colour codes for styli 

1. RTMA REC-126-A for home phonographs (Ref. 260). Needles with a 0.001 
inch radius shall be colour coded red. 

2. English Gramophone Equipment Panel of the Radio and Electronic Component 
MariUfacturers' Federation (Jan. 1951). Red— 0.0010 in. ; lemon— 0.0020 in. ; 
green — 0.0025 in. ; french blue — 0.0030 in. ; orange — 0.0035 in. i violet — universal ; 
sky blue — oval tip. Material (marked by band on shaft) black — hard metal ; white- 
diamond ; no colour — sapphire 

(iv) Pinch effect 

Owing to the fact that the cutting is done by a stylus having an effectively flat cutting 
face, the width of the groove measured at right angles to the groove is narrower at two 
places in each cycle (see Sect. 6). As a result of this effect, the stylus tip should rise 
and fall twice in each cycle— only a limited number of pickups, however, make ade- 
quate provision for this movement. 

The flexibility of the stylus, if mounted at an acute angle to the record, together 
with that of the record itself, tends to prevent the needle from riding merely the peaks 
of the vertical undulations. The pinch effect undoubtedly increases needle wear 
and possibly also record wear (Ref. 212). 

Various forms of " bent shank " needles have been developed to provide some 
vertical compliance. All " bent shank " needles tend to give a drooping high-fre- 
quency response the amount of which varies considerably from one make to another ; 
it may, of course, be compensated if desired. 

(v) Radius compensation 

Radius compensation does not appear to be used with shellac discs, although it 
is used with LP discs (R.C.A. Victor) and in transcription discs. 
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(vi) Record and stylus wear 

Record wear is a complicated effect depending upon many conditions of operation 
including : 

1. Vertical stylus force. 

2. Lateral mechanical compliance at stylus tip. 

3. Vertical mechanical compliance at stylus tip. 

4. Lateral and vertical pivot friction in pickup arm, or lateral spring tension. 

5. Mechanical resonances of pickup and arm. 

6. Tracking error. 

7. Shape, material and polish of stylus tip. 

8. Maximum transverse velocity of record grooves. 

9. Record material. 
10, Dust. 

It is understood that the turntable is free from vibration and wobble and that the 
record is neither eccentric nor warped ; if not, these are additional causes of record 
and stylus wear. 

The vertical stylus force for use on shellac records should preferably not exceed 
about 1 ounce weight (28.35 grams) and it should be as light as possible to reduce 
record and stylus wear to the minimum. However care should be taken to provide 
sufficient force to ensure satisfactory tracking, otherwise the wear will increase. In- 
creased force, say up to 2 oimces (about 60 grams), causes very little additional record 
wear provided that a well-polished jewel point is used and the pickup has high lateral 
compliance. 

The stylus force with fine groove records is quite critical, but is a function of the 
pickup. Forces approximating 6 grams weight are common, but it is safer to err 
slightly on the high side than on the low side. Some manufacturers give a " minimum 
tracking weight " and a " normal " value — the latter is the correct one to use. 

If the required vertical pressure is not known, it may be determined by using an 
intermodulation test record, decreasing the pressure until the distortion commences 
to rise — and then increasing by a margin of, say, 50%. 

High lateral compliance at the stylus tip is one of the most important require- 
ments for low record and stylus wear. In general, high lateral compliance and light 
weight go together. 

Vertical compliance at the stylus ti" permits the tip to maintain contact with the 
groove in spite of the " pinch effect." Bent shank styli reduce record wear in cases 
where the pickup has insufficient vertical compliance. 

Mechanical resonances of the pickup are serious causes of record and stylus 
wear. Both the " arm resonance " (if it comes within the recorded frequency range) 
and the " armature resonance " affect the record and stylus wear, even if electrically 
equalized. 

Tracking error is discussed in Sect. 4 ; if reduced to the usual low values, record 
and stylus wear from this cause are very slight. 

The shape and polish of a jewel stylus tip are of the utmost importance in regard 
to record wear. 

Wear of shellac records 

One example is a record which had been played 1000 times with a 1.35 ounce (38 
grams) pickup and a sapphire stylus and was then demonstrated as giving fidelity 
virtually unaffected (Refs. 128, 131). It may be stated as a rough guide that the limit 
of life of an average shellac record is about 4000 playings under good conditions. 

Unmodulated grooves on shellac records will wear indefinitely with a jewel stylus 
on which the vertical force does not exceed 1 ounce (30 grams). By far the most 
significant cause of wear is the dynamic action of the stylus in the grooves. If the 
dynamic force at any moment exceeds the elastic limit of the record material, the 
shellac crumbles. This permits the stylus to drop down a little deeper in the groove, 
eventually increasing the bearing area of the needle by contact with the bottom of 
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the groove. At this point with a pickup having low stylus force, the wear apparently 
stops. This wear does not produce any apparent change in quality of the reproduced 
sound, although it can be seen as a light streak on the surface of the record. Both 
lateral and vertical forces must be considered in producing the wear (Ref. 155). Where- 
ever there is excessive stylus wear, it is always accompanied by excessive record wear. 

It is important to distinguish between visible wear and audible wear. Visible 
wear does not necessarily cause any audible defect. It is possible that Visible wear 
may occur earlier with a diamond tip, but audible wear, which is caused by actual 
widening of the groove at comers, will occur far more rapidly with a worn sapphire 
or metal tip. The flats on the sides act as scrapers in attempting to negotiate sharp 
bends in the record groove. A well polished spherical diamond or sapphire tip is 
believed to cause less record wear than a metal alloy tip. 

Wear of vinyl records 

Wear of vinyl fine groove records is very slight, provided that the stylus force does 
not exceed about 7 grams, that a pickup of ample lateral and vertical compliance is 
used, that the jewel tip is well polished, that there are no marked mechanical reson- 
ances, and that dust is excluded. Dust is the most important cause of record and 
stylus wear with vinyl records in the home, and care should be taken to reduce it to 
a minimum — see Sect. 2(i). Wear in vinyl records shows itself principally in widen- 
ing of the groove thus leading eventually to distortion and rattles (Ref. 155). 

Wear of sapphire styli 

The wear of sapphire styli is a function of the material of which the pressings are 
made, the lateral and vertical compliance of the pickup at the stylus tip, the dynamic 
mass of the pickup at the stylus tip, the characteristics of the armature (high frequency) 
resonance and the pickup arm (low frequency) resonance, and the stylus force. Ad- 
ditional wear may be caused by " skating " (due to the use of a tip radius which is too 
small for the groove), by insufficient vertical force to maintain the stylus always in 
contact with the groove, and by warped or eccentric records or turntables. When 
using a pickup with high lateral and vertical compliance and low dynamic mass at the 
stylus tip, an increase of stylus force has only a minor effect in increasing the wear on 
the stylus tip. It has been shown (Ref. 282) that with such a pickup (GP20) on a 
heavily modulated shellac record, an increase from 7.5 to 14.5 grams in stylus force 
causes increased fiats on the stylus tip resulting in a drop of only 3 db at 10 000 c/s 
on a test record. Such a stylus and pickup may be used for 800 playings of a 12 inch 
shellac record with reasonably good fidelity, or 2000 playings with fair fidelity ( — 5 
db at 10 000 c/s on a test record). 

On the other hand a typical light-weight pickup with a stylus force of 1 oimce (28 
grams) has been shown to produce wear on sapphire styli on shellac records as follows 
(Ref. 59). 

Wear just noticeable after 50 playings of 12 inch disc. 



It is obvious that this pickup produces much greater wear than the one with high 
lateral and vertical compliance (GP20) described earlier. It is probable that the 
greater wear is due principally to the lower lateral and vertical compliance, although 
the increased stylus force would also be a contributing factor. 

Some excellent photographs of stylus wear are given in Refs. 274 and 290. 

The use of a test record at, say, 10 000 c/s to indicate wear of the stylus tip requires 
careful interpretation of the results. The level of recording of the test record is lower 
than that which may be reached with music, while the effea of wear of the stylus tip 
is shovm less prominently towards the outer diameter of the record than it would be 
with a smaller groove diameter. 

It is wise to avoid using sapphire or other permanent stylus tips on records which 
have been played previously with steel needles. For a photograph of wear after 20 
playings tmder such conditions see Ref. 274. 



1 mil flats after 200 playings 

2 mil flats after 750 playings 
2.5 mil flats after 1500 playings 
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Stylus wear with fine groove records 

Apparently stylus wear is far more rapid on microgroove than on standard groove 
vinyl records ; a rough estimate is about three times faster (Kef. 290). For this 
reason, diamond styli are much to be preferred to sapphire or osmiiun, even for home 
use, where high fidelity is required. 

In one case, when tested on 12 inch long playing records, with a GE RPX-041 
pickup having 8 grams pressure, a diamond stylus showed a slight flat after 37 hours 
playing time, whereas a sapphire imder similar conditions was badly worn after 
5J hours (15 playings) — see photographs Ref. 290. 

There appear to be considerable variations on the hardness of the sapphires, which 
are practically all made of synthetic sapphire (Ref. 302), so that it is impossible to 
quote any figures of stylus wear which can be regarded as typical. In all cases the 
stylus life is very much alfected by the pickup. 

Osmium tipped styli have a life only two fifths (Ref. 290) or one sixth (Shure) that 
of sapphire. This makes the effective life with an osmium tipped stylus, for high 
fidelity, extremely short. 

Method for giving positive indication of stylus condition 

Obtain a lacquer disc with unmodulated grooves cut on both sides of it — one side for 
a 3 mil stylus and the other for a 1 mil stylus. Both types of grooves may be on the 
one side of the disc. Whenever in doubt, play two or three grooves on this disc If 
the stylus leaves the grooves unchanged in lustre and smoothness, it is in good con- 
dition. If, however, the groove walls show score marks or any other difference when 
compared with the unplayed grooves, the stylus needs replacement. An ordinary 
magnifying glass will be of assistance (Ref. 298). 



SECTIO]^ 3 : PICKUPS 

(j) General survey (it) Electro-magnetic (moving iron) pickups (Hi) Dynamic 
(moving coil) pickups (iv) Piezo-electric (aystal) pickups (v) Magnetostriction pickups 
(vi) Strain-sensitive pickups (vii) Ribbon pickups (viii) Capacitance pickups (ix) 
Eddy-current pickups. 

(i) General survey 

The performance expected from good quality pickups includes — 

1. Wide frequency response with the minimum of equalizing. No sharp peaks 
over + 2 db. For most applications a slight droop in the high frequency response 
is not undesirable as it may be used to compensate for the pre-emphasis in jnost 
recordings. 

2. Low stylus pressvire. 

3. High lateral compliance. 

4. High vertical compliance at stylus tip. 

5. Low effective vibrating mass of armature at high frequencies. 

6. Fairly high output level. 

7. Low distortion. 

8. Freedom from major resonances over the useful frequency range (see below). 
The low frequency (arm) resonance should be below 30 c/s so that it will have a negli- 
gible effect on record wear. The high frequency (armature) resonance should be 
as high as possible — certainly over 8000 c/s — and preferably above the useful frequency 
range. Even so, the resonance should be effectively damped. 

9. Minimum " needle talk " (direct acoustical radiation). 

10. High signal to hum ratio. 

11. -Negligibly small voltage generation from vertical movement of the stylus tip. 

12. General ruggedness. 

13. Freedom from the effects of excessive humidity. Pickups having a restricted 
frequency range (say from 70 to 6000 c/s) should meet the same requirements as 
good quality pickups, apart from frequency. 
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Pickups which have suiBcient vertical compliance are sometimes fitted with needle 
guards to reduce or prevent damage to the pickup from accidentally dropping it. 

Pickup manufacturers sometimes quote the minimum vertical stylus force to pro- 
vide perfect tracking. It is generally regarding as sound practice to adopt a stylus 
force at least 1 .5 times this minimum value, thus making some provision for warped 
and eccentric records. 

For styli, see Sect. 2(iii). 

Single purpose pickups for home use often incorporate a fixed spring counter- 
balance. Dual purpose pickups usually apply a higher stylus pressure for 78 r.p.m. 
than for fine groove records. In some cases the pickup head (or cartridge) includes 
the additional weight for 78 r.p.m., in other cases this is provided by an adjustment 
of spring tension or by a counterbalancing weight. 

It is desirable in all cases to keep the moment of inertia about both vertical and hori- 
zoatal pivots to a minimum. 

Where a spring counterbalance is used, it should be checked periodically for pres- 
siure ; during weighing, the height of the stylus from the baseboard must be exactly 
the same as the top of the record. 

Up and down movements of the stylus tip, due to the pinch effect and small record 
surface irregularities should be absorbed by the vertical compliance of the stylus, 
without generating any output noise, . 

Pickups for 78 r.p.m. 

A stylus force not more than 1 ounce (say 30 grams) .is desirable, with 2 oimces as 
the upper limit. 

One of the difficult problems with permanent tipped styli is provision for changing 
needles without adding seriously to the armature mass. Certain pickups are designed 
for use with miniature needles pushed into place and gripped by a wedge against 
which they are held by the pressure from the record. There are two troubles which 
may occur. The first is that the needle may rotate about its axis, thus placing its 
" flats " at some unknown angle to the groove — such a case is known to the author. 
This may be eliminated by tightening the clutch or by using a little cement. The 
second trouble is " buzz," which is more serious because there appears to be no cure ; 
hpwever it only seems to occur on deeply modulated recordings of complex wave- 
form, and is only apparent when the frequency range is extended. 

Nearly all high fidelity pickups have the stylus permanently fixed to the armature — 
this appears to be essential for the high frequency resonance to occiur above 10 000 c/s. 

Pickups for fine groove records 

The maximum desirable needle pressure is 6 grams (0.21 ounce) and high lateral 
compliance is essential. Pickups have been produced by many manufacturers, 
mainly using diamond, sapphire or osmium tips. 

Careful pickup arm design, specifically for fine groove recording, is of paramount 
importance. It is inadvisable to use a fine groove pickup head or cartridge on an 
arm other than that designed for it. 

A very simple and effective test for the tracking efficiency of a pickup and arm for 
fine groove records is known as the McProud Test (Ref. 314). A 45 r.p.m. record 
is placed on a standard turntable running at 45 r.p.m. with the maximum possible 
eccentricity (li inches swing), and the pickup is required to track the record satis- 
factorily. 

Dual purpose pickups have been designed which have two opposed needles 180" 
apart, suitable for playing either standaird 78 r.p.m. or fine groove records. 

Pickups employ many principles of operation, but most types are basically either 
constant velocity or constant amplitude. For example both electro-magnetic (moving 
iron) and dynamic (moving coil) pickups are basically constant velocity, while piezo- 
electric (crystal) types are basically constant amplitude. Since the recording charac- 
teristic includes both constant velocity and constant amplitude sections, either group 
is satisfactory although requiring different equalization. 
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Resonances in pickups 

Most pickups have two major resonances. The arm resonance occurs at some 
frequency below 100 c/s, while the armature resonance occurs at some frequency 
about 3000 c/s. Both resonances have deleterious effects in increasing record wear. 
The arm resonance tends to cause the pickup to jump out of the groove when a high 
amplitude is recorded at the frequency of resonance — the frequency of resonance 
(If undamped) should be well below the lowest frequency for which acceptable track- 
ing is required ; say from 15 to 25 c/s. 

A recent development is the use of pickup arms with high viscosity oil or other 
viscous fluid to damp arm resonance. The damping may be applied as a viscous 
film in a ball and socket (hemispherical) joint between the pickup arm and the moimt- 
ing socket, and gives damping in both horizontal and vertical directions. The arm 
is pivoted at a point which is the centre of both ball and socket, and above the centre 
of gravity of the arm. The clearance between the two surfaces is about 0.006 inch. 
By this means the resonant force is greatly reduced, improved resistance to external 
shock is obtained and protection against damage from accidental dropping of the pickup 
head is achieved. The amount of mechanical resistance is not a critical value — 
the upper limit is reached when it interferes with the tracking of records having reason- 
ably small values of eccentricity or warpage. With the usual values of suspension 
compliance and mass, this would occur at several times the amount of resistance neces- 
sary to give critical damping of the arm resonance. Even if the damping is con- 
siderably below critical, it Still has quite a beneficial effect. The viscosity of the fluid 
is a function of temperatiare, but the variation does not seriously alfect the performance 
over a reasonable temperature range. Ref. 311. 

The armature resonance has a serious effect on needle scratch (see Sect. 1). 
" During operation the needle is subjected to a continuous shower of blows, and 
although highly damped by rubber buffers, it is in a state of perpetual oscillation at its 
own resonance frequency " (Ref. 229). In any quality pickup, the armature resonance 
with the recommended needle should be over 8000 c/s ; many light-weight pickups 
have the resonance at a frequency over 12 000 c/s — in some cases over 18 000 c/s. 

Pickups tend to be rich in harmonics at frequencies in the region of half the armature 
resonance frequency. In all cases the armature resonance should be effectively 
damped. Damping material used to obtain smooth response characteristics may 
adversely affect the tracking capabilities of the pickup, and therefore should be in- 
vestigated carefully and used judiciously (Ref. 285). 

The frequency of the armature resonance is affected by the record material — for 
example, a change from a lacquer disc to a shellac pressing causes in one case an 
increase in the resonant frequency in the ratio 1 : 2 approximately (Ref. 276). A 
pickup with an armature resonance well outside the a-f range on shellac discs, shows 
a much lower resonance frequency on vinyl — usually inside the a-f range. This is 
an tmfortunate characteristic of vinyl. The only pickups known to the author with 
armature resonances above 15 000 c/s on vinyl fine groove recordings are of the ribbon 
armature type. 

There is a third resonance caused by the pickup head and arm rotating about the 
arm. With heavy pickups this resonance occurs at frequencies between 100 and 400 
c/s, but with light-weight pickups the frequency would be higher. This resonance 
does not have any effect on the general tonal balance, and in any case should be very 
slight with good mechanical design. 

Crystal pickups have a fourth resonance which occurs at a high frequency — the 
resonance of the crystal itself. 

References to resonances in pickups : 10 (Part 2), 17 (second letter), 276, 283, 285, 
311, 331. 

The testing of pickups 

The testing of pickups for frequency response characteristics is covered by R.M.A. 
REC-125-A which states that the test record sha" be R.M.A. Frequency Test Record 
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No. 1 when available. This is recorded on side A at a r.m.s. velocity of 3.16 cm/sec 
(+ 10 db). Crystal pickups are terminated by a load resistance of 1 megohm (or 
5 megohms for ammonivim phosphate crystals) shunted by a capacitance of 100 (x/xF. 
Other types of pickups should be terminated as required. The response should be 
stated in decibels (0 db = 1 volt). 

Pickups should be tested under the same conditions with which they will operate 
in normal service. Pickups intended to be used on shellac records should be tested 
on shellac discs ; pickups intended for use on vinyl records should be tested on vinyl 
discs, while those intended for use on either type of disc should be tested separately 
on each. Pickups which are satisfactory on vinyl discs give, in some cases, quite 
poor results on shellac discs owing to the increased stiffness of the material and the 
reduction in damping by the record. This also applies to pickups with very limited 
vertical compliance — while passable on vinyl, they are poor on shellac. 

The variable speed turntable is sometimes used as an alternative to the standard 
frequency records for the calibration of pickups — see Refs. 273, 295. 

In the design and production of pickups it is usual to supply some form of electro- 
mechanical calibrator such as in Ref. 284. 

For distortion in pickups and the procedure for determining the " tracking " 
capabilities of a pickup see Sect. 6(vi). 



(ii) Electro-magnetic (moving iron) pickups 

All " moving iron " pickups have a steady field supplied by a permanent magnet, 
a coil wound over the magnetic circuit, and an iron armature in the magnet gap. 
The old type of heavy pickup of this type used with shellac records weighed about 
3i ounces (say 100 grams) and had low lateral compliance. It will not be further 
described. 

The more recent light-weight models are capable of good fidelity, and some models 
are among the best pickups available. The increased fidelity and higher compliance 
are obtained at the cost of lower output level — ^very much lower in some cases. 

Electro-magnetic pickups may arbitrarily be divided into three groups, based on the 
output voltage developed across the pickup With recorded velocity 3.16 cm/sec 
(+ 10 db). 

(a) High level — output voltage above 100 millivolts. 

(b) Medium level — output voltage from 20 to 100 millivolts. 

(c) Low level — output voltage below 20 millivolts. 

Some typical representatives in each group are described below. In most cases 
the descriptions are based on published information supplied by the manufacturer. 
The inclusion of certain models should not be taken as indicating their superiority 
over types not included. 

(a) High level pickups 

Decca ffrr pickup type D (English) — standard groove 

This pickup is of the needle armature type, having a hollow armature fitted with 
a sapphire, tungsten carbide or diamond stylus. The armature suspension and damp- 
ing are of rubber ; the stylus, armature and rubber suspension are replaceable as 
one unit. The low frequency resonance is 25 c/s, while the armature resonance is 
about 17 000 c/s. The impedance of the pickup is 4200 ohms at 1000 c/s and the 
output 0.2 volt at the same frequency ; lower impedances are also available. The 
frequency response corresponds to the velocity characteristic of the ffrr record within 
± 1 db. The whole armature including stylus and damping blocks is replaceable 
by the user. The stylus tip is available in both round and oval shapes. 

Lateral compliance 1.1 x 10-« cm/dyne 
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Impedance at arm resonance frequency (approx.) 17 000 dynes/sec./cm. 
Distortion in pickup less than 2% 

Stylus force 22 to 24 grams (0.78 to 

0.85 oimcc). 

Load resistance 100 000 ohms 



(b) Medium and low level pickups 

Connoisseur Super Liglitweight pickup (English) — standard and microgroove 

This is a high-fidelity pickup with interchangeable heads. Heads are available 
with 1 mil, 2.5 mil and 3 mil radii sapphire tips. The frequency response is level 
± 2 db from 25 to 15 000 c/s. The 25 ohm model gives 10 millivolts output, or 
300 millivolts from a 1 : 50 transformer. The 400 ohm model gives 40 millivolts, 
or 200 millivolts from a 1 : 6 transformer. The armature mass is 20 milligrams, 
and the dynamic mass* is 0.8 milligram. The stylus force is 8-10 grams (standard) 
or 4-6 gram.s (microgroove). The pressure is automatically corrected by weights 
in the plug-in head. 



Goldring Headmaster (English) — standard and microgroove 

This is a high-fidelity pickup with interchangeable heads. Heads are available 
with 1 mil, 2 mil, 2.5 mil and 3.5 mil radii sapphire tips. The frequency response 
with 2.5 mil needle is level to 7000 c/s, - 1 db at 10 000 c/s, 4- 1 db at 16 000 c/s, 
0 db at 17 000 c/s and — 5 db at 20 000 c/s ; at the other end it rises smoothly from 
100 to 30 c/s where it is +3 db. The output is 40 millivolts (from the pickup itself) 
and stylus force 20 grams (0.7 ounce). It has high lateral stylus compliance, low 
inertia, and high vertical compliance. This is a good-all-round pickup for home 
gramophones. 

Pickering cartridges (American) standard and microgroove 

Model S-120M (sapphire stylus), or D-120M (diamond), is for standard record- 
ings, and has a 2.7 mil radius tip. A stylus force of 15 grams is sufficient for tracking. 

Model S-140S (sapphire), or D-140S (diamond), is for microgroove recordings, 
and has a 1.0 mil radius tip. A stylus force of 6 grams is recommended. 

Both models give an output of 70 millivolts with a recorded velocity of 10 cm/sec. 
The frequency response with a load resistance of 27 000 ohms is level from 30 to 
9000 c/s, + 2db at 20 c/s, + 2.5 db at 12 000 c/s and falling above that frequency. 
A lower load resistance attenuates the higher frequencies, while a higher load re- 
sistance reduces the damping on the pickup, decreases the signal-to-noise ratio, and 
is generally undesirable. 

Constants of moving system 

Lateral moment of inertia 11 mg cm^ 

Lateral compliance of stylus 1.0 X 10"" cm/dyne 

Vertical compliance of stylus 0.2 X lO"'^ cm/dyne 

Pickering Turn-over pickup (American) — all records 

This model 260 pickup may be turned over for either 78 r.p.m. or microgroove 
operation. It has an output of 30 millivolts at a recorded velocity of 10 cm/sec. 
It is available with diamond stylus only. 



* Dynamic mass (also known as equivalent mass or effective mass) is that mass which, if concentrated 
at the stylus point, would possess the same inertance as that of the moving system. 
See also Refs. 248, 283. 
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G.E. variable reluctance pickup (American) — standard and fine groove 

This is a magnetic pickup having almost ideal characteristics except that the output 
voltage is low (10 millivolts at 4.8 cm/sec). It has no " needle talk " and has con- 
siderable resistance to shock. It has a large degree of vertical compliance, while 
vertical movement does not cause any electrical output. The suspension is free from 
any deleterious effects such as standing waves or cross-modulation, and the con- 
struction is designed to reduce hum pickup. The frequency response is from 30 to 
15,000 c/s. ± 2 db. The inductance is 520 mH for the home type, and 250 mH for 
the broadcast types (RPX-046 and RPX-047) which also have a lower output (8 mV). 
The normal stylus force is from | to li oz. (1 oz. on home type) with 78 r.p.m., or 
6-8 grams on microgroove. 

Dynamic mass of stylus 8 milligrams 

Suspension compliance (lateral) 0.87 x 10"' cm/dyne 

Load impedance, normal 6800 ohms. 

The cartridge is fitted with interchangeable styli, including 1 mil, both diamond 
and sapphire. For a suitable pre-amplifier see Fig. 17.26. 

References 93, 106, 187, 234, Catalogues. 

R.C.A. Light weight pickup — transcription and fine groove 

Model MI-11874 pickup, MI-11875 arm. See Refs. 296, 313 and R.C.A. cata- 
logues. 

A plug-in pickup head is used, permitting immediate change from 1.0 to 2.5 mils 
without necessitating any adjustment of arm balance. Stylus force is 8 grams for 
1.0 mil and 12 grams for 2.5 mil. Diamond styli are used. Tone arm resonances 
are outside of the operating frequency range The vertical and horizontal pivots 
have very low friction. Frequency response (1,0 mil) at output from filter 50 to 
12 000 c/s ± 1 db, 40 c/s at — 4 db. Voltage output at 1000 c/s on open circuit 
= 11 mV with 6.1 cm/sec. test record. Output from filter — 64 dbm. Test record 
460625-6. Hum level — 139 dbm with magnetic flux density 1 milligauss. Output 
pickup impedance 135 ohms at 1000 c/s. Filter output should be connected to 
unloaded input transformer of amplifier designed to operate from 250 ohm source. 
Intermodulation distortion is low to the point where it is not possible to determine 
accurately whether the distortion is in the record or the pickup. 

E.M.I. Unipivot transcription pickup (English) — standard and microgroove 

This Model 17 pickup has interchangeable styli for standard and microgroove, 
and the arm has an oil damping system. Its impedance is 1 ohm at 1000 c/s, and the 
output at the secondary of the transformer is 30 millivolts (high ratio), or 4 milli- 
volts (600 ohms), or 2.25 millivolts (200 ohms). The frequency response is sensibly 
level from 30 to 12 000 c/s with standard stylus (armature resonance above 15 000 
c/s). Total harmonic distortion at 400 c/s is less than 5% for a recorded level of 
+ 20 db (0 db = 1 cm/sec). The stylus force is 6 grams. 

Audak Polyphase (American) — two styli 

This has two separate styli, each with its own vibrating armature. One stylus force 
(6-8 grams) is used for all records. Either sapphire or diamond styli may be used, 
and may readily be replaced. Output is about 20 millivolts, and frequency response 
30 to 10 000 c/s, level ± 1 db from 80 c/s upwards, with gradual rise to + 2 db at 
30 c/s. Armature resonance is at 9000 c/s. 

(iii) Dynamic (moving-coil) pickups 

A dynamic pickup has a coil, with a stylus attached to cause movement of the coil, 
mounted in a magnetic field and operating as a generator. 

With good design this construction is virtually distortionless at low frequencies, 
but the output voltage is very low and a high-ratio transformer is always used in con- 
junction with it. One possible difficulty is hum which may arise either through 
induction from the turntable motor to the moving coil, or through hum picked up 
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by the transformer ; special mu-metal shielded transformers may be necessary to 
obviate the latter trouble. 

Fairchild dynamic pickup (American) — transcription 

The low frequency resonance is at 18 c/s and the armatxire resonance is over 12 000 
c/s with only 2 db rise at the latter frequency. Tracking may be obtained on a flat 
and true record with a needle pressure of only 5 grams (say 0.2 oimce) but the normal 
needle pressure has been increased to 25 grams (say 0.9 ounce) for best performance 
under all conditions. The moving coil is supported by two plastic vanes, and a 
diamond point is used. Ref. 57. 

Leak dynamic pickup (English) — home type 

A diamond stylus is standard in the latest moving coil pickup developed by 
H. J. Leak. The height of the pickup is adjustable. The turntable should be non- 
magnetic. Spring loading is used without any counterweight. Gimbal mounting 
is used, with hardened steel pivots. This pickup cannot be used with automatic 
record changers. The frequency response is level ± 1 db 40-20,000 c/s, the high 
frequency resonance being above 27,000 c/s (21,000 ± 2000 for LP). The low fre- 
quency resonance is 20 ± 5 c/s. The output is 11 mV per cm/sec. recorded r.m.s. 
velocity. The playing weights are 5-5 gm. on 78 r.p.m. and 2-3 gm. on long-playing 
records. 

(iv) Piezo-electric (crystal) pickups 

A piezo-electric crystal is one which, when strained, produces electric charges on 
certain of its faces, the magnitude of these charges being directly proportional to the 
strain. In practice, two slabs of a suitable piezo-electric material are usually cemented 
together with one electrode between the slabs and another in contact with both outer 
faces. The slabs are cut in such a manner that a torque (in the case of a " twister " 
crystal) or a flexure (in the case of a " bender " crystal) will produce a potential 
difference across the electrodes. This assembly is known as a " bimorph," the tor- 
sional variety being used in most crystal pickups. The output from a crystal pickup 
is directly proportional to the amplitude of the stylus displacement. 

The most commonly used crystal is sodium potassium tartrate (Rochelle salt). 
This is seriously affected by both high temperatures (over 125°F) and high humidity ; 
some units are proteaed from humidity by a water-tight casing. 

Other materials include ammonium dihydtogen phosphate (Ref. 158) which is not 
affeaed by high temperature or humidity, and ceramic piezo materials (bariimi 
titanate etc.). The latter is described on page 721. 

The equivalent circuit of a crystal pickup is a capacitance in series with a generator 
of zero impedance. At 1000 c/s the impedance of many typical pickups is about 
0.5 megohm, indicating a capacitance of about 0.0003 /xF. One manufacturer (W.E.) 
produces pickups with impedances from 0.08 to 0.2 megohm, indicating capacitances 
from 0.002 to 0.0007 file respectively. 

Some crystal pickups are fitted with bent styli to provide vertical compliance for 
the " pinch effect " and to reduce " needle talk," while others make provision for 
vertical compliance inside the pickup. 

Crystal pickups may be divided into general-purpose types and light-weight high- 
fidelity types, although there are some with intermediate characteristics. General- 
purpose crystal pickups have fairly high output, about 1 volt at 1000 c/s, with both 
arm and armature resonances virithin the working frequency range. A simple equal- 
izer circuit is Fig. 17.29, although these pickups are frequently used without any 
equalizer. The stylus force of modem types is usually less than 2.5 ounces (70 
grams). Some crystal pickups are available — both standard and fine groove — ^with 
a highly compliant drive and capable of tracking with a stylus force of about 8 grams 
(e.g. Shure " vertical drive "). 

The output from a crystal pickup, which may be 1 volt at 1000 c/s, may rise to 
more than 3 volts r.m.s. at frequencies around 100 to 250 c/s — if no equalizing is used, 
there is danger of overloading the first valve in the amplifier. A resistance attentiator 
may be used to reduce the voltage to any desired value. 
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One manufacturer (Electro- Voice) produces a torque-drive pickup in which vertical 
movement of the needle produces no output voltage, thereby reducing noise and rumble 
{Refs. 142, 158). 

High fidelity crystal pickups have outputs between 0,5 and 1 volt at 1000 c/s and 
stylus forces between 0.5 and 1.5 ounces (14-42 grams). The frequency response, 
when equalized, is approximately flat from a low limit of 25, 30, 40 or 50 c/s to a top 
limit of 8000, 10 000 or 12 000 c/s Suitable equalizer circuits are given in Figs. 
17.31, 17,32, 17.33, The lateral needle tip impedance of a typical model (Acos 
GP12) is 1300 grams per centimetre (compliance = 0.8 X 10"" cm. per dyne). 

References to crystal pickups : 81, 106, 120, 142, 158, 301. 

The ceramic pickup described in Ref. 178 uses barium titanate in the form of a 
ceramic. It is free from any appreciable effects from temperature from — 70° to 
+ 70°C, and is also independent of humidity effects. The output obtained from the 
pickup is 0.75 volt at 1000 c/s and the stylus force is 22 grams (0.8 oimce). The 
dynamic mass at the stylus point is 4' milligrams at 10 000 c/s. The lateral com- 
pliance at the stylus point is 0.5 X 10"' cm. per dyne or better. The equivalent 
capacitance of the pickup is about 900 fi/iF and the optimum load impedance is one 
megolim. The unequalized output voltage curve is free from sharp peaks and extends 
from 50 to 10 000 c/s, maximum output occurring at 200 to 400 c/s and falling by 
6 db at 50 c/s and 15 db at 10 000 c/s. 

A ceramic pickup has been developed for fine groove reproduction with a needle 
pressure of 6 grams, an output voltage of 0.25 volt at 1000 c/s on a standard test 
record, and a lateral compliance of 0.75 x 10"° cm/dyne (Ref. 178). 

(v) Magnetostriction pickups 

Magnetostriction is that property of certain ferro-magnetic metals, such as nickel, 
iron, cobalt and manganese alloys which causes them to shrink or expand when placed 
in a magnetic field. Conversely, if subjected to compression or tension, the magnetic 
reluctance changes, thus making it possible for a magnetostriaive wire or rod to vary 
a magnetic field in which it may be placed. This is true for lateral as well as for 
longitudinal strains, and on this principle the magnetostriction pickup works. 

In the pickup a permanent stylus is fastened at right angles to the centre of a piece 
of nickel wire. Two pickup coils are placed over the magnetostriction wire on each 
side of the stylus, and the wire is given a slight twist and placed between the poles Of 
a permanent magnet. This effectively gives a push-pull output. 

The TM pickup described (Ref. 82) has an output of 0.086 volt from the secondary 
of the step-up transformer loaded by 0.1 megohm. The stylus force is 0.7 ounce 
(20 grams). The frequency response (Ref. 76) -is level within ± 2 db from 200 to 
8000 c/s and — 8 db at 15 000 c/s ; it rises to 
+ 5 db at 100 c/s and + 6 db at 50 c/s. The 
design is such that magnetic fields cause very little 
hum pickup. 

References 76, 82. 

(vi) Strain-sensitive pickups 

This pickup is based on the principle that the 
resistance of a conductor changes when the con- 
ductor is strained. Direct current is passed 
through the conductor while in operation. Some 
low impedance designs are described in Ref. 234 ; 
these all require a step-up transformer. 

A recent high-impedance commercial type is 
the Pfanstiehl which has a resistance of about 
250 000 ohms, giving an output of about 10 to 
15 millivolts and a noise level of about 5 micro- 
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volts. Since the pickup is a constant-amplitude device, special methods are required 
for frequency compensation. The pre-amplifier of Fig. 17.6 gives the required fre- 
quency compensation with continuously-variable controls (see Ref. 336 for settings 
for some American records) and an output of about 2 volts with types 6AU6 and 12AU7. 
The final stage is a cathode follower. Rcfs. 96, 303, 336. 

A later model of the pickup has a resistance of 125,000 ohms, an output of 5 
to 10 millivolts, and a compliance of 1.2 x 10-" cm/dyne, 
(vii) Ribbon pickups 

Ribbon pickups operate on the same general principle as the ribbon microphone, 
and the output is necessarily very low. For this reason a high ratio step-up trans- 
former, magnetically shielded, and a high gain pre-amplifier are required. One 
design is described below. 

Brierley ribbon pickup (English) — home type (Type 4) 

This pickup has two gold ribbons backed by a material selected for its self- 
damping properties. There is, in consequence, no measurable high frequency reson- 
ance and this is largely responsible for an extremely low level of buzz. For vibrations 
in the direction of the groove the damping is independently controlled and very high, 
but for lateral movements the restoring force is extremely low — lower than that* of 
any other pickup known to the author. The vertical compliance is high, although 
only half that of the Pickering transcription pickup. The pickup is supplied with 
a transformer in a mu-metal case, the secondary being loaded by a 0.1 or 0.25 megohm 
resistance. This pickup may be used on any type of record, including microgroove, 
without changing tracking force. However the force on microgroove can be 
halved. 

Normal tracking pressure 1 /8 ounce (3.5 grams) 

Lateral compliance 13 x lO"" cm/dyne 

Vertical compliance 0.09 X lO"" cm/dyne 

Arm resonance 5 c/s 

Armature resonance not less than 32 000 c/s. 

Frequency response flat from 30 to 20 000 c/s, rising to + 2 db at 20 c/s. 
Voltage output (across secondary) 10 millivolts 

Dynamic mass about 2 milligrams. 

Stylus tips are either diamond or tungsten carbide, the life of the latter being claimed 
to be much longer than that of sapphire under similar conditions (Refs. 157, 277). 
Stylus tip radii are 1 mil and 2.5 mils. 

It seems likely that the signal to hum ratio of the pickup itself is approximately 
the same as that of a multi-turn moving coil pickup — however see Ref. 312. The hum 
Introduced in the pickup leads and the htim introduced by the transformer are more 
significant with the ribbon pickup, but may be reduced to very low values by good 
design. 



(viii) Capacitance pickups 

A capacitance pickup, in which the movement of the stylus causes a change of 
capacitance, provides such a small output voltage that it normally requires a very 
high gain pre-amplifier. However, when it is used to change the frequency of an 
oscillator, and the output from the oscillator is applied to some form of F-M detector, 
the output voltage is ample to operate the usual 2-stage amplifier in a radio receiver. 
In the case of a F-M receiver, the output from the oscillator may be coupled directly 
to the aerial terminal or to some convenient point in the circuit. Care must be taken 
to avoid radiation on any band used for radio communication. 

A simplified arrangement is shown in Fig. 17.7 in which is used as an oscillator 
tuned to resonance by LjCj. The inductor L, in the grid circuit is made self-resonant 
at a frequency near that of the plate circuit. Conventional grid-resistor biasing is 
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FIG. 17.7 




Fig. n.l. Using a capacitance 
pickup to provide audio frequency 
output from an oscillator (Ref. 119). 



provided by i?,Cj. The capacitance pickup is connected between grid and plate, 
and any variation in capacitance will affect the amount of feedback and therefore also 
the amplitude of oscillation and the voltage drop across R^. The latter, filtered by 
RFC and C3, provides the a-f output which is of the order of 1 volt (Ref. 119). 
References to capacitance pickups : 14, 45, 50, 119. 

(ix) Eddy-current pickups 

In this type of pickup the stylus moves a high-resistance vane in proximity to the 
inductor of a resonant circuit in an oscillator. The motion of the vane changes the 
resistance reflected into the tuned circuit and thereby produces amplitude modulation 
of the oscillator by varying the losses. The amplitude modulation is detected to 
provide the a-f output voltage. In the Zenith " Cobra " the total harmonic distortion 
does not exceed 2% and the frequency range extends from 50 to nearly 4000 c/s, 
with a sharp cut-off at 4000. The level from 1500 to 3500 c/s is 8 db below that at 
500 c/s (Ref. 65). 



SECTION 4 : TRACKING 

(j) General survey of the problem (ii) How to design for minimum distortion (iVi) 
The influence of stylus friction. 

(i) General survey of the problem 

With any pivoted pickup arm it is obvious that the angle between the axis of the 
pickup and the tangent to the umnodulated groove must change as the pickup moves 
across the record. This results in (1) harmonic and inharmonic spurious frequencies 
caused by frequency modulation ; (2) side thrust on the record grooves ; (3) increased 
record wear (in extreme cases only). 

It is therefore advisable to take steps to reduce these effects to satisfactorily small 
values. The condition for minimum angular tracking error does' not provide mini- 
mum distortion, because the tracking angle is most critical at the innermost groove. 
As a matter of interest, it is possible to design a pickup with an angular tracking error 
not exceeding 2^° with a length of about 7i inches, but this is not the optimum design. 

References to methods for minimizing angular tracking error : 54 (correction in 
Ref. 55), 56, 85. 

The following summary is based on the detailed analysis by Baerwald (Ref. 228). 
The subject has also been dealt with in more popular form by Bauer (Ref. 52). The 
frequency modulation effect is a frequency modulation of the signal by itself, which 
produces " side band " frequencies. When the signal is a pure sine-wave of frequency 
/, the dominant " side band " frequency is 2/, which is the same as the second har- 
monic. The distortion may therefore be treated as second harmonic distortion, the 
value being given by : 

Percentage 2nd harmonic = (wAx/V) X 100 (1) 
= (t;„a/F) X 100 (2) 
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where tu = 2-nf 

A = maximum groove amplitude in inches 

a = tracking error expressed in radians (= angle in degrees divided by 57.3) 
V = longitudinal groove velocity in inches per second, 
and v„ = maximum transverse velocity in inches per second = mA. 
Equations (1) and (2) indicate that 

(1) Distortion is directly proportional to the maximum transverse velocity. 

(2) Distortion is direaly proportional to the maximum groove amplitude at any 
one frequency. 

(3) Distortion is directly proportional to the tracking angle. 

(4) Distortion is inversely proportional to the revolutions per minute. For equal 
distortion, more careful tracking angle correction is required with 33-1/3 r.p.m. than 
with 78 r.p.m., other conditions being the same 

(5) Distortion is constant over the " constant velocity " portion of a recording 
characteristic, other conditions being imaltcred 

(6) The angular tracking error may be increased in the same proportion that the 
radius is increased, for the same distortion (roughly 3 : 1 ratio over a 12 inch record). 
Example of distortion 

Consider the distortion with a 12 inch 78 r.p.m. record having 2° angular tracking 
at the innermost groove, recorded with a sine wave having a peak amplitude of 0.002 
inch at a frequency of 250 c/s (this being the cross-over frequency), the r.m.s. velocity 
being 6.31 cm/sec. 

Here « = 2/57.3 radians ; A = 0.002 ; <a = 2-n y. 250 ; r = 1.875 inches j 
V = 27rr(78/60) = 15.3 inches/second. 
From equation (1) 

Itt X 250 X 0.002 X 2 X 100 

Percentage 2nd harmonic = t-^- = 0.72% . 

D7.3 X 15.3 

If the cross-over frequency had been 500 c/s, with the same recorded velocity 
(i.e. half the amplitude), the distortion would have been the same. Some frequency 
test records are recorded with a velocity less than 6.31 cm/sec, so that the distortion 
due to tracking error would be less than the value stated above. The harmonic 
distortion as determined for sinusoidal signals gives a fair estimate of the relative 
tracking distortion produced by complex signals over the " constant velocity " 
portion of the characteristic. 




5,000 
Frequency (c/s) 



rqooo 

FIG. 17. IC 

Constant velocity recording characteristics showing relative variation of 
groove amplitude with frequency. 
Fig. 17.10. Frequency characteristic of ideal constant velocity pickup, for constant 
amplitude of needle point. 

The constant velocity recording characteristic provides a groove amplitude which is 
inversely proportional to frequency (Fig. 17.9). The ideal constant velocity pickup 
(a high-fidelity electro-magnetic type is a close approximation) provides an output 
voltage which is proportional to the frequency, for constant amplitude at the stylus 
point. It follows that with tracking distonion (or any other form of distortion caused 
by the groove, needle, or pickup) the harmonics are accentuated in proportion to 
their frequencies. This effect has been taken into accoimt in the derivation of equa- 
tions (1) and (2). 
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It has been proposed (Ref. 228) that a suitable upper limit for tracking distortion 
is 2% with 0.001 inch peak amplitude as for transcriptions or 4% with 0.002 inch 
peak amplitude as for shellac discs ; it seems that 1 % is a preferable limiting value 
for good fidelity. On this latter basis the maximum tracking error for 12 inch discs 
will be 2.8° for 250 c/s cross-over frequency, or 1.4° for 500 c/s crossover frequency, 
both measured at the innermost groove, or three times these values at the outermost 
groove. 

No additional record wear occurs due to tracking error with pfermanent needles 
having spherical tips. Additional record wear may occur with steel needles or with 
worn sapphire tips if the tracking error is serious. 

(ii) How to design for minimum distortion 

A straight-arm pickup (not ofifset) is shown in Fig. 17.11 where D represents the 
distance from the centre of the record to the pivot of the pickup arm, L represents 
the length of the arm measured from the pivot to the needle point while Vi and 
represent the radii of the outermost and innermost grooves. In this example the 
pickup is movmted so that the needle point will pass over the centre of the record, 
but this is not the position giving the best results. It is obvious that the axis of the 
pickup is not a tangent to the groove. 

Minimum distortion is always obtained from a straight-arm pickup when it is 
" underhung," that is when the needle point comes short of the centre of the record 
by a small distance the optimum value of which is given below. 




Fig. 17.11. Straight-arm pickup Fig, 17.12. Offset-arm pickup 

on record. on record. 

Straight-arm— not offset (Fig 17.11) 

ri^r^^ 

Optimum underhang = rfo^i = ■ . — ^ (3) 

'-'\r\ + 's ; 
For 10 inch discs = 3.04/L. 
For 12 inch discs = 3.18/L. 
These are based on the values : 

For 10 inch discs r^ = 4.75 r^ = 1.875 inches. 
For 12 inch discs r, = 5.75 r^ = 1.875 inches. 
With L = 8 inches, <i„„, = 0.380 inch for 10 inch discs 
= 0.397 inch for 12 inch discs. 
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These values for d„^, are critical, and should be measured accurately. It is safer 
to keep below than to go above the optimum overhang. 

The angular tracking error a at any position on the record is the angle between 
the axis of the pickup and the tangent to the groove at the needle point. (Figs. 17.11 
and 17.12). 

With a straight arm^ using any value of underhang (Fig. 17.11), 

a ^ 57.3(2^ + f ) (4) 
with an error less than 1°. 

The optimum value of vmderhang is given by eqn. (3) ; using this value and also 
the values of r, and r-^ as for 12 inch discs, with r = (innermost groove) and /, = 8 
inches, the corresponding value of tracking error is approximately 18.6°. The dis- 
tortion is therefore approximately 6.7% at this point, on the constant velocity charac- 
teristic. 

Fig. 17.12 shows a pickup with an offset arm for the purpose of reducing dis- 
tortion due to tracking error. This differs from the straight arm in that there is an 
oflfset angle |8 between the axis of the pickup and the straight line joining the pivot 
to the needle point. Note that this angle ^ is not equal to the angle of the bend in 
the arm. In this case minimum distortion is always obtained when the pickup is 
" overhung," that is when the needle point passes beyond the centre of the record 
by a distance — d, the optimum value of which is given below, on the assumption 
that the optimum value of offset angle is used. 

When a pickup is mounted to provide minimum tracking distortion when used 
with ordinary needles, the use of bent-shank or trailing type needles will seriously 
affect the tracking distortion. In cases where either type of needle may be used, a 
compromise may be necessary. When bent-shank needles only will be used, the 
increased length of arm should be allowed for. 

Offset arm (optimum offset iangle) (Fig. 17.12) 

Optimum overhang = -d„, = L[Kr, + 'r,Y + r,r,] 
For 10 inch discs -d„^t = 3.99/L. 
For 12 inch discs —dcvt = 4.60 /£. 
When L = 8 inches : 

For 10 inch discs ~-d„^i = 0.499 inch. 
For 12 inch discs — rfopj = 0.575 inch. 
The optimum offset angle (/3 in Fig. 17.12) is given by 

. „ riraCri + r^) 

sm ~ ^ ^ ^^^^^ W 

For 10 inch discs sin |3„„ = 2.96/L. 
For 12 inch discs sin ;8„p, = 3.26/Z,. 
When L = 8 inches : 

For 10 inch discs iS„, = 2r41'. 

For 12 inch discs /S„„, = 24°3'. 
The harmonic distortion with optimum overhang and offset angle is given for 12 
inch discs approximately by 

5.5 

Percentage 2nd harmonic distortion _ 

- 11.6 

If L = 8 inches, 2nd harmonic distortion 0.76%. 

(iii) The influence of stylus friction 

The stylus friction gives rise to an undesirable excess pressure on the irmer groove 
wall when the optimimi offset angle is used. A moderate amount of side-thrust is 
not detrimental, because it helps to overcome pivot bearing friction, but unduly large 
values of side-thrust tend to pull the pickup and needle out of the groove towards the 
centre of the record ; this effect is most pronoimced towards the irmer groove of the 
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record. In automatic record changers it is sometimes necessary to use an offset 
angle smaller than the optimum value, accompanied by a reduction in " overhang," 
and to put up with the increased distortion. With light-weight pickups, manually 
operated, the side-thrust is harmless when the design is based on minimum distortion. 
References to tracking : 52, 53, 54, 55, 56, 85, 228, 249. 



SECTION 5 : RECORDING CHARACTERISTICS, EQUALIZERS 

AND AMPLIFIERS 

(i) Recording characteristics (ii) Pre-amplifiers for use with pickups {Hi) Intro- 
duction to equalizers (iv) High-frequency attenuation {scratch filter) {v) Equalizers 
for electro-magnetic pickups {vi) Equalizers for crystal pickups {vii) Equalizers 
applying negative feedback to the pickup {viii) Miscellaneous details regarding equal- 
izing amplifiers (ix) Complete amplifiers {x) Pickups for connection to radio re- 
ceivers {xi) Frequency test records. 

(i) Recording characteristics 

If a constant input voltage is applied to a recording amplifier, the curve relating 
frequency and the r.m.s. velocities recorded is known as the recording characteristic 
Some ideal theoretical recording characteristics are shown in Fig. 17.13. 




^f, l 1 — I I I 1 I 1 1 — ■ — ' — I ■ I ■ ' 

50 IOC 200 300 SOO l.OOO 3,000 5,000 10,000 

250 FREQUENCY (C/s) 

Fig. 17.13. Ideal recording characteristics. 

The recording characteristic is usually regarded as having three sections — 

1. A constant amplitude characteristic from the lowest recorded frequencies to 
the cross-over frequency. This has a slope of 6 db per octave. 

2. A flat characteristic (constant velocity) from the cross-over frequency to the 
frequency at which high-frequency pre-emphasis commences, 

3. A high-frequency pre-emphasis section. 

When examining recording characteristics it is helpful to be able to convert readily 
from db per octave to db for a frequency ratio of 10* : 
6 db/octave = 20 db/10 times frequency ratio. 
3 db/octave = 10 db/10 times frequency ratio. 
The recorded velocity is proportional to the output voltage from an " ideal " electro- 
magnetic pickup. When using such a pickup it is necessary to boost the output 
voltage at frequencies below the cross-over frequency, and to attenuate at frequencies 
covered by the pre-emphasis. This frequency selective amplification is called equal- 
izing. 



•A table of frequency ratios, octaves and decades is given in Chapter 7 Sect. 3(v), page 368. 



728 



(i) RECORDING CHARACTERISTICS 



17.5 



Cross-over frequency 

The most popular cross-over frequencies are 250, 300, 350 and 500 c/s, and these 
are compared in Fig. 17.13 on the basis of equal peak amplitude in the constant 
amplitude sections. For convenience the 250 c/s cross-over point has been taken as 
0 db The constant velocity section of the characteristic with 300 c/s cross-over 
frequency is at a level of + 1.5 db, while that of the characteristic with 500 c/s cross- 
over frequency is at a level of + 6 db relative to the characteristic with a 250 c/s 
eross-over frequency. 

Thus it is possible to increase the level of recording of the constant velocity section 
of the characteristic without increasing the maximum amplitude, provided that the 
cross-over freqtiency is increased. This appears very attractive at first sight since it 
increases the signal-to-noise ratio, but for an increase of 6 db above the cross-over 
frequency it involves 

(a) Twice the recorded velocity, 

(b) Twice the tracking distortion, 

(c) At least twice the harmonic distortion from a given pickup, 

(d) An additional 6 db of " equalizing " amplification of low frequencies, tending 
to cause trouble with hum and rumble. 

There is no " optimum " cross-over frequency because the choice is necessarily 
a compromise. Where distortion is the principal criterion, a low cross-over fre- 
quency from 250 to 350 c/s will be adopted for standard groove 78 r.p.m. Where 
needle scratch is troublesome with 78 r.p.m. a high cross-over frequency of say 500 
c/s may be adopted. With fine groove recordings a cross-over frequency of 400 or 
500 c/s is about the optimum choice. 

In practice the sharp knee between sections 1 and 2 is rounded off ; the cross-over 
frequency is then defined as the frequency of intersection of the two asymptotes, 
provided that the recording characteristic at this frequency is not more than 3 db below 
the point of intersection of the asymptotes. 

If the recording characteristic includes high-frequency pre-emphasis, it is necessary 
to re-draw the curve for the condition without high-frequency pre-emphasis before 
determining the cross-over frequency as described above. 
High-frequency pre-emphasis 

The third section of the recording characteristic is the high-frequency pre-emphasis 
curve. This may, in the ideal case, be taken as a straight line with a slope of, say, 
3 or 6 db/octave as in Fig. 17.13. Of course in practice the sharp junction is rounded 
o|f and the recording characteristic gradually approaches the " ideal " straight line. 
Alternatively the pre-emphasis may be specified in the form of a time constant such 
as, say, 100 microsecond pre-emphasis. The latter method is covered in Chapter 15 
Sect. l(vi) ; it is restricted to an asymptotic slope of 6 db/octave, but the time constant 
determines the frequency at which it becomes effective as tabulated below : 
Time constant 40 50 75 100 150 /xsecs. 

Rise of 3 db at 4000 3220 2150 1610 1075 c/s. 

AU modem American and some English records use some degree of high-frequency 
pre-emphasis*, although they differ in degree. Assuming that in each case the am- 
plifier is equalized* to provide a level-play-back characteristic, the greater the pre- 
emphasis the greater the possible dynamic range and the lower the scratch level. 

However there are two factors which place a limit on the amoimt of pre-emphasis 

which may be used. The first of these factors is the radius of curvature of the groove 

which at high frequencies and high amplitudes, especially towards the inner portion 

of the record, caimot be tracked accurately. The radius of curvature is inversely 

proportional to the maximimi amplitude of recording. If the maximtim amplitude 

is reduced, the high frequency pre-emphasis may be increased and in the extreme 

case constant amplitude recording may be used throughout (Ref. 240). 

•Any equalizing which is necessary to correct deficiencies of any of the components of the recordmg 
system is corrective equalization, not pre-equalization. The distortion of the frequency characteristic 
from flat (from air to record track) to some other characteristic is pre-equalization or pre-emohasis 
(Ref. 247). 

There is reason to believe that some record mantifacturers who nominally adopt 16 db pre-emphasis 
at 10 000 c/s use part of this for corrective eqtialization for deficiencies of their equipment at high 
frequencies, and only the balance for true pre-emphasis (Refs. 247, 256 ; 193 discussion by E. W 
Keflogg). 
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The second factor is the peak frequency spectrum characteristic of the music being 
recorded. The eflfect of the decreased amplitudes at high frequencies in speech and 
music has been investigated (notably Ref. 42) but there is insufficient information 
available concerning the instantaneous distribution of energy within the recorded 
spectrum. Curves based on the work of Sivian, Dunn and White indicate that " no 
large increase in distortion occurs in reproducing the 16db pre-emphasized continuous 
spectrum . . .yet the addition of a few prominent tones to this spectrum in the 
region above 2000 cycles will result in intolerable distortion " (Ref. 42). 

Pre-emphasis on shellac discs 

If the tracking* difficulty could be overcome, it is possible that the N.A.B. pre- 
emphasis characteristic would not be excessive (Ref. 193) but unfortunately it is the 
tracking* problem which is the stumbling block. In one test, three records were cut 
simultaneously with different values of pre-emphasis and played back on a system with 
the maximum de-erriphasis. The record with the 6 db pre-emphasis " reproduced 
more highs and cleaner highs than the one with the 15, indicating that the overload on 
the latter was so bad that it was not being tracked* " (Ref. 193, discussion by J. P. 
Maxfield). 

The use of the full N.A.B. pre-emphasis (16 db at 10 000 c/s) on standard shellac 
discs has come in for much criticism. It is claimed that the cymbals and certain 
brass instrimients will overload the system at high frequencies, although this could be 
taken care of by the use of a limiting amplifier which reduces the gain for the short 
period required (Ref. 197). Another writer states that trouble had been experienced 
through overmodulation by second and third harmonics of the soprano voice when a 
rising characteristic between 1000 and 5000 c/s had been introduced (Ref. 174). 
Another writer refers to the " muddiness " and " smearing " in the high level, full- 
orchestra passages of many records (Ref. 117). Still another writer states that the 
present N.A.B. pre-emphasis curve effectively guarantees excessive distortion and 
he refers to the insufficient attention which is paid to the difference between transient 
response tests and the steady state (Ref. 257). Another refers to the fact that the 
N.A.B, characteristic unduly weights the importance of the signal to noise ratio and 
produces the undesirable condition of signals having high velocity with high amplitude 
(Ref. 189). Another again states " since the pickup stylus can track* the recorded 
high frequencies more clearly without excessive pre-emphasis, the high frequency 
reproduction from such records is notable for its clarity " (Ref. 241). Other criticisms 
have also been published (Refs. 155, 174). 

It is interesting to note that one leading American manufacturer, R. C. A. Victor, 
limits the high-frequency pre-emphasis on home records to a maximum value of 
12.5 db at 10 000 c/s in place of 16 db as with the N.A.B. characteristic, while the 
AES Standard Playbs^ck Curve provides for 12 db pre-emphasis at 10 000 c/s. 

Pre-emphasis with fine groove recordings 

Owing to the lower recording level, smaller radius stylus tip and more elastic 
material with fine groove records, a higher value of high frequency pre-emphasis 
may be used than with 78 r.p.m. shellac discs, for the same distortion in both cases. 

Measurement of recorded velocities 

The recorded velocities may be measured either by the light-pattern method (see 
(v) below) or by the use of a special high-fidelity pickup. These two methods do 
not give the same result, owing partly to the mechanical characteristics of the record 
material and partly to the finite needle size which causes tracing distortion (see Sect. 6). 
It is current practice to use the special pickup at low frequencies and the light-pattern 
method at high frequencies ; the latter may be checked by the pickup after allowing 
for the loss caused by tracing distortion. It has been stated that the mechanical 
impedance limits at the reproducing point should be included in any standardization 
of frequency characteristic (Ref. 131). 

• iTlFunfoTtunateTharliie word " tracking " should be used both here (meaning that the stylus tip 
is capable of following the modulations in the groove) and also in " tracking distortion " which is due 
to the angle between the axis of the pickup and the tangent to the unmodulated groove (see Sect. 4). 
No alternative nomenclature seems to be in current use. 
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Practical recording characteristics 

There does not appear to be any generally accepted definition of published recording 
characteristics. In most cases, however, it is fairly safe to assume that the user is 
expected to provide an equalizer amplifier- Characteristic vi^hich is the inverse of the 
recording characteristic. Of course, some discretion is required in using full equaliza- 
tion for extreme high and low frequencies — this may be provided in the form of tone 
controls. 

The recording characteristics used by English, Australian and the majority of Eturo- 
pean manufacturers are shown in Fig. 17.14. Curve 1 is that used by the E.M.I, 
group of companies for all normal 78 r.p.m. recordings. Curve 2 is that used by the 
Special Recordings Department of E.M.I. Studios Ltd. and is notable in that it 
extends to 20 000 c/s. Curve 3 is that used by Decca ffrr (1949). Curve 4 that used 
by the B.B.C. for transcriptions (Ref. 294). 

The Decca (London) LP characteristic is not shown on the curves, but is — 17,5 
db at 30 c/s, - 14 db at 50 c/s, - 9 db at 100 c/s, - 3 db at 300 c/s, 0 at 1000 c/s, 
+ 14' db at 10 000 c/s and + 16 db at 15 000 c/s (Jan. 1951). 

The recording characteristics used by most American record manufacturers are 
shown in Fig. 17,15. Curve 1 is that used in the Columbia long playing micro-groove 

+ 10t- 
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t(T) E.M.I. 76 r.p.m. 

E.M.I. Studios Special Rtcordingj 
(|) Decca ffrr 

B.B.C. Tronscriprion 



100 1,000 10,000 

Frtqutncy (c/i) FIG. 17. 14 

Fig. 17.14. Recording characteristics used by all English, Australian and the majority 
of European record manufacturers for 78 r.p.m., together with B.B.C. transcriptions. 




Frtqucncy c/i FIG. 17.15 

Fig. 17.15. Recording characteristics used by most American record manufacturers. 
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records. Curve 2 is the N.A.B. (lateral 1949) standard for transcriptions. Curve 3 
is that used by R.C.A Victor for 78 r.p.m. shellac discs, 45 r.p.m. and 33-1/3 r.p.m. 
fine groove. Curve 4 is that used by Columbia for 78 r.p.m. shellac discs — the cross- 
over frequency is 300 c/s. Curve 5 is that used for Orthacoustic transcription re- 
cording — it follows very closely the N.A.B. curve from 60 to 10 000 c/s but is ex- 
tended down to 30 c/s (— 20 db) and up to 15 000 c/s. 

Standard Playback Curve 

For many reasons it has been impossible to achieve a standard recording character- 
istic, even in a single country and for a specified cross-over frequency. An entirely 
different approach has been made by the Audio Engineering Society of U.S.A. which 
has put forward a Standard Playback Curve with the idea of getting this adopted by 
all designers of equipment for reproduction from records (Ref. 307). The onus would 
then be on the record manufacturers to produce records which sound well when 
played with such equipment.. The curve (Fig. 17.15A) is based on the frequency 
of 1000 c/s as a reference point, and the de-emphasis at 10 000 c/s is 12 db, being 
less than the N.A.B, de-emphasis at this frequency. However the AES playback 
curve is extended to 15 000 c/s with a de-emphasis of 15.5 db. Both the straight 
portions of the curve have slopes of 6'db/octave, and the intersections of the extensions 
of these straight portions with the reference axis occur at 400 c/s (the cross-over 
frequency) and 2500 c/s. 

This playback curve may be duplicated on a flat amplifier with two sections of RC 
equalization, as shown in Fig. 17.15B, which is one possible arrangement. Alter- 
natively the network of Fig. 17.15C may be used. 
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FIG. f ISA 

Fig. 17.15A. AES Standard Playback Curve (.Ref. 307). 
See Supplement for new Standard Playback Curve. 



Fig. 17.15B. High impedance nettuork to 
provide standard playback curve in grid input 
circuit of amplifier stage (Ref. 307). 
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It seems that this Standard Playback Curve is what is really needed by the designers 
of equipment for reproduction from records. Even if record manufacturers do 
not accept it, the error for any cross-over frequency from 325 to 500 c/s is not more 
than 2 db, and no problems will be encountered in the reproduction of NAB recording, 
all fine groove records and most 78 r.p.m. discs except those with a cross-over fre- 
quency of 250 c/s and without any high frequency pre-emphasis. The latter may be 
covered by a separate network. 

The C.C.I.R, (Geneva, June 1951) proposed a compromise characteristic with a 450 
/isec. curve below 1000 c/s and a 50 ^sec. curve above 1000 c/s, giving turnover 
frequencies of 360 and 2800 c/s, for radio programmes for international exchange. 
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Fig. 17.15C. Lozi) impedance network to provide close approximation to standard 
playback curve, with total insertion loss 20 db at 1000 c/s {Ref. 307). 

General comments 

It has been shown that the choice of recording characteristic is necessarily a com- 
promise between many factors. 

By careful attention to all aspects of record manufacture, particularly the material 
used for the pressings, it is possible to produce records having extremely fine per- 
formance. 

The best of the fine groove records have demonstrated by results that the per- 
formance obtainable is equal to that from the best shellac discs, and superior as re- 
gards noise. The fact that there are many mediocre recordings of all kinds proves 
nothing from the technical angle. 

Reference to recording characteristics : 62, 63, 88, 131, 155, 156, 174, 197, 214, 
240, 247, 307. 

(ii) Pre-amplifiers for use with pickups 

Pickups may be divided into three groups, those of the high impedance type (e.g. 
crystal) normally always used with direct connection to a grid circuit, those of the low 
impedance type normally always used with a step-up transformer, and those which 
may be either used with or without a transformer. 

In all cases, pickups should be loaded by a substantially resistive load of the value 
specified by the manufacturer, or determined expcri:nentally — see also Sect. 3. A 
change in load resistance usually results in a change of frequency characteristic. 

The equalizer may be incorporated into the first stage of the pre-amplifier — see 
Sect. 5 : 2(iii), (v), (vi) and (vii) — or it may follow a normal pre-amplifier stage. In 
the latter case its design is quite straight forward and follows the general principles 
of r.c.c. amplifiers — see Chapter 12 Sect. 2 for triodes and Sect. 3 for pentodes ; also 
Chapter 18 Sect. 2 for microphone pre-amplifiers. 

Pre-amplifiers for pickups with high output level (e.g. crystal) may usually be 
designed without special regard to htmi or noise. In other cases the pre-amplifier 
should be designed as for a microphone pre-amplifier — see Chapter 18 Sect. 2. 

A modified cathode follower for use as a low-noise input stage for a crystal micro- 
phone or pickup is described in Chapter 18 Sect. 2(vi)D and Fig. 18. 6B. 

(iii) Introduction to equalizers 
(A) Low-frequency equalizers 

The amount of bass boosting required by various " ideal " recording characteris- 
tics is given below. It is assumed that a constant amplitude characteristic is main- 
tained below the cross-over frequency. 
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400 


500 


800 c/s 


15.1 


17.1 


21.1 db 


18.0 


20.0 


24.0 db 


22.5 


24.5 


28.5 db 



Cross-over frequency 250 300 350 

Bass boost at 70 c/s 11.0 12.6 13 8 

Bass boost at 50 c/s 14.0 15.6 16 8 

Bass boost at 30 c/s 18.4 20.0 21.2 
Cheap pickups usually have a peak in the bass region which reduces the amount 
of bass boosting required, and in some cases no bass boosting whatever is provided 
by the amphfier. 

Some practical recording characteristics have an approach towards a constant 
velocity characteristic below some low frequency (e.g. Fig. 17.15 Curves 1, 2 and 5). 
The equalizing circuit should be designed to suit the individual recording characteris- 
tic. The following treatment, however, is based on the 6 db /octave constant ampli- 
tude characteristic as approached by Fig. 17.14 Curve 1 and Fig. 17.15 Curves 3 and 4. 



\ 1 

\a 


6 db/ Octave 




















IV 


^1 1 1 1 
^ Two_ Identical J 


to 


9« 


s 
















\\ 




























Sli\ 


St 






















































































f 






























1 

1 






























C 


1 







































































































































20 2S 30 SO 70 100 125 ISO 200 2SO 

40 50 60 100 140 200 250 300 400 500 

Frc<)u<ncy In c/s 



soo 750 moo 

ipOO ipOO ^000 
FIG. 17.16 



Pig- 17.16. Bass equalizer characteristics {A) "ideal" characteristic with slope of 
6 db/ octave {B) characteristic with single stage r-c equalizer having total boost of 20 db 
and max. slope 4.9 db/octaue (C) characteristic with two r.c. stages in cascade, each 
having total boost 10 db and max. slope 3 db/octave {circuit as Fig. 17.17). 

Conventional resistance-capacitance equalizing circuits 

The form of bass boosting which is normally used results in a " saturation " shape 
of curve as in Fig. 15.4. Maximum slope is obtained at the point of half total boost, 
the value being a function of the total boost (Chapter 15 Sect. 2) : 

Total boost 20 15 10 6 3 db 

Slope at half-boost point 4.9 4.1 3.0 2.0 1.0 db/octave 

The desired slope is 6 db/octave, so that there is an appreciable error even with 
a total boost of 20 db or more. This is plotted in Fig. 17.16 for a total boost of 20 
db with alternative frequency scales for 250 and 500 c/s cross-over frequencies. Witha 
cross-over frequency of 250 c/s the error is about — 1 db at 50 c/s and — 2.5 db at 30 c/s, 
which is generally acceptable, even though there is inevitably some additional loss in 
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the extreme bass, due to coupling condensers. In the case of a cross-over frequency 
of 500 c/s, however, the error is — 3 db at 50 c/s and — 4 db at 40 c/s, here again 
increased by the effect of coupling condensers. Some designers adopt a total boost 
of as much as 40 db to provide a satisfactory characteristic for use with high cross- 
over frequencies such as 800 c/s. In either case, it is good practice for the amplifier 
to include a bass tone control which will permit an adjustment to suit the circumstances. 
If no tone control is fitted, it is usually desirable to attenuate the extremely low fre- 
quencies i a value of coupling capacitance may be chosen to giye, for example, an 
additional 3 db attenuation at 70 c/s and 5 db at 50 c/s. 

In the circuit of Fig. 15.3 suitable values of components would be : 
Vi = 6J5 (half 6SN7-GT) ; i?^ = 50 000 ohms ; i^i = 20 000 ohms ; = 
1 megohm ; i?i = 2800 ohms ; C = 0.25 jiF for very good bass response or 
0.05 (nF for bass attenuation. Voltage gain at 1000 c/s = 1.5 times = + 3.5 db. 
Total boost = 20 db. = 0.2 ftF for cross-over 250 c/s or 0 1 j^F for 500 c/s. 

Alternatively the total boost of 20 db could be obtained in two separate stages 
each having a total boost of 1.1 db at the cross-over frequency. By this means a 
maximum slope of 6 db is obtained at a frequency of 100 or 200 c/s with a cross-over 
frequency of 250 or 500 c/s and more accurate equalizing is possible. The frequency 
characteristic obtained is shown with a broken line (C) in Fig. 17.16, and the circuit 
diagram is given in Fig. 17.17. 

Pig. 17.17. Circuit diagram 
of two stage bass equalizing 
amplifier with bass boosting 
in each stage. Pin 4 of the 
6SN7-GT should be used for 
the input circuit. Total boost 
is 20 db and max. slope 6 
db/octave. C = 0.25 jnF 
for good bass response or 0.1 
fiF for some bass attenuation ; 
Ca = Q.lfiF for cross-over 
250 c/s or 0.05 /xF/or 500 c/s. 
Voltage gain at 1000 c/s = 22 
times = 26.8 dbvg. 

Instead of having two networks separated by a valve, the complete two-section 
equalizer may be incorporated into a single network as in Fig. 17.18. The maximum 
slope is 7 db/octave which is adjustable down to 3 db/octave by means of control R^, 
which should be tapered ; maximum slope is obtained with maximum value of i?,. 
The plate load resistors may be increased if it is desired to increase the gain. This 
circuit provides 25 db bass boosting with a very close approach to the true 6 db octave 
slope (when is correcdy adjusted) and has the additional merit of incorporating 
a tone control providing a total control of 13 db in the region 20 to 50 c/s depending 
on the cross-over frequency. With an input voltage of about 50 millivolts, the output 
will be about 1 volt. 

Frequency-selective feedback to provide equalizing 

A resistance-capacitance network may be used in the feedback loop of an amplifier 
to provide bass boosting which gives a close approximation to the correct degree of 

Fig. 17.18. Two section 
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Fig. 17.19A. Circuit diagram of equalizing amplifier using negative feedback to 
provide bass equalizing (1) 250 c/s (2) 300 c/s (3) 500 c/s (4) 750 c/s (5) 1200 c/s cross- 
over frequency. A choice of four high-frequency de-emphasis circuits is provided 
(1) flat (2) ffrr (3) R.C.A. (4) N.A.B. {Ref. 239). 
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Fig. 17.19B. Frequency characteristics of 
circuit of Fig. 17.19A with high frequency 
control in "fiat" position {Ref. 239). 



Fig. 17.19C. High frequency 
de-emphasis characteristics of 
the circuit of Fig. 17.19A 
{Ref. 239). 

equalizing. The principle is demonstrated in the circuit of Fig. 15.11 and the fre- 
quency characteristics of Fig. 14.12, which are limited to a maximum boost of 12 db. 
Increased bass boosting could, of course, be obtained by increasing the feedback. 
With the value of capacitance used in Fig. 15.11 (0.005 /iF) a satisfactory compromise 
is obtained for a cross-over frequency of 250 c/s ; half this capacitance would be 
suitable for 500 c/s. 

This same principle is used in the circuit of Fig. 17.19A to produce the low fre- 
quency characteristics of Fig. 17.19B (Ref. 239). The low-frequency control is a 
shoning type, while the 10 megohm resistors are click suppressors. This circuit also 
provides four values of high frequency de-emphasis (curves Fig. 17.19C). 

Another variation of the same general principle is incorporated in Fig. 17.20 (Ref. 
144). It is suitable for use with the GE variable reluctance pickup, or any other low 
level electro-magnetic pickup which has been equalized to give a constant-velocity 
characteristic. The values of components are designed for a cross-over frequency 
of 500 c/s and a high-frequency hinge frequency of 2000 c/s with a slope of 
6 db/octave. 
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Fig. 17.20. Circuit diagram of equalizing amplifier for low-level electromagnetic 
pi$hup using negative feedback over the second stage to accomplish equalization {Ref. 144). 

K different form of frequency-selective feedback is used in Fig. 17.21 which pro- 
vides correct equalizing for English (H.M.V.) records from 25 to 8500 c/s writhin 
2.5 ^b. Vi is the first pre-amplifier valve having a series tuned circuit LjCi (with a 
minimum impedance below 25 c/s) in its cathode circuit so that at higher frequencies 
an increasing proportion of the input signal is fed back. The condenser Ca in series 
with jRj serves to flatten the response above 1000 c/s ; no provision is made for 
de-emphasis. The level between 250 and 1000 c/s is flattened by the network L^CsRt 
in which Li and C3 are tvmed to 250 c/s. Ri and Lj carry the plate current of the 
valve, and the value of primarily determines the degree of feedback at 1000 c/s. 



He— 





Fig. 17 .21. Frequency, selective negative feedback 
used to provide equalizing for English records. 
(Ref. 199). V, = MH4 (/i = 40, r„ = 11 000 
ohms'), load resistance = 50 000 ohms. 



Fig. 17.22. Bass equalizer 
incorporating L, C and R 
(Ref. 188). 



Bass equalizers incorporating L, C and R 

A network incorporating L, C and R may be used to provide a very close approach 
to the 6 db/octave ideal characteristic, or even higher values if desired. The simpli- 
fied circuit is shown in Fig. 17.22 in which Li is timed by Ci to the cross-over fre- 
quency, ^2 controls the shape of the band and R^ controls the slope of the characteris- 
tic. 

Suggested values for a cross-over frequency of 400 c/s are — Li — 2.9 henrys j 
Ci = 0.07 p.V ; C, = 1.0 ; R^ = 6800 ohms ; R^ = 2200 ohms. 

For a slight change in cross-over frequency only Ci and R^ need be altered (Ref. 188). 

References to equalizers (general) : 15, 54, 106, 108, 109, 113, 117, 120, 126, 127, 
133, 144, 187, 188, 197, 198, 199, 209, 220, 226, 239, 240. 
(B) High-frequency equalizers (de-emphasis) 

A shunt capacitance provides for attenuation at the nominal rate of 6 db/octave 
(see Chapter 15 Sect. 6). The attenuation is 3 db when the reactance of the shunt 
condenser is equal to the resistance of the circuit across which it is connected, that 
is when 

C = l/(2-^f„R) (1) 
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or capacitance in microfarads = 157 000/(/„/?) (2) 
where C = shunt capacitance in farads 

/„ = frequency at which the attenuation is 3 db (it is also the " hinge point " 
of the ideal 6 db/octave line) 
and R = resistance of circuit across which C is coimected, in ohms. 

If it is desired to limit the attenuation to a specified value, while approaching the 
nominal slope of 6 db/octave, the circuit of Fig. 17.23A may be used. Here Ri 
represents the resistance of the input circuit ; should be as high as is practicable — 
it is assumed to be very much greater than i?2. The maximum attenuation in decibels 
will be given by 

max. attenuation (x db) = 20 log,„[/?2/(/?i + R^)] (3) 
Eqns (1) and (2) may be used with reasonable accuracy for maximum attenuations 
not less than 10 db — at lower values the attenuation at the " hinge point " frequency 
fo will be less than 3 db (the actual values are 2.4 db for 10 db total boost, 2 db for 6 db 
total boost, 1.2 db for 3 db total boost). The frequency characteristic is indicated 
in Fig. 17.23B. 




Pig. 17. 23. (A) Circuit providing high-frequency attenuation with a specified limit to 
the attenuation (B) Frequency characteristics. 

If the maximum attenuation is 10 db, the maximum slope (which occurs at half 
maximum attenuation) is 3 db/octave. This may therefore be used to provide a 
3 db/octave de-emphasis characteristic within the limitations of its range. 

High frequency equalizers are incorporated in the circuits of Figs. 17.19, 17.20, 
17.27. 

For general treatment of equalizers see Ref. 258. 

(iv) High-frequency attenuation (scratch filter) 

In addition to the normal manual tone control it is advisable in good amplifiers 
to incorporate a filter which provides very rapid attenuation above a certain frequency, 
say 7000 c/s, so that the upper scratch frequencies on old or noisy records may be 
rendered inaudible. This is provided by the circuit of Fig. 17.24A (Ref. 15) which 
has negligible attenuation at 7000 c/s, — 60 db at 8700 c/s and over 36 db attenuation 
at all frequencies above 8000 c/s. The filter is designed for an impedance of 24 000 



Fig. 17.24A. Amplifier 
stage incorporating filter 
with 7000 c/s pass-band 
and very rapid attenuation 
at higher frequencies (Ref. 
15). = Mm, ti = 

40, = 15 000 ohms. 
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Fig. 17.24B. Circuit of pre-amplifier and filter circuit with high attenuation at 10 000 

c/s {Ref. 113). 



ohms ; the plate resistance of Vi is increased 
to this value by means of a partially un- 
bypassed cathode resistor, while the out- 
put end is loaded directly. See reference 
for coil winding and other details. 

An alternative method is used in the pre- 
amplifier circuit of Fig. 17.24B to produce 
the response characteristic of Fig. 17.24C 
This is suitable for use with low level 
electro-magnetic pickups. The 10.6 Kc/s 
parallel-T network provides a maximum 
attenuation of 34 db, while the 6 Kc/s 
parallel-T network in the feedback loop re- 
moves the attenuation which would other- 
wise occur at this frequency and thus give 
a sharper knee (Ref. 113). 

There appears to be substantial evidence 
that too sharp a knee on the attenuation 
characteristic gives an impleasant effect to 
the listener. If the knee is initially too 
sharp, it may be slightly rounded by the 
addition of a "roU-oflf" characteristic at some 
suitable point — e.g. in the preceding stage. 



I 



I 2 3456789 10 15 

Frequ«ncy — Kilocyciei /Sec 

FIG. I7.24C 

Fig. 17.24C. Response curve of am- 
plifier and filter shown in Fig. 17,24B 
{Ref. 113). 



(v) Equalizers for electro-magnetic pickups 

The general principles of equalizing have been covered in the earlier portion of 
this section, and may be applied directly to electro-magnetic pickups (Figs. 17.17, 
17.18, 17.19, 17.21, 17.22, together with high-frequency de-emphasis). Fig. 17.24B 
is directly applicable. 

With any form of electro-magnetic or dynamic pickup the pickup itself has an 
impedance which, above about 1000 c/s, is almost entirely inductive reactance. If a 
capacitance is cormected in shunt with the pick-up, or across the secondary of the 
transformer, this capacitive reactance will resonate with the inductive reactance of 
the pickup at some frequency determined by L and C. As a result, the output voltage 
is boosted at the frequency of resonance and falls rapidly at higher frequencies. If, 
now, a variable resistance is also connected in shunt with the pickup or across the 
secondary of the transformer, there will be found a value at which the resonance peak 
just disappears — this value of shimt resistance is the maximum which can be used to 
permit the condenser to act purely as an attenuator. For an analysis of this effect 
on the E.M.I. No 12 pickup see Ref, 109 and for that on the Pickering and G.E. 
variable reluctance pickups see Ref. 117. The inductance of the E.M.I. No. 12 
pickup is of the order of 1 mH. The inductance of the Pickering pickup is approxi- 
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mately 100 mH and that of the G.E. pickup 120 mH. The correct value of shunt- 
resistance is given by 

R (ohms) = 1.2 /e for the Pickering pickup 
and R (ohms) = 0.9 /„ for the G.E. pickup 
where fc is the frequency at which the attenuation is 3 db. 
the rate of attenuation is approximately 15 db/octave. 
The shunt capacitance required for various values of the cut-off frequency is : 
Frequency 

Capacitance Pickering 
G.E. 

Fig. 17.25. Equaliser for 
use with E.M.I, and Mar- 
coniphone Model 12A 
pickup. Output as shown 
is 200 ohms ; with link 
closed, output is 600 ohms. 
For English E.M.I, re- 
cords, join terminals 1 and 
2, also 3 and 4 ; for 
N.A.B. and American records leave unjoined. {E.M.I. Australia). 

Pre-amplifier for E.M.I. and Marconiphone Model 12A 

A suitable equalizer is shown in Fig. 17.25 which gives the following output levels 
at 1000 c/s with Decca Z718 frequency record. 

Termination Equalizer English Equalizer N.A.B 

200 ohms - 49 dbm - 50 dbm 

600 ohms - 54 dbm - 55 dbm 

.Pre-amplifier for use with G.E. variable reluctance pickup 

The circuit of Fig. 17.26 is suitable for use with the G.E. variable reluctance pickup. 
This pickup gives an output of about 10 mV (with recorded velocity of 4.8 cm/sec), 
the amplifier has a voltage gain of 35 db at 1000 c/s, so that the output voltage is 
about 0.6 volt. The input shunt resistor of 6800 ohms (which is suitable for the N.A.B. 
characteristic) may be varied to control the frequency response, a higher value in- 
creasing the high frequency response. A low plate voltage is desirable. A slight 
improvement in response may be effected by shunting the 0.01 /xF condenser by a 
resistance of 180 000 ohms (Ref. 187). See also Fig. 17.34 for input transformer 
arrangement and Fig. 17.24B as an alternative pre-amplifier. 



68,ooon. P'Hf 

Output 




? 27,000 A 
t-OImF 



Fig. 17.26. Pre-amplifier and equalizer 
for use with the G.E, pickup {Ref. 187). 



Continuously-variable equalizing pre-amplifier 

If a sufficiently flexible equalizer is used, it does not require any additional tone 
control. Such a circuit is shown in Fig. 17.27A in which the additive method of 
equalization is employed. This has three transmission channels, one channel having 
a characteristic which is essentially flat below 1000 c/s, falling off at the rate of 12 
db/octave at higher frequencies ; a second channel having 40 db more gain than the 
basic channel at very low frequencies but with its gain falling off at the rate of 12 db/ 
octave above about 50 c/s ; and a third channel whose gain rises at the rate of 12 db/ 
octave up to 15 000 c/s, above which frequency its gain is 40 db more than the basic 

*Later models of G.E. pickups have inductances of 250 mH (Broadcast type RPX-046) and 520 mH 
CHome type). 
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Fig. 17.27. (A) Circuit of 
continuously variable equ- 
alising pre-amplifier (B) 
Variation in attenuation 
in low frequency control 
(C) Variation in attenua- 
tion in high frequency con- 
trol (Ref. 246). 
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channel. Outputs from the three channels are added in a single valve feedback sum- 
ming amplifier ; potentiometers which add flat loss in the auxiliary channels permit 
control of the resultant transmission characteristic. The input allows for the con- 
nection of two G.E. variable reluctance pick-ups simultaneously. The maximum 
output is of the order of 1 volt, and the pre-amplifier may be -used at a moderately 
remote location, owing to the cathode follower output. 

The frequency characteristics are given in Figs. 17.27B and C (Ref. 246)! 
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Equalizers applying feedback to the first pre-amplifler stage 

It has been demonstrated by Ellis (Ref. 209) that the feedback circuit may be made 
frequency-selective to give a close approach to the required equalizing characteristic 
for an electro-magnetic pickup^ as in Fig. 17.28. This circuit does not apply any 
appreciable feedback to the pickup itself, owing to the Isolating resistor Ri- The 
cross-over frequency may be adjusted by changing either C or R^, but changing 
without making a similar change in R^ affects the gain. This arrangement is said to 
be " the quietest and most stable " (Ref. 287), and a very low himi level is possible 
if the cathode is well by-passed. The input impedance of the stage is low, owing to 
the feedback circuit. The resistor R^ should be at least 10 times the nominal im- 
pedance of the pickup. The normal gain, above the cross-over frequency, is approxi- 
mately (R.,/R{), so that unity gain is obtained when R^ = Ri- By making R^ > R^ 
this circuit can provide gain as well as bass boosting, but this reduces the available 
increase for low frequencies, since the upper limit of gain is the normal gain of the 
valve without feedback. 

Fig. 17.28. Equalizer which applies negative feedback fig. 17.28 
to an electro-magnetic pickup {Ref. 209). Original 
values were Vi = EF36, Ri = R^ = 1 MQ, R, = 0.22 
MQ, i?3 = 2.2 MQ, C = 600 ,i^F, E,, = 250 volts, 
unity gain. 

Suggested adaptation for 19 db gain and bass boost of 
26 db is : = 6J7 or 1620, i?, = 0.1 MQ, R^ = 1 MQ, 
Rx, = 0.47 MQ, i?3 = 3.0 MQ, C = 330 /^/^F for 
500 c/s, or 510 ixfiF for 300 o/s, or 620 iMfiFfor 250 c/s. 
Vi may also be replaced by a high-mu triode (6AT6) 
where i?i =0.1 MQ, R^ = 0.33 MQ, = 0.22 MQ, 
R, omitted, C = 1200 iifiF for 500 c/s, 2000 ij-iiF for 
300 c/s or ^400 fiiiF for 250 c/s, giving gain of 8 db and bass boost of 26 db {see 
Ref 287). 

A modification of the circuit of Fig. 17.28 is described in Ref. 280 which gives both 
bass boosting (with a " very low frequency roll-off ") and high frequency de-emphasis. 
Values of components are : i?i = 0.33 megohm, R^ — 1.0 megohm, Rj^ = 0.22 
megohm, C = 600 fi/xF approx. (adjustable), C2 = 25 fijiF approx. (adjustable) 
shimted across R^, and Vi =- EF37. 

A different modification of this circuit is given in Fig. 15.13 ; see Chapter 15 
Sect. 2(iv)C This modified circuit enables adjustment to be made for any cross- 
over frequency by means of a continuously variable potentiometer ; unfortunately 
no measured frequency characteristics have been published but this circuit seems to 
be close to the ideal for simplicity and to provide a response characteristic as good as 
that of any other RC feedback amplifier, 

(vi) Equalizers for crystal pickups 

A crystal pickup, when working into a high load resistance of the order of 2 to 5 
megohms gives a practically level response characteristic over the constant amplitude 
section of a gliding-tone frequency test record (A in Fig. 17.30). If the load resistance 
is decreased to 0.5 megohm (Curve B) the output at 50 c/s may fall in a typical case 
by 6 db, the attenuation ratio at other frequencies being inversely proportional to the 
frequency. 

High temperatures cause a reduction in bass response ; an increase from 68 °F to 
104°F causing a decrease of about 5 db at 50 c/s in a typical case (Curve B). 

The output from a crystal pickup is so high that, if it is not attenuated between the 
pickup and the first amplifier stage, it may overload the valve. Unless the equalizer 
provides heavy attenuation, it is advisable to place the volume control between the 
pickup and the first grid. 

Above the cross-over frequency the output voltage from an unequalized high- 
fidelity crystal pickup tends to fall at the rate of 6 db /octave. In popular types there 
is usually a resonance peak which gives some additional lift to the top end of the charac- 
teristic, thus decreasing the amount of equalization required. 



742 



(vi) EQUALIZERS FOR CRYSTAL PICKUPS 



17.5 




A simple equalizer for use with crystal pickups is r. fiG. 17.29 

shown in Fig. 17.29. If = 0.5 megohm, i?, may 
be taken as lOR^ or 5 megohms. This gives an attenua- 
tion at very low frequencies of 20.8 db. The effect of 
variation of Cj is shown in curve C Fig. 17.30 ; these 
response curves are only satisfactory when considerable 
high-frequency de-emphasis is required. 

Better equalization is obtained whea Ri = AOR^, 
thus giving a maximum attenuation of 32 db. Suitable 
values are : i?, = 5 megohms, R^ = 0.125 megohm, Ci = 100 /j-ixF. 
response curve is shown in curve D. 

A more flexible equalizer suitable for use with a high-fidelity crystal pickup is 
shown in Fig. 17.31 (Ref. 127). This gives a choice of three load resistors, thus giv- 
ing some control of the bass, and three values of capacitance suitable for three cross- 
over frequencies. 

An improved eaualizing circuit suitable for use with the Acos GP12 high-fidelity 
pickup is shown in Fig. 17.32 (Ref. 120). This gives correct equalization for H.M.V. 
records within -f- 2.5 db, - 3.5 db from 30 to 8000 c/s. 

An equalizer suitable for use with the Brush high-fidelity pickup is shown in Fig. 
17.33 (Ref. 106). Position (1) is for quiet shellac records with a 500 c/s cross-over 



Fig. 17.29. Simple equal- 
izer circuit for a crystal 
pickup. 

The resultant 




50 100 500 1,000 SPOO IC\pOO 

FREQUENCY fr/S) piG. 17.30 

Fig. 17.30. Response curves of typical crystal pickup. {A) load resistance 2 megohms, 
temperature 68° F ; (B) load resistance 0.5 megohm, temperature 68° and 101° P ; 
(C) with simple equalizer circuit as Fig. 17.29 having R« = 0.5 megohm, .Rj = 5 meg- 
ohms ; (D) with i?2 = 0.125 megohm, R^ = 5 megohms, C, = 100 ^/xF. Test record 
Audtotone for {A), (B) and (C) ; Columbia M-10 003 for (D). Curves based on 

data for Astatic FP-18. 
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FIG. 17,31 




FIG. 17.32 

Fig. 17.31. Flexible equalizer for high-fidelity crystal pickups (Ref. 127). 
Fig, 17.32. Equalizer for Acos GP\2 high fidelity crystal pickup, for 250 c/s cross-over 
frequency {Ref. 120). 

frequency ; (2) for scratchy and noisy shellac records j (3) good Orthacoustic trans- 
criptions and (4) noisy transcriptions. The low frequency filter reduces rumble and 
hum. 

See also Sect. 5(x). 




FIG. 17.33 



Fig. 17.33. Equalizer for use with Brush high-fidelity crystal pickup (Ref. 106). 

(vii) Equalizers applying negative feedback to the pickup 

It is advantageous in all cases to apply negative feedback to the pickup, whether 
electro-magnetic or crystal. This may be accomplished in any conventional maimer 
and the feedback reduces non-linear distortion and the effects of mechanical reson- 
ances. 

Various possible combinations of CR and LCR in the feedback network of both 
crystal and electro-magnetic pickups are described in Ref. 220. Most of these apply 
a very limited amount of feedback, but the same principle could be applied to a high- 
gain pre-amplifier stage with increased feedback. It is evident that any type of 
pickup may be equalized by this method, with the additional advantages of increased 
damping on the pickup. It seems that more detailed investigation of the subject 
is well merited. 

(viii) Miscellaneous details regarding equalizing amplifiers 

Position of equalizer 

In general it is preferable to place the equalizer following the first stage of the pre- 
amplifier in the case of low level pickups. With high level pickups it may be possible 
to incorporate the equalizer in the main amplifier. 

Input transformers 

Although input transformers are not necessary with electro-magnetic pickups, 
they have some distinct advantages. The step-up ratio provides useful gain, while 
they permit the use of a balanced-to-earth input line which gives improved signal- 
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Pig. 17.34. Low impedance pickup 
with balanced-to-earth input to step-up 
transformer . 

to-noise ratio (Fig. 17.34). With low 
level pickups the transformer improves 
the signal-to-hum and signal-to-noise 
ratios. 

Rumble 

Rumble may be reduced, if necessary, 
by a filter which cuts off sharply below, 
say, 50 c/s. The cut-off frequency and 
attenuation necessary are dependent 
upon the motor, turntable and amount 
of bass boosting in the equalizer and 
tone control. One example is incor- 
porated in Fig. 17.35B. 

(ix) Complete amplifiers 

Complete amplifiers for the repro- 
duction of sound from records may in- 
clude — 

1. A suitable pickup. 

2. An equalizer to provide constant 
velocity output (only required for elec- 
tro-magnetic pickups, and even then 
only when not provided as part of the 
main equalizer). 

3. A first stage pre-amplifier (only 
required in the case of a low level pick- 
up). 

4. A main equalizer, preferably pro- 
vided with adjustable cross-over fre- 
quencies and variable high-frequency 
de-emphasis. 

5. A tone control, preferably com- 
prising separate bass and treble controls. 
If the main equalizer has flexible adjust- 
ments of its characteristics, it may be 
used in place of a separate tone control. 

6. A rumble filter, preferably with 
switch to cut in or out (may be omitted 
if response is attenuated below 70 c/s). 

(Continued on page 748) 

Fig. 17.35A. Circuit of 25 watt ampli- 
fier using G.E. variable reluctance or 
Pickering \20M pickup (Ref. 240). 
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Fig. 17.35B. Williamson pre-amplifier including equalizer and high-pass filter {rumble 
attenuator). Ref. 270. In the original amplifier V^s = ^it Vu = type EF37, 
Vi3 and Vn may be replaced by type 6J7 or 1620' i/ Jt,, = 1600 Q. 







Type 


Rating 


Tolerance 





Value to suit trans- 
former 


High-stability carbon 






■^69 


0.1 MQ 


High-Stability carbon 


iW 


20% 




0.68 MQ 


High-stability carbon 


iW 


20% 


^91 


0.22 MO 


High-stability carbon 


w 


20% 


R%i 


4700 Q 


High-stability carbon 




20% 


^63 


0.22 MO 


Composition 




10% 


^01 


20 000 Q 


Composition 






^65 


22 000 Q 


High-stability carbon 




20% 


^66 


0.22 MQ 


Composition 




10% 


^67 


0.20 MQ* 


Composition 






•^68 


4.7 MQ 


Composition 




5% 




1.0 MQ 


Composition 




20% 


Rio 


0.22 MQ 


Composition 


Iw 


20% 


Rn 


2200 Q 


Composition 




20% 




2.0 MQ 


Composition 




1% or 








matched 


Rt3 


2.0 MQ 


Composition 




1% or 






matched 




1.0 MQ 


Composition 




1% or 






matched 


Ru 


10 MQ 


Composition 




5% 




47 000 fi 


Composition 




10% 


R-n 


1000 O 


Composition 




20% 


Ris 


47 000 jQ 


Composition 


\W 


20% 


/?„ 


0.22 iWi? 


Composition 




20% 


^so 


10 000 Q 


Composition 


\W 


20% 


^81 


0.22 Mf3 






•^82 


0.22 MQ 




iW 




^83 


47 000 f2 








^84 


100 ^3 









♦May require adjustment. 



unless otherwise specified. 



0.5 liF 
50 t>.F 



Paper 
Electrolytic 



(V d.c. 
working) 
250 
12 
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^52 


16 


Electrolytic 


450 






0.02 /nF 


Paper 


350 


10% 


C54 


4000 ixfiF 


Silvered mica 


350 


10% 




100 jufi-F 


Silvered mica 


350 


10% 




50 IJ.F 


Electrolytic 


12 




50 uF 


Electrolytic 


12 






0.01 ^tF 


Silvered mica 


350 


1% or 
matched 




0.25 iiF 


Paper 


500 


20% 


Cao 


5000 ^^F 


Silvered mica 


350 


1% or 
matched 


^-61 


5000 liixF 


Silvered mica 


350 


1% or 
matched 


^62 


7000 /x/iF 


Silvered mica 


350 


10% 


^63 


0.5 fiF 


Paper 


500 


20% 


Csi 


16 fiF 


Electrolytic 


450 


^es 


4 (liF 




250 




Cs6 


2 




350 






0.1 fiF 




350 





Sf, single pole single throw 
Sa single pole single throw 




A.C. 

— o 



Pig. 17.35C. Williamson tone compensation and filter unit (Ref. 270). In the original 
amplifier = Kjo = = type EF31. All may be replaced by type 9002, or by 
type 6AU6 with a slight increase in gain, or by type 6J7 {or 6J5 triode) with a slight 

decrease in gain. 







Rating 


Tolerance 




0.25 MQ log. 








47 000 Q 


IW 




^38 


47 000 Q 


IW 






3300 Q 






■R40 


0.25 MQ log. 








100 000 Q 






Rii 


6800 






^43 


10 000 Q 






i?44 


0.1 MQ linear 
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100 000 Q 


\W 




2200 Q 






0.1 MQ 




■^48 


0.47 MSi 




*^4fl 


0 47 MQ 






33 000 


\W 


R., 


100 000 13 




Rsz 


3300 a 




Rb3 


1 Affi 




Rsi 


0.1 Mfi 






0.1 MQ 




^68 


50 000 






100 Q 





10% 
10% 
10% 



1 % or matched 
1 % or matched 
1 % or matched 



All resistors may be \ W rating, tolerance 20% unless otherwise specified. 



50 fiF 
8 

0.25 iiF 
150 /ifiF »ia«. 
0.01 fiP 
0.05 

1000 M/xF 
50 fiF 
0.05 ,xF 
100 fitiP 
200 njiF 
300 n/iF 
500 /li/iF 
50 /i^F 
100 lifiF 
250 ji/iF 
50 nF 
0.05 /xF 
8 nF 
75 ^L^,F 

100 fi/iF 

150 fi/MF 

200 (.i/iF 

150 ^^F 

200 fifiF 

300 /iAiF 

400 fifiF 
16 ,iF 
16 ^iF 





Rating 




Type 


aV d.c. 


Tolerance 


working) 




Electrolytic 


12 




Electrolytic 


450 




Paper 


500 


20% 


Preset 






Paper 


250 


20% 


Paper 


250 


20% 


Silvered mica 




20% 


Electrolytic 


12 


20% 


Paper 


500 


Silvered mica 




5% 
5% 


Silvered mica 




Silvered mica 




5% 


Silvered mica 




5% 


Silvered mica 




5% 
5% 


Silvered mica 




Silvered mica 




5% 
20% 


Electrolytic 


12 


Paper 


300 




Electrolytic 


450 


1% or 
matched 


Silvered mica 




Silvered mica 




1% or • 
matched 


Silvered mica 




1% or 
matched 


Silvered mica 




1% or 
matched 


Silvered mica 




1% or 
matched 


Silvered mica 




1% or 
matched 


Silvered mica 




1% or 
matched 


Silvered mica 






Electrolytic 


450 




Electrolytic 


500 





Choke : CH, 50 H at 20 mA. Resistance about 1500 Q. 

Mains Transformer — • 

Primary : 200-220-240 V, 50 cjs. 

Secondaries : 1. 325-0-325 V, 20 mA d.c. 

2. 6.3 Vy O.dA. 

3. 6.3 V, 1.5 A. 
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Switches — 
^1 SingU pole single throw. 
5a Double pole single throw. 
S3 Single pole single throw. 

Si 5 bank, 5 position selector switch. 

7. A high frequency attenuator or filter for worn or noisy records (may be omitted 
if a sufficiently flexible tone control is fitted). One very effective form of filter is a 
capacitance connected across the secondary of the output transformer — see page 214. 

An example of a complete amplifier is given in Fig. 17.35A. This is a 25 watt 
amplifier suitable for operation from a G.E. variable reluctance pickup, or Pickering 
120M. The total harmonic distortion is under 1%. The pre-amplifier consists of 
a triode with proper compensation in the output circuit. Bass boosting is obtained 
by the use of frequency-selective negative feedback in the second and third stages. 
Hum from the heater is reduced to the vanishing point by making the heaters of 
the first two twin triodes part of the cathode resistor of the output stage. The output 
stage draws approximately 300 mA, which is the correct current for the heaters of 
the 6SL7 valves, and the additional bias required for the output valves is obtained 
by a resistor (Ref. 240). 

Another example of a complete amplifier is that due to D. T. N. Williamson (Ref. 
270) shown in Figs. 17.35 B, C, D, E, F and G. The main amplifier (Fig, 17.35F) 
is a new version of the earlier Williamson amplifier of which one adaptation is Fig. 7.44. 
The circuit differs in minor details only from Fig. 7.44 ; the balancing adjustment 
on Vi and has been omitted as uimecessary, provided that Ri,R, Rn and R^^ have 
the specified values and tolerances, while a transitional phase-shift network RuCio 
has been added to increase the margin of stability at high frequencies. 

Output transformer specifications (3.6 ohm secondaries) — Williamson Amplifier : 

Core : I J in. stack of 28A Super Silcor laminations (M. and E.A.). The winding 
consists of two identical interleaved coils each IJ in, wide on paxolin formers IJ in. 
X If in. inside dimensions. On each former is wound : 

5 primary sections, each consisting of 440 turns (5 layers, 88 turns per layer) 
of 30 S.W.G. enamelled copper wire interleaved with 2 mil. paper, 
alternating with 

4 secondary sections, each consisting of 84 turns (2 layers, 42 turns per layer) 
of 22 S.W.G. enamelled copper wire interleaved with 2 mil. paper. 
Each section is insulated from its neighbours by 3 layers of 5 mil. Empire tape. All 
connections are brought out on one side of the winding, but the primary sections may 
be connected in series when winding, two primary cormections only per bobbin being 
brought out. Windings to be assembled on core with one bobbin reversed, and with 
insulating cheeks and a centre spacer. 

Curves showing the loop gain and phase-shift characteristics of the main amplifier 
are shown in Fig. 17.35G. 

The pre-amplifier Fig. 17.35B has a voltage gain of 250 times from the grid of the 
first valve to the voltage across the output terminals. The input grid voltage must 
not be less than 0.8 mV ; this minimum voltage can readily be provided by a suitable 
transformer from any pickup. Care should be taken to avoid overloading the pre- 
amplifier by too high an input voltage. The overall frequency response, when 
tested with an ideal " velocity " pickup on an English Decca disc is level within 
1 db from 20 to 14 000 c/s ; below 20 c/s there is attenuation at the rate of 30 db/ 
octave to eliminate rumble. For the English E.M.I, characteristic, switch S^ should 
be opened. Other recording characteristics can be handled by the use of the tone 
compensation imit. 

This overall frequency characteristic, which provides bass boosting and high- 
frequency de-emphasis to suit the recording characteristic, together with a rumble 
filter, is provided by a careful combination of 

(1) bass boosting by V^^ together with the feedback network C54 C55 R^, R^,. 

(2) Attenuation produced by the combined inter-valve couplings. 
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(3) Feedback over Vn, through the parallel-T network. This provides a peak at 
20 c/s which is used to give a sharp knee to the frequency characteristic instead of 
the gradual attenuation produced by the inter-valve couplings. (Note that the 
recording characteristic contributes 6 db /octave to the slope below 20 c/s). 

The final stage is merely a cathode follower to permit the use of long leads 
between the pre-amplifler and the tone-compensation unit. 

If a high-impedance output is permissible, and an attenuation of 8 db at 10 c/s is 
sufficient to reduce the rumble, stage Vi^ may be used as a single stage pre-amplifier 
with a gain of 11 times. Under these circumstances C53 = 0.05 iaF, C 54 = 4000 
/ijiF, i?e4 = 22 000 ohms, iJjo — 2.2 M.Q, Rs, is omitted, and the output is taken from 
the junction of C53 and R^^. 

In the cathode circuit of 1^13, closing the switch ^5 reduces the gain to zero in about 
1 second for use while changing records. 

The noise level, with R„ adjusted for minimum htmi, is about 3 to 5 /xV at K13 
grid, excluding the noise due to the pickup transformer and auxiliaries. The total 
harmonic distortion of the pre-amplifier and tone compensation units combined, is 
considerably less than 0.1%. 

The tone compensation and filter unit Fig. 17.35C provides — 
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Fig. 17.35D. Measured overall response of low-pass filter {stage F„ in Fig. 17.35C 
together with network controlled by switch S^). Ref. 270. 
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Fig. 17.35E. Response curves of the tone compensation circuit following F9 in Fig. 
17.35C.' Curves are limiting positions for continuously-variable controls (Ref. 270). 
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(1) A universal tone control (switches S^S^ and controls RtoRu) with frequency 
characteristics as Fig. 17.35E. The curves may be shifted bodily along the hori- 
zontal axis by modifying the capacitance values shown by the arrows in Fig. 17.35E. 

(2) A low-pass filter with nominal cut-pff values of 5000, 7000, 10 000 and 13 000 
c/s, together with a flat position (switch S4) providing response characteristics as 
Fig. 17.35D. This characteristic is provided by a parallel-T network in the feed- 
back loop of Vii which gives a symmetrical valley at the frequency of resonance. 
A capacitor from the grid of to earth introduces a lagging phase shift which gives 




FIG. 17. 35r 

Pig. 17.35F. Williamson main amplifier— new version (Ref. 270). Voltages under- 
lined are peak signal voltages at 15 watts output. 



Ri 
R. 
Rz 
R. 

Rf., R, 

^8) R\> 
Rlo 

Ruj Ri3 

Rl4> Rl9 

Ri^i R^M 

■^173 -^21 
Rst2 

R25 

Rib 

^ly ^^5: 

CH2 

T 



1 MQ 
33 000 Q 
47 000 Q 
470 Q 
22 000 i2 

22 000 Q 
0.47 MQ 
390 O 
47 000 Q 

0.1 MQ 
1000 Q 
100 Q 
100 Q 
150 Q 
1200 Q X 



watt 
watt 



watt 
1 watt 



20% 
20% 
watt ± 20% 
10% 

- 5% 
(or matched) 

1 watt ± 20% 

i watt ± 20% 

1 a;atf ± 10% 

2 Kiatr ± 5% 
(or matched) 

i roatf ± 10% 
i warr ± 20% 
1 watt ± 20% 
2- watt wirewound variable 

3 watt ± 20% 



4700 J2 
8 

0.05 /xF 
0.25 ixF 
8 

200 /i^i? 
30H at 20 
10// at 150 W!^ 
Power transformer 



V speech coil impedance 

i euaH ±20% 
500 F wkg. 
350 F 
350 F 

600 F wkg. 
350 K 



425-d-425K 150 m^, 5F iA, 6.3F, 4^, centre-tappeT 
Vi, 2 X 1,63 or 6J5, 65^7 or B65 
V3, V, do. do 

V^, V„ KT66, V, Cossor 53KU, 5V4. 
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AMPLIFIER WITHOUT FEEDBACK 



AMPUFIER WITH FEEDBACK 



Liii 




o 35 



10" 

Frequency (c/t) 



10' 

FIG. 17. 3SS 



Fig. 17.35G. Loop gain and phase-shift characteristics of Williamson main amplifier 

(Ref. 270); 

positive feedback below resonance and negative feedback above resonance, thereby 
unbalancing the characteristic and giving a sharp knee before the attenuation com- 
mences. The addition of an independent RC network controlled by gives 
further treble attenuation and leads to the final result in Fig. 17.35D. 

(x) Pickups for connection to radio receivers 

When a separate pickup and turntable unit is used in conjunction with a radio 
receiver, it is often most convenient for the user to operate the device at some distance 
(say up to 15 feet) from the receiver. The most desirable arrangement is a Record 
Player in the form of a small cabinet enclosing the motor, turntable, pickup, and 
(possibly) volume control, pre-amplifier and equalizer, with the top of the cabinet 
about 20 inches from the floor so as to be accessible from an easy chair. 

The design problem hinges on the use or otherwise of a pre-amplifier. If no pre- 
amplifier is permissible, on account of cost or other factors, it is necessary to 
employ a pickup delivering a high output voltage or whose output voltage is capable 
of being stepped up by a high ratio transformer. 

When pickup terminals are fitted to receivers, they usually provide a resistive load 
of the order of 0.5 megohm, with some capacitive shunting. The input voltage 
required to give full power output is usually about 0.25 volt, although some receivers 
require a higher voltage. If a receiver is being designed specially for good perform- 
ance with a pickup, full power output should be obtained with an input voltage 
not exceeding 0.1 volt. This usually demands a pentode first a-f amplifier, especially 
if negative feedback is used. 

If bass equalization of 20 db is required for use with an electro-magnetic pickup, 
the available voltage must be at least 10 times the input voltage to the amplifier, e.g. 
1 volt and 0.1 volt respectively There is a strong temptation to use a popular pickup 
which provides at least part of the bass boosting by arm resonance, but this is very 
undesirable on account of record wear, distortion and heavy stylus force required. 
There are electro-magnetic pickups capable of providing an output of about 1 volt 
from the secondary of a transformer, which do not employ arm resonance in the vicinity 
of 100 c/s ; these are much to be preferred to those employing arm resonance. How- 
ever, the high cost of a good quality transformer, and the hum and poor frequency 
response with a cheaper transformer, make this a rather unsatisfactory arrangement. 
The necessary bass boosting may be provided by a resistor and capacitor in series, 
connected across the secondary of the transformer A choice of cross-over frequency 
may be provided by a tapping switch and several values of capacitance. High-fre- 
quency de-emphasis may be provided by one or more values of shunt capacitance. 
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although there is danger of pickup resonance unless an isolating resistor is 
used, with consequential loss of gain. Volume control may be provided by a potentio- 
meter having a total resistance preferably not exceeding 50 000 ohms. A screened 
cable may be used to link the record player to the pickup terminals of the receiver. 

If a crystal pickup is used, it is quite satisfactory to incorporate the equalizer 
and volume control in the Record Player. In this case there is no danger of hum from 
the pickup or transformer. With a general-purpose crystal pickup the arrangement 
of Fig. 17.29 may be used in v/hich = 2 megohm?, .Rj == 0.5 megohm and Ci = 
0.000 25 /J.F for a cross-over frequency of 250 c/s or half this value for 500 c/s. Some 
measure of tone control may be provided by a variable resistance of 1 megohm in 
series with Cj. 

With a high fidelity crystal pickup, the circuit of Fig. 17,31 or any similar equalizer 
may be used. 

In all cases it is advisable for the listener, if possible, to set the volume control on 
the record player to about half-way, then to adjust the volume control on the receiver 
for satisfactory operation under normal conditions, and to make all adjustments 
(during listening) with the control on the record player. 

There will be some inevitable loss of the higher frequencies due to the screened 
cable. This may be kept within reason by arranging that the total effective impedance 
of the line, under operating conditions, is of the order of 50 000 ohms or less. For 
example, the equalizer of Fig. 17.32 may be modified by changing the 0.1 megohm 
fixed resistor into a voltune control. 

If a pre-amplifier is used, both it and the equalizer will normally be incorporated 
into the receiver chassis. A volume control may readily be fitted across the pickup, 
and shrmt capacitances may be used in conjunction with a tapping switch for high 
frequency de-emphasis, with due precautions against resonance. With this arrange- 
ment it is difficult to make any adjustment for cross-over frequency in the record 
player. 

Alternatively the pre-amplifier and equalizer may be incorporated into the record 
player, thus giving the maximum flexibility of control. The final stage in the record 
player may be either a cathode follower, or a general-purpose triode with a low ratio 
transformer in its plate circuit. The record player may incorporate a power trans- 
former, rectifier and filter, or it may obtain its plate supply from the receiver. Trouble 
may be experienced with hum owing to the proximity of the motor, transformer and 
pre-amplifier, particularly if a low level pickup is used. However, in spite of these 
design problems, the arrangement is practicable. 

(xi) Frequency test records 

Frequency test records are of two general types— banded tone and gliding tone. 
Banded tone records are recorded with a number of constant frequencies which may 
be played in sequence ; they are generally used when measurements are being made. 
Gliding tone records are useful when it is desired to check for peaks but may also be 
used for frequency response measurements by appropriate timing. These normally 
commence at a high frequency /„ maintain constant velocity characteristics down to 
the cross-over frequency /„, then follow the recording characteristic down to the final 
frequency /a (approximately at the rate of 6 db /octave). In some cases the high- 
frequency response follows the recording characteristic — details are given in the table. 
The frequency response may be checked to a fair degree of accuracy by the optical 
method (see below). Over the " constant velocity " range the width of the light pattern 
should be constant, while over the " constant amplitude " range the width should 
taper downwards in proportion to the frequency. 

References to frequency test records : Refs. 161, 254, 260 ; record catalogues. 
The optical method of testing frequency test records 

A frequency test record, either of the stepped-frequency or gliding-tone type, 
may be checked optically to indicate the amplitude at all parts of the record, with a 
possible error of about 1 or 2 db. The lamp should have a concentrated filament and 
clear bulb ; it should be at least 8 feet from the record and only high enough above 
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the plane of the record to give a brilliant pattern. The eye should be directed vertic- 
ally downwards on to the side of the record nearer to the lamp, and should be as far 
above the record as possible. 

A pair of dividers may be used to measure the width of the reflected light pattern 
for each frequency ; the width of the light pattern is proportional to the voltage 
output from a perfect constant-velocity pickup. This method becomes increasingly 
less accurate below the cross-over frequency, although it is very satisfactory at higher 
frequencies. 

The theoretical analysis and calculation of errors is given by Ref. 243. 
References 25 (Part 5), 99, 219, 243, 258, 293. 



TABLE 1 : GLIDING FREQUENCY RECORDS 



Record 


/i 


/o (cross-over) 




English 








Decca ifrr K1802 


14 000 c/s 




10 c/s 


K1803 


14 000 c/s 


300 c/s 


10 c/s 


American 




R.C.A. 12 in. (12-5-5) 


10 000 c/s 


500 c/s (-1.5 db) 


30 c/s 


London (album LA-32) 








T-499612in. 78r.p.m. 


14 000 c/s (-1-8 db) 


250 c/s(-l db) 


100 c/s (-5 db) 


T-499712in. 78 r.p.m. 


14 000 c/s (4-8 db) 


250 c/s(-l db) 


10 c/s (-33 db) 


Universal D61B Band 1 


10 000 c/s (0 db) 


500 c/s (0 db) 




Band 2 




500 c/s(-7db) 


200 c/s(-7db) 


Band 3 




200c/s(-14db) 


50 c/s(-14db) 


Columbia XERD281 12 








in. 


10 000 c/s 


500 c/s 


50 c/s 



TABLE 2 : COMBINED GLIDING FREQUENCY AND BANDED FRE- 
QUENCY RECORDS 



/o (cross-over) 



R.M.A. Standard REC-128 78 r.p.m. 
No. 1 Side A 



No. 1 Side B 



10 000 c/s 500 c/s 30 c/s 

Constant frequencies 1000 (4 10 db), 
10 000, 9000, 8000, 7000, 6000, 5000, 
4500, 4000, 3500, 3000, 2500, 2000, 1500, 
1000, 700, 500, 400, 300, 250, 200, 180, 
160, 140, 120, 100, 90, 80, 70, 60, 50, 
40, 30. 

Voice announcements. 
Constant frequency 1000 c/s at levels 
-1-10, -f-12, -1-14, -1-16, -fl8 db. 
Then alternate gliding and constant fre- 
quencies from 3000 to 30 c/s at level 
-1-16 to -M8 db (1000 c/s). 
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TABLE 3 : BANDED FREQUENCY RECORDS 



English and Australian 

(78 r.p.m.) 
E.M.I. Australia (ED1189) 


20 000, 18 000, 16 000, 14 000, 12 000, 10 000, 8000, 
6000, 4500, 3500, 2000, (arbitrary 0 db) ; 500 (-1), 
160 (-5.5), 70 (-12 db). 19 000, 17 000, 15 000, 
13 000, 11 000, 9000, 7000, 5000, 4000, 3000, 1000 
(arbitrary 0 db) ; 250 (-3), 100 (-8.5), 50 (-14 db). 


E.M.I. Australia (ED1190) 


13 000 (-1.2 db), 12000 (-1.3), 11 000 ( 0.4), 
10 000 (-0.2), 9000 (-0.2), 8000 (-0.2), 7000 ( + QA\ 
6000 (-1-0.2), 5000 (+0.2), 4000 (4-0.7), 3000 ( + 1.2), 
2000 (+0.6),- 1000 (0 db arbitrary, level), 500 (+0.2), 
250 (-2.9), 140 (■-6), 100 (-8.9), 70'(~10.4), 50 
(-12.8), 35 c/s (-14 db). 


E.M.I. Studios JG449 (1) 

(2) 


20 Kc/s, 18, 16, 14, 12, 10, 8, 6, 4.5, 3.5, 2 Kc/s (0 db) ; 
500 c/s (-1), 160 c/s (-5.5), 70 c/s (-12 db). 
19 Kc/s, 17, 15, 13, 11, 9, 7, 5, 4, 3, 1 Kc/s (0 db) ; 
250 c/s (-3), 100 c/s (-8.5), 50 c/s (-14 db). 


Columbia LOX-650 


1000 (0 db), 10 000 (-1), 9000 (-1.6), 8000 (-1.6), 
7000 (-1), 6000 (-0.8), 5000 (-0.8), 4000 (-0.8), 
3000 (-0.8), 2000 (-0.8), 1500 (-1), 800 (-0.8), 
500 (-0.8), 300 (-3.4), 200 (-5.2), 150 (-7.1), 
100 (-9.4), 70 (-11.2), 50 (-13.6 db). 


Decca Z718 


/ 50, 70, 1 00, 1 60, 250, 500, 1 000, 2000, c/s 
\ -14 -11 -8 -4 0 0 0 0 db 
+ 3000, 3500, 4000, 4500, 5000, 6000 c/s 
\0 0 0 0 0 Odb 


Decca K1804 


14 000 to 400 c/s (constant velocity) 250 to 30 c/s 
(constant amplitude) ; in steps. Level +10 db at 
1000 c/s. 


American 

R.M.A. Standard "1 No. 2(A) 
REC-128 y 
78 r.p.m. J No. 2(B) 

R.C.A. (12-5-19) 12 in.1 
78 r.p.m. V 
Unfilled vinyl, SF j 

R.C.A. (12-5-25) 

( = 460625-6) 12 in. 33-1/3 
r.p.m. Unfilled vinyl, SF 

R.C.A. (12-5-31) 7 in. 45 
r.p.m. 
Unfilled vinyl, D.F. 
(Opposite side of 12-5-29) 


Constant frequency bands at same frequencies as 
No. 1 Side A without announcements. 
8000, 6000, 4000, 2000 ( + 10 db) ; alternate gliding 
and constant frequencies 3000 to 30 c/s ( + 16 to 18 
db); 8000, 6000, 4000, 2000 ( + 10 db). 
Approx. const, vel. 10 000 ; 9000 ; 8000 ; 7000 ; 
6000 ; 5000 ; 4000 ; 3000 ; 2000, 1000 ; (0 db = 
8.6 cm/sec. approx.) 800 c/s ; 500 (-1.5 db); Const, 
ampl. 300 ; 200 ; 100 ; 50 ; 1000 (-2 db) ; 10 000. 
12 000 (-2.5 db); 11 000 (-3) ; 10000 (-1.5); 
approx. const, vel. down to 700 (—0.5 db) ; 400 (1.2 
db below const, ampl.) ; 300 (0.6 db below const, 
ampl.). Also 400 and 4000 c/s tone for intermodula- 
tion testing. Groove has bottom radius less than 0.5 
mil. Max. stylus radius 3 mils. 

Approx. const vel. 10 000 (-0.5 db) ; 9000 ; 8000 ; 
7000 (-1); 6000 ; 5000 (-1.3); 4000; 3000 
(-1); 2000 ; 1000,(0 db = 5.2 cm/sec.) ; 700 
( — 0.5) ; 400 ( — 1.5) ; approx. const, ampl. 400 ; 
300 ; 200 ; 100 ; 50 ; 1000. Velocity at 1000 c/s 
= 5.2 cm/sec. 
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Columbia 

TL-1 LP microgroove 
33-1/3 r.p.m. 



TL-2 LP microgroove 
33-1/3 r.p.m. 



RD-103 LP microgroove 
33-1/3 r.p.m. 
12 in. Bands 



RD-103A LP microgroove 
33-1/3 r.p.m. 
12 in. Bands 



(10003-M) 78 r.p.m. 
12 in. shellac 



(10004-M) 78 r.p.m. 

12 in. shellac 
Audiotone 

78-1 78 r.p.m. 

London Gramophone 

T4998 12 in. 78 r.p.m. 



Clarkstan 

(2000S) 78 r.p.m. 

(20002 S) LP microgroove 
Cook 

Series 10, 10 in. Plastic 
DF. Side A 78 r.p.m. 



10 000 ( + 12 db) ; 9000 ( + 12); 8000 ( + 11.5) ; 7000 
( + 11); 6000 ( + 11); 5000 ( + 10) ; 4000 (+7.5) ; 
3000 (+5.5) ; 2000 (+3) ; 1500 (+2) ; 1000 (0 db = 
1 cm/sec. r.m.s.) ; 800(-l); 500(-2.5); 400(-4); 
300 (-6); 200 (-8.5); 150 (-10); 100 (-11); 
70 (-12); 50 (-13). This record is cut with the 
microgroove recording characteristic including high- 
frequency pre-emphasis. 

10 000 (+5.5 db) ; 9000 (+5.5) ; 8000 (+5) ; 7000 
( + 5.5); 6000 (+5); 5000 (+7); 4000 (+7.5) ; 3000 
(+7); 2000 (+4.5); 1500 (+6.5) ; 1000 ( + 7.5) 
800 (+7.5) ; 500 (+7.5) ; 400 (+6) ; 300 (+3.5) 
200 (-0.5); 150 (-3.0); 100 (-6); 70 (-7.5) 
50 (-10.5) ; 30 (-12 db). 0 db = 1 cm/sec. r.m.s 
10 000 (+5 db) ; 9000 ; 8000 ; 7000 ; 6000 (+5) 
5000 ; 4000 (+7) ; 3000 ; 2000 (+5) ; 1500 ; 1000 
(+7.5); 800 ; 500 (+7.5) ; 400 ; 300; 200 (0 db) ; 
150 ; 100 (-6) ; 70 ; 50 ; 30 c/s (-12) ; 0 db = 
1 cm/sec. Essentially flat over constant-velocity 
portion, with cross-over 500 c/s. 
10 000 ( + 12 db) ; 9000; 8000 ; 7000; 6000 ( + 10 
db) ; 5000 ; 4000 ; 3000 ( + 5) ; 2000 ; 1000 (0 db) ; 
800; 500(-2.5); 400 ; 300 (-6) ; 200 ; lOO(-ll); 
70 ; 50 c/s (-13 db). 0 db = 1 cm/sec. Levels 
arranged to reproduce ± 2 db of " flat " on correctly 
equalized LP reproducing system. 
1000 c/s ; ■ 10 000 (-7 db) ; 9000 ; 8000 ; 7000 ; 
6000 ; 5000 ; 4000 ; 3000 ; 2000 ; 1500 ; 1000 
(-1 db); 800; 500 ; 300 ; 200 ; 150; 100; 70; 
50 ( — 17 db). Cross-over 300 c/s. Level approx. 
4.8 cm/sec. at 1000 c/s. 

As (10003-M) but with cross-over frequency 500 c/s. 



50 to 250 c/s (peak amplitude 0.0017 inch) ; 250 c/s 
upwards (constant velocity). 

14 000 c/s (0 db) ; 13 000; 12 000; 11 000 ; 10 000 
9000 ; 8000 ; 7000 ; 6000 ; 5000 ; 4000 ; 3000 
2000 ; 1000 ; 400 (0 db) ; 250 (-2) ; 100 (-6) 
55 ; 30 c/s (-16 db). 

50 to 500 (constant amplitude) 500 to 10 000 c/s 
(constant velocity) in 17 steps. 

One side recorded flat, other side with NAB curve. 

Constant velocity (9 cm/sec.) above 500 c/s. with 3 db 
knee at crossover. Bands 1000 c/s ; 20 000 ; 17 000 

15 000 ; 12 000 ; 10 000 ; 9000 ; 8000 ; 7000 
6000 ; 5000 ; 4000 ; 3000 ; 2000 ; 1500 ; 1000 
700 ; 500 ; 350 ; 250 ; 125 ; 62.5 ; 40 ; 35 ; 1000 
c/s. 

Side B : 33-1/3 r.p.m. ; Band 1-LP spot check for 
standard LP pre-emphasis— 100 ; 1000 ; 3000 ; 6000 ; 
10 000 c/s. Band 2 — 100 and 7000 c/s intermodula- 
tion test, with 7000 c/s 12 db lower than 100 c/s, on 
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flat basis. No pre-emp basis. Band 3 — slow sweep 
frequencies from 1000 c/s to 35 c/s with 350 c/s 
crossover. Both sides cut for use with 1 or 3 mil 
reproducer stylus. 



TABLE 4 : SPECIAL TEST RECORDS 



R.C.A. Victor 

(12-5-1) 10 in. 78 r.p.m. 
Shellac DF 

(12-5-3) 12 in. 78 r.p.m. 

Shellac DF 

(12-5-7) 12 in. 78 and 

33-1 /3 r.p.m. Shellac 

DF 

(12-5-9) 12 in. 78 r.p.m. 
Shellac SF , 

(12-5-11) 12 in. 78r.p.m. 
Shellac DF 



(12-5-13) 10 in. 78 r.p.m. 
Shellac DF 

(12-5-15) 12 in. 78 r.p.m. 
Unfilled vinyl DF 

(12-5-17) 10 in. 78 r.p.m. 
Shellac DF 

(12-5-21) 12 in. 78 r.p.m. 
Unfilled vinyl DF 



(12-5-23) 12 in. 78 r.p.m. 
Unfilled vinyl DF 

(12-5-29) 7 in. 45 r.p.m. 
Unfilled vinyl DF 
(12-5-35) 7 in. 45 r.p.m. 
Unfilled vinyl DF 

(12-5-37) 7 in. 45 r.p.m. 
Unfilled vinyl DF (RL- 
419) 



(12-5-39) 12 in. 78 r.p.m. 
Unfilled vinyl DF (RL- 
420) 



Unmodulated grooves at normal recording pitch with 

lead out and eccentric. Same both sides. 

Unmodulated grooves at normal recording pitch with 

lead out and eccentric. Same both sides. 

On 78 r.p.m. bands 2300 ; lOOO c/s. On 33-1/3 r.p.m. 

1000 ; 433 c/s. Frequencies constant within 0.2% 

instantaneous (12-5-5 on opposite side). 

Band l~silent ; 2—400 c/s at 5.9 cm/sec. ; 3—1000 

c/s at 9.6 cm/sec ; 4 — silent. Frequencies constant 

within 0.2% instantaneous. 

Landing area with no lead-in spiral ; at least one un- 
modulated normal pitch groove ; steep blank spiral i 
normal pitch inside groove ; lead out and eccentric 
Same both sides. 

As for (12-5-11). Same both sides. 

Warble frequency bands, sweep rate 5.5 c/s. Band 
(1)500— 2500 c/s; (2) 750— 1250 c/s ; (3) 1250—1750 
c/s ; (4) 1800—2600 c/s. Same both sides. 
As (12-5-15). Same both sides. 

For checking automatic record changers. Three 
modulated bands with large eccentric groove. Bands 
define standard 10 and 12 in. landing areas without 
lead in grooves. Inner band 936 c/s (1 minute) for 
checking wow. 

Various modulated bands joined by spiral grooves to 
indicate limits of standard recording dimengions 
(12-5-21 on other side). 

For checking landing and tripping action of changer 
mechanisms. Bands 1000 ; 400 ; 1000 c/s. 
For checking landing and tripping action of changer 
mechanisms ; for checking pickup sensitivityj turn- 
table flutter and rumble. 

Bands of 400 and 4000 c/s signals combined, the 
4000 c/s being 12 db below the 400 c/s level. Peak 
velocities from 3.8 to 18 cm/sec. in approx. 2 db steps. 
0 db =■ 6 cm/sec. Intermodulation distortion in the 
record is less than 4%. For testing pickup " track- 
ing " at various levels and stylus forces (Ref. 285). 
Bands of 400 and 4000 c/s signals combined, the 4000 
c/s being 12 db below the 400 c/s level. Peak re- 
corded velocities run from 27 to 4.4 cm/sec. in approx. 

2 db steps. 0 db = 9.1 cm/sec. Intermodulation 
distortion in the record is less than 3%. Groove has 
small bottom radius suitable for testing with 1.0 or 

3 0 mil styli. Same use as 12-5-37, 
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(12-5-41) 12 in. 33.3 or 78 
r.p.m. Unfilled vinyl DF 



Clarkstan 

1000 A 12 in. 78 r.p.m. 
vinylite SF 



iOOO D 12 in .78 r.p.m. 
vinylite SF. 



For routine testing of record changer operation witli 
1.0 or 3.0 mil styli. Standard R.M.A. landing areas 
for 10 and 12 inch records are defined by short inter- 
rupted tones. Short bands of 400 and 1000 c/s tones 
are included for routine pickup sensitivity measure- 
ments. 



Sweep frequency record for oscillographic observation 
of equipment response. Frequency range 70 to 
10 000 c/s, flat within ± 1 db. Sweep frequency rate 
20 times/sec. Crossover 500 c/s. 
Sweep frequency record as lOOOA but covering range 
from 5000 to 15 000 c/s. 



E.M.I. Studios 

JH138 10 in. 78 r.p.m. 
for use with 2.5 mil 
radius stylus. 



Side 1 : 400 c/s (4-22.5 db) with approx. 4000 c/s 
( + 10.5 db) superimposed additively for I.M. testing of 
pickups. Peak lateral velocity of combined wave is 
equal to that of a sine wave at a level -1-24.5 db. The 
succeeding 10 bands have levels of both tones reduced 
2 db below those of the foregoing band. 
Side 2 : 60 c/s (~|-8.6 db) with 2000 c/s ( + 10.3 db) 
superimposed additively. When the 2000 c/s is 
reduced in the pickup bass correction equalizer by the 
correct amount relative to 60 c/s (i.e. 13.7 db), its 
effective level will be —3.4 db, i.e. 12 db below the 
60 c/s tone. On a velocity basis, the peak lateral 
velocity of the combined wave is equal to that of 
a sine wave at a level +15.5 db. The peak combined 
amplitude is equivalent to that of a 60 c/s sine wave 
having a level of +10 db. The succeeding 10 bands 
each have the level of both tones reduced by 2 db below 
those of the foregoing band. 0 db = 1 cm/sec. r.m.s. 
(Ref. 310). 



See Supplement for additional Frequency Test Records. 



SECTION 6 : DISTORTION * AND UNDESIRABLE EFFECTS 

(»') Tracing distortion and pinch effect (ii) Playback loss (Hi) Wow, and the effects 
of record warping (iv) Distortion due to stylus wear (v) Noise modulation (vi) 
Pickup distortion (mi) Acoustical radiation (viii) Distortion in recording. 

(i) Tracing distortion and pinch effect 

Tracing distortion (also known as playback distortion) is non-linearity introduced 
in the reproduction of records because of the fact that the curve traced by the centre 
of the tip of the reproducing stylus is not an exact replica of the modulated groove - 

Detailed mathematical analyses of tracing distortion have been made (Refs. 41 and 
213, 42, 224, 264) and some popular articles have been written (Refs. 40, 146). The 
distortion arises from the shape of the cutter, which has a chisel edge, so that a spherical 
tipped needle follows a different path — in other words it introduces harmonic dis- 
tortion. Odd harmonics are shown up in the lateral movement of the needle, while 
even harmonics make their presence felt through vertical movement of the needle — 
the « pinch effect " 



• See also Chapter 37 Sect. 1 (vi) N for I.R.E. tests on phonograph combinations. 
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Harmonic tracing distortion 

It had earlier been believed (Ref. 42) that the dominant harmonic was the third, 
out a more recent analysis (Ref. 264) has proved that the higher harmonics also should 
be considered. The values of the fundamental and harmonics up to the seventh may 
be calculated from the equations below. The harmonic distortion, when reproducing 
with a constant velocity pickup, is given by the ratio of the harmonic to the fimda- 
mental, multiplied by the harmonic number (e.g. 3 for third harmonic). 



-^R^A^{i - iA' + l-^A^ -•••}- 



Fundamental amplitude = /I - —^R^A^^ 1 - lA^ + -A" -...)» + 

4;?M={i _ + . . .} _ ^^R^A^{i -...}+... (1) 

Third harmonic amplitude = - ^RM^^j^l - j_ _ _ _ _^ 



5Y2^'H' - + • •} - 40^0^^^'{^ -...}+... (2) 
Fifth harmonic amplitude = j^i?M=-|^l - |z4" + . . . j- + 

25 r 5 - 1 625 r 1 

Seventh harmonic amplitude = — i^4^^^''\^^ ~ " ' "i" ~ 

^,i^M'{l -...}- 3|^^M'{l -...}-... (4) 

where A = 27ra/A 
jR = 27rr/A 

a = amplitude of lateral modulation of groove, measured in the plane of 

the record 
r = stylus radius 

and A = wavelength of sinusoidal modulation measured in the direction of an 
immodulated groove. 

These formulae only hold when RA does not exceed V 2. 

Example : Groove velocity 10 inches/sec, lateral groove velocity 2 inches/sec 
for / = 4000 c/s, 
r = 2.3 mils. 
Wavelength = A = 10/4000 = 0.0025 inch. 
Amplitude = a = 2/27r(4000) = 1/400071- inch. 
A = 2tt a/A = 0.2. 
R = 277-(0.0023)(400) = 1.847r. 

From (1) : Fundamental amplitude = 0.1839 (this is 91.9% Of the groove ampli- 
tude). 

From (2) : Third harmonic amplitude = — 0.0113. 
Percentage third harmonic with constant velocity pickup = 

3 X 0.0113 X 100/0.1839 = 18.4%. 
From (3) : Fifth harmonic amplitude = + 0.0035. 
Percentage fifth harmonic with constant velocity pickup = 

5 X 0.0035 X 100/0.1839 = 9%. 
Total r.m.s. distortion = 20%. 

Intermodulation tracing distortion 

The harmonic distortion so far discussed implies the existence of intermodulation 
distortion which causes the most distressing effects on the listener and is still audible 
when the offending harmonics are inaudible. The ratio of intermodulation distortion 
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10 total harmonic distortion may be as high as 10 times (Ref. 110). Intermodulation 
distortion may, in severe cases, be audible as a buzz. 

Since the higher order harmonics are substantial, the most convenient method of 
comparison for different conditions is given by intermodulation distortion (Ref. 264) 
and four curves for selected operating conditions are given in Fig. 17.37A. Under 
these operating conditions the upper limit for good reproduction is 10% intermodula- 
tion — this does not hold for other conditions. 

The minimum groove diameters for reasonable fidelity (less than 10% calciUated 
intermodulation distortion as given by Fig. 7.37A) are : 

R.P.M. Stylus radius Min. groove diameter 

78 3.0 mils 6.1 inches 

45 1.0 4.9 

33-1/3 1.0 6.5 

33-1/3 2.3 10.1 

Fortunately, owing to the smaller amplitudes which usually occur in both speech 
and music at the higher frequencies, the actual distortion under the prevalent listening 
conditions is usually less than the values given above. In addition, the yield of the 
record material reduces the distortion (Ref. 265) ; this is appreciable with vinyl, 
but negligible on shellac records. A further effect is the translation loss which may be 
about 6 to 8 db at 10 000 c/s at 
the inner radius with 78 r.p.m. 
standard groove, whereby both 
fundamental and harmonics are 
reduced. All these subsidiary 
effects tend to decrease the actual 
tracing distortion. 

However, the deterioration in 
both frequency response and 
fidelity is plainly audible to a 
critical listener as the groove 
radius decreases towards the end 
of a record ; this applies to 78 
r.p.m., transcriptions and all 
types of fine groove recording. 

The effect of recording char- 
acteristics on tracing dis- 
tortion 

Over the range of constant 
velocity recording, the tracing 
distortion is proportional to the 
square of the frequency 

With high-frequency pre-em- 
phasis followed by the correct 
amount of de-emphasis, at the 
rale of 6 db/octave above a 
" hinge frequency " /i (P iti Fig 
17.37B) the third harmonic trac- 
ing distortion at a recorded fre- 
quency/, will be one third of the 
value calculated by the procedure 
outlined above provided the con- 
stants are the same in both cases. 
This relationship will, however, 
not hold at any other point. For 
example, at frequency /a where 
/j = 2/i, the amplitude at Q' 
will be twice that at Q and the 
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FIG. 17. 37A 

Fig. 17.37A. Variation of calculated inter- 
modulation tracing distortion with record diameter 
{based on Ref. 292). 
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Fig. 17.376. Ideal recording char- 
acteristic for calculating tracing 
distortion. 




distortion will therefore be four times as great with pre-emphasis : de-emphasis 
as at point P. This may be expressed in the general form 
H3% (constant amplitude) 
Hs% (constant velocity) 3 
where m = fjfi 

= recorded frequency • 
/j = hinge frequency of pre-emphasis 
and the pre-emphasis and de-emphasis are both at the rate of 6 db/octave above /i 

If/a = /i m = \ Ratio oi = 1/3 

/j = 2/'i m = 2 Ratio of = 4/3 

If^ OT = 4 Ratio of H3% = 16/3 

Other distortion effects 

In the foregoing treatment it is assumed that the pickup stylus and armature are 
able to follow ideally all the sharp and sudden changes in the modulation of the groove 
which occur with complex sounds. In many cases this is obviously not the case, so 
that additional causes of spurious intermodulation products (mainly inharmonic) 
arise. These are reduced by the use of a really good pickup but in most cases it is 
probably true that the best available pickup will introduce distortion additional to 
the theoretical tracing distortion. 

The distortion arising from overmodulation at high frequencies due to a high value 
of pre-emphasis has already been covered in Sect. 5(i). Similar effects may occur 
at low frequencies with organ music, but may be avoided by the use of a low frequency 
limiter in the recording amplifier. 

The effect of finite size of needle tip on the reproduction of the fundamental re- 
corded frequency is covered in Sect. 2(i), also translation loss. 

The pinch effect has already been mentioned. It causes increased combination 
products, forced vibration of the armature at its high resonant frequency, increased 
noise in the output voltage and needle talk. Fortunately these bad effects may be 
considerably reduced by the introduction of vertical compliance either in the needle 
(bent shank or trailer type) or in the pickup itself. 

References to tracing distortion, intermodulation distortion and pinch effect : 
11, 40, 41, 42, 47, 110, 146, 193, 212, 213, 223, 224, 225, 248, 264, 265, 285. 

(ii) Playback loss 

Playback loss has been defined as the difference between the recorded and the re- 
produced level at the very same point of a record. It is due to the physical properties 
of the record material, being evident as a loss of the higher frequencies. A com- 
paratively stiff and hard material such as is used with shellac pressings has very little 
playback loss ; vinyl and lacquer are very much more flexible and exhibit appreciable 
playback loss. It is also a function of the pickup used. Reference 227. 

(iii) Wow and the effects of record warping 

Wow is a low-frequency modulation effect caused by spurious variations in groove 
velocity, either in recording or in reproduction. In recording, the American N.A.B. 
recommends that the maximum instantaneous deviation from the mean speed of the 
recording turntable shall not exceed ± 0.1% of the mean speed. The B.B.C. " D 
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channel" limit is ± 0.05% (Ref. 297). In reproduction, most turntables used in 
combination sets suffer from an appreciable slowing down on heavily recorded pas- 
sages. This effect is reduced by the use of a light-weight pickup with high lateral 
compliance. The effect may be noticed, in severe cases, by a movement in the pattern 
produced on a stroboscopic disc at the commencement and end of a heavily recorded 
passage. 

A warped disc or wobbling turntable will produce greater wear and eventually 
greater scratch level on the high portions of the record. This is much less with well- 
designed light-weight pickups than with older models. However, it is important 
that the stylus force should be considerably more than the minimum for correct 
tracking on a perfectly flat record. A record with warp in excess of 1/16 inch is 
likely to cause trouble. 

An eccentric disc or turntable will tend to cause wow ; a very small amount of eccen- 
tricity is sufficient to be noticeable in recording (max. ± 0.002 inch N.A.B. ; also 
English — Ref. 235). This will produce a tonal pitch variation of 0.1% on reproduc- 
tion (10 or 12 inch records). 

Flutter is similar to wow but at a high frequency ; the ear is very sensitive to this 
form of distortion. This also may occur both in recording and in reproduction. 

References to wow etc. in recording : 84, 90, 193, 231. 

Reference to tests on wow in phonograph combinations : 267. 

See also Chapter 37 Sect. 1 (vi) N for I.R.E. tests on phonograph combinations, 
(iv) Distortion due to stylus wear 

All theoretical work on disc reproduction assumes that the needle point is perfectly 
spherical. A jewel or other form of permanent tip suffers wear on two opposite faces. 
The wear is usually measured in terms of the width of the nearly flat portion. The 
distortion arising from the worn stylus is independent of amplitude, and consists 
principally of odd harmonics. The distortion is a function of d/l 
where d ~ width of flat on needle 



and / = wavelength of recorded tone. 

The following table has been calculated from published data (Ref. 59) for standard 
groove constant velocity recording : 













at iimermost groove 


d/l 


fundamental 




















/ 


= 1000 c/s 


/ = 10 000 c/s 


0.16 


- 1 db 


4.8% 


6.6% 


d 


= 1.5 mil 


d = 0.15 mil 


0.22 


~ 2 db 


10% 


12% 


d 


= 2.4 mil 


d = 0.24 mil 


0.275 


-- 3 db 


20% 


17% 


d 


= 3.3 mil 


d = 0.33 mil 


0.36 


- 5 db 


44% 




d 


= 4.1 mil 


d = 0.41 mil 


0.5 


-10 db 













The distortion becomes very severe before there is any appreciable attenuation of 
the ftmdamental caused by the needle wear. Although the harmonics of the higher 
frequencies may be outside the frequency range of the equipment, the intermodulation 
products will be apparent. 

If the recording characteristic is constant amplitude (6 db/octave high frequency 
pre-emphasis followed by de-emphasis) the values of distortion in the table should 
be divided by 3 and 5 for and respectively. In this case pre-emphasis : de- 
emphasis shows to considerable advantage over constant velocity, in that styli last 
longer before requiring replacement, for the same distortion. 

It is obvious that, for high fidelity, no observable stylus flat is permissible. This 
seriously limits the life of sapphire styli, even when using a good quality pickup with 
high lateral and vertical compliance — see Sect. 2(vi). 

(v) Noise modulation 

The noise level is usually measured as the high-frequency noise developed by an 
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unmodulated groove. When a high degree of noise is present and the groove is 
modulated by a single-frequency signal, it is found that the signal tends to modulate 
the noise. The noise modulation reaches a maximum twice each cycle, and the peak 
amplitude may be over ten times the peak amplitude of the measured noise in an 
unmodulated groove. The use of pre-emphasis : de-emphasis is to reduce the noise 
itself but to increase noise modulation. This efSct is not apparent when the inter- 
modulation is less than 4%. 

This effect may be minimized during recording, by special means suggested in the 
article. 

Reference 145. See also Ref. 193 (proposed standards). 

(vi) Pickup distortion 

Non-linear distortion in a pickup may vary from practically nil in the best high- 
fidelity types to over 5% total harmonics in some types. . The total harmonic dis- 
tortion with a well designed crystal pickup is well under 2% (Ref. 120). 

The usual method to test harmonic distortion is to use a suitable frequency 
test record, check it for distortion with a pickup which is known to have very low 
distortion, then measure the distortion with a wave analyzer. A simple test is to use 
a C.R.O., but this is not capable of indicating less than about 2% or 3% total har- 
monic distortion. The distortion is always a function of frequency, so that it should 
be checked at all practicable frequencies. " The minimum stylus force for a given 
pickup to track a given frequency recorded at a given level can be determined . . 
by the observation of waveform on an oscilloscope. The waveform produced by 
failure to track has a characteristic ' spiked ' appearance, and a very small trace of 
this form of distortion is easily detectable " — Ref. 310(b). 

Intermodulation distortion is preferable to total harmonic distortion as a general 
indication of pickup performance. Recommended test frequencies are 400 and 4000 
c/s, with the latter 12 db lower than the former. Test records are available with bands 
recorded at different levels, from below normal level, increasing by 2 db steps to 
+ 10 db (e.g. R. C. A. Victor RL-419, RL-420, E.M.I. JH 138). 

In most cases the intermodulation distortion of a pickup increases very gradually 
up to a certain level, and then rises very rapidly as the level is further increased. 
This " knee " should occur at a level of about +6 db, on record RL-420, that is at 
about 18.2 cm/sec. A high fidelity pickup, tested on record RL-420 shows about 
2.5% intermodulation distortion at a level of -|-6 db ; most of this distortion is due 
to the record (Ref. 291), Other modern lightweight pickups give up to 8% inter- 
modulation at 0 db (9.1 cm/sec). 

The " tracking " capability of a pickup may be checked by plotting a curve of inter- 
modulation distortion against recorded level, for selected values of vertical stylus 
force (for details see Ref. 285). 

Intermodulation distortion may be measured either as the r m.s. sum or as the 
arithmetical peak sum — see Chapter 14 Sect. 3(ii) and (v). An intermodulation 
analyser using the peak sum method is described in Ref. 291. 

(vii) Acoustical radiation 

Acoustical radiation or needle chatter varies considerably among pickups. Some 
pickups have no audible radiation. In other cases the radiation may be reduced, 
if desired, by the use of a bent-shank needle or trailer type (Ref. 225). 

(viii) Distortion in recording 

If the distortion in the cutter head includes, say, 1 % third harmonic distortion, this 
will result in 4% third harmonic distortion if both the fundarnental and the harmonic 
frequencies are recorded and reproduced at constant velocity. On the other han4 
pre-emphasis followed by de-emphasis will reduce this form of harmonic distortion, 
although intermodulation products will still be present (Ref. 189). 

See also Sect. 9(i) for distortion on original recordings. 

Proposed standards for the measurement of distortion in sound recording : 
Ref. 193. 
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SECTION 7 : NOISE REDUCTION 

(i) Analysis of noise (ii) High-frequency attenuation (m) High-frequency pre- 
emphasis and de-emphasis (iv) Volume expansion (v) Olson noise suppressor {vi) 
Scott dynamic noise suppressor (vii) Price balanced clipper noise suppressor. 

(i) Analysis of noise 

Noise in the reproduction of sound from records may be divic*;d into two distinct 
groups, low frequency noise such as hum and rumble, which has already been dealt 
with, and surface noise (scratch) which is the subject of this section. 

Surface noise, when reproduced with a high fidelity pickup, covers the whole 
audible frequency range and beyond, but is most distressing to the ear at frequencies 
from about 1500 to 15 000 c/s. The surface noise per 1 c/s increases with increasing 
frequency. 

When a pickup is used which has a pronounced peak in the region of 3000 to 6000 
c/s, the noise in the output appears to have a peak at this frequency. This effect is 
due partly to the increased response of the pickup at the frequency in question (which 
could be removed by equalization) and partly to shock excitation of the pickup arma- 
ture. The remedy is to use a better quality pickup. 

References 15, 21. 

(ii) High-frequency attenuation 

The distressing effects of surface noise on the listener may be reduced by any form 
of high-frequency attenuation. Soft needles, such as fibre, thorn, bent shank or 
trailer type, introduce attenuation of this kind but it is not controllable and, in the 
case of fibre and thorn needles, variable. 

Electrical attenuation is to be preferred, although it may be combined with the 
use of, say, a bent shank needle. Best results are obtained with a combination of 
two attenuation characteristics — 

1, A very rapid attenuation above a fixed frequency (say 7000 c/s, or a choice be- 
tween 4500, 7000 or 10 000 c/s) for use with old or noisy records. A suitable circuit 
is Fig. 17.24A. 

2. A gradual attenuation characteristic with a hinge point at about 1500 c/s with 
variable rate of attenuation up to at least 6 db /octave, in addition to any de-emphasis 
as such. Some possible circuits are described in Chapter 15 Sect. 6. See also 
Figs. 17.19, 17.23 and 17.27. Crystal pickups used without an equalizer give an 
attenuation approaching 6 db/octave. 

If it is not practicable to have two independent attenuation characteristics, a single 
characteristic may be used provided that it is capable of giving an attenuation of at 
least 30 db at 7000 c/s, for use with worn records 

(iii) High-frequency pre-emphasis and de-emphasis 

This method has already been described, and reduces the noise by approximately 
half the amount of pre-emphasis at 10 000 c/s (for characteristics which follow the 
time-constant roll-off). 

(iv) Volume expansion 

Volume expansion provides an increase in the dynamic range and, effectively, 
reduces the surface noise level with reference to the maximum power output. Full 
details are given in Chapter 16. On accoimt of the limitations of available types of 
volume expanders, a maximum expansion of 8 db is suggested as a satisfactory com- 
promise. 

A combined volume expander and scratch suppressor is described in Ref. 211. 

(v) Olson noise suppressor 

The Olson noise suppressor works on the principle of the threshold effect. If the 
noise is below a certain low threshold value it is not amplified. The output versus 



764 



(v) OLSON NOISE SUPPRESSOR 



17.7 



input voltage characteristic is approximately horizontal for ah input up to, say, 0.5 
volt ; this may be accomplished by means of a network incorporating voltage-delayed 
diodes (such as 6H6) Or germanium crystal diodes. The distortion products (all 
harmonic and most of the intermodulation) are eliminated by splitting the high fre- 
quency part of the amplifier into channels each covering only one octave. Some 
possible combinations are 

1. 0-3000 c/s ; 3000-6000 c/s (2 channels). 

2. 0-2000 c/s ; 2000-4000 c/s ; 4000-8000 c/s (3 channels). 

3. 0-1500 c/s ; 1500-3000 c/s ; 3000-6000 c/s ; 6000-12 000 c/s (4 channels). 
Filters are used which provide attenuatioii at the rate of approximately 30 db /octave 

at both ends of each channel, except the low frequency end of the first channel. A 
filter network for two channels is given in Ref. 115, while one for four chaimels is 
given in Ref. 138. 

The only known defects are that signals below the threshold value are lost, and 
that there are some intermodulation products. 

(vi) Scott dynamic noise suppressor 

The Scott dynamic noise suppressor controls the bandwidth of the amplifier by 
means of separate high-frequency and low-frequency tone controls which are auto- 
matically controlled by the signal. Fig. 17.38 shows one simple application suitable 
for home use (Ref. 251 based on Ref. 114). is an amplifying stage which also 
provides the voltage for application to both high-frequency and low-frequency control 
circuits which in turn control the grid voltages of Fj and Vg. The parallel resonance 
between and Cj provides an attenuation at high frequencies and a high attenuation 
above the normal operating, range i it may also be used as a whistle filter. V2 is 
used as a reactance valve providing variable capacitive reactance which, together with 
C2 and its companion series condenser, forms a series resonant circuit with L.^. The 
low-frequency gate including V3 is quite readily understood. Switch 5i allows the 
suppressor to be opened, providing maximimi frequency range when no suppression 
is desired. When 5i is closed, R3 controls the amount of suppression. For bad 
records, switch allows restriction of the maxirhum frequency range. Switch Ss 
closes the high-frequency gate and leaves the low-frequency gate open. 

The frequency characteristics of an experimental model built in our Applications 
Laboratory is given in Fig. 17.39 (Ref. 251). Scott recommends that should be 



INPUT AMPLIFIER 



HIGH-FREQUENCY GATE 



LOW-FREQUENCY GATE 




HIGH-FREOUENCY 
■CONTROL CIRCUJT 



LOW- FREQUENCY 
CONTROL CIRCUIT 



FIG. 17. 38 CONTROL FILTER 

Fig. 17.38. Si?nple Scott dynamic noise suppressor (Ref. 251 based on Ref. 114). 
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adjusted for minimum output at 9000 c/s, but it was found preferable to tune Ci and 
Li for minimum output at 7500 c/s to avoid too great a rise in output between the two 
frequencies of maximum attenuation. This simple circuit cannot provide a response 
extending above about 6000 c/s. 

A more recent model with minimum output at 10 000 c/s is described in Ref. 184. 

Performance data of a more flexible dynamic noise suppressor built into a complete 
amplifier are given in Ref. 173. 
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Fig. 17.39. Frequency characteristics of circuit of pig. 17.37 {Ref. 251). 

A modified circuit for home use is that used in the Goodell radio-phonographs 
(Ref. 133 Fig. 1). This includes provision for a switch to short-circuit the high- 
frequency filter (LiCi in Fig. 17.38) ; the sharp cut olf is at a frequency from 10 000 
to 16 000 c/s. This and the Scott amplifier (Ref, 173), are to be preferred to the earlier 
circuit of Fig. 17.38. 

A more elaborate circuit, which also includes a pre-amplifier suitable for use with 
a low-level electromagnetic pickup, a 3 stage power amplifier, frequency-compensated 
volume control and bass and treble tone controls, is described in detail in Ref. 230. 
See also Ref. 188 for further information. 

A simpler modification is described in Ref. 165 in which a combined equalizer 
suitable only for use with low-level electro-magnetic pickups (such as G.E. or Picker- 
ing). This uses one 12SG7 valve and two 12SL7 twin triodes, with d.c. heater supply. 

Much more elaborate dynamic noise suppressors for use in broadcast stations are 
described in Refs 114, 133, 275. 

An analysis of the filter characteristics for the dynamic noise suppressor are given 
in Ref. 140. 

References to Scott dynamic noise suppressor : 83, 114, 133, 165, 173, 184, 188, 
250, 275. 

To obtain the best results from the dynamic noise suppressor requires intelligent 
attention from the operator, using the minimum degree of suppression rather than 
the maximum. The level should be controlled at some point after the suppressor 
(see comments, Ref. 149). 

A comparison between the Scott, Fisher and Goodell versions of the dynamic noise 
suppressor is given in Ref. 182. 

(vii) Price balanced clipper noise suppressor 

This is a modification of the Olson noise suppressor described above. It differs 
from the Olson design in that a push-pull clipper is used in order to eliminate second 
harmonic distortion and thus permit an increase in the frequency coverage of each 
high-frequency channel. Possible arrangements are 0-3500 ; 3500-8000 c s or 
0-3000; 3000-7000; 7000-15 000 c/s (Ref 150). 

The principle of operation is open to the objection that it will respond to certain 
intermodulation products, more so than the OLion design. 
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SECTION 8 : LACQUER DISC HOME RECORDING (DIRECT 

PLAYBACK) 

(j) General description (ii) Recording characteristic (Hi) Cutting stylus (iv) 
Cutter head (v) Equalization of cutter (vi) Motor and turntable (vii) Amplifier 
{viii) Pickups for use on lacquer discs {ix) Recording with embossed groove. 

(i) General description 

Lacquer discs for home recording usually consist of a thin coating of cellulose 
nitrate on an aluminium disc, but other coating and disc materials are also used. 
There are considerable differences in the performance obtained with the best quality 
discs as compared with others. 

The principal defects shown by some lacquer discs are 

1. High noise level. 

2. Loss of high frequencies on play-back. 

3. Distortion, particularly due to drying out after cutting. 

Lacquer discs can be used either with a standard stylus or a fine groove stylus. The 
following details apply to the standard stylus except where otherwise indicated. 

With a suitable light-weight pickup, as many as 100 playings are possible. The 
discs may be processed for making a large number of pressings (for studio use). The 
signal to noise ratio with the best lacquer discs under the best conditions with a 
standard stylus may be between 50 and 60 db, the noise level being lowest at the 
greatest recording diameter and increasing by 2 to 8 db at a recording diameter of 
5 inches. With a fine groove stylus the signal-to-noisc ratio may be about 58 to 60 
db at 10 in. recording diameter, 54 to 58 db at 8 in. and 40 to 50 db at 5 in. diameter. 
The signal-to-noise ratio may be less than the values quoted above, owing to the use 
of poor discs and technique ; the difference between a good and a poor disc may 
exceed 10 db- The overall distortion under the best conditions may be less than 5%. 

Discs are available with diameters of 5, 5, 7, 8, 10, 12, 13i and 16 inches. Discs 
for home recording are usually limited to 12 inches. If recording is made at 33-1/3 
r.p.m. it is wise not to record below a diameter of 8 inches, owing to the loss of high 
frequencies and increased noise. With 78 r.p.m. it is wise not to record below a 
diameter of 5 inches, for good fidelity. 

The thread (swarf) is highly inflammable, and should be disposed of in water or a 
closed metal container. 

References : 9, 163, 189, 218, 230, 274. 
Standards for " Disc Home Recording " 
(based on R.M.A. REC-105, Aug. 31, 1947) 

Drive pin at radius of 1 in. from centre of turntable. 

Drive pin diameter 0.180 to 0.185 in. 

Drive pin hole 1/4 inch nominal. 

Centre hole of rigid base discs, 0.284 in. min. diameter. 



Cutting stylus length 5/8 in. 

shank diameter 0.0625 in. 

face angle 87° 

heel angle 50° 

shank flat length 3/8 in. 

shank flat depth 0.010 in, 



nax. tip radius (if any) 0.002 in. 
Cutting face to be parallel with stylus axis. 

(ii) Recording characteristics 

The most generally used cross-over frequency is 500 c/s. It is usual to adopt a 
close approach to the N.A.B. pre-emphasis characteristic ( + 16 db at 10 000 c/s) 
followed by de-etnphasis. The soft coating material causes some loss of higher 
frequencies during playback, so that a smaller amount of de-emphasis is required 
than would be used with hard discs, such as shellac. 
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(iii) Cutting stylus 

The usual cutting stylus has a tip radius of about 2 mils with an included angle of 
about 90°. The depth of cut is usually between 1.5 and 2.5 mils. Steel cutting 
styli are cheap, but give poor performance all round, and only last for about 15 to 30 
minutes of recording. Sapphire cutting styli are very much to be preferred ; they 
may be reground when necessary Some alloys (e.g. stellite) approach the sapphire 
performance, and are readily re-ground. 

The shape of the cutting stylus is vitally important ; it normally has burnishing 
facets to produce a noise-free polished groove (Refs. 95, 222). 

A hot stylus recording technique has been developed to reduce the noise level by 
12 to 18 db while retaining good high-frequency response. No burnishing facets 
are required (Refs. 288, 289, 315). 

(iv) Cutter head 

The cutter head requires an available electrical driving power of at least 10 watts, 
with a higher value preferred. Electro-magnetic cutters with good characteristics 
(Ref. 233) are preferable but expensive. Crystal cutters with reasonably flat charac- 
teristics from about 50 to 9000 c/s are cheaper and satisfactory for home use. 

The cutter head is mounted on a feed mechanism which usually provides 96, 112 
or 120 grooves per inch. 

(v) Equalization of cutter 

Equalization is required, firstly to correct any shortcomings in the cutter itself, 
and secondly to provide the desired recording characteristic. In home recorders 
using electro-magnetic cutters it is usual to omit the first, and to limit the second to 
high-frequency pre-emphasis. The cross-over frequency is thus fixed by the cutter 
design. 

High-frequency pre-emphasis (treble boosting) may be provided in a conventional 
maimer to give any desired characteristic. Home recorders usually limit the maxi- 
mimi frequency to 8000 c/s or less, with a maximimi boost from 10 to 14 db. 

If a crystal cutter is directly connected to the secondary of the output transformer, 
and if the output resistance of the amplifier (reflected on to the secondary) is less than 
the capacitive reactance of the crystal at the highest frequency, the recording charac- 
teristic will be constant amplitude. The Brush RC-20 crystal cutter has a capacitance 
of 0.007 tip, with a reactance of about 2500 ohms at 9000 c/s. The maximum signal 
voltage across the cutter (RC-20) shouM be about 50 volts ; the step-down ratio of 
the transformer should be calculated to provide this voltage at maximum power 
output. The English Acos cutting head requires an input of the order of 150 volts 
for 1 mil amplitude. This method is only satisfactory with triode valves. 

If pentode valves are used it is necessary to coimect a suitable shunt dimmiy load 
to provide correct matching at about 500 c/s. 

The conventional constant velocity characteristic above a specified cross-over 
frequency may be achieved with a crystal cutter by designing so that the impedance 
of the driving source is equal to the capacitive reactance of the cutter at the cross-over 
frequency With a low impedance source it is necessary to use a series loading re- 
sistance. 

(vi) Motor and turntable 

Motors and turntables for recording purposes must be specially designed for the 
purpose, as higher power, less vibration and more constant speed are required than 
with play-back alone. Some equipments are designed for 78 r.p.m. alone, while 
others are designed for either 33-1/3 or 78 r.p.m. 

(vii) Amplifier 

The amplifier should be capable of an output of at least 10 watts, with low dis- 
tortion and good frequency response. The noise and hum level should be at least 
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45 to 50 db below tnaximmn power output (40 db is an extreme limit for poor re- 
cordings). The amplifier should preferably have push-pull triodes with negative 
feedback, although triodes without feedback or beam powbr valves with feedback may 
be used. 

(viii) Pickups for use on lacquer discs 

The pickup must be a light-weight type, preferably well under 1 ounce (28 grams) 
needle pressure. The play-back needle should be of the permanent type, usually 
sapphire, with a point radius of about 3 mils. The needle or pickup must have 
vertical compliance, and a trailer type of needle is frequently used. 

Reference 252. 

(ix) Recording with embossed groove 

An embossed groove in place of a cut groove has, so far at least, had very limited 
use. One application (Ref. 103) makes use of 33-1/3 r.p.m. discs with 220 grooves 
per inch which provide 15 minutes playing time on each side of a 7 inch disc. The 
frequency range is from 150 to 4000 c/s, being suitable for dictation machines. 
Smaller discs provide 7| minutes playing time. A special application called for 330 
grooves per inch with 30 minutes playing time on each side of a 7 inch disc, working 
at 22 r.p.m. 

See also Refs. 63, 210, 242. 
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SECTION 9 : REPRODUCTION FROM TRANSCRIPTION DISCS 

(j) Introduction (ii) Characteristics of record material, wear and noise (iii) Sound 
track (iv) Recording characteristics and equalization {v) Translation loss and radius 
compensation. 

(i) Introduction 

Reproduction from transcription discs follows the same general principles as other 
disc reproduction, and will only be dealt with briefly. The special features of trans- 
scription disc recording and reproduction have been adequately covered in the litera- 
ture, to which a number of references have been given. 

The principal characteristics of N.A.B. (Ref. 237) and B.B.C. (Ref. 214) 16 inch 
33-1/3 r.p.m. transcription discs are given below : 



Detail 


N.A.B. (1949) 


B.B.C. 


Outer diameter 


15-15/16 ± 3/32 


16 ins. 


Outermost groove diameter 


15-1/2 ± 1/16 


15-1/2 ins. 




(for inside start, 






15-9/16 ins max.) 




Innermost groove diameter 


7-1/2 ins. min. 




Grooves per inch 


96, 104, 120, 128, 


120 




136 etc. 




Width of groove at top 


< 4.0 mils 




Radius at bottom of groove 


1.5 mils max. 


1.5 mils 


Angle of groove 


88° -± 5° 


90° 


Turntable speed 


33-1/3 -t 0.3% 


33-1/3 r.p.m. , 


Wow factor 


> ± 0.1% 




Reproducing stylus : Angle 


40° ~ 55° 




Bottom radius (primary standard) 


2.0 ± 0.1 mils 


2.5 mils 


(secondary standard*) 


2.5 ± 0.1 mils 




Recorded levelf (1000 c/s) 


•Peak velocity 






7 cm/sec. 




Direction of recording 


either 


outside-in 



Some 10 inch and 12 inch discs are also used, but these have been covered in Sect. 2. 

The pickups to be used with transcription discs should have a stylus force not 
exceeding 1-1/2 ounces (42 grams). Only permanent points should be used. 

The total harmonic distortion on an original recording at 1000 c/s or less, in accord- 
ance with good practice, would be less than 2% (Ref. 219). 

Intermodulation distortioii measured on recordings made by three recording heads, 
with low frequency peak amplitudes of 2.5 mils and high frequency velocity 12 db 
lower, were approximately 1.0, 9.2 and 52% (Ref. 269). The first head is one giving 
exceptionally low distortion, while the second is representative of good practice.;.- 
The readings were very little affected by the choice of low or high frequency. When 
the level was reduced 6 db, the I.M. distortion was reduced to 23% with the third 
recording head (say 6% harmonic distortion). • , ,„..^. 

References to transcription recording (general) : 4, 7, 63, (92, 99, 163), (135, 205, 
146), 189, 214, 216, 218, 219, 230, 237. ' . 

Standards : Refs. 2, 87, 214, 237 : Specifications : 185 ; Bibliography : 105. 

(ii) Characteristics of record material, wear and noise 

Most processed transcription disc are made of vinyl. Vinyl records will reproduce 

up to 1000 playings with a suitable light-weight pickup and perrnanent tip. For the 

effects of elastic deformation see Ref. 212 ^ 

♦Compromise for reproduction of both lateral transcriptions and 78 r.p.m. shellac discs. 
tThis is the deflection of a standard volume indicator. Programme peaks up to 21 cm/sec. would 
be anticipated. ' 



770 



(ii) CHARACTERISTICS OF RECORD MATERIAL 17.9 



Wear of stylus tips is covered in Sect. 2(vi). 

The N.A.B. (1949) standard for signal to noise ratio states that the noise level 
measured with a standard volume indicator (ASA Standard C.16.5-I942; when re- 
producing a record on a flat velocity basis over a frequency range between 500 and 
10 000 c/s shall be at least 40 db below the level obtained under the same conditions 
of reproduction using a tone record of 1000 c/s having a peak velocity of 7 cm/sec. 
Response of the system at 500 c/s shall be 3 db below the response at 1000 c/s, and 
the response shall fall at the rate of at least 12 db/octave below 500 c/s. Response 
of the noise measuring system at 10 000 c/s shall be 3 db below the response at 1000 
c/s and the response shall fall at the rate of at least 12 db/octave above 10 000 c/s. 

The standard N.A.B. pre-emphasis will increase this value by approximately 
8 dbj resulting in an effective signal to noise ratio (under minimum conditions) of 
48 db. The peak signal to noise ratio will be at least 10 db better than this figure, 
with normal programme material — say 58 db. Lacquer discs (direct recordings) 
under similar conditions may have peak signal to noise ratios up to 68 db or even higher 
(Ref. 63). 

(lii) Sound track 

The ratio of maximum to minimmn groove radius (^N. A.B.) is 2.07 : 1 . The groove 
speed varies from 27 to 13.1 inches per second. As the groove diameter approaches 
7-1/2 inches there is a progressive loss of high frequencies and increase in harmonic 
distortion during both recording and play-back. For an analysis of the radius of 
curvature see Ref. 146. For tables giving groove/land ratios see Ref. 205. 

(iv) Recording characteristics and equalization 

The recording characteristic standardized by N.A.B. (1949) is given in Fig. 17.15 
Curve 2, while that used by the B.B.C. is given in Fig. 17.14 Curve 4. The Orthacous- 
tic recording characteristic is given in Fig. 17.15 Curve 5. 

Equalization has been covered in Sect. 5. De-emphasis of the high frequencies 
(N.A.B.) may be accomplished by a capacitor connected across a resistive network. 
The value of the capacitance is given by 

C = 100/i? (1) 
where C = capacitance in microfarads 

R = total circuit impedance (supply resistance and load resistance in parallel) 
across which C is placed 
and 100 = time constant in microseconds. 

This provides de-emphasis of approximately 16 db at 10 000 c/s. 

(v) Translation loss and radius compensation 

Translation loss is defined as the loss in the reproduction of a mechanical recording 
whereby the amplitude of motion of the reproducing stylus diflfers from the recorded 
amplitude in the medium (N.A.B. 1949). The translation loss is a function of the 
record, the needle tip radius and the pickup. Usual values are from 8 to 16 db at 
10 000 c/s at the irmer groove. 

Radius compensation (diameter equalization) 

In order to reduce the loss of high frequencies during play-back some recording 
organizations boost the higher frequencies during recording, the degree of boosting 
increasing as the stylus approaches the innermost groove. It is important to re- 
member that the purpose of radius compensation is to give, as nearly as practicable, 
constant output at all frequencies and at all positions along the groove, when played 
by a pickup with the recommended needle tip dimensions. 

The R.C.A. automatic recording equalizer MI-IUOO provides two degrees of 
radius compensation. The low setting gives 10.8 db at 8 inches diameter and 8 db 
at 9 inches, both for 10 000 c/s. The high setting gives 13.5 and 9.9 db respectively 
under the same conditions. 



17.9 (V) TRANSLATION LOSS AND RADIUS COMPENSATION 771 



The B.C.C. have a maximum radius compensation of 10 db, but the frequency at 
which it reaches 10 db is decreased as the diameter becomes smaller (minimum 8-3/4 
inches). 

There is no doubt that with certain kinds of music it is impossible to apply the 
full N.A.B. pre-emphasis of 16 db at 10 000 c/s together with the necessary amount 
of radius compensation to provide a nearly level frequency characteristic without 
serious over-modulation and distortion. The only answer seems to lie in the use of 
fine groove recording. 

References 4, 99, 189, 214, 227. 
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SECTION 1 : MICROPHONES 

(0 General survey («) Carbon microphones (iii) Condenser microphones (iv) 
Crystal and ceramic microphones (v) Moving coil (dynamic) microphones (vi) Pres- 
sure ribbon microphones (vii) Velocity ribbon microphones {viii) Throat microphones 
{ix) Lapel microphones (jx) Lip microphones {xi) The directional characteristics 
of microphones (xii) The equalization of microphones (xiii) Microphone transformers 
(xiv) Standards for microphones. 

(i) General survey 

Microphones may be divided into two basic groups, pressure- and velocity-oper- 
ated. Any microphone that his its diaphragm exposed to sound waves on one side 
only, is a pressure-operated type— that is, the displacement of the diaphragm is 
proportional to the instantaneous pressure developed in the sound waves. At low 
frequencies a pressure-operated microphone is non-directional, that is to say it re- 
sponds uniformly to soimds from all directions. As the frequency increases, however, 
the response becomes more and more uni-directional and there is a peak in the )• igh 
frequency response for sound impinging directly on the diaphragm ; this peak may 
be reduced or eliminated by placing the diaphragm at an angle of 45° to 90° to the 
direction of the sound. 

Examples of pressure-operated microphones are carbon, crystal, moving coil and 
pressure-ribbon microphones. 

A velocity-operated microphone is one in which the electrical response corres- 
ponds to the particle velocity (or pressure-gradient) resulting from the propagation 
of a sound wave through the air. Examples are the free-ribbon velocity microphone 
and pressure-gradient microphones. There are also combinations of pressure- 
operated and velocity-operated microphones. 

For good fidelity a microphone should have a wide frequency response without 
peaks, low distortion and good transient response. For public address a microphone 
need not have such a wide frequency response, particularly at the bass end, and a 
slight peak in the 3000 to 5000 c/s region is not usually considered detrimental, while 
distortion requirements are less stringent. 

The output voltage from a microphone is approximately proportional to the sound 
pressiire. 

The peak r.m.s. sound pressure at a distance of 1 foot from a man's mouth is 
of the order of 10 dynes/cm' with conversational speech. It decreases 6 db each 
time the distance is doubled. When speaking with the mouth as close as possible 
to the microphone, the peak r.m.s. sound pressure is about 100 dynes/cm^. 

General references A5, D3, D4, D7, Dll. 
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Microphone ratings 

Microphones may be rated in terme of either voltage or power, as described in 
detail in Chapter 19 Sect. l(iv). Ratings in common use include 

Voltage ratings 

A. Open circuit voltage (0 db =^ 1 V) for sound pressure 1 dyne/cm^, expressed in 
dbv*. 

B. Open circuit voltage (0 db = 1 V) for sound pressure 10 dynes/cm^, expressed in 
dbv. 

C. Volume units (as read by a standard Volume Indicator) for sound pressure 1 
dyne/cm^, expressed in vu. 

D. High impedance grid circuit voltage (0 db = 1 V, Z = 40 000 ohms) for sound 
pressure 1 dyne/cm^, expressed in dbv. 

Power ratings 

E. Output powert (0 db = 1 mW) for sound pressure 1 dyne/cm^ expressed in 
dbm.t 

F. Output powert (0 db = 1 mW) for sound pressure 10 djmes/cm^, expressed in 
dbm. 

G. Output power (0 db = 6 mW) for sound pressure 1 dyne/cm^. This rating is 
now rarely used. 

H. Output power (0 db = 6 mW) for sound pressure 10 dynes/cm^. This rating 
is now rarely used. 

J. Output -power (0 db = 1 mW) for sotmd pressure 0,0002 dyne/cm^. This is 
the R.M.A. Microphone System Rating G^ (R.M.A. Standard SE-105 ; see 
Chapter 19 Sett. l(iv)D). 

Voltage ratings — To convert from A to add + 20 db. 

To convert from B to A, add — 20 db. 
If a voltage rating is used for a low impedance microphone, the impedance across 
which the voltage occiurs should be specified. 

Volume units— This is not an official microphone rating, but is sometimes used 
as a convenient method of measurement. The Volume Indicator is effectively a 
voltmeter in which 0 vu = 0.77 volts r.m.s. across 600 ohms. To convert vu (Rating 
C) to voltage (rating A), add — 2 db. When the output from a low impedance micro- 
phone is quoted in terms of vu, it . may be inferred that this is equivalent to the power 
output in milliwans (Rating E). 



Power ratings — The power rating is the power developed in a load of specified 
value. Power ratings B, F, G and H may be calculated one from the other as under : 



To convert froni 


add 


To convert from 


add 


To convert from 


add 


E to F 


+ 20 db 


F to J 


- 94 db 


H to G 


- 20 db 


E to G 


- 8 


G to E 


+ 8 


H to J 


- 86 


■> « E to H 


+ 12 • 


G to F 


+ 28 


J to E 


~h 74, 


E to J 


-74 


G to H 


+ 20 


J to F 


+. 94 


„ . F to E 


-20 


G to J 


- 66 


J to G 


+ 66 


F to G 


-28 


H to E 


- 12 


J to H 


+ 86 


F to H 


-8 


H to F 


+ , 8 







Relationship between voltage and power ratings t ' 

Provided that the sound pressure is the same in both cases : Microphone rating 
in dbv (O'db ^1 volt) — microphone rating in dbm (0 db ^ 1 milliwatt) + correction 
factor (db) 



♦dbv indicates a voltage, expressed in decibels, with 0 db = 1 volt. 
tAIsD applies to effective output level. 

:|:In calculations involving Power Rating J there may be an error, not greater than 2.5 db, due to 
the Rating Impedance differing from the actual impedance. 
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where the correction factor (C.F.) is given by. 

Z = 25 50 150 250 600 25 000 40 000 ohms 

C.F. = -16 -13 -8 -6 -2 +14 +16 db 

Crystal and condenser microphones carmot be rated in terms of power, while other 
types of microphones can only be compared directly with crystal and condenser types 
on the basis of the voltage on the luiloaded grid circuit. To make this comparison 
it is here assumed that the nominal secondary impedance of the transformer is 40 000 
ohms and that the voltage across the secondary is the voltage that would occur across 
a resistance of 40 000 ohms which was dissipating a power equal to the output rating 
of the microphone. This voltage is here called the high impedance grid circuit 
voltage (Rating D). 



To convert from 


add 


To convert from 




add 




A to D (crystal mics.) 


0 db 


F to D 




4 


db 


B to D (crystal mics.) 


-20 db 


G to D 


+ 


24 


db 


C to D 


- 2 db 


H to D 


+ 


4 


db 


E to D 


+ 16 db 


J to D 


4- 


90 


db 



Typical microphone ratings (db) 



Rating 


A 


B 


D 


E 


Type 


0 db = 1 V 


0 db = 1 V 


0 db = 1 V 


0 db = 1 mW 






Z = 40 000 O 






1 dyne/cm'' 


10 dynes /cm ^ 


1 dyne/cm^ 


1 dyne /cm ^ 




dbv 


dbv 


dbv 


dbm 


Carbon (S.B.) 


- 50* 


-30* 


-23 


-39 


Condenser 


-50 to -60 


-30 to -40 


-50 to -60 




Crystal (sound 










cell) 


-54 to -76 


-34 to -56 


-54 to -76 




Crystal (dia- 










phragm) 


-46 to -65 


-26 to -45 


-46 to -65 




Moving coil 






-49 to -70 


-65 to -86 


Pressure ribbon 






-61 to -65 


-77 to -81 


Velocity ribbon 






-58 to -67 


-74 to -83 



*Measured across microphone (approximate resistance 100 ohms). 

F G H J 



Type 


0 db = 1 mW 
10 dynes/cm'' 


0 db = 6 mW 
1 dyne/cm^ 




dbm 


db 


Carbon (S.B.) 


-19 


-47 


Moving coil 


-45 to -66 


-73 to -94 


Pressure ribbon 


—57 to —61 


— 85 to —89 


Velocity ribbon 


-54 to -63 


-82 to -91 



0 db = 6 mW 
10 dynes/cm'' 



0 db = 1 mW 
0.0002 
dyne /cm ^ 



db 




db 




27 




-113 




53 to 


-74 


-139 to 


-160 


65 to 


69 


— 151 to 


— 155 


62 to 


-71 


-148 to 


-157 



(ii) Carbon microphones 

An example of the single button type is the modem telephone inset, which gives 
an output of about 1 mW with close speaking. The frequency response is seriously 
peaked, while nonlinear distortion and noise level are very high. 

The double button (push-pull) type has a wider frequency range (70 to 7000 c/s 
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in one example), and the second harmonic distortion is considerably less, but the 
output is about 10 db lower than that of the single button type. 

Carbon 'microphones require a source of low voltage to pass a current of from 10 
to 50 mA through each button. When the circuit is broken by a switch there is a 
tendency for the carbon granules to cohere — this may be reduced by connecting two 
condensers and three inductors as shown in Fig. 18.1. 

All carbon microphones have a tendency to blasting, while their other defects in- 
cluding high noise level limit their application. The principal advantage is the high 
output level. 

References A5, A21, A23, Dl, D3, D4, D7, 013, D14. 

(iii) Condenser microphones 

A condenser microphone consists of a stretched diaphragm and a back plate, with 
a polarizing voltage between them. Owing to the high impedance, the pre-amplifier 
must be moimted very close to the microphone. A possible circuit arrangement is 
shown in Fig. 18.2. The response may be made almost flat from 30 to 10 000 c/s 
with an incident angle of 90° — on the axis there is a high frequency peak of about 8 
db as with all pressure microphones. The average response is about — 60 dbv across 
the microphone itself (0 db = 1 volt per dyne/cm*). 

References A5, A7, A23, Dl, D3, D4, D7, Dll, D13, D14. 

The high frequency peak which occurs With microphones of standard size may be 
reduced by making the diaphragm smaller. A miniature condenser microphone with 
a diaphragm having the area of a human ear drum has been introduced with non- 
directional pickup characteristics (Refs. A18, A26). The output level from the pre- 
amplifier is — 50 dbm in a sound field of 10 dynes/cm^. 

(iv) Crystal and ceramic microphones 

Crystal microphones are of two types, directly-actuated and diaphragm types. 
Directly-actuated (sound-cell) microphones, as a class, have lower sensitivity but 
flatter frequency characteristics and they are almost non-directional. Uniform re- 
sponse up to 17 000 c/s can be obtained. There is a resonance at the high frequency 
limit causing a rise of response (+ 12 db in a typical case) — this should be equalized 
or else high frequency attenuation provided. 

The frequency response of diaphragm type crystal microphones is less uniform 
than with the sound-cell type, and varies from 80 to 6000 c/s for speech only (with a 
pronounced peak in the 3500 c/s region) and from 50 to 10 000 c/s (± 5 db) for 
improved fidelity. The diaphragm type is more directional at high frequencies 
than the sound-cell type. There are also cardioid directional crystal microphones — 
see (xi) below. 





Fig. 18.1. Circuit diagram of double button carbon microphone with filter {optional) 
to reduce cohering (L =- 0.0014 H,C = 0.02 ixF, E = 4.5 to 6 V). 
Fig. 18.2. Circuit diagram of condenser microphone. 
Fig. 18.3. Circuit diagram of crystal microphone. 

All crystal microphones using Rochelle salt or similar materials tend to be affected 
by excessive humidity and temperatures above 125°F. iWost of the crystals are now 
coated to provide considerable protection against humidity, although their use under 
tropical conditions appears to be risky. 

A crystal microphone is effectively a capacitance, of the order of 0,03 /up for a dia- 
phragm type or 0.0004 to 0.015 /uF for a sound-cell type. This is effectively in series 
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with the generated voltage and following grid resistor. The foUowing'gjid resistor* 
(R in Fig. 18.3) should be from 3 to 5 megohms for a sound cell type, or 1 to 5megohms 
for a diaphragm type. A low resistance causes attenuation of low frequencies. 

A long coimecting cable will result in loss of output voltage, but will not affect the 
frequency response. The loss is given by 

db loss = 20 log [1 + (Z, X C^)/Cm] 
where L = length of cable in feet 

— capacitance of cable in microfarads per foot 
and = capacitance of microphone in microfarads. 

A few crystal microphones are equipped with step-down transformers for use in 
-. V impedance circuits. 

Ceramic piezo-electric microphones have advantages over crystal types as regards 
high temperature and humidity. These have substantially similar performance to 
that of crystal microphones. One model has a nearly flat response from 30 to 10 000 
c/s with an output level of — 62 dbv (0 db = 1 V per dyne/cm^). 

References to crystal and ceramic microphones : A5, A21, A23, Dl, D3, D4j D7j 
D13, D14. 

(v) Moving coil (dynamic) microphones 

A dynamic microphone is, in essence^ a small version of a d}rnamic loudspeaker, 
and some are even used in a dual capacity. It is pressure-operated and there is the 
usual tendency towards a rise in the high-frequency response for sound waves im- 
pinging directly on the diaphragm. It may be mounted vertically to make the micro- 
phone non-directional for horizontal sotmd waves, but this causes some attenuation 
of the higher frequencies. 

In its simplest form the level frequency range is limited but in the more elaborate 
types it may extend from 60 to 10 000 c/s. It is a general-purpose good-quality 
microphone widely used for public-address and indoor and outdoor broadcasts. 

References A5, A21, A23, A32, Dl, D3, D4, D7, Dll, D13, D14. 

(vi) Pressure ribbon microphones 

The pressure ribbon microphone has a ribbon, suspended in a magnetic field, that 
is exposed on one side and terminated in an acoustical resistance on the other. It is 
non-directional but has the characteristic, in common with all pressure types, of a 
high frequency response that is a function of the direction of the incident sound. The 
distortion may be around 2% or 3% at low frequencies and 100 dynes/cm^. 

This construction is generally combined with a manual control of the size of an 
aperture on the enclosed side which gives control of the directional characteristics 
(e.g. R.C.A. 77-D). 

A small unobtrusive pressure type ribbon microphone has been produced (R.C.A. 
BK-4A) which employs a small angle horn coupled to a cylindrical tube which in turn 
is coupled to the front of the ribbon by means of a round-to-rectangular coimector 
of constant cross-section. The back of the ribbon is coupled to the damped folded 
pipe or labyrinth by means of a rectangular-to-round connector. This is non-direc- 
tional, has a frequency response from 70 to 15 000 c/s and an effective output level of 
- 61 dbm (sound pressure 10 dynes/cm^). (Refs. A25, A21, D3.) 

(vii) Velocity ribbon microphones 

This is a free ribbon type in which the ribbon resonance is usually below the audible 
limit. With good design it is capable of a very wide frequency response (e.g. 30 to 
15 000 c/s for response ± 5 db), while over the most useful part of the range the varia- 
tions of level are very slight and gradual. It is strongly bi-directional. This is un- 
doubtedly the best type of microphone for high fidelity, particularly for transients, 
but it is not suitable for general use outdoors. The distortion in one case is less than 
0.33% at 80 c/s and 1000 dynes/cm^ When a velocity microphone is placed very 



*For maximum values of grid resistance see Sect. 2(vi). 
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close to the source of sound, the low frequencies are strongly accentuated. For this 
reason, a good, quiet studio arid correct placement of speakers at a reasonable distance 
is necessary if a normal velocity microphone is used for speech. The bi-directional 
characteristic is useful where there are two speakers, or two groups, arranged on op- 
posite sides of the microphone. 

One model incorporates a switch and compensating reactor to reduce the accentua- 
tion of low frequencies with close speaking (R.C.A. KB-2C, Ref. A27). 

A modified form incorporates a large amount of acoustical resistance to give a nearly 
flat response at all frequencies when speaking very close to the microphone (1 to 6 
inches away), and noise cancellation for sounds originating at a distance. This is 
particularly suitable for outdoor public address (R.C.A. KB-3A, Ref. A28). 

References A5, A21, A23, A27, A28, Dl, D3, .D4, D7, Dll, D13, D14. 

(viii) Throat microphones 

A throat microphone is one which is actuated by direct contact of the diaphragm 
with the throat. The high frequency response must be accentuated to obtain in- 
telligible speech. Both carbon and magnetic types have been used (Refs. A19, D3).. 

(ix) Lapel microphones 

Normal types of carbon, crystal, dynamic and velocity microphones have been used 
for this application (Refs. A21, D3). 

(x) Lip microphones 

The velocity ribbon microphone has been used for this application (Ref. A5). 

(xi) The directional characteristics of microphones 

Pressure microphones are non-directional (Curve A Fig. 18.4) for low frequencies 
but at high frequencies the response is a function of the angle of sound incidence — 
this effect becomes smaller as the diaphragm diameter is reduced. 

Velocity ribbon microphones are bi- 
directional (Curv; B) and the sound 
source should be on one, other or both 
sides. 

There are various types of uni-direc- 
tional microphones, among which the 
cardioid (Curve C) is most popular. This 
characteristic may be achieved by a care- 
fully designed combination of a velocity 
and a pressure microphone. Similar char- 
acteristics may be achieved by the use of 
acoustical delay systems in combination 
with any pressure microphone such as 
dynamic or crystal. A reduction of re- 
sponse of about 15 db at the back of the 
microphone with respect to that at the 
front is obtainable with a typical cardioid 
microphone. A single-element ribbon 
type microphone has been developed which 
has a reduction of 20 to 25 db at the back 
of the microphone (Ref. .A22). A com- 
plete survey of directional microphones is 
given by Olson (Refs. A17, D3). 

Polydirectional microphones provide a choice of two or three directional 
characteristics or a continuously variable characteristic. A typical example is the 
R.C.A. 77-D ribbon type. 

The correct use of directional characteristics in microphone placement minimizes 
room reflection and reduces acoustical feedback and background noise. 

References to directional microphones A17, A21, A23, D3, D13. 




Pig. 18.4. Polar diagrams showing 
directional characteristics of microphones 
(^A) Non-dnectional ; (S) bi-directional : 
(C) cardioid. 



18.1 



(xii) THE EQUALIZATION OF MICROPHONES 



781 



(xii) The equalization of microphones 

It is uaualj both in broadcasting and recording, to provide frequency equalization 
in the microphone or in its pre-amplifier to give a flat or any other desired characteris- 
tic. In other applications it is advisable to equalize, or at least to attenuate any high 
peaks in the response characteristics, so as to reduce acoustical feedback and other bad 
effects. 

It is sometimes desirable to reduce the low-frequency response of a microphone 
(e.g. velocity type) to reduce the effects of accentuated low frequency response due to 
" close talking " or to reduce " building rumble." 

(xili) Microphone transformers 

There is at present a very unhappy state due to the lack of accepted standards for 
microphone transformer output impedances. The American R.M.A. Standard for 
broadcasting is 150 ohms (Ref. A16). See also (xiv) below. 

Most microphones are designed to work into an unloaded transformer. The best 
quality microphone transformers have special provision for reducing hum, such as 
outer steel shields, inner alloy shields and hum-bucking core construction. By this 
means it is possible to reduce hum to a level far below the level of random noise. 

(xiv) Standards for microphones 
(A) Microphones for sound equipment 

The following summary is based on R.M.A. Standard SE-105 (Ref. A20). 

A microplione is defined as an electro-acoustical transducer which converts 
acoustical energy into electrical energy, the waveform in this conversion remaining 
substantially unaltered. 

Tlie field response of a microplione at a given frequency is defined by 
20 log.o {E/p) 

where E is the open circuit voltage generated by the microphone at its accessible 
terminals and p is the undisturbed sound pressure in dynes/cm^ at the specified 
frequency . . . . , the microphone being placed at a specified angle with respect to the 
wave front. 

The electrical impedance of a microphone at a given frequency is equal to the 
complex quotient at the specified frequency of the alternating voltage applied to the 
accessible terminals divided by the resulting alternating current when the microphone 
is placed in a free air field .... It shall be expressed in terms of its magnitude and 
phase angle and plotted as a function of frequency. 

The nominal microphone impedance is the electrical impedance at 1000 c/s. 
The nominal impedance of low-impedance microphones shall lie between 120 and 
180 ohms, or between 19 and 75 ohms. The nominal impedance of high impedance 
magnetic microphones shall lie between 20 000 and 80 000 ohms. The nominal 
impedance of any other microphone shall be specified. 

The microphone system rating G^, (sensitivity) is described in Chapter 19 
Sect. l(iv)D. 

The microphone rating impedance (R^k) is a pure resistance to be taken from 
the table below 

iVIagnitude of nominal microphone impedance Rating impedance 

19 to 75 ohms 38 ohms 

75 to 300 ohms 150 ohms 

300 to 1 200 ohms 600 ohms 

1 200 to 4 800 ohms 2 400 ohms 

4 800 to 20 000 ohms 9 600 ohms 

20 000 to 80 000 ohms 40 000 ohms 

80 000 ohms or more ohms 100 000 ohms 

The directional pattern of a microphone at a specified frequency is the variation 
in the field response at that frequency for different angles of sound incidence measured 
from a specified zero position. Zero position refers to that microphone orientation 
in which the directio:i of the wave propagation lies along the axis of normal usage . . . . 
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This pattern shall be plotted in the form of a polar diagram as a function of the angle 
of incidence , The electrical output at any one angle, , shall be referred to the output 
at the zero position, £„, by the relation 20 logio (Eg/Eo). 

The directional characteristic of a bi-directional microphone shall be at least 

— 20 db for all frequencies of a specified frequency range for sounds arriving from 
any point in a plane perpendicular to the axis of normal usage. For a uni-directional 
microphone the angle of minimum response .... shall be on an average of at least 

— 10 db, the average to be based on minimum values for a number of frequency bands. 
Standards for microphones : Refs. AS, A15, A16, A20. 

(B) Microphones for radio broadcasting 

Extract from R.M.A. Standard TR-105-B (Ref. A16). The nominal impedance 
of all microphones intended for broadcasting service shall be 150 ohms ± 10% when 
measured at a single frequency of 1000 c/s ± 10%. 



SECTION 2 : PRE-AMPI.IFIERS 

(j) Introduction (it) Noise (Hi) Hum (iv) Microphony (v) Valves for use in 
pre-ampKfiers (vi) Microphone pre-amplifiers (vii) Pickup pre-amplifiers (viii) 
Gain-controlled pre-amplifiers (ix) Standard pre-amplifiers for broadcasting (x) 
Standard pre-amplifiers for sound equipment. 

(i) Introduction 

A pre-amplifier is a voltage amplifier suitable for operation vcith a low level input 
and whose output is intended to be connected to another amplifier operating at a 
higher input level. Pre-amplifiers are commonly used with low-level microphones 
and pickups. When a pre-amplifier has to feed the a-f amplifier in a typical radio 
receiver, the output voltage is usually taken for design purposes as 1 volt r.m.s. across 
a high impedance. This allows for a volume control between the pre-amplifier and 
the main amplifier. In some cases it is necessary to incorporate the volume control 
in the pre-amplifier itself in order to avoid overloading with abnormally high input 
levels. In such cases this volume control is usually placed between the first and 
second stages of the pre-amplifier — with very high input levels it may be necessary 
to incorporate either a volume control or a fixed attenuator prior to the first grid. 

A pre-amplifier follows the same general principles of design as any other voltage 
amplifier (see Chapter 12) except that particular attention has to be paid to hum, noise 
and microphony, all of which tend to be troublesome. 

(ii) Noise 

(A) The characteristics of random noise 

Random noise includes both thermal agitation noise and valve noise. The 

energy of such noise is distributed uniformly over the frequency spectrum. . The 
distribution of amplitude with time has been covered in Ref. Bl — occasional peaks 
exceed four times the r.m.s. value. 

Random noise voltages must be added in quadrature — that is to say as the root of 
the sum of the squares. 

(B) Circuit noise 

The thermal agitation noise of resistors has been covered in Chapter 4 Sect. 
9(i)l and in Chapter 23 Sect. 6. 

When two or more resistances are in parallel, the total thermal agitation noise is 
that corresponding to the resultant resistance. For example, if a microphone having 
a d.c. resistance of 30 ohms is loaded by a resistance of 100 ohms, the noise voltage 
is that corresponding to 23 ohms. 

When a resistance R is shunted by a capacitance C, the thermal agitation voltage 
is decreased, and at 30°C (80°F) is given by 
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e = 1.29 X 10->V«F„[tan-KF2/F„) - tan-'(f i/F„)] (1) 
where R = resistance in ohms 

C = capacitance in farads 

F„ = 1/{2itRC) 

Fx = upper frequency limit 
and Fa = lower frequency limit. 

(See Reference B19, also B8 giving chart and B45 giving theory). 

In any network comprising L, C and R it is only the resistive elements which gener- 
ate noise voltages. 

References to circuit noise : A23, B8, B13, B28, B40, B44, B45, B51, Dl, D2, D9, 
D12. 

(C) Valve noise 

Valve noise has been covered in a general way in Chapter 23 Sect, 6. In this 
chapter we are only concerned with its effects in pre-amplifiers. 

It is convenient to express the shot-effect noise of a triode in terms of an equiva- 
lent noise resistance {R e,) at room temperature, connected from grid to cathode 
in a noiseless valve. The value of R^, for triodes is given approximately by 

R,, 2.5 /gm (2) 
where = equivalent noise resistance in ohms 
and gm = mutual conductance in mhos at operating point. 

Pentodes produce additional noise due to the random partition of the cathode 
current between screen and plate, known as partition noise. In general, the noise 
energy from a pentode will be from 3 to 5 times as great as that from a triode producing 
the same amplification. 

There are other, but minor, sources of noise in valves. The fUcker effect produces 
low frequency variations, while any gas in the valve causes ionization noise. 

References to valve noise : B2, B7, B13, B17, B40, B44, B51, Dl, D2, D9. 

(D) Methods used in the design of amplifiers to ensure low noise level 

Noise in low level amplifiers is due to three principal causes — noise in the plate load 
resistor of the first stage, valve noise, and noise in the grid (input) circuit. If the 
stage gain is of the order of 20 or more, the effect of noise in the following stage may 
usually be neglected. Obviously any unnecessary loss of signal voltage through any 
form of attenuator between the signal source and the grid should be avoided. 

Noise in the plate load resistor (current noise) may be avoided by using some 
form of special low-noise resistor, such as a high-stability cracked carbon resistor 
described in Chapter 4 Sect. 9(i)m. The plate supply voltage may be from 100 to 
180 volts — if, as is usual, a higher supply voltage is available, it is merely necessary 
to incorporate a. RC filter to drop the voltage and by-pass any noise and hum com- 
ponents. Such components are frequently required for decoupling in any case. 
Composition resistors may be used as screen resistors with pentode valves, because 
the noise voltage is by-passed to earth. Current noise, however, occurs in the grid 
circuit due to the negative grid current of the valve. Cathode bias resistors (if used) 
should be wire wound. 

Valve noise may be made low, if necessary, by the use of a r.e.c. triode valve in 
the first stage. The equivalent resistance for shot-effect valve noise is inversely 
proportional to the mutual conductance (see eqn. ^) so that a high mutual conductance 
at the operatiug point is desirable if reduction of shot-effect noise is the principal 
object. Triodes in common use have published values of mutual conductance from 
1000 to 5000 jxmhos giving calculated values of noise resistance from 2500 to 500 ohms 
respertively under published conditions. The noise resistance of a resistance loaded 
valve is greater than that for the same valve under published conditions. For example 
type 6J5 operating with a plate current of 1 mA has gm — 560/imhos and a calculated 
noise resistance of 4500 ohms, which is about 4 times the value under published con- 
ditions. 

The calculated values of noise resistance for three typical r.c. pentodes are given 
below : 
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Operating conditions : E^^ = 180 volts ; = 0.1 megohm. 
Type 6J7 or 1620 6SJ7 6AU6 

g„ (working)* 1000 1200 1700 (i.mhos 

Noise resistance 8000 6000 2000 ohms 

*Actually the slope of the dynamic characteristic. 

There are two other possible sources of valve noise. Leakage in the valve from 
the grid to any other electrodej and particularly to any positive potential electrode^ 
is a possible source of valve noise. Reverse grid current is another source of valve 
noise. It is advisable to use valves which have been tested and selected both for low 
leakage and reverse grid current, if a very low valve noise level is desired. Under all 
circumstances the d.c. resistance from grid to cathode should be as low as possible, 
and no composition resistors should be used in the grid circuit. 

If the input source, whether microphone or pickup, is of low impedance and is 
coupled to the grid by means of a step-up transformer, it is usually not necessary 
to design for minimum valve noise. It is then only necessary to design the input 
circuit so that the impedance of the microphone reflected on to the grid is at least 
twice, and preferably four times, the valve noise resistance. With a low impedance 
microphone and transformer this may readily be accomplished by selecting a trans- 
former secondary impedance of the order of 25 000 or 40 000 ohms. Valve noise will 
then have a negligibly small effect on the total noise, and pentodes or high-mu triodes 
may be used satisfactorily. 

It is usual to employ as high a ratio in the microphone transformer as is possible, 
consistent with the frequency response required^ — very high step-up ratios can be 
used where the frequency response is not very important. Even in " high fidelity " 
applications (with a frequency range from 30 to 15 000 c/s) by using nickel-alloy 
cores, it is practicable to obtain a reflected secondary impedance up to 100 000 ohms, 
although somewhat lower values are more common. 

For the measurement of noise in amplifiers see page 829. 

(iii) Hum 

The general features of power supply himi filtering and neutralization have been 
covered in Chapter 31 Sections 4 and 5. Hum due to conditions within the valves 
and hum due to circuit design and layout have been covered in Chapter 31 Sect. 4. 
Hum in voltage amplifiers has been covered in Chapter 12 Sect. lO(vi). 

In pre-amplifiers the permissible hum voltage on the grid of the first valve depends 
on the maximum signal level at this point. If a high ratio transformer is used, with 
a reflected secondary resistance of 25 000 ohms or more, the signal level will be high 
and an extremely low hum level will not ie necessary. On the other hand, if a low 
level pickup is coupled directly to the grid circuit without a step-up transformer, 
extreme care and ingenuity will be required to make the bxaa inaudible. 

Some of the precautions which may be necessary in certain cases to reduce hum to 
a sufficiently low level are given below — 

1. Complete electrostatic shielding of first pre-amplifier valve and associated 
components and wiring. The grid and plate circuits should be separately screened, 
so that there is negligible capacitive coupling between them — in the case of single- 
ended valves this requires care in wiring and either a shield or its equivalent between 
grid and plate. 

2. Electromagnetic and electrostatic shielding of microphone transformer (if any).! 
The more elaborately screened microphone transformers may include two or three 
concentric magnetic shields of permalloy or equivalent, with copper shields between 
(Ref. D2). For the lowest hum levels, hum-bucking is sometimes also provided in 
the transformer. - , 

3. It is usual for the pre-amplifier to be built on a separate, preferably non-magnetic, 
chassis situated a considerable distance from the main amplifier chassis carrying the 
power transformer and filter chokes. If this is not possible, the power transformer 
should be designed to have low leakage flux and be mounted independently of the 
chassis, with the laminations vertical, and all a-f transformers should either be avoided 
or elaborately screened. 
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4. If insufficiently screened a-f transformers are used in the pre-amplifier, they 
should be oriented experimentally to the position giving least hum pickup. 

5. With very low level pre-amplifiers it sometimes happens that less hum is ob- 
tained with a direct earth connection to a metal stake in damp soil than to a water pipe 

6. The leads from the power transformer to the valve heaters should be twisted, 
moimted as far as possible from all hum-sensitive components and wiring, and covered 
y/ith earthed metal braid (for details see Ref. B42). 

7. The loop formed by the valve, grid connection, input source and return lead 
to cathode should include as small an area as possible. Single-ended valves are pre- 
ferable to double-ended types in this respect. 

8. Metal valves are less sensitive to magnetic fields than glass types — they may 
sometimes be used with advantage if magnetic fields are unavoidable (Ref. B42). 

9. If glass valves are used in a magnetic field they should be mounted so as to pro- 
duce the minimum hum. This occurs when the flux vector is perpendicular to the 
valve axis and normal to the plane of the grid side rods. The ratio of maximum to 
minimum hum voltage is of the order of 30 to 40 db. Similar results occur with metal 
valves but the ratio is only from 10 to 20 db. Glass types may be fitted with a metal 
shield if desired (Ref. B42). 

10. The waveform of the heater current should be closely sine wave, to eliminate 
capacitance coupling effects with harmonic frequencies. 

11. A low leakage socket (e.g. isolantite or polystyrene) may be used to reduce 
leakage. With single-ended valves, leakage causing himi may occur from the heater 
pins to the grid or to the plate — the latter is normally the more serious because the 
grid pin is protected from hum leakage by adjacent pins. With double-ended valves 
the only possible socket leakage is from the heater pins to the plate. Valves with 
synthetic resin bases may have appreciable base leakage — for this reason, valves of 
the all-glass type (e.g. miniature) are preferable to those with separate bases. 

One way of avoiding this trouble is to use a pentode valve with the plate, or plate 
and suppressor, earthed or returned to the cathode. The screen then is used as the 
anode, and the valve is thus effectively a triode with approximately the same charac- 
teristics as with the screen connected to the plate. The screen dissipation should be 
checked to see that it does not exceed the maximum, but it may be reduced, if neces- 
sary, by increasing the grid bias. See (v) below for application to type 6AU6. 

12. A low resistance potentiometer may be coimected across the heater supply, 
with the moving arm earthed — this may be adjusted for minimum hum. In some 
cases less ham may be obtained with the moving arm returned to a point of positive 
(or sometimes negative) voltage of the order of 5 to 50 volts (see Fig. 17.19A). Mini- 
mum hum may be obtained by optimum adjustment of both potentiometer and volt- 
age. 

13. A low resistance potentiometer may be used to inject heater voltage in anti- 
phase to the hum at some convenient point such as the suppressor of a pentode valve. 
In this case a single heater winding is satisfactory with one potentiometer as in (12) 
above, together with one anti-phase control for each low level stage (Ref. B26). 

14. In very low level stages the heaters are sometimes supplied with direct current. 
However, with good design (including the use of a high step-up ratio transformer) 
it is possible to achieve, with a.c. heating, a hum level which is entirely inaudible with 
a frequency range up to 15 000 c/s. Thus a d.c. heater is not really necessary, but 
rather an alternative method of achieving a similar result. If the frequency band of 
the amplifier is 5000 c/s or less, the hum usually dominates the noise, even with the 
best design — in such a case d.c. heater supply may be desirable. 

There are many possible methods of providing the d.c. sinplj- for the heaters, in- 
cluding 

(a) Connecting the heaters of the low level valves in series at the low voltage end of 
the plate supply, with a shunt — if necessary — across either the heaters or the 
plate circuit. This method is most convenient when a heavy plate current is 
drawn by the amplifier, so tl»at no power is wasted by a shunt across the plate 
circuit (e.g. Fig. 17.35A). It has the disadvantage that the heater current of the 
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low-level valves is dependent upon the total plate current of the amplifier, 
which is liable to vary. Ref. B52. 

(b) The heaters may be connected in series, and supplied from a separate full-wave 
rectifier and filter, using a thermionic or selenium rectifier — alternatively a 
selenium bridge circuit may be used. Refs. B25, B52. 

(c) The heaters may be connected in parallel, and supplied from a selenium or other 
suitable rectifier, using either a full-wave or bridge circuit. Refs. B25, B52. 

All methods employing rectified and filtered heater supply have a ripple component 
which may be large enough to cause audible hum. 

15. A r-f oscillator with a frequency of 30 or 40 Kc/s may be used as an alternative 
to d.c. heater supply (Ref. B25). 

16. If a.c. is supplied to the heater of the first stage, the voltage of this stage alone 
may be decreased to about 70% to 85% of normal. This is only permissible with a 
limited number of valve types and even so may require selection of valves. A cathode 
current well tmder 1 mA is essential (Ref. B20). 

17. The cathodes of all pre-amplifier valves should preferably be earthed directly 
to the chassis. However, in practice this is sometimes inconvenient and it may be 
found that a minimum capacitance of 100 ixF shunted across the bias resistor from 
cathode to chassis is satisfactory. High resistance grid-leak bias has not been found 
satisfactory for low level operation. 

18. An electrostatic shield in the power transformer is essential, even where the 
transformer concerned supplies only heaters. 

19. The pre-amplifier valves may be de-magnetized in a decreasing a.c. field. This 
is only useftil when the valves have become magnetized by some means. 

20. JVIagnetic shielding of power leads and all conductors carrying a.c. may be ac- 
complished by the use of an iron pipe, flexible conductor or — most effective — a per- 
malloy wrap similar to that used for continuous loading of submarine cable (Ref. B51). 
Additional notes on hum with pentode valves 

1. Hum due to lack of sufficient filtering in the plate supply may be neutralized by 
some suitable form of neutralizing circuit (e.g. Fig. 12.57). 

2. The hum voltage caused by a magnetic field decreases more rapidly than the 
gain as the load resistance is decreased. A low load resistance is therefore desirable 
if there is a strong magnetic field (Ref. E42). 

3. Hum caused by heater-to-plate leakage is also reduced more rapidly than the 
gain as the load resistance is decreased. 

4. In pentode valves operating with low input levels there is a further source of 
himi in that the magnetic field of the heater varies the partition of current between 
plate and screen and so introduces hum. This hum is worse with remote cut-oflf 
valves than with those having sharp cut-off characteristics. This form of hum may 
be made zero by a suitable adjustment of grid or screen voltage (Ref. B46). See also 
Refs. B23 (Jan. 1949) and B50. 

(iv) Microphony 

There are very large variations between valves with regard to microphony, and 
special low-level types are recommended. Individual selection is, however, desirable 
in addition if the valves are required to operate at very low levels. In all cases some 
improvement may be made.' by a cushion socket and a diick rubber pad around the 
valve. 

(v) Valves for use in pre-amplifiers 

It is generally desirable to use valve types manufactured and tested for low level 
operation (e.g. types 12AY7, 1520 and 5879) but even with any one of these types 
there are large variations in hum, noise and microphony. If a particular pre-amplifier 
is required to meet stringent test conditions it is advisable to select valves to meet its 
requirements, and to use the balance of the valves in other less-stringent pre-amplifiers, 
or in later sockets of the same pre-amplifier. 

A choice is possible in the American range between pentode types 1620 and 5879. 
The former is very much more expensive than the latter, and its use can generally 
be avoided by careful design. 
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If the designer decides to use ordinary radio valves for the first stage in a pre- 
amplifier, it is advisable to test and select the valves in accordance with the following 
procedure. A sufficient number of valves should be operated for about 48 hours 
under the same electrode voltages as in the pre-amplifier. They should then be 
tested for reverse grid current, and only those with reverse grid currents less than 0.1 
jiiA should be used in very critical positions. If a sensitive microammeter is not 
available, a 1.0 megohm grid resistor may be cut in and out of circuit and the change 
in plate current measured — see Chapter 3 Sect. 3(iv)A. Low reverse grid current 
not only reduces the noise, but also permits a higher grid resistor to be used. The 
valves with low reverse grid currents should then be tested in the first socket of the 
pre-amplifier for noise, hum and microphony. 

Some single-ended pentodes have one heater pin adjacent to the plate, and very 
high leakage resistance is required to avoid hum (except when this heater pin 
is earthed). 

Type 6AU6 may be used as a triode with earthed plate and suppressor, using the 
screen as the anode, to reduce himi from leakage between heater and plate. 

This device is only suitable for the first stage in the pre-amplifier owing to the 
limited screen dissipation rating (0.65 watt). The following operating conditions 
are suggested with a plate supply voltage of 180 volts (Ref. B48) : 
Load resistance 0.05 0.1 0.25 megohm 

Cathode bias resistance 450 750 1600 ohms 

Plate current 2.4 1.3 0.59 mA 

Stage gain* 21 23 21 

*With following grid resistor 0.5 megohm. 

Characteristics of some special low-noise valve types 

Type 5879 is a 9-pin miniature low-noise pentode with published = 1000 /xmhos 
at a plate current of 1 .8 mA. The grid resistor (0entode or triode operation) may 
be up to 2.2 megohms under maximum rated conditions, while the voltage gain with 
180 volts supply is 87 with J?^ = 0.22 megohm and following grid resistor 0.47 meg- 
ohm. As a pentode, the noise referred to No. 1 grid with a bandwidth of 13 000 c/s 
is of the order of 7.2 /iV with grid resistor* 0.1 megohm, with only 10% exceeding 
16 /xV. It may also be used as a triode having /x = 21, g,„ = 1530 nmhos and I,, = 
5.5 mA at = 250, i?, = — 8 volts. As a triode, the noise under the same con- 
ditions as for the pentode is of the order of 6 /xV with only 10% exceeding 12 |aV. 

Conditions : Triode operation Hum 

1. One side of heater earthed, cathode by-passed (40 /iF), zero grid 
resistance — median value 9 /iV 

2. One side of heater earthed, cathode unbypassed, zero grid resistance 

— median value 100 juV 

3. One side of heater earthed, cathode by-passed (40 fiV), grid resistor 

0.1 mQ — median value 13 ^tV 

4. Centre-tapped resistance across heater supply, returned to fixed bias 
point (+ 20 to -r- 50 volts) will reduce hum on most valves to less 

than 20 /xV 

5. Centre-tapped resistance across heater supply, returned to voltage 
to give minimum hum, cathode by-passed (40 (xF), grid resistor 0.1 
megohm — median value 3.5 ;tV 

— less than 10% exceeding 8 /xV 

When adjusted for minimum hum, this feeds a small hum bucking signal into the 
grid to oppose other minor sources of hum in the amplifier (Ref. B16). 

Type 12AY7 is a low noise twin triode (Ref. B17) with = 40, = 1750 ^imhos 
and /(, = 3 mA at i: „ = 250, ~ — 4 volts. The following tests were made with 
a grid resistor 0.1 megohm and plate load resistor 20 000 ohms. Shot-effect noise 
(40 to 13 000 c/s) referred to the grid — median valve 4.7 /xV, maximimi limit 8 fiV. 

•The noise due to the grid resistor alone is about 3.8 fJ-V. 
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Hum referred to the grid — median valve 3.9 f^V, maximum limit 12 /iV witb cathode 
resistor by-passed (40 fiF). 

When used in a typical circuit, placed with the electron stream in a magnetic field* 
of 1 gauss, the hum voltage on the grid is about 10 /iV. 

With a grid resistor of 30 000 ohms, approximately 4 /.iV of hum per volt of heater 
potential per ;^/iF of capacitance between heater circuit and grid circuit will appear 
at the grid. If the heater voltage is 6.3, this will give approximately 25 (U.V per n/tiF 
of coupling. For applications see Figs. 18. 7A, 18. 7B. 

(vi) Microphone pre-amplifiers 

The limit on practicable amplification is placed by the noise level caused by the 
thermal agitation noise in the grid circuit of the first stage together with some valve 
noise. The thermal agitation noise alone is at a level of about ~ 129 dbm with a 
matched load (Ref. B28), or — 132 dbm without loading, for a bandwidth of 15 000 
c/s. If the effective microphone level is taken as — 60 dbm, with an unloaded micro- 
phone the maximum possible signal-to-noise ratio will be 72 db, or 69 db with a 
loaded microphone. In practice with multiple mixers and other contributing factorsf, 
a broadcast station overall noise can be considered satisfactory if within 10 db of the 
thermal noise. 

If the valve noise is at least 3 db below the thermal agitation noise, it may be ne- 
glected as an. approximation since the resultant is given by the root of the sum of the 
squares, and the additional noise will be less than 1 db. This may be put in the alter- 
native form, that the equivalent valve noise resistance should be less than half the 
effective therinal agitation noise resistance. 

In the case of crystal microphones the whole of the microphone noise arises from 
the grid resistor, but the signal-to-noise ratio is worst for values of about 0.1 megohm, 
and improves as the grid resistor is made smaller or larger than this value. For low 
noise the resistor should be at least 5 megohms, but better signal-to-noise ratio is 
obtained with 50 megohms and even better with no grid resistor at all (Ref. B19). 

However, for ordinary applications, a resistance of 5 megohms is a good compro- 
mise, giving a noise voltage of about 4 ju,V or — 108 dbv (0 db = 1 V). The noiSe 
resistance of a triode or pentode valve is negligibly small in comparison. This 
permits a signal-to-noise ratio of at least 60 db with all diaphragm types and the more 
sensitive sound cell types. With the less sensitive sound cell types a very high grid 
resistance may be necessary. 

Values of grid resistor greater than 1 megohm may only be used satisfactorily in 
low-level pre-amplifiers where the valve is one specially manufactured or tested for 
this class of. service, under a specification which ensures that the reverse grid current 
is very low. With a maximum reverse grid current of 0.2 /xA and with ix not greater 
than 40, a grid resistor up to 5 megohms may be used provided that the plate load 
resistor is not less than 0.05 megohm from a plate supply of 150 volts, or proportion- 
ately higher than 0.05 megohm for voltages greater than 150 volts. 

Hum from the plate supply may be made as small as desired by filtering, neutraliz- 
ing, and possibly the use of a triode in the first stage. Hum from other sources, 
including a.c. heaters, may be made completely inaudible in wide frequency range 
amplifiers (up to 15 000 c/s) by careful design, using some of the methods in (iii) above. 
Pre-amplifiers for use with crystal microphones 

The pre-amplifiers described below (A, B and C) have an output level of about 1 
volt r.m.s. and are suitable for use with a diaphragm type crystal microphone. 

(A) Single stage pentode pre-ampiifier (Fig. 18.5) 

This is the simplest possible pre-ampiifier, with a voltage gain of 118 (41 dbvgj). 
The input voltage to provide the specified output level is — 41 dbv (0 db = 1 V). 
It may therefore be used with an average diaphragm-type crystal microphone with a 

•Flux densities from I to 3 gauss are found quite frequently as far as 7 inches from a typical radio 
power transformer. 

tThe effective noise bandwidth of a studio amplifier is usually wider than 15 Kc/s, ■ 
tdbvg =j decibels of voltage gain — See Chapter 19 Sect. l(ii). 
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Fig. 18.5. Single stage 
pentode pre-amplifier for 
use with diaphragm-type 
crystal microphone. 



Microphone 



FIG. I8.S 



sound pressure of 10 dynes /cm ^ allowing a margin of 5 db for attenuation by the 
volume controls. 

This is reasonably satisfactory for simple public address systems, home recording 
and amateur transmitters, although the margin of gain is small. It may also be used 
to feed the pickup terminals of any normal radio receiver. 

Higher gain (45 dbvg*) may be obtained by the use of a selected type 6AU6 with 
Rj= 0.22 megohm, ~ 0.43 megohm and Rt — 1700 ohms. Under these con- 
ditions VC2 may be adjusted to give about 10 db attenuation, VC^ set to provide the 
desired output level under average conditions, and FC2 then used as the control — 
this will prevent overloading of the valve. 

The recommended maximum value of VCi is 1 megohm. Higher values may be 
used without damage to the valve, on account of the plate and screen resistors, but the 
operating point may be seriously shifted by reverse grid current, leading to distortion 
and loss of gain. Normally VCi would be set at maximum, and only reduced for 
very close working. 

This arrangement has many limitations, and the noise level is high, but it is good 
enough for the simplest and cheapest applications mentioned above. 
(B) Single stage pentode pre-amplifier followed by cathode follower (Fig. 



This circuit has the advantage over Fig. 18.5 that the pre-amplifier may be some 
distance from the main amplifier, the two being linked by a low impedance line, 
and that low impedance mixing may readily be applied. The gain and performance 
are very similar to those of Fig. 18.5 except that the second volume control would 
normally be incorporated in the low impedance line (reflected impedance about 400 
ohms). 



This circuit has the disadvantage that the cathode follower stage may give rise to 
audible hum. It should therefore be restricted to use with a sensitive type of crystal 
microphone or to applications where a low hum level is not essential. 

(C) A preferred arrangement is a good transformer in the cathode circuit of the 6J5, 
stepping down from 20 000 ohms primary impedance to any desired line impedance. 

(D) Cathode follower as low-noise input stage 

Fig. 18.6A shows the conventional cathode follower, and Fig. 18. 6B shows the modi- 
fied circuit for use as a low-noise input stage in connection with crystal microphones 
•dbvg = decibels of voltage gain — see Chapter 19 Sect. l(ii). 
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Fig. 18.6. Single stage 
pentode pre-amplifier fol- 
lozeed by cathode follower, 
for use with diaphragm-type 
crystal microphone. 
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or pickups. It has been shown (Ref. B53) that the modified circuit will have the 
same stability as the conventional circuit if 4 = (1 + G)Ru where G is the voltage 
gain of the valve defined as the ratio of the voltage across R3 to that across Rj. If 
Zt is high, as it will be if coupled to another valve grid, then G will be approximately 



constant and a real number, 
siderably higher than 



In a properly designed circuit i?4 can be made con- 





FIG.I8.6A 



Fig. 18.6B. 



Fig. 18.6A. Conventional cathode follower circuit. 
Modified cathode follower for use as low-noise input stage with crystal 
microphone or pickup. {Ref. S53). 



The circuit of Fig. 18.6B shows an improvement in signal to noise ratio compared 
with that from the conventional circuit, the ratio being 4/^1) for thermal noise 
produced by i?i and R 4. For noise generated in R«, and R^, noise from the power 
supply, valve noise and hum and microphony voltages other than those due to capacit- 
ance coupling or resistance leakage into the grid circuit, the noise ratio is 



R, 



2, + i?4 

When Zs is large compared with R^, this represents an improvement by a factor 
RJR^. When Z, = R^ the ratio is 1/2 or 6 db. When Z, = jR^ it is approximately 
l/V 2 or 3 db. When Z, is small the ratio is negligible. 

Thus if Z, is a crystal microphone or pickup, its impedance will rise as the frequency 
is reduced, and in the conventional circuit this causes an increase in noise level at 
low frequencies. The modified circuit shows a distinct improvement under these 
conditions. 

Great care should be taken with the insulation of the grid circuit. 
Pre-amplifiers for use with low-impedance microphones 

In broadcast stations it is usual to have a gain of about 30 or 40 db in the pre- 
amplifier, and for this to be followed by mixing (with a loss of about 18 db for four or 
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Fig. 18.7. 
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Two Stage broadcast station microphone pre-amplifier with gain qf 29 db. 
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five channels) and by a second amplifier with a gain of about 40 db followed by a 
master gain control with a minimum loss of 6 db and a third amplifier with a gain of 
40 or 50 db with an output level of + 18 dbm. The total gain is sufficient for full 
output to be obtained with the lowest possible input level (say — 70 to ~ 80 dbm). 
The minimirai signal-to-noise ratio is usually 60 db at — 60 dbm (alternatively 65 db 
at - 50 dbm). 

A prc-amplificr gain of 40 db may rcault in- over-loading of the pre-amplifier and 
distortion if used with very high microphone input levels — a device may be incorpor- 
ated to give an optional attenuation of 10 db in the pre-amplifier and thus reduce its 
total gain to 30 db when there is danger ojf overloading. 

A typical microphone pre-amplifier with a gain of 29 db is shown in Fig. 18.7. Both 
valves are connected as triodes, the first stage using the screen as the anode, and the 
gain without feedback is 47 db. When operated with an input level of — 60 dbm, 
the signal to noise ratio is 62 db. The maximum power output is 10 mW ( + 10 dbm) 
at which the distortion is less than 1 % — for this level to be reached, the input level 
must be — 29 dbm. The frequency response is from 30 to 10 000 c/s with less than 
0.5 db variation. This circuit may be criticized on the choice of valve type for the 
first stage of a low level pre-amplifier. Type 5879, 1620 or Z729 could be used to 
advantage in the first stage. 



by a separate resistor, duly by- 
passed. This would reduce the 
noise from the plate load resistor. 
Secondly the choice of valve type 
is not the most generally satis- 
factory for the firat stage of a low 
level pre-amplifier. Type 5879 
or 1620 could be used to advan- 
tage in the first stage. 




FIG. I8.7A 

Fig. 18.7A. Two-stage pre-amplifier 
using twin triode type 12A Y7 (Ref. B17). 



A two-stage pre-amplifier using type 12AY7. twin triede is showfi in Fig. 18.7A. 
This has a total gain of 50 db, and the average noise and hum level-referred to the input 
grid is' 11 jitV (Ref. B17>. 

A balance4 ^re-amplifier employing cross-neutralization and negative feedback is 
shown in Fig. 18.7B, using a.c. on the heaters. The frequency response is flat from 




Ktiimrt 1/1 Watt Unleii Sptclflcii 



6b+ 250V.D.C. 



Fie 18 7B Three-stage balanced cross-neutralized pre-amplifier using two \2AY7 
■ ' valves and 12AU7 (Ref. 517). 
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30 to 20 000 c/s, the average noise is 87 db down from the + 24 dbm level and the 
distortion is 0.55% at 24 dbm output. The combined hum and noise voltages are 
only 7.6 db above the theoretical value on the poorest valves, and only 2.2 db on the 
average (Ref. B17). 

The essential amplifying and attenuating circuits of the four pre-amplifiers and one 
" A " amplifier of a single unit equipment for studio use are shown in Fig. 18. 7C, 
Each pre-amplifier has a 3-position key. In the pre-amplifiers, type 6AU6 is used as 
a triode with earthed plate and suppressor, and negative feedback is applied from 
plate circuit to grid. Each pre-amplifier has a separate attenuator normally " hold- 
ing " 6 db. The " A " amplifier uses type 6AU6 as a high gain pentode followed by 
the master gain control normally " holding " 20 db. 

The " B " amplifier of the same equipment is shown in Fig. 18.7D, and has negative 
feedback from the secondary of the output transformer to the cathode of Vg. 

With all controls set at maximum, an input of — 86 dbm gives an output of + 8 
dbm. The distortion is less than 1% at 18 dbm output. The noise level through 
any one channel is 60 db or more below output level with input — 60 dbm, output 
+ 8 dbm. 

A pre-amplifier circuit used by the B.B.C. is described in Ref. B41. A special 
low-noise microphone amplifier for acoustical measurements is described in Ref. B54. 

A pre-amplifier for the Western Electric type 640AA condenser microphone, using 
subminiature valves, is described in Ref. B43. Extremely high insulation resistance 
is required in the network between the microphone and the first grid, particularly 
in the coupling capacitor. 



PRE-AMPLIFIER 



V AMPLIFIER 




FIG. (B.7C 



Fig. 18.7C. Essential amplifyiTig and attenuating circuits of pre-amplifiers and " A ' 
amplifier of single unit equipment for studio use (Ref. B18). See also Fig. 18.7D. 
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References to microphone pre-amplifiers : A16, A24, B19, B28, B41, B43, B48, 
B53, B54. 




FIG. |e.70 



Fig. 18.7D. " B " amplifier of same equipment as Fig. 18.7C (jRe/. BIS). 



(vii) Pickup pre-amplifiers 

This subject has been covered in Chapter 17 Sect. 5. 

(viii) Gain-controlled pre-amplifiers 

This subject has been covered in Chapter 16 Sect. 5. 

(ix) Standard pre-amplifiers for broadcasting 

(Extracts from R.M.A. Standard TR-105-B, Ref. A16.) 

Standard input si^al is 2.45 millivolts r.m.s. in series with 150 ohms (for pur- 
poses of calculating insertion gain this corresponds to an input level of — 50 dbm). 

Standard output level for feeding telephone lines is + 18 dbm ; for feeding 
radio transmitters is + 12 dbm. The equivalent " complex wave " level is 10 db 
lower than these sine wave equivalent testing level values (i.e. + 8 vu and + 2 vu 
respectively) to provide a margin of 10 db for peaks. 

Source and load impedances — 600/150 ohms. 
Frequency range and harmonic distortion — see Ref. A16. 
Signal to noise ratio (noise below standard output) — minimxmi 65 db (50-15 000 
c/s). 

(x) Standard pre-amplifiers for sound equipment 

(Extracts from R.M.A. Standard SE-lOl-A, Ref. A30.) 

To operate from a source impedance of 150 ohms and into a load impedance of 
600 and/or 150 ohms. 
Noise level — for measurement see Chapter 19 Sect. 6. 

Amplifier gain is defined as the ratio, expressed in db, of the power delivered to 
the load to the power which would be delivered to the same load if the amplifier were 
replaced by an ideal transformer which matches both the load and source impedances. 
Frequency response, distortion and power output — see Ref. A30. 
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SECTION 3 : ATTENUATORS AND MIXERS 



(i) Potentiometer type attenuators {volume controls) (it) Single section attenuators — 
constant impedance {Hi) Single section attenuators — -constant impedance in one direc- 
tion only (iv) Multiple section attenuators (v) Electronic attenuators {vi) Mixers 
and faders— general {vii) Non-constant impedance mixers and faders {viii) Con- 
stant impedance mixers and faders. 

hn attenuator is a resistance network used for the purpose of reducing voltage, 
current or power in controlled (and usually known) amounts. An attenuating net- 
work is sometimes called a " pad." 

In this section only a brief outline is given of the most popular audio frequency 
applications of attenuators. Additional information is available from the references. 

(i) Potentiometer type attenuators (volume controls) 

The continuously variable volume control is widely used in radio receivers and a-f 
amplifiers (Fig. 18.8). The voltage ratio is proportional to the resistance ratio only 
when the load across the output terminals is very much greater than R. Characteris- 
tics commonly used includeJinear and several types of logarithmic characteristics 
of resistance versus angular rotation — see Chapter 38 Sect. 3(viii). The input loading 
is constant {R) only when the output load resistance is infinite. When the output 
terminals are connected to the grid of a valve which does not draw grid current, the 
input capacitance together with strays will bring about some change in frequency 
characteristics as the setting is varied. Direct current through R and through the 
moving contact should be avoided if a composition type resistor is used, to avoid noise. 



The step-type volume control (Fig. 18.9) has some advantages over the continuously 
variable type — it is more reliable, has lower noise as the contact is being moved, and 
the degree of attenuation is definitely known. In all the best designs, wire-wound 
resistors are used. It is usually designed with logarithmic characteristics so that there 
is a constant step (in decibels) between successive tapping points, e.g. 2 db. The 
method of calculating i?03 R-i etc. is given below. 

Let R — total resistance of attenuator (Fig. 18.9) 

N = voltage ratio corresponding to the decibel step between successive 
tapping points (iV less than unity) 
and M = (1 - N). 

Then R^ = MR ; R^ MNR ; R^ = MNm etc. 

R„ == MN^R ; R, = R - Ra - Ri - R^ . . . ~ Rn- 
As a practical case take R = 100 000 ohms with 2 db steps. 

Then N == 0.794 and M = 1 - 0.794 = 0.206. By simple calculation Ro = 20 600 ; 
Ri = 16 340 ; i?2 = 12 980 ; jRs = 10 300 ; = 8 190 ; J?5 = 6 500 ; = 5 170 ; 
/?7 = 4 100 ; .Rj = 3 260 ; /?9 = 2 590 and R^a = 10 000 ohms (all values correct to 
three significant figures). 

Slide rule or logarithm accuracy is sufficient for most purposes ; for greater accuracy 
see Ref. C9. 



Fig. 18.8. Con- 
tinuously variable 
volume control 
{potentiometer). 




INPUT R 




FIG. 18.9 

Fig. 18.9. Step-type 
volume control. 
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(ii) Single section attenuators — constant impedance 

It is assumed that it is required to maintain constant input and output impedances 
(Z), that the attenuator is terminated at both ends with resistive impedances Z, and 
that all impedances are purely resistive. The T type section in Fig. 18:10 may be 
designed to provide any desired attenuation. 

Let K — Ei/Eg, this being the voltage or current ratio corresponding to the 
desired attenuation in db {K being greater than unity). 

Then R, = ^^^-pyj and R, = (1) 

It is possible to select any desired values of attenuation in a single T section by 
varying the values of the three resistors by means of a tapping switch. Values of 
Ri and R^ are given in Table 1 on page 796. 

The n type section in Fig. 18.11 is equivalent to the T type section in Fig. 18.10 
provided that the values of the resistances are given by 

(^2 J\ /E^ I IN 

Values of R, and R^ are given in Table 1 on page 796. For formulae giving trans- 
formations from T to 77 or from 77 to T forms see Ref. C12. 

Both T and 77 sections may be arranged in a " balanced " form for use with an 
earthed centre-tap — in this case the series resistors R^ and R, are divided into two 
halves, one on each side of the centre (for table of formulae see Ref. D6). They may 
also be designed to match unequal source and load impedances (see Refs. C75 C12, 
D6, Dll). 

For the derivation of the equations above, see Ref. C13. 

If the output impedance is increased beyond the design value, the input impedance 
will be increased (although to a less extent) and the attenuation will be reduced — ■ 
see Refs. C6, C12, D6. 

There are many other forms of constant impedance attenuators, but none does more 
than the T or 77 section — they may be preferred for practical reasons in certain 
applications. See Refs. C12, D6, D8, DU. 



(iii) Single section attenuators — constant impedance in one direction 
only 

The L section of Fig. 18.12 may be used when it is not necessary for the looking- 
backwards output impedance of the attenuator to be constant. In this case 

R, = Z(K - 1)/K and = ZjiK - 1) (3) 
For further information see Refs. C12, D2. 

The values of R^ and R^ have been tabulated for steps from 1 to 10 db (Table 1 
on page 796). 




Pre. I8.IO PIG. rfi.ii PIG. is.ts 

Fi;?. 18.10. Constant im- Fig. 18.11. Constant im- Fig. IS. 12. The L 

pedance T section at- pedance 77 section at- type single section 
tenuator. tenuator. attenuator. 



The values of resistances given in Table 1 are for Z = 100 ohms. For any other 
value of Z, the tabulated values of resistances should be multiplied by (Z/100). See 
Figs. 18.10, 18.11 and 18.12. 
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TABLE 1 (SINGLE T, n AND L SECTIONS) 







T section 


n section 


L 


section 


db 




R, 


R2 


R. 








1 

jL 


1.122 


5.76 


866 


11.6 


1740 


10.9 


819 


9 


1.259 


11.46 


430 


23.2 


874 


20.6 


386 


3 


1.413 


17.10 


284 


35.2 


585 


29.3 


242 


4 


1.585 


22.6 


210 


47.6 


443 


36.9 


171 


5 


1.778 


28.0 


164 


61.0 


357 


43.8 


129 


6 


1.995 


33.2 


134 


74.6 


302 


49.9 


100.5 


7 


2.239 


38.2 


112 


89.3 


262 


55.4 


80.7 


8 


2.512 


43.1 


94.6 


106 


232 


60.2 


66.1 


9 


2.818 


47.6 


81.2 


123 


210 


64.5 


55.0 


10 


3.162 


51.9 


70.3 


142 


193 


68.4 


46.2 



The following references will be found helpful in supplying further general in- 



formation on attenuators : 

Periodicals C6, C12 (the most comprehensive of all), C13, C17 (the basic treatment). 
Books D2, D6, D8, Dll (brief treatments are given in several other books). 

(iv) Multiple section attenuators 

Any convenient number of 11 sections may be connected in tandem, and the effec- 
tive resultant is the " ladder " attenuator of Fig. 18.13 in which the two parallel re- 
sistors at the end of each section and the commencement of the next are drawn as a 
single equivalent resistor {RJ2). The values of and Ri are calculated as for a 
single n section (eqn. 2 and Table 1) to provide the desired attenuation per stage. 
The value of R^ is given by Ri Z/{Ri + Z). The minimum attenuation is 3.5 db 
on tapping point P^. The input impedance varies considerably as the tapping point 
is changed but may be made constant, if desired, by inserting resistors at the points 
marked X. The output impedance also varies, although less so than the input im- 
pedance. This device may also be used when the impedance of the source differs 
from Z. 




FIG. IB. 13 FIC. 18.14 



Fig. 18.13. Ladder attenuator F^e. 18.14. Modified form of ladder 

(i7 section). attenuator. 

A modified form of ladder attenuator is shown in Fig. 18.14 which has a minimum 
attenuation of 6 db but whose input impedance is nearly constant except for high 
values of attenuation and whose output impedance is nearly constant except for low 
values of attenuation. This can only be used when the impedance of the source is 
equal to Z. The values of R,, R, and Rg, are the same as in Fig. 18.13. This is the 
commonest type for broadcast station " mixer " control equipment. 

A form of ladder attenuator suitable for connecting a low impedance line to a high 
impedance grid circuit is shown in Fig. 18.15. This is built up from three L sections 
and the input impedance is equal to Z under all conditions but the output impedance 
varies (this being unimportant). The values of jRj and R^ are given by eqn. (3) and 
Table 1, while i?, is given by ZRs/(,Z + Rg). As an example take Z =■= 600 ohms 
and 2 db steps. Then the voltage ratio corresponding to 2 db is =^ 1.259. From 
eqn. (3) 

R, =^ 600 X 0.259/1.259 == 123.6 ohms 
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Fig. 18.15. Ladder attenuator for connection to 
high impedance grid circuit (JL section). 



i?o = 600/0.259 = 2316 ohms 
while i?7 = 600 x 2316/2916 = 477 ohms. 

References to multiple section attenuators : Cll, C12 (Part 6) ; C14, D2, D6, DU. 
References to non-uniform sections, Cll, C14. 

A multiple T section attenuator is shown in Fig. 18.16. This has the advantage 
of no loss in the zero attenuation position^ and is suitable for use in positions where 
no power loss is permissible, such as an attenuator on a tweeter loudspeaker. The 
values of resistors for 1 db steps for Z = 100 ohms are tabulated below — -for any other 
impedance multiply the resistances by (Z/100). 



Loss 


Series arm 


Shiuit arm 


Loss 


Series arm 


Shunt arm 


(db) 


(each) 




(db) 


(each) 




1 


5.8 ohms 


867 ohms 


6 


33.2 ohms 


134 ohms 


2 


11.4 


430 


7 


38.2 


112 


3 


17.1 


284 


8 


43.0 


94.5 


4 


22.6 


209 


9 


47.6 


81.3 


5 


28.0 


164 


10 


52.0 


70.2 






(total) 






(total; 



(y) Electronic attenuators 

For some purposes an electronic attenuator may be advantageous, and one practic- 
able circuit is a cathode follower in which the screen voltage may be varied, while in 
addition the desired value of cathode resistor may be selected by means of a tapping 
switch (Fig. 18.17). Any sharp cut-off pentode valve is suitable, but one with high 
mutual conductance will limit the maximum attenuation. A valve with g,n = 2000 
fimhos has an anenuation range from 4 to 74 db with values of cathode resistors from 
1000 ohms to 0.1 ohm ; this may be extended by about 10 or 20 db by screen voltage 



o o 




Fig. 18.16. Multiple T section Pig. 18.17. Electronic attenuator 

attenuator. using cathode follower {Ref. C15). 



adjustment provided that the input level is not too high. Fixed grid bias must be 
used. A universal design curve is given in Fig. 18.18 (Ref. C15). 

A circuit using type 6BE6 as a fader-mixer is shown in Fig. 18.18A. This has a 
voltage gain of 62 from grid 1 input, and 25 from grid 3 input. The distortion for 
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10 

FIG. 18. IS 

Fig. 18.18. Universal design curve for electronic attenuator (Ref. C15). 

an output of 5 volts is 0.19% with input to grid 1, and 1.4% with input to grid 3. A 
plate load resistor of 50 000 ohms gives lower gain and distortion. For electronic 
gain control purposes, it is advisable to apply the signal to grid 3 and the control 
voltage to grid 1 (Ref. C20). 




Input Input 



FIG. 18. ISA 



Pig. 18.18A. Fader-mixer 
circuit using type 6BE6 
(Ref. C20). 



(vi) Mixers and faders — general 

When more than one input source is employed, some form of control is necessary 
to enable the operator to change from one to the other, or to mix the outputs of two 
or more sources. A properly designed mixer and fader system enables these objects 
to be achieved without perceptible jumps. 

Mixers (as the complete system will here be called) may be divided into high im- 
pedance and low impedance ; constant impedance and non-constant. In addition 
there are those that have sources at approximate'ly the same level and those with 
sources having a considerable difference in level. To achieve correct functioning 
of mixers, it is necessary to provide for the control of the level of individual input 
sources. Any frequency equalization of input sources is applied prior to the mixer. 

(vii) Non-constant impedance mixers and faders 

These are commonly used in public address systems, amateur transmitters and other 
applications which do not require precise adjustment to a predetermined level. The 
controls are of the continuously variable potentiometer type, and the mixing is usually 
carried out between a pre-amplifier and a subsequent amplifying stage — imder these 
conditions there is no necessity for maintaining either constant input or output im- 
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pedance. In some cases the mixing is carried out between the input sources and the 
grid of the first amplifier stage, and here the load impedance presented to each source 
must be maintained constant. 

The simplest type of fader*, which does not provide mixing, is shown in Fig. 18. IQ. 
It is only suitable for high level pickups, or the secondaries of step-up transformers, 
since the noise from the moving contact is appreciable. The control is a centre- 
tapped potentiometer with a total resistance 2R. The value of R should be that 
recommended for each pickup. 

Fig. 18.20 shows a series network mixer which may be used as a fader, but it has 
serious drawbacks. Both sides of input source A are above earth, and any hum picked 
up in this charmel is fed without appreciable attenuation to the following grid. More- 
over stray capacitances to earth of channel A tend to by-pass the high frequency signal 
voltages of channel B. This arrangement is not recommended. 

A modified series network mixer is shown in Fig. 18.21 in which one side of each 
channel may be earthed, but a transformer must be used to couple the outputs to the 
grid. This may be used for fading and mixing. 




V^'Sr FIO. 18.19 ~ FIG.l8.aO • FIG.IB.2I 

Pig. 18.19. Simple type Fig. 18.20. Series Fig. 18.21. Modified 
of fader for two pickups. network mixer. series network mixer. 



The parallel network mixer is shown in Fig. 18.22 where three input sources are 
provided for, although any number may be used. The value of i?4 may be made equal 
to or greater than Ri, and similarly with the other channels. If the mixer is con- 
nected between two amplifying stages, all resistances may be equal (say 0.5 megohm) 
and the maximum insertion loss will be 6 db for 2 channels, 9.5 db for 3 channels or 
12 db for 4 channels. The insertion loss varies when the controls are moved — the 
maximum variation in insertion loss caused by any one potentiometer is 2.5 db for 
two channels but less for more channels. This interaction is less if the source im- 
pedance is considerably smaller than the resistances in the mixer, so that triode valves 
are preferable to pentodes in the preceding stage. 

The circuit of Fig. 18.22 may also be used when the sources 
are microphones or pickups, but Ri, R^ and should be the 
correct load resistance in each case. The isolating resistors 
i?4, i?5 and Re may be made equal to the highest of the load re- 
sistances. This arrangement is only practicable with fairly 
high source levels, on account of the insertion loss and its 
effect on the signal-to-noise ratio. 

One application of the parallel network mijier 13 
given in Fig. 18.23 — this general set-up may be modified to 
suit any practical case when there is a considerable difference 
in level between the two sources. 

Probably the most popular of all mixing circuits in this 
class is the method using a common plate load for two or more 
valves, When two valves are used with a common 

*The word " fader " is here used in the sense of fading out one input source and fading in another. 
The fading of a single source is here called attenuation. Mixing is the combination of two (or more) 
sources so that both are amplified simultaneously ; a mixer may however be used also for fading. 




Fig. 18.22. Parallel 
network mixer. 
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Fig. 18.23. Complete pre-amplifier in- 
corporating parallel network mixer, for 
use with high level crystal microphone 
and crystal pickup. Ri = 1 to 5Mii J 
Rs = Q.5MQ or higher. Gain in 
is 30 dbvg. 



FIG. 18.23 

plate load resistor, the plate resistance of each valve acts as a shunt load on the other, 
thereby reducing the gain and the output voltage for a limited distortion. With 
triodes, the gain is equal to the normal gain for a single valve multiplied by 
(r^ + + 2Rj). If Rj^ is considerably greater than r^, the gain is slightly 

greater than half that for a normal valve. With pentodes, the loss of gain due to shunt- 
ing is slight, and may be neglected in most calculations. The effect of the shunting 
on the maximum output voltage is much more severe than on the gain. The output 
voltage for limited distortion is approximately equal to the normal output voltage 
multiplied by r,^/{r^ + Rj). If — 5r^ as for a typical triode, then the output 
voltage is reduced to one fifth of its normal value. For this reason it is suggested that 
Rj^ ~ 2r^ would be more suitable, giving a reduction to one third of the normal value. 
Here again, the effect on pentodes is small. 

One simple but very effective mixer incorporating 
common plate load mixing is Fig. 18.24. Vi may be any 
twin triode, may be determined as outlined above, 
while the plate supply voltage may be about 250 volts, 
or higher if a high output voltage is required with low 
distortion. If desired, a second twin triode with a 
further two input channels can be added. Alternatively, 
two r-f pentodes may be used in place of Vi to provide 
increased gain. Various combinations may be devised 
incorporating one or more common plate load mixers 
with otlier types of mixers or faders to meet almost any 
possible requirements. Fig. 18.25 is one example — 
Vi and V2 may be any suitable twin triodes, Ri pro- resistor. 
vides fading for the two microphones and R^ is a combined microphone volume control, 
R, and R^ provide fading and mixing for the pickups while R3 is a master volume con- 
trol. V2 has a common plate load resistor. 

One of the problems with mixers of the common plate load type is the control of 
volume without introducing noise or circuit complications. This problem may be 
overcome by the use of 6L7 type valves in which the amplification is controlled by 
varying the voltage on the third grid (Fig. 18.26). This mixer is intended for use 




FIG. 18.24 

Fig. 18.24. Simple 
mixer using twin triode 
with common plate load 




Fig. 18.25. Mixer for two microphones and two pickups. Values of resistors are for 

V\ V. = 6SN1'GT. 
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FIC. IS. 26 

Fig. 18.26. Three channel mixer with electronic volume control (Ref. C4). 

with three high-level crystal microphones ; the volume controls operate on d.c. and 
may therefore be placed some distance from the mixer (Ref. C4). 
References to non-constant impedance mixers : C3, C4, DIO. 

(viii) Constant impedance mixers and faders 

Constant impedance* attenuators may be used to provide both attenuation and 
mixing, and are widely used in studio equipment. In such equipment they usually 
work out of and into 600 (sometimes 500) or 150 (sometimes 200) ohm circuits. 

The constant impedance attenuators may be of the T, bridged T, n, ladder, bridge, 
or any other form, together with their balanced equivalents. They may be arranged 
in parallel, series, series-parallel or bridge circuits. 



FIG. 18.27 




Pig. 18.27. Constant impedance 
mixer using three T type attenua- 
tors in parallel. 



(A) Parallel type mixers 

Fig. 18.27 shows a three channel mixer using T type attenuators in parallel — the 
same principle may be applied for any number of channels. Since the attenuators 
are of the constant impedance type with input and output impedances R, and the 
mixer output is loaded by the same impedance R, in this case i?i = i?2 = IR and the 
mixing loss is 9.5 db. In the general case 

R(n - l)/(n -f 1) £nd Mixing loss = 20 logio" 
where n is the number of channels. Values are tabulated below : 
w = 2 3 4 5 6 

R^ =-- R^ = (1/3)J? m (3/5)/? {2/3)R (5/7)/? 

Mixing loss 6.02 9.54 12.04 14.0 15.56 db. 

An alternative form omits R^ and thereby obtains lower mixing losses, but the out- 
put impedance of the mixer and hence the input impedance of the master attenuator 
will Ri instead of R ^, the values being given below : 

•Constant impedance indicates that both the input impedance and the looking-backwards output 
resistance are maintained constant under all conditions. 
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Ri = R(n - l)/n 
Rj^ = R(2n - 
n =2 
Ri = 0.50R 

/?i = 0.75i? 

Mixing loss = 4,77 



(2n - 1) 
6 

0.83R 
0.31i? 
10.41 db. 



FIG. 18. 2S 



= 0 

Mixing loss = 10 logn, 
3 4 5 

0.67i? 0.75i? O.SOi? 
0.56R O.UR 0.36R 
6.99 8.45 9.54 

If it is desired to maintain all input and output impedances constant and equal to 
2?) it will be necessary to irisert a matching 
transformer or to add a matching pad, the ""^ 
latter introducing loss. o- 

(B) Series tjfpe mixers 

Fig. 18.28 shows a three channel mixer 
using T type attenuators in series. Only 
one of the channels can be earthed, so that 
there tends to be some cross-talk although 
this may be kept low by good design. The 
output impedance at terminals D is given 
by Rq where Rj^ = Rn^/{2n - 1), and the 
mixing loss up to terminals D is 10 logn, 

(2n — 1), where n is the number of chaimels. Values are tabulated below 




Fig. 18.28. Constant impedance mixer 
using three T type attenuators in series. 



n = 


2 


3 


4 


5 


6 




2.00 


1.50 


1.33 


1.25 


1.20 




1.33 


1.80 


'2.29 


2.78 


3.27 


Mixing loss = 


A.n 


6.99 


8.45 


9.54 


10.41 db. 



If this mixer is followed by a transformer there is no further loss, but if it is followed 
by a taper pad as in Fig. 18.28 there must be added the loss in the taper pad, the value 
of which is given by 

iV = 20 logio {Rz + VRz^ - 1) decibels 
where Rz" = impedance ratio (greater than unity) 
= nV(2n - 1). 

n = 2 3 4 5 6 

impedance ratio = 1.33 1.80 2.29 2.78 3.27 

loss in pad (N) = 4.77 6.99 8.45 9.54 10.41 db. 

(C) Series-parallel type mixers 

Fig. 18.29 shows a four channel mixer using T type attenuators in series-parallel. 

The input and output are both balanced. The values of i?4 and Ro are given by 
Ri = R{n - 3)/n and R^ = 4R(2« - 3)/n'' 

where n is the total number of input channels. 

If K =4 6 8 

then Ri = 0.25i? 0.5jR 0.625J? 

Ro = 1.25R R 0.75R 

and loss inmixer = 7.0 9.5 11.1 db. 

With six channels, the output resistance is equal to R and the taper pad will not be 

required. In other cases its loss should be added to that in the mixer. 

(D) Bridge type mixers 

Fig. 18.30 shows a bridge type mixer with four input channels. This can only be 
earthed at one point, but is otherwise satisfactory for four input sources. The output 
resistance is equal to R, so that no taper pad or matching transformer is required — 
the mixing loss is 6 db, which is less than that of any other 4 channel resistance mixer. 

(E) Coil mixing (Ref. CIS) 

Coil mixing refers to the use of a special transformer (Fig. 18.31). The loss is the 
theoretical minimum and is given by 10 logm n where n is the nimiber of input sources 
— it is 6 db when n = 4. The value of R^ is given by 
R, = iR(n - 1) 

and is equal to R when n = 4. The secondary transformer impedance is equal to nR. 
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Fig. 18.29. Constant 
impedance mixer using 
four T type attenuators 
in series-parallel. 



Coil mixing appears to be very little used. 

(F) Choice of mixer circuit 

The parallel circuit has the very important advantage that one terminal of all (un- 
balanced) attenuators can be earthed. Other circuits in which one or more attenuators 
are above earth nearly always suffer from cross-talk and variation of frequency response 
at high attenuations. There are thus two features on which the choice of a mixer 
circuit must be based — the earthing of all attenuatorsj and minimum mixing loss. 
Many engineers insist on the earthing even at the expense of increased mixing loss in 
some cases. 



Pig. 18.30. Constant 
impedance mixer using 
four T type attenuators 
in bridge connection. 




FIC. i(.3t> 



o o 

MASTER 
GAIN 
CONTROL 
O O 



The following comments are based solely on minimum mixing loss, and are there- 
fore to be applied with discretion— 

1. When the impedance of the input circuit is required to be higher than that of 
the output circuit, a parallel mixer should be used. 

2. When the impedance of the output circuit is required to be higher than that of 
the input circuit, a series or coil type mixer should be used. 

3. When the input and output circuits are required to be nearly the same im- 
pedance, a series-parallel or bridge type mixer should be used. 

References to constant impedance mixers : 
CI, C2, C3, C12 (parts 7 and 8), C16, C18, DIG, 
Dll. 

(G) Precautions with studio type mixing 
systems 

Under any possible operating conditions, the 
level at any stage should be kept at least 6 db and 
preferably 10 db above the critical pre-amplifier 
level of — 60 vu. 

With mixer controls turned right off, and a 
normal level applied to each input in turn, the 
fatio of " leakage " at 10 000 c/s to normal pro- 
gramme level should be better than 70 db. 

Cross-talk between two different circuits may 
be reduced by using twisted leads for all speech 
circuits with an electrostatic screen around each 
pair. 




("-4) 



Fig. 18.31. Constant impedance 
mixer using coil mixing with 
four input sources. 
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Where there are long circuits between pre-amplifier outputs and mixer outputs, 
it is usually considered wise to use balanced transformer inputs to avoid the possi- 
bility of cross-talk or noise affecting the programme. 
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SECTION 1 : BELS AND DECIBELS 

(j) Power relationships expressed in bels and decibels (ii) Voltage and current re- 
lationships expressed in decibels {Hi) Absolute power and voltage expressed in decibels 
{iv) Microphone output expressed in decibels (v) Pickup output expressed in decibels 
Qui) Amplifier gain expressed in decibels {vii) Combined microphone and amplifier 
gain expressed in decibels (viii) Loudspeaker output expressed in decibels (ix) Sound 
system rating (x) Tables and charts of decibel relationships (xi) Nomogram for 
adding decibel-expressed quantities (xii) Decibels, slide rules and mental arithmetic. 

(i) Power relationships expressed in bels and decibels 

If a sound is suddenly increased in magnitude, the listener receives an impression 
of increased loudness which is roughly proportional to the logarithm of the ratio of 
the two acoustical powers. In mathematical form 

loudness oc log (.P^/Pi) (1) 
This is quite general, and holds for a decrease in power as well as for an increase in 
power. Now the ultimate effect of any change of electrical power in a 
transmitter, receiver or amplifier is to produce a change of acoustical power from the 
loudspeaker, so that it is convenient to adopt a logarithmic basis for indicating a change 
of electrical power. 

The common logarithm of the ratio of two powers gives their relationship in bels — 
N, = logioCPa/Pi) (2) 
where P^ is the reference power 
and is the power which is referred back to Pj. 

The more commonly used unit is the decibel, which is one tenth of a bel. Thus, 
the difference in level between Pi watts and P^ watts is given by 

= 10 logic (P'z/Pi) decibels (3) 

If P2 is less than Pi the value of N^^ becomes negative. A negative value of N^^ 
thus indicates that the power in which we are interested is less than the reference power. 

Note that these relationships (1, 2 and 3) are independent of any other conditions 
such as impedance. 

Applications and examples 

Suppose for example that a power valve driving a loudspeaker is delivering 1 watt 
which is then increased to 2 watts. To say that the power has " increased by one 
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watt " is misleading unless it is also stated that the original level was 1 watt. A far 
more satisfactory way is to state that a rise of 3 db has occurred. This may be cal- 
culated quite simply since the gsin in decibels is 

10 logio (2/1) = 10 logi„2 = 10 X 0.301 = 3.01 db 
or approximately 3 db. 

In a similar manner a decrease from 2 watts to 1 watt is a change of approximately 
- 3 db. 

It has been found that a change in level of 1 db is barely perceptible to the ear, 
while an increase of 2 db is only a slight apparent increment. For this reason variable 
attenuators are frequently calibrated in steps of 1 db or slightly less. In a similar 
manner an increase from 3 watts to 4.75 watts is only a slight audible increment, being 
an increase of 2 db. 

In order to simphfy the understanding of barely perceptible changes the follow- 
ing table has been prepared, and it will be seen that a move from one column to the 
nearest on left or right is equivalent to a change of 2 db. In this table 0 db is taken 
as 3 watts. 

db : -10 -8 -6 -4 -2 0 +2 +4 +6 +8 +10 +12 

watts : 0.30 0.47 0.75 1.2 1.9 3.0 4.75 7.5 12 19 30 47.5 

In addition to the application of decibels to indicate a change in level at one point, 
they may also be used to indicate a difference in level between two points such as the 
input and output terminals of a device such as an amplifier or attenuator. For ex- 
ample, consider an amplifier having an input power of 0.006 watt and an output power 
of 6 watts. The power gain is 6/0.006 or 1000 times, and reference to the tables 
shows that this is equivalent to 30 db. The amplifier may therefore be described 
as having a gain of 30 db, this being irrespective of the input or output impedance. 

References 1, 8, 9, 16 (Chap. 32). 

(ii) Voltage and current relationships expressed in decibels 

Since = EJ^ = £iV«i = A'^i 
and Pa = E^h = E^^/R^ = 
where J?i = resistance dissipating power Px 
and 7?2 = resistance dissipating power P^, 

it is obvious that the decibel relationship between and or between A and /a must 
involve the resistance. 

IfRi = ^ R, then PJPi = E^'/Ei' = /jVA^ and the difference in level is 
given by 

N,, = 10 logUE^yE,') = 20 logi„(£2/£i) decibels, (4) 
or iV^s = 10 logi„(/sVA') = 20 logi„(/2//i) decibels, (5) 
provided that R remains constant. 
If R does not remain constant the difference of level is 
iV,, = 20 logi„(£2/£i) + 10 logi„(i?,/i?2) (6) 
or Na, ^ 20 logUh/h) + 10 logio(i?2/.Ri) (7) 
In the general case with an impedance Z = R + jX which is the same for both 
Pi and P2, equations (4) and (5) also hold. 

When the two impedances are not identical, the difference in level in decibels is 
• N,, = 20 logi„(£,/.B,) + 10 logio(2i/^) + 10 logioC^a/^i) C8) 
= 20 log,o(/i,/A) + 10 logio(^2/Zi) + 10 logi„(*a/*:i) (9) 
where ki = power factor of Zi = Ri/Zi = cos (j>i 
and = power fadtor of Za = R^jZ^ = cos <jf>2. 
References 7, 8, 9, 16 (Chap. 32). 

(iii) Absolute power and voltage expressed in decibels 
(A) Power 

Although the decibel is a imit based on the ratio between rwo powers, it may also 
be used as an indication of absolute power provided that the reference level (or " zero 
level ") is known. There have been many so-called " standard " reference levels, 
including 1, 6, 10, 12.5 and 50 milliwatts, but the 1 milliwatt reference level is very 
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widely used at the present time. As an example, a power of 1 watt may be described 
as 

30 db (reference level 1 mW) 
or 30 db (0 db = 1 mW). 
or 30 dbm*. 

The abbreviation db 6m is sometimes used to indicate a level in decibels with a 
6 milliwatt reference level. 

To convert from a reference level of 1 mW to 6 mW, add — 7.78 db. 

To convert from a reference level of 1 mW to 10 mW, add — 10.00 db. 

To convert from a reference level of 1 mW to 12.5 mW, add — 10.97 db. 

To convert from a reference level of 6 mW to 1 mW, add + 7.78 db. 

To convert from a reference level of 10 mW to 1 mW, add + 10.00 db. 

To convert from a reference level of 12.5 mW to 1 mW, add + 10.97 db. 

With any reference level, a power with a positive sign in front of the decibel value 
indicates that this is greater than the reference power, and is spoken of as so many 
" decibels up." A negative sign indicates less power than the reference power, and 
is spoken of as so many " decibels down." 0 db indicates that the power is equal to 
the reference power. 

A statement of power expressed in decibels is meaningless unless the reference 
level is quoted. 

References 1, 5, 8, 9, 10. 

(B) Voltage 

A reference level of 1 volt has been standardized in connection with high impedance 
microphones. The abbreviation dbv has been standardized (Ref. 38) to indicate 
decibels referred to 1 volt. 

(iv) Microphone output expressed in decibels 

The output of a microphone may be expressed either in terms of voltage or power. 
(A) In terms of output voltage 

The response of a microphone at a given frequency may be stated in decibels with 
respect to a reference level 0 db = 1 volt (open-circuit) with a sound pressure of 
1 dyne per square centimetre (Ref. 36). The abbreviation dbv is used to indicate a 
voltage expressed in decibels, with reference level 1 volt (Ref. 38). 

For example, the output of a microphone may be stated as — 74 dbv with a soimd 
pressure of 1 dyne per square centimetre. This is the open-circuit voltage developed 
without any loading such as would be provided by the input resistance of the amplifier. 
Table 1 [Section l(x)] may be used to determine the corresponding open-circuit 
voltage, which for the example above is approximately 0.0002 volt r.m.s. (Column 1). 
If the input resistance of the amplifier is equal to the internal impedance of the micro- 
phone (here assumed to be resistive as the worst possible case) the voltage across the 
input terminals will be only half the generated voltage, giving a loss of 6 db or an 
effective input voltage of — 80 dbv. 

FIG. 19.1 




Fig. 19.1. Amplifier with 
source of input voltage E 
having internal resistance R. 



In the general case, the input voltage to the amplifier will be (Fig 19.1) : 
E, = ERJ{R + i^i) 
where E — open-circuit voltage developed by the microphone 

Ri = input resistance of amplifier 
and R = internal resistance of microphone (here assumed purely resistive). 
(B) In terms of output power 

Alternatively the output of a microphone may be given in terms of output power 
for a stated soimd pressure. 

*dbm indicates a power expressed in decibels with a reference level 1 mW. 
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For example, the output of a microphone may be stated as — 65 dbm into a load 
of 150 ohms, with an input sound pressure of 1 dyne per square centimetre. From 
Table 3 — ^Sect. l(x) — the power is 3.2 x 10^' milliwatt. If desired this may be 
converted into voltage across 150 ohms. 

(C) In terms of effective output level 

When a microphone is connected to an unloaded input transformer, its output cannot 
be expressed in terms of power delivered, as no appreciable power is delivered by 
the microphone. For this reason, microphone output ratings are sometimes given 
in terms of effective output level, expressed in dbm. The effective output level is 
so calculated that when the amplifier power gain in db is added to the microphone 
effective output level in dbm the correct output level from the amplifier (in dbm) will 
be obtained. The effective output level rating is based upon the assumption that the 
microphone works into a load impedance equal to its own rated impedance. The 
voltage corresponding to this effective output level is actually 6 decibels below that 
which is actually obtained when the microphone is worked into a high impedance 
pre-amplifier input. This 6 db difference is a function of the pre-amplifier input 
termination and not of the microphone itself. The " power gain "* ratings of pre- 
amplifiers take into account this 6 db increase in gain where it occurs, so that it is not 
necessary to apply any coupling factor. 

If the effective output level of a microphone is not known, it may be derived from 
available data : 

(1) The output power may be converted to dbm, or 

(2) Where the microphone open-circuit voltage output is known in dbv (0 db = 1 
volt), this may be converted to volts {Eg) and the effective output level in milliwatts 
is given by 

1000 £'gV(4R^) miUiwatts 
where i?^ is the nominal microphone impedance. The power in milliwatts may then 
be converted into dbm. 

(D) R.M.A. microphone system rating (RMA Standard SE-105) 

This is particularly useful when it is desired to calculate the combined " system 
gain " of a microphone, amplifier and loudspeaker. The R.M.A. microphone system 
rating is defined as the ratio in db relative to 0.001 watt and 0.0002 dyne per square 
centimetre of the electric power available from the microphone to the square of the 
undisturbed sound field pressure in a plane progressive wave at the microphone 
position. 

The R.M.A. microphone system rating (Ref. 35) is given by 

=(l0 log.o ^^^^) - 44 db (10) 

which reduces for practical applications to 

G^f =(20 logxo {E/p) - 10 log.o R,in) - 50 db (11) 
where G^j = microphone system rating 

E = open-circuit voltage generated by the microphone 
p — sound pressure in dynes per sq. cm. 
^MK = microphone rating impedance — see Chapter 18 Sect, l(xiv). This 
may differ from the actual microphone impedance. 

The R.M.A. Microphone System Rating is essentially the same as expressing the 
microphone output in terms of Effective Output Level, except that the acoustical 
pressure at the microphone is 0.0002 dyne/cm" (the limit of audibility). To convert 
from R.M.A. Microphone System Rating to the Effective Output Level Rating, it is 
only necessary to allow for the change of acoustical pressmre. For example, if a micro- 
phone has an R.M.A. Microphone System Rating of — 154 db, the Effective Output- 
Level Rating for an acoustical pressure of 10 dynes/cm^ will be — 60 dbm, and for 
1 dyne/cm" will be — 80 dbm. 

• An amplifier is normally tested as described in Chapter 37 Sect. 3(ii)C with an input voltage from 
a generator applied through a constant impedance attenuator, which combination effectively applies a 
constant voltage through a resistance equal to the rated source impedance of the amplifier as in Fig. 19.3. 
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Microphone system ratings are most commonly used in a complete sound system — 
sound, microphone, amplifier, loudspeaker, sovmd — ^see (ix) below. 

See Chapter 18 Sect. 1 for the relationships between various forms of microphone 
ratings. 

(v) Pickup output expressed in decibels 

Although many pickups are rated on the basis of output voltage, some are rated on 
a power basis with respect to a specified reference level. The procedure is the same 
as for microphones. 

Reference 9. 

(vi) Amplifier gain expressed in decibels 

Much confusion has been caused by the incorrect or careless use of decibels to 
indicate the gain of a voltage amplifier. Decibels may be used in various ways to 
indicate the gain of an amplifier — 

(A) In terms of voltage gain (Fig. 19.4) 

This is really an arbitrary use of decibels, but it is so convenient that it cannot be 
suppressed. 

Gain in decibels of voltage gain = 20 log EJE-^ (12) 
where = voltage across output terminals of voltage amplifier 
and El = voltage across input terminals of amplifier. 

It is important to distinguish these decibels from decibels of power, which have 
an entirely different meaning. The abbreviation dbvg is suggested as indicating 
decibels of voltage gain. 

Some engineers express the gain of an amplifier in terms of voltage by taking 
(eqn. 12) as the open circuit generator voltage {E in Fig. 19.1). If the load resistance 
(i?i in Fig. 19.1) is equal to the generator resistance (R), the indicated gain by this 
method will be 6 db less than that given by eqn, (12). If is greater than lOR, 
both methods give approximately the same result. If the generator impedance has 
an appreciable reactive component, the difference between the two methods will be 
less than indicated above. 

(B) AmpUfief gain in terms of power 

Amplifier gain is defined as the ratio expressed in db of the power delivered to the 
load, to the power which would be delivered to the same load if the amplifier were 
replaced by an ideal transformer which matches both the load and source impedances 
(R.M.A. Standard SE-lOl-A, Amplifiers for sound equipment — Ref. 35). 
In Fig. 19.1 the power delivered to the load is 

Pa = E^/R^ (13) 
The power which would be delivered to the same load if the amplifier were replaced 
by an ideal transformer which matches both the load and soturce impedances is 

Pi = E^yR, (14) 
.Therefore gain in decibels = 10 logio('P2/-Pi). (15) 
If the input resistance of the amplifier is made equal to the internal resistance of 
the source, 

i.e. Ri = R, 
then JBi = E/2 and Pi = PV4Px = E^/4R. 
Gain in decibels = 10 logi„ (iRE^^/R^E^) 

2p2 Ir e, Ir^ 

= 20 - P^p; = 6 + 20 logi„ -^^^ (16) 
If, in addition, Pj = Pi = R, then 

gain in decibels = 6 + 20 logio (Pa/P) (17) 

(C) Gain of a bridging amplifier 

A bridging amplifier is one whose internal input impedance is such that it may be 
connected across a circuit without appreciably affecting the circuit performance in 
any respect. Its function is to operate into programme circuits or similar loads 
(Ref. 33). 
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Bridging gain is the ratio, expressed in db, of the power delivered to the bridging 
amplifier load to the power in the load across which the input of the amplifier is 
bridged (Ref. 33). 

The commonest case is that of tlie input to an amplifier having a load of 600 ohms, 
with the input terminals of the bridging amplifier connected across it. The output 
load of the bridging amplifier is most commonly 600 ohms. 

(vii) Combined microphone and amplifier gain expressed in decibels 
(A) When a microphone, rated in terms of voltage, is connected to a voltage 

ampliiier which is rated in decibels of voltage gain (dbvg), the output may be 

calculated as under : 
Output in dbv* = microphone rating in dbv* + coupling factor + amplifier gain 



(18) 
(19) 



0.89 
-1 db 



in decibels of voltage gain (dbvg). 

The coupling factor = 20 log + Ri)] (Fig. 19.1). 

Typical values of the coupling factor are tabulated below : 

Ri/(R + Rj) = 0.5 0,56 0.63 0.71 0.79 
Coupling factor = —6 --5 —4 —3 —2 

Example : Microphone —54 dbv* 

Amplifier + 80 dbvg 

RJiR + R,) = 0.5 

Output = -54 - 6 + 80 = -)- 20 dbv* == 10 volts. 

It should be noted that the calculated output apphes for the rated sound pressure, 
for example 1 dyne per square centimetre. At other sound pressures the voltage 
will be proportional to the sound pressure. 

(B) When a microphone, rated in terms of effective output level, is con- 
nected to an amplifier having its gain expressed in terms of power in accord- 
ance with R.M.A. Standard SE-lOl-A : 

The amplifier power gain is measured eifectively with a constant input voltage in 
series with a resistance equal to the rated source impedance of the amplifier as in 
Fig. 19.3. Unoti these conditions no correction factor is necessary and the output 
from the amplifier in dbm is equal to the sum of the microphone effective output 
level in dbm and the amplifier power gain in decibels. This output level will only be 
attained when the pressure at the microphone is equal to the rated pressure — e.g. 
10 dynes/sq. cm. 

FIG. 19.3 FIG. 19.4 
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19.3. Method of testing 
amplifier for gain. 



Pig. 19.4. Voltage 
amplifier showing input 
and output voltages. 

For example, a ribbon microphone has an effective output level of —59 dbm with 
an acoustical pressure of 10 dynes/cm''. If this is connected to an amplifier with a 
power gain of 40 db, the output level will be — 59 + 40 = — 19 dbm with an acoustical 
pressure of 10 dynes/cm^. 

(C) When a microphone, rated in accordance with the R.M.A. microphone 
system rating is connected to an amplifier having its gain expressed in terms 
of power in accordance with R.M.A. Standard SE-lOl-A : 

For general remarte see (B) above. 

The output from the amplifier in dbm is equal to the sum of the R.M.A. micro- 
phone system rating, the amplifier power gain in decibels, and the sound pressure in 
decibels. 

For example, a ribbon microphone with a R.M.A. system rating (G^) of —153 db, 
operating with a sound pressure of 10 dynes/sq. cm. (i.e. +94 db) and cormected to 
'O db = 1 volt 
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an amplifier with a power gain of 40 db will give an output level —153 +40 4 94 = 
— 19 dbm. The microphone amplifier and sound pressure in this example are the 
same as for (B) above. 

(viii) Loudspeaker output expressed in decibels, in terms of acousti- 
cal pressure 

In accordance with the American R.M.A. Standard SE-103 (Ref. 29) the loud- 
speaker pressure rating is the difference between the axial sound pressure level (re- 
ferred to a distance of 30 feet) and the available input power level, and is expressed in 
db. 

It is expressed by the following forms (equations 20, 21, 22, 23) : 

Ggp = 10 log,„ [(Ps/Poy/(W^s/'^o)] (20) 
G^p = 44 + 20 logjo Ps - W log,„ (21) 
G^.p = 44 + 20 logio pg - 20 logio + 10 logi„ R^^ 

+ 20 logio [1 + (Rsg/Rsr)^ (22) 
(pressiire in db above po) —G^p + (power in dbm) (23) 
where G = loudspeaker pressure rating in db 

Pg = axial, free-space, r.m.s. sound pressure at 30 feet, in dynes/cm° 
p„ = reference r.m.s. soimd pressure = 0.0002 dyne/cm^ 
^ = electrical power available to the speaker, in watts, and is equal to 

^g'Rsr/(Rsg + RsRy (Fig. 19.5) 
Wo = reference power = 0.001 watt 

Eq = r.m.s. value of the constant voltage of the source, in volts 
RsR loudspeaker rating impedance, in ohms* 
^SG = speaker measurement source impedance, in ohms* 
and dbm = power in decibels referred to 1 milliwatt. 




Pig. 19.5. Loudspeaker 
testing conditions {R.M.A. 
Standard SE-103). 



The sound pressure (p a) at any distance d feet may be used to compute the pressure 
p, at 30 feet by the relation 

p, = {d/30)Pi (24) 
See also Ref. 34. 

Example : If the loudspeaker pressure rating (G^p) is 46 db, what is the axial 
sound pressure level at 30 feet, with an available power input of 10 watts, using a 
standard test signal ? 

G^p = 46 db ^AS = 1° = 

From equation (21), 

20 logio p ^. ^- 46 - 44 + 10 logic 10 == 12 db. 
Therefore = 4 dynes/cm^ (i.e. 86 db above po). 

The same result may be derived more directly from equation (23), pressure = 
46 + 40 = 86 db above po. 

(ix) Sound system rating 

The total gain of a system from sound, through microphone, amplifier and loud- 
speaker to sound again may be calculated by adding the system ratings of the several 
sections and coupling factors (if any). 

(A) Using the American R.M.A. system ratings for microphone, amplifier 
and loudspeaker we may put 

SR - G^ + G + Gsp (25) 
where S'/J = sound system rating (gain in db) 

G^ = R.M.A. microphone system rating (equations 10 and 11) 
G = amplifier power gain (equation 15) 
and G gp — loudspeaker pressure rating in db (equations 20, 21 and 22). 
*See Chapter 20 Sect. 6Cx)B for definitions of RsR and RsG- 
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A system rating of 0 db indicates that the sound pressure 30 feet from the loud- 
speaker is the same as that at the microphone. Similarly a system gain of x db in- 
dicates that the sound pressure 30 feet from the loudspeaker is x db greater than that 
at the microphone. 

(B) Proposed method of rating microphones and loudspeakers for systems 
use by Romanow and Hawley (Ref. 11) 

This proposed method has not been adopted generally in the precise form ex- 
pounded, but the article gives a most valuable analysis of the whole subject of system 
gain. This method is also described in Ref. 34. 

(x) Tables and charts of decibel relationships 
Table 1 : Decibels expressed as power and voltage or current ratios 

Note that the Power Ratio columns give power values in milliwatts when the re- 
ference level is 1 mW. The Power Ratio columns also give power values in milli- 
watts when the centre column represents dbm*. 

The Voltage Ratio columns also give values in volts when the centre column re- 
presents dbv.f 

, FIG. 19.6 
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Fig. 19.6. Gain ratio plotted against decibel gain. This chart may also be used for 
attenuation by inverting the ratio and making the decibels negative. 

Interpolation : If it is required to find the power ratio corresponding to 22.5 db, 
or any other value which is not included in the table, the following procedure may be 
adopted : — 

1. Take the next lowest multiple of 20 db (in this case 20 db), and note the corres- 
ponding power ratio (in this case 100). 

•dbm is unit of power expressed in decibels with 0 db = 1 roW. 
tdbv is unit of voltage expressed in decibels with 0 db = 1 volt. 
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2. Take the difference between the specified level and the multiple of 20 db (in 
this case 22.5 — 20 = 2.5 db) and note the corresponding power ratio (in this 
case 1.778). 

3. Multiply the two power ratios so determined (in this case 100 x 1.778 = 177.8). 



TABLE 1 : DECIBELS EXPRESSED AS POWER AND VOLTAGE RATIOS 



■ 

Voltage 


Power Ratio 




Voltage 


Power Ratio 


or Current 


( = mW to Reference 


db 


or Current 


( = m w to Reference 


Ratio 


Level I m w) 




Ratio 


Level 1 mW) 


1.000 0 


1.000 0 


-0 + 


1. 000 


1.000 


.988 6 


.977 2 


0.1 


1.012 


1.023 


.977 2 


.955 0 


0.2 


1.023 


1.047 


.966 1 


.933 3 


0.3 


1.035 


1.072 


.955 0 


.912 0 


0.4 


1.047 


1.096 


.944 1 


.891 3 


0.5 


1.059 


1.122 


.933 3 


.871 0 


0.6 


1.072 


1.148 


.912 0 


.831 8 


0.8 


1.096 


1.202 


.891 3 


.794 3 


1.0 


1.122 


1.259 


.841 4 


.707 9 


1.5 


1.189 


1.413 


.794 3 


.631 0 


2.0 


1.259 


1.585 


.749 9 


- .562 3 


2.5 


1.334 


1.778 


.707 9 


.501 2 


3.0 


1.413 


1.995 


.631 0 


.398 1 


4 


1.585 


2.512 


.562 3 


.316 2 


5 


1.778 


3.162 


.501 2 


.251 2 


6 


1.995 


3.981 


.446 7 


.199 5 


7 


2.239 


5.012 


.398 1 


.158 5 


8 


2.512 


6.310 


.354 8 


.125 9 


9 


2.818 


7.943 


.316 2 


.100 0 


10 


3.162 


10.000 


.281 8 


.079 43 


11 


3.548 


12.59 


.251 2 


.063 10 


12 


3.981 


15.85 


.223 9 


.050 12 


13 


4.467 


19.95 


.199 5 


.039 81 


14 


5.012 


25.12 


.177 8 


.031 62 


15 


5.623 


31.62 


.158 5 


.025 12 


16 


6.310 


39.81 


.141 3 


.019 95 


17 


7.079 


50.12 


.125 9 


.015 85 


18 


7.943 


63.10 


.112 2 


.01259 


19 


8.913 


79.43 


.100 0 


.010 00 


20 


10.000 


100.00 


.089 13 


.007 943 


21 


11.22 


125.9 


.079 43 


.006 310 


22 


12.59 


158.5 


.070 79 


.005 012 


23 


14.13 


199.5 


.063 10 


.003.981 


24 


15.85 


251.2 


.056 23 


.003 162 


25 


17.78 


316.2 


.050 12 


.002 512 


26 


19.95 


398.1 


.044 67 


;001 995 


27 


22.39 


501.2 


.039 81 


.001 585 


28 


25.12 


631.0 


.035 48 


.001 259 


29 


28.18 


794.3 


.031 62 


.001 000 


30 


31.62 


1 000 


.028 18 


7.943 X lO-* 


31 


35.48 


I 259 


.025 12 


6.310 X 10-* 


32 


39.81 


1 585 


.022 39 


5.012 X 10-* 


33 


44.67 


I 995 


.019 95 


3.981 X 10-* 


34 


50.12 


2 512 


.017 78 


3.162 X 10-* 


35 


56.23 


3 162 
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Voltage 


Power Ratio 




Voltage 


Power Ratio 


or Current 


( = mW to Reference 


db 


or Current 


( = mW to Reference 


Ratio 


Level 


1 


mW) 




Ratio 


Level 1 mW) 


.015 85 


2.512 




10"" 


36 


63.10 


3 981 


.014 13 


1.995 




10-" 


37 


70.79 


5 012 


.012 59 


1.585 




10-" 


38 


79.43 


6 310 


.011 22 


1.259 


X 


10-" 


39 


89.13 


7 943 


.010 000 


1. 000 


X 


10-* 


40 


100.0 


10 000 


.008 913 


7.943 


X 


10-= 


41 


112.2 


12 590 


,007 943 


6.310 


X 


10-* 


42 


125.9 


15 850 


.007 079 


5.012 


X 


10-= 


43 


141.3 


19 950 


.006 310 


3.981 


X 


10-= 


44 


158.5 


25 120 


.005 623 


3.162 


X 


10-= 


45 


177.8 


31 620 


.005 012 


2.512 


X 


10-= 


46 


199.5 


39 810 


.004 467 


1.995 


X 


10-= 


47 


223.9 


50 120 


.003 981 


1.585 


X 


10-= 


48 


251.2 


63 100 


.003 548 


1.259 


X 


10-= 


49 


281.8 


79 430 


.003 162 


1.000 


X 


10-= 


50 


316.2 


100 000 


.002 818 


7.943 


X 


io-« 


51 


354.8 


125 900 


.002 512 


6.310 


X 


10-' 


52 


398.1 


158 500 


.002 239 


5.012 


X 


io-« 


53 


446.7 


199 500 


.001 995 


3.981 


X 


io-« 


54 


501,2 


251 200 


.001 778 


3.162 


X 


10-° 


55 


562.3 


316 200 


.001 585 


2.512 


X 


10-" 


56 


631.0 


398 100 


.001 413 


1.995 


X 


io-« 


57 


707.9 


501 200 


.001 259 


1.585 


X 


io-« 


58 


794.3 


631 000 


.001 122 


1.259 


X 


10-° 


59 


891.3 


794 300 


.001 000 


1.000 


X 


10-' 


60 


1000 


1 000 000 


8.91 X 


10-" 


7.943 


X 


10-' 


61 


1 122 


1.259 


X 10« 


7.94 X 


10-" 




X 


10-' 


62 


1 259 


1.585 


X 10« 


7.08 X 


10-* 




X 


10-' 


63 


1 413 


1.995 


X 10« 


6.31 X 


10-" 




X 


10-' 


64 


1 585 


2.512 


X 10« 


5.62 X 


lO-" 


3.162 




10-' 


65 


1 778 


3.162 


X 10« 


5.01 X 


10-" 


2.512 


X 


10-' 


66 


1 995 


3.981 


X 10* 


4.47 X 


10-" 


1.995 


X 


10-' 


67 


2 239 


5.012 


X 10* 


3.98 X 


10-" 


1.585 


X 


10-' 


68 


2 512 


6.310 


X 10* 


3.55 X 


10-4 


1.259 


X 


10-' 


69 


2 818 


7.943 


X 10' 


3.16 X 


10-" 


1.000 


X 


10-' 


70 


3 162 


1.000 


X 10' 


2.82 X 


10-" 


7.943 


X 


10-* 


71 


3 548 


1.259 


X 10' 


2.51 X 


10-" 


6 310 


X 


10-8 


72 


3 981 


1.585 


X 10' 


2.24 X 


10-" 




X 


10-8 


73 


4 467 


1.995 


X 10' 


1.99 X 


10-' 




X 


in-8 


74 


5 012 


2.512 


X 10' 


1.78 X 


10-" 


J.16Z 


X 


lU 


75 


5 623 


3.162 


X 10' 


1.58 X 


10-" 


2.512 


X 


1 A — 8 

10 


76 


6 310 


3.981 


X 10' 


1.41 X 


10-" 


1.995 


X 


10-' 


77 


7 079 


5.012 


X 10' 


1.26 X 


10-" 


1.585 


X 


10-* 


78 


7 943 


6.310 


X 10' 


1.12 X 


10-" 


1.259 


X 


10-* 


79 


8 913 


7.943 


X 10' 


1.00 X 


10-* 


1.000 


X 


10-" 


80 


10 000 


1.000 


X 10* 


8.91 X 


10-" 


7.943 


X 


10-" 


81 


11 220 


1.259 


X 10* 


7.94 X 


10-' 


6.310 


X 


io-» 


82 


12 590 


1.585 


X 10' 


7.08 X 


10- = 


5.012 


X 


10-" 


83 


14 130 


1.995 


X 10* 


6.31 X 


10- = 


3.981 


X 


10-" 


84 


15 850 


2.512 


X 10' 


5.62 X 


10-= 


3.162 


X 


io-» 


85 


17 780 


3.162 


X 10* 


5.01 X 


10-= 


2.512 


X 


io-» 


86 


19 950 


3.981 


X 10* 


4.47 X 


10-= 


1.995 


X 


10-" 


87 


22 390 


5.012 


X 10* 
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Voltage 


Power Ratio 




Voltage 


Power Ratio 


or Current 


( = mW to Reference 


db 


or Current 


( = mW to Reference 


Ratio 


Level 


1 


mW) 




Ratio 


Level 1 mW) 


3.98 X 


10-^ 


1 c;cc 

l.-)0-> 


X 




oo 


O'^ 1 OA 


6.310 


X 


10» 


3.55 X 


10-^ 




X 


1 A— 8 


AO 


Oft 1 RA 


7.943 


X 


10" 


3.16 X 


lO-'' 


1 riAn 


X 


1 A — 9 
lU 


on 


01 AOA 


1.000 


X 


10" 


2.82 X 


10-= 


'7 CiA"^ 


X 


1 A — 10 


01 


AQA 


1.259 


X 


10» 


2.51 X 


10-5 


■21 rt 
o.:51U 


X 


1 A — 10 
lU 




^0 fil A 
Jy OLKJ 


1.585 


X 


10' 


2.24 X 


10-5 


5.012 


X 


JO-10 


yj 


A A A7A 


1.995 


X 


10» 


1.99 X 


10-5 


3.981 


X 


10-10 


CIA 


A 1 OA 


2.512 


X 


10" 


1.78 X 


10-5 


3.162 


X 




95 


56 230 


3.162 


X 


10» 


1.58 X 


10-5 


2.512 


X 


10-10 


96 


63 100 


3.981 


X 


10" 


1.41 X 


10-5 


1.995 


X 


10-10 


97 


70 790 


5.012 


X 


10» 


1.26 X 


10-5 


1.585 


X 


10-10 


98 


79 430 


6.310 


X 


10» 


1.12 X 


10-5 


1.259 


X 


10-10 


99 


89 130 


7.943 


X 


109 


1. 00 X 


10-5 


1.000 


X 


10-10 


100 


100 000 


1.000 


X 


10" 
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TABLE 2 : POWER AND VOLTAGE OR CURRENT RATIOS EXPRESSED 

IN DECIBELS 





db 


db 




db 


db 


Ratio 


(Power 


(Voltage* 


Ratio 


(Power 


(Voltage* 




Ratio) 


Ratio) 




Ratio) 


Ratio) 


1.0 


0 


0 


5.7 


7.559 


15.117 


LI 


0.414 


0.828 


5.8 


7.634 


15.269 


1.2 


0.792 


1.584 


5.9 


7.709 


15.417 


1.3 


1.139 


2.279 


6.0 


7.782 


15.563 


1.4 


1.461 


2.923 


6.1 


7.853 


15.707 


1.5 


1.761 


3.522 


6.2 


7.924 


15.848 


1.6 


2.041 


4.082 


6.3 


7.993 


15.987 


1.7 


2.304 


4.609 


6.4 


8.062 


16,124 


1.8 


2.553 


5.105 


6.5 


8.129 


16.258 


1.9 


2.788 


5.575 


6.6 


8.195 


16.391 


2.0 


3.010 


6.021 


6.7 


8.261 


16.521 


2.1 


3.222 


6.444 


6.8 


8.325 


16.650 


2.2 


3.424 


6.848 


6.9 


8,388 


16,777 


2.3 


3.617 


7.235 


7.0 


8.451 


16.902 


2.4 


3.802 


7.604 


7.1 


8.513 


17.025 


2.5 


3.979 


7.959 


1 .2. 


O.D73 


17.147 


2.6 


4.150 


8.299 


n 1 

1 .D 


8.633 


17.266 


2.7 


4.314 


8.627 


n A 


o.oyz 


1 7 lOti 


2,8 


4.472 




1 ^ 
/ .D 


O. / J 1 


1 7 i^rtl 
1 /.jUl 


2.9 


4.624 


9.248 


/.o 


Q QOQ 
O.OUO 


17.616 


3.0 


4.771 


9.542 


7.7 


8.865 


17.730 


3.1 


4.914 


9.827 


7.8 


8.921 


17.842 


3.2 


5.051 


10.103 


7.9 


8.976 


17.953 


3.3 


5.185 


10.370 


8.0 


9.031 


18.062 


3.4 


5.315 


10.630 


8.1 


9.085 


18.170 


3.5 


5.441 


10.881 


8.2 


9.138 


18.276 


3.6 


5.563 


11.126 


8,3 


9.191 


18.382 


3.7 


5.682 


11.364 


8.4 


9.243 


18.486 


3.8 


5.798 


11.596 


8.5 


9.294 


18.588 


3.9 


5.911 


11.821 


8.6 


9.345 


18.690 


4.0 


6.021 


12.041 


8.7 


9.395 


18.790 


4.1 


6.128 


12.256 


8.8 


9.445 


18.890 


4.2 


6.232 


12.465 


8.9 


9.494 


18.988 


4.3 


6.335 


12.669 


9.0 


9.542 


19.085 


4.4 


6.435 


12.869 


9.1 


9.590 


19.181 


4.5 


6.532 


13.064 


9.2 


9.638 


19.276 


4.6 


6.628 


13.255 


9.3 


9.685 


19.370 


4.7 


6.721 


13.442 


9.4 


9.731 


19.463 


4.8 


6.812 


13.625 


9.5 


9.777 


19.554 


4.9 


6.902 


13.804 


9.6 


9.823 


19.645 


5.0 


o.yyu 




0 7 




1 0 7^": 

. / DJ 


5.1 


7.076 


14.151 


9.8 


9.912 


19.825 


5.2 


7.160 


14.320 


9.9 


9.956 


19.913 


5.3 


7.243 


14.486 


10.0 


10.000 


20.000 


5.4 


7.324 


14.648 


100 


20 


40 


5.5 


7.404 


14.807 


1000 


30 


60 


5.6 


7.482 


14.964 


10000 


40 


80 



•Or Current Ratio. 

To find the decibels correspondii>g to ratios above 1 0, break the ratio into two factors 
and add the decibels of each. For example — 



Voltage ratio = 400 = 4 x 100. Decibels == 12.041 + 40 = 52.041. 
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TABLE 3 : DECIBELS ABOVE AND BELOW REFERENCE LEVEL 6 mW 

INTO 500 OHMS 



Note that the power in watts holds for any impedance, but the voltage holds only 
for 500 ohms. 





down 






db 




up 


Volts 


Watts 


Vnlfc 




1.73 


6.00 


X 


10-= 


— 0-4- 




oofi on 


1.54 


4.77 


X 


10-3 


1 


1.94 


.007 55 


1.38 


3.79 


X 


10-= 


2 


2.18 


.009 51 


1.23 


3.01 


X 


10-" 


3 


2.45 


.012 0 


1.09 


2.39 


X 


10-3 


4 


2.75 


.015 1 


.974 


1.90 


X 


10-3 


5 


3 08 


.019 0 


.868 


1.51 


X 


10-3 


V 






774. 


1.20 


X 


10-3 


7 








9.51 


X 


10-* 


Q 




n^7 Q 




7.55 


X 


lO-i 


Q 


A. QO 


AA7 7 




6.00 


X 


I0-* 


1 C\ 

X\J 




.UOU U 




4.77 


X 


10-* 


1 1 


O.lD 


.0/5 5 




3.79 


X 


10-* 


1 o 


o.yu 


AnK 1 
.095 1 


.DOO 


3.01 


X 


10-* 


1 Q 


'7A 

/./4 


.120 




2.39 


X 


IQ-* 


1 A 

14 


8.68 


.151 


,D\JO 


1.90 


X 


10-* 


ID 


9.74 


.190 




1.51 


X 


10-* 


1 £i 

Id 


lo.yj 


.239 




1.20 


X 


10-* 


17 


12.26 


.301 


.218 


9.51 


X 


10-5 


18 


13.76 


.379 


.194 


7.55 


X 


10-5 


19 


15.44 


.477 


.173 


6.00 


X 


10-5 


20 


17.32 


.600 


.097 4 


1.90 


X 


10-= 


25 


30.8 


1.90 


.054 8 


6.00 


X 


10-" 


30 


54.8 


6.0 


.030 8 


1.90 


X 


10-6 


35 


97.4 


19.0 


.017 3 


6.00 


X 


10-' 


40 


173 


60.0 


.009 74 


1.90 


X 


10-' 


45 


308 


190 


.005 48 


6.00 


X 


10-3 


50 


548 


600 


.003 08 


1.90 


X 


10-8 


55 


974 


1 900 


.001 73 


6.00 


X 


io-<| 


60 


1 730 


6 000 


.000 974 


1.90 


X 


io-» 


65 


3 080 


19 000 


.000 548 


6.00 


X 


10-10 


70 


5 480 


60 000 


.000 308 


1.90 


X 


10-10 


75 


9 740 


190 000 


.000 173 


6.00 


X 


10-11 


80 


17 300 


600 000 



References : Nomographs Refs. 3, 6 ; Tables Ref. 9. 
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TABLE 4 : DECIBELS ABOVE AND BELOW REFERENCE LEVEL 6 mW 

INTO 600 OHMS 



Note that the power holds for any impedance, but the voltage holds only for 600 
ohms. 



db 


down 






Level 
db 




b up 


Volts 


Watts 


Volts 


Watts 


1.90 


6.00 


X 


io-» 


—0-1- 


1.90 


006 on 

\/\J\J w 


1.69 


4.77 


X 


10^' 


1 


2.13 


.007 55 


1.51 


3.79 


X 


10-1 


2 


2.39 


.009 51 


1.34 


3.01 


X 


10-' 


3 


2.68 


.012 0 


1.20 


2.39 


X 


10-' 


4 


3.01 


.015 1 


1.07 


1.90 


X 


10-' 


5 


3.37 


.019 0 


.951 


1.51 


X 


10-' 


5 


3.78 


.023 9 


.847 


1.20 


X 


10-' 


7 


4.25 


.030 1 


.775 


9.51 


X 


io-» 


3 


4.77 


.037 9 


.673 


7.55 


X 


10-* 




5.35 


.047 7 


.600 


6.00 


X 


10-' 


10 


6.00 


.060 0 




4.77 


X 


10-* 


1 1 
1 1 


6 73 


075 5 




3.79 


X 


10-* 


10 

xZ 


7 '^'^ 


.uyj 1 




3.01 


X 


10-* 




O.'il 


.izu 


.378 


2.39 


X 


10-* 


14 




1 SI 


.337 


1.90 


X 


10-* 


15 


10.7 


.190 


.301 


1.51 


X 


10-* 


16 


12.0 


.239 


.268 


1.20 


X 


10-* 


17 


13.4 


.301 


.239 


9.51 


X 


10-5 


18 


15.1 


.379 


.213 


7.55 


X 


10-5 


19 


16.9 


.477 


.190 


6.00 


X 


10-" 


20 


19.0 


.600 


.107 


1.90 


X 


10-5 


25 


33.7 


1.90 


.060 0 


6.00 


X 


10-' 


30 


60.0 


6.0 


.033 7 


1.90 


X 


10-" 


35 


107 


19.0 


.019 0 


6.00 


X 


10-' 


40 


190 


60.0 


.010 7 


1.90 


X 


10-' 


45 


337 


190 


.006 00 


6.00 


X 


io-« 


50 


600 


600 


.003 37 


1.90 


X 


10-' 


55 


1 070 


1 900 


.001 90 


6.00 


X 


10-' 


60 


1 900 


6 000 


.001 07 


1.90 


X 


10-9 


65 


3 370 


19 000 


.000 600 


6.00 


X 


10-10 


70 


6 000 


60 000 


.000 337 


1.90 


X 


10-10 


75 


10 700 


190 000 


.000 190 


6.00 


X 


10-" 


80 


19 000 


600 000 
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TABLE 5 : DECIBELS ABOVE AND BELOW REFERENCE LEVEL 1 mW 

INTO 600 OHMS 



Note that the power holds for any impedance, but the voltage holds only for 600 
ohms. 



db down 


Level 
dbm 


db 


up 


Volts 


Milliwatts 


Volts 


J.VxlXlX W dLLd 


0.774 6 


1.000 


— 0 4- 


0.774 6 


1.000 


0.690 5 


.794 3 


l 


0.869 1 


1.259 


0.616 7 


.631 0 


2 


0.975 2 


1.585 


0.548 4 


.501 2 


J 






0.488 7 


.398 1 


A 

TE 




.6. J IZ. 


0.435 6 


.316 2 


D 


V.J t I 


J. lOZ 


0.388 2 


.251 2 








0.346 0 


.199 5 


7 


1 .734 


5.012 


0.308 4 


.158 5 


8 


1.946 


6.310 


0.274 8 


.125 9 


9 


2.183 


7.943 


0.244 9 


.100 0 


10 


2.449 


10.000 


0.218 3 


.079 43 


11 


2.748 


12.59 


0.194 6 


.063 10 


12 


3.084 


15.85 


0.173 4 


.050 12 


13 


3.460 


19.95 


0.154 6 


.039 81 


14 


3.882 


25.12 


0.137 7 


.031 62 


15 


4 


31 .62 


0.122 8 


.025 12 




He.oO / 




0.109 4 


.019 95 


1 7 






0.097 52 


.015 85 




0. 




0.086 91 


.012 59 


19 


6.905 


79.43 


0.077 46 


.010 00 


20 


7.746 


100.00 


0.043 56 


.003 16 


25 


13.77 


316.2 


0.024 49 


.001 00 


30 


24.49 


l.OOOW 


0.013 77 


.000 316 


35 


43.56 


3.162W 


0.007 746 


.000 100 


40 


77.46 


lO.OOW 


0.004 356 


3.16 X 10-= 


45 


137.7 


31.62W 


0.002 449 


1.00 X 10-* 


50 


244.9 


lOOW 


0.001 377 


3.16 X 10-» 


55 


435.6 


316.2W 


0.000 774 6 


1.00 X 10-" 


60 


774.6 


1 OOOW 


0.000 435 6 


3.16 X 10-^ 


65 


1 377 


3 162W 


0.000 244 9 


1.00 X 10-' 


70 


2 449 


10 OOOW 


0.000 137 7 


3.16 X 10-" 


75 


4 356 


31 620 W 


0.000 077 46 


1.00 X io-« . 


80 


7 746 


100 OOOW 



19.1 (X) TABLES AND CHARTS OF DECIBEL RELATIONSHIPS 821 



TABLE 6 : WATTS, DBM AND VOLTS ACROSS 5000 OHMS 



Watts 


dbm 


volts 
across 
5000 i3 


milli- 
watts 


dbm 


volts 
across 
5000fl 


micro- 
watts 


dbm 


j 

milli- 
volts 
across 
5000i3 


20 


+43 


315 


63 


+ 18 


17.8 


1.0 


-30 


. — . 

71 


15.8 


+42 


280 


40 


+ 16 


14.0 


0.63 


-32 


56 


12.6 


+41 


250 


25 


+ 14 


11.2 


0.40 


-34 


45 


10 


+40 


213 


16 


+ 12 


8.9 


0.25 


-36 


35 


7,9 


+39 


200 


10 


+ 10 


7.1 


0.16 


-38 


28 


6.3 


+38 


178 


6.3 


+ 8 


5.6 


0.10 


-40 


21.3 


5.0 


+37 


158 


4.0 


+ 6 


4.5 


0.063 


-42 


17.8 


4.0 


+36 


140 


2.5 


+ 4 


3.5 


0.040 


-44 


14.0 


3.16 


+35 


126 


1.6 


+ 2 


2.8 


0.025 


-46 


11.2 


2.5 


+34 


112 


1.0 


0 


2.13 


0.016 


-48 


8.9 


2.0 


+33 


100 


0.63 


- 2 


1.78 


0.010 


-50 


7.1 


1.59 


+32 


89 


0.40 


- 4 


1.40 


0.006 3 


-52 


5.6 


1.26 


4-31 


79 


0.25 


— 6 


1.12 


0.0040 


-54 


4.5 


1.0 


+30 


71 


0.16 


- 8 


0.89 


0.002 5 


-56 


3.5 


0.79 


+29 


63 


0.10 


-10 


0.71 


0.001 6 


-58 


2.8 


0.63 


+28 


56 


63 fiW 


-12 


0.56 


0.001 0 


-60 


2.13 


0.50 


+27 


50 


40 ^W 


-14 


0.45 


0.000 63 


-62 


1.78 


0.40 


+26 


45 


25 /iW 


— 16 


0.35 


0.000 40 


— 64 


1.40 


0.32 


+25 


39 


16 ^W 


-18 


0.28 


0.000 25 


-66 


1.12 


0.25 


+24 


35 


10 ixW 


-20 


0.213 


0.000 16 


-68 


0.89 


0.20 


+23 


31.5 


6.3/xW 


-22 


0.178 


0.000 10 


-70 


0.71 


0.16 


+22 


28 


4.0/xW 


-24 


0.140 


3.2x10-* 


-75 


0.39 


0.13 


+21 


25 


2.5^W 


-26 


0.112 


1.00x10-*^ 


-80 


0.21 


0.10 


4-20 


21.3 


1.6aiW 


-28 


0.089 


3.2x10-0 


-85 


0.13 



(xi) Nomogram for adding decibel-expressed quantities 

Two or more sounds combine to give a total sound whose acoustical power is the 
sum of the powers of the individual components. This nomogram* (Fig, 19.6A) 
may be used to determine the resultant level in db when the two component sound 
levels are also expressed in db, or for adding any decibel-expressed quantities. 

The difference between the two component values in decibels is iirst determined 
by algebraic subtraction, and this difference value is found on Scale A. The corres- 
ponding figure on Scale B then indicates the number of decibels to be added to the 
greater original quantity to give the required resultant. 

For example take two sound levels of 35.2 db and 37.0 db. The difference is 1,8 db 
which, when located on Scale A, indicates 2.2 db on Scale B. This value is then added 
to 37.0 db to give the resultant sound level of 39.2 db. 

When the difference in level exceeds 20 db, disregarding the smaller quantity pro- 
duces an error of less than 1%. 
The nomograph scales are based on the formula : 

B = [lO log,„(l + log,„->^)] - A (26) 
where A and B correspond to points on the respective scales. Ref. 37. 



• For Nomogram see page 822. 
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(xii) Decibels, slide rules and mental 
arithmetic 

The following holds for power calculations 
under all conditions, and for voltage and 
current calculations when the impedance is 
constant. 

Use of log-log slide rule 

For voltage ratios, set the cursor to 10 on 
the log-log scale, and set the C scale to 20 
on the cursor. Then set the cursor to the 
required voltage ratio on the log-log scale 
and read the decibels on the C scale. To 
obtain good accuracy it is advisable to use the 
section of the log-log scale between 3 and 100; 
dealing with powers of 10 separately. 

For power ratios, set cursor to 10 on the 
log-log scale, set the C scale to 10 on the 
cursor and then proceed as before. 

Decibel calculations by mental arith- 
metic 

For occasions when a rule is not available 
it is useful to be able to perform conversions 
mentally. It is possible to memorize a con- 
version table, but this is unnecessary because, 
starting with the knowledge that an increase 
of two times in a voltage ratio is equivalent 
to 6 db, and 10 times to 20 db, it is com- 
paratively simple to build up such a table 
mentally as required. The backbone of the 
table is as follows — ■ 

db 0 2 6 8 12 14 18 20 
factor 1 1.25 2 2.5 4 5 8 10 

This is built up simply by adding 6 db 
for each two times increase from a ratio of 
unity, i.e. 2, 4 and 8 times represent 6, 12 
and 18 db, and by subtracting 6 db for each 
halving of a multiplying factor of 10 times 
i.e. 10, 5, 2| and IJ times are represented 
by 20, 14, 8 and 2 db. 

The next step in the table can be built up 
from noticing that a 2 db decrease represents 
a multiplying factor of 0.8 times. From this 
fact we can add the values for 4, 10 and 16 

db-- 

db 4 10 16 

factor 1.6(2x0.8) 3.2(4x0.8) 6.4(8x0.8) 

To complete the table we need values for 
each of the odd numbers of db. Noticing 
that 2 db down is equivalent to multiplying 
by 0.8 we can assume that the error in 
taking 1 db down as 0.9 is small, and the 
table can then be written in full. 
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Fig. 19.6A. 



19.1 (xii) DECIBELS, SLIDE RULES AND MENTAL ARITHMETIC 823 



Accurate values are recorded in the third line for comparison. 



db— 




















0 1 


2 


3 


4 


5 
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Comparing the multiplying factors computed in this manner with the true factors 
it will be seen that the greatest error (at 15 db) is just over 3% which is negligible for 
the type of calculation intended to be performed by this method. 

When working with " db down," the number of db can be subtracted from 20 and 
the multiplying factor from the table can be divided by 10, e.g. 7 db (20-13) down is 
equivalent to a multiplying factor of 0.45. A small amount of practice at such mental 
conversions soon results in many of the factors being memorized (or else becoming 
immediately obvious) without any conscious effort in this direction. 



SECTION 2: VOLUME INDICATORS AND VOLUME UNITS 

(/) Volume indicators (ii) Volume units. 

(i) Volume indicators 

When an instrument is required merely to measure power under steady conditions, 
no particular difficulties are encountered and the scale may be calibrated in decibels 
with respect to any desired reference level. In studio programmes, however, the 
power is constantly fluctuating and the indication of the instrument will depend upon 
its speed of response and damping. 

Volimie is here applied to the indications of a device known as a Volume Indicator, 
which is calibrated and read in a prescribed manner. 

The Volume Indicator is a standardized instrument (Ref. 19) which has been 
developed primarily for the control and monitoring of radio programmes. The 
Volume Indicator is a root-mean-square type of instrument with a full-wave copper- 
oxide type of rectifier. The rectifier law is intermediate between linear and square- 
law, having an exponential of 1.2 ± 0.2. Its dynamic characteristics are such that, 
if a sinusoidal voltage of frequency between 35 and 10 000 c/s and of such amplitude 
as to give reference deflection under steady-state conditions is suddenly applied, the 
pointer will reach 99% of reference deflection in 0.3 second (± 10%) and should 
then overswing reference deflection by at least 1.0% and not more than 1.5% (Ref. 19). 
It will give a reading of 80% on an impulse of sine wave form as short as 0.025 second 
(Ref. 18). 

It is fitted with two scales, a vu scale marked 0 (" reference deflection ") at about 
71% maximum scale reading, extending to -|- 3 (maximum) and — 20 (minimum) 
and a percentage voltage scale with 100% corresponding to 0 vu reading, calibrated 
dovrawards to 0%. 

The instrimient is available with the scales marked differently : With " Scale A " 
the vu scale is made more prominent, being situated above the percentage scale— 
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this is for use in measuring instruments etc. where the reading of the meter together 
with the reading of an associated attenuator (where necessary) give the actual power 
level. With " Scale B " the percentage scale is made more prominent being situated 
above the vu scale — this is for use in studio controls etc. where the operator is non- 
technical and is not interested in actual levels. 

The sensitivity shall not depart from that at 1000 c/s by more than 0.2 db between 
35 and 10 000 c/s at an input level of 0 vu, nor more than 0.5 db between 25 and 
16 000 c/s (Ref. 19). 

The instrtmient is calibrated by connecting it in shimt with a resistance of 600 ohms 
through which is flowing 1 milliwatt of sine-wave power at 1000 c/s, when a reading 
shall be 0 vu (or n vu when the calibrating power is n db above 1 milliwatt). 

If the instrument is connected across any impedance other than 600 ohms, the 
volume indicated n»ust be corrected by adding 10 logio (600/Z), where Z is the actual 
impedance in ohms. 

The total impedance of the volume indicator is usually about 7500 ohms, of which 
about 3600 ohms is external to the instrument. 

The Voltmie Indicator is intended to be read as deviations from the reference volume 
(0 vu), after making allowance for the sensitivity control (attenuator) which is also 
calibrated in vu. The reading is determined by the greatest deflections occurring 
in a period of about a minute for programme waves, or a shorter period (e.g. 5 to 10 
seconds) for message telephone speech waves, excluding not more than one or two 
occasional deflections of imusual amplitude. 

References 18, 19, 39, 49. 

(ii) Volume units 

The volume unit (abbreviated vu and pronounced " vee-you ") is a unit to express 
the level of a complex wave in terms of decibels above or below a reference volume as 
defined below. A level referred to as x vu means a complex wave power reading on 
a standard vu meter. Volume units should never be used to indicate the level of a 
sine-wave signal— -the latter should always be referred to as so many dbm. Even if 
a vu meter is used to read the level of a steady single-frequency sine-wave signal, 
which is quite permissible, the reading should be referred to as so many dbm. 

A volume unit implies a complex wave — a programme waveform with high peaks. 
The usual convention is to assume that the peak value is 10 db above the sine-wave 
peak.* For this reason an amplifier for radio broadcasting systems is tested with 
sine-wave input at a level 10 db above the maximum vu level at which it is intended 
to be used. For example, a system working at a level of -|- 12 vu would be tested 
for distortion at a level of + 22 dbm sine-wave. 

Reference volume is defined as that strength of electrical speech or programme 
waves which gives a reading of 0 vu on a volume indicator as described above, and 
which is calibrated to read 0 vu on a steady 1000 c/s wave whose power is 1 milliwatt 
in 600 ohms. Care should be taken to distinguish between this definition of reference 
volume, which is arbitrary and not definable in fimdamental terms, and a reference 
level of 1 milliwatt used for power measurements under steady conditions with a 
single frequency. 

References 18, 19, 39, 49. 



♦Occasional peaks under certain conditions may be somewhat higher. 



19.3 



(i) DECIBEL METERS 



825 



SECTION 3 : INDICATEMG INSTRUMENTS 

(t) Decibel meters {it) Power output meters {Hi) Volume indicators {iv) Acoustical 
instruments. 

(i) Decibel meters 

A decibel meter is usually a rectifier tj^e of instrument calibrated in decibels, with 
0 db situated somewhere near the centre of the scale. The scale is usually marked 
to indicate the reference level and the line impedance, e.g. " 0 db = 6 mW ; cali- 
brated for 500 ohm lines." 

These instruments are frequently provided with attenuators to extend their range 
and are then sometimes called power-level indicators. They are actually volt- 
meters intended to be connected across a line of known impedance. 

If a decibel meter is connected across a resistance other than the correct value 
the error will be 

error in db = 10 log,o {RJR) (1) 
where R.^ = resistance across which the meter is connected 
and R = correct resistance for which the meter is calibrated. 
A chart of corrections based on equation (1) is given in Ref. 4. 

(ii) Power output meters 

These differ from decibel meters in that the instrument dissipates and measures 
power. The input impedance is usually variable by means of a selector switch, 
and the scale of the instrument may be calibrated both in milliwatts and decibels. 

(iii) Volume indicators 

See Section 2 above. 

(iv) Acoustical instruments 

Sound level meters — see Section 5 below. 
Noise meters — see Section 6 below. 

References to indicating instruments— 1, 4, 9, 17, 18, 19, 20, 21, 23, 25, 26, 27, 39. 



SECTION 4 : NEPERS AND TRANSMISSION UNITS 

(i) Nepers {ii) Transmission units. 

(i) Nepers 

Just as there are two systems of logarithms in general use, so there are two logarith- 
mic units for the measurement of difference of power levels. The bel and the decibel 
are based on the system of Common Logarithms (to the base 10). 

The neper is based on the system of Naperian Logarithms (to the base e). 

Nepers are not commonly used in English-speaking countries, but are used by some 
European countries. 

Equation (1) below should be compared with Section 1, equation (2) above : 
N„ = i log, {PJP,) (1) 

where JV„ is the ratio of two powers expressed in nepers 

Pi = reference power 
and Pi = power which is referred back to P,. 

When the impedances relating to Pj and P^ are the same, 
N„ = log, {EJEi) = log, {h/h) (2) 
Equation (2) should be compared with equations (4) and (5) in Section 1 above. 
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Relationship between decibels and nepers 

1 neper = 8.686 db 

1 db = 0.1151 neper 
Power ratio 1 1.259 1.585 3.162 10 100 10^ 

db 0 1 2 5 10 20 50 

nepers 0 0.1151 0.2303 0.5757 1.151 2.303 5.757 

References 1, 9. 

(ii) Transmission units 

A transmission unit was the early name of the decibel, but is no longer used. 
1 TU = 1 db 



SECTION 5 : LOUDNESS 

(0 Introduction to loudness {ii) The phon {Hi') Loudness units. 

(i) Introduction to loudness 

The loudness of any tone is a function, not only of its intensity, but also of its fre- 
quency. This is indicated by the contour curves of equal loudness as shown in Fig. 
19.7. 




20 100 500 1000 5000 10 000 

FREQUENCY IN CYCLES PER SECOMD 
FIG. r9. 7 



Fig. 19.7. Contours of equal loudness level (0 db = 10-" watt/cm") — Ref. 28, after 
Fletcher and Munson {Ref. 40). 

(ii) The Phon 

The phon is the unit of loudness level. The loudness level, in phons, of a sound 
is numerically equal to the intensity level in decibels of the 1000 c/s pure tone which is 
judged by the listeners to be equally loud. The reference intensity is 10-" watt 
per square centimetre*, which is near the value of the threshold of audibility for a 
1000 c/s pure tone (Ref. 22). 

When listening to a 1000 c/s pure tone, the loudness level in phons is equal to the 
number of decibels above the reference intensity, but with any other frequency the 
loudness level in phons will normally differ from the intensity in decibels (Fig. 19.7). 

•The equivalent reference pressure for sound pressure measurements is 0.0002 dyne per square centi- 
metre. The equivalent reference velocity for sound velocity measurements is 0.000 005 centimcue 
per second. 
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(iii) Loudness units 

For purposes of noise measurcmentj the loudness unit has been standardized (Ref. 
28), and is based on the principle that doubling the niunber of loudness units is equiva- 
lent to a sensation of twice the loudness. The relation between loudness level in 
phons and loudness in loudness units is given in Fig. 19.8. 

References 40, 41, 28. 

See also Supplement. 




LOUDNESS LEVEL IN PHONS f|G. 19.8 

Fig. 19.8. Relation between loudness and loudness level ; ref erence frequency 1000 c/s— 
Ref. 28, after Fletcher and Munson {Ref. 41). 



SECTION 6 : THE MEASUREMENT OF SOUND LEVEL AND 

NOISE 

(0 Introduction (ii) The sound level meter {iii} The measurement of noise in 
amplifiers {iv) The measurement of radio noise. 

(i) Introduction 

Sound includes wanted sound — music or speech — and also unwanted sound — 
noise. Noise may be measured acoustically, as for example by a sound level meter, 
or electrically. Acoustical methods of measuring noise and other soimds are de- 
scribed in (ii) below. Electrical noise may be measured either with or without a 
weighting network. If a weighting network is used, there will be appreciable attenua- 
tion of the lower frequencies, including hum frequencies. It is normally assumed in 
good engineering practice that the hum components have negligible effect on the 
noise reading ; if this is not so, they should be filtered out before the noise voltage is 
applied to the measuring equipment. 
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(ii) The sound level meter 

Sound measurements, when made with; an American standard sound level meter 
(Ref. 23) are determinations of sound intensity levels and are expressed in decibels — 
the reference sovmd pressure level is 0.0002 dyne/cm'' at 1000 c/s. The standard 
sound level meter has a scale calibrated in decibels, and the readings should be re- 
ferred to as e.g. " 60 decibels sound level " or " sound level of 60 decibels." A soimd 
level meter may provide a choice of frequency response characteristics : 

(A) The 40 decibel equal loudness contour* 

(B) The 70 decibel equal loudness contour* 

(C) Flat frequency response. 

In all cases the frequency response should be stated in connection with any measure- 
ments. If only one frequency response is provided, this should be (A) above. Curve 
(A) is recommended for measurements up to 55 db, curve (B) for measurements 
from 55 to 85 db, and curve (C) for very loud sounds (85 to 140 db). 

Within certain tolerances the sound level meter will indicate the sum of the equival- 
ent 1000 c/s intensities of the different single frequency components in a complex 
wave — that is the power indicated for a complex wave will be the sum of the powers 
which would be indicated for each of the single frequency components of the complex 
wave acting alone. 

The dynamic characteristics of the indicating instrument are specified in detail 
(Ref. 23). 

The American sound level meter is a very simple instrument giving only approxi- 
mate indications of loudness levels. However the ear does not judge the loudness 
of wide-band noises in the same way that it judges the loudness of pure tones. Con- 
sequently the use of the equal-loudness contotirs based on pure tones introduces 
errors which may be as great as 22 phons between the readings of an American sound 
level meter and subjectively measured loudness levels in phons (Ref. 42). 

British objective noise meter 

A more accurate acoustical noise meter has been designed by King and associates 
(Ref. 42) which includes a phase-shifting network, a peak-indicating meter and a 
larger number of weighting networks. See also Ref. 34 (pp. 894-896). 

References to sound level meters : 12, 23, 24 (pp. 392-39'3), 34 (pp. 888-896), 42. 

TABLE 7 : TYPICAL SOUND LEVELS 
measured with American Standard Sound Level Meter 
(after H. F. Olson, Ref. 24, by kind permission of the author and publishers — copy- 
right by D. Van Nostrand Company, Inc., New York, U.S.A.) 

Noise Level 



Source or Description of Noise in Decibels 

Threshold of Pain 130 

Hammer Blows on Steel Plate 2 ft. 114 

Riveter 35 ft. 97 

7-passenger sedan cart 87 

Factory 78 

Busy street traffic 68 

Large office 65 

Ordinary conversation 3 ft. 65 

Large store 63 

Factory office 63 

Medium store 62 

Restaurant 60 

Residential street 58 

Medium office 58 

Garage 55 



*Each modihed by the differences between random and normal free field thresholds. 
tData from G. L. Bonvallet " Levels and spectra of transportation vehicle noise " J. Acous. Soc. Am. 
22.2 (March 1950) 201. 
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Small store 

Theatre (with audience) 

Hotel 

Apartment 

House, large city 

House, country 

Average whisper 

Quiet whisper 

Rustle of leaves in gentle breeze 
Threshold of hearing 



4 ft, 

5 ft. 



52 
42 
42 
42 
40 
30 
20 
10 
10 
0 



(iii) The measurement of noise in amplifiers* 

(A) Amplifiers for sound equipment 

(based on R.M.A. Standard SE-lOl-A— Ref. 35). 

This is an interim standard for the measurement of steady-state noise, and of pulse 
noise waves having a peak factor (ratio of peak to r.m.s.) approximating the maximum 
obtainable in speech (20 db). 

Noise level is the level of any noise signals appearing at the output terminals with 
no signal applied to the injput. 

The weighted noise level is the noise level weighted in accordance with the 70 
decibel equal-loudness contour of the human ear and expressed in dbm. The weighted 
noise level shall be measured under test conditions specified in Ref. 35. The measiu:- 
ing amplifier shall be one whose a-f response is weighted with the 70 db equal-loud- 
ness contour in accordance with Curve B of A.S.A. Specification Z24.3-1944 (Ref. 
23) with a standard vu meter as defined by A.S.A. Specification C16.5-1942 (Ref. 19) 
as an indicator. 

A properly weighted amplifier may be obtained by applying a r.c. network with a 
1 millisecond time constant to an amplifier having a frequency response of ± 1 db 
from 50 to 15 000 c/s. This will give an attenuation of 1 db at 300 c/s, 5.7 db at 
100 c/s and 9 db at 60 c/s. 

(B) Audio facilities for radio broadcasting systems 

(Based on R.M.A. Standard TR-105-B— Ref. 33). 

Measurement of steady state noise shall be made with a device having an a-f 
response flat within ± 2 db from 50 to 15 000 c/s and having the ballistic characteris- 
tics of the standard vu meter (Ref. 19) but reading the r.m.s. value of a complex wave. 
Measurement of pulse noise conditions has not been included because of lack of de- 
finition and equipment. 

Measurement made on those instruments incorporating average rather than r.m.s. 
rectifiers will give indications differing in general less than 1 db from the latter due to 
this difference. This is within the overall accuracy ordinarily obtained on this type of 
measurement. 

Audio frequency signal to noise ratio — ^definition 

The a-f signal to noise ratio is the numerical ratio between the sine-wave signal 
power required for standard output and the noise power measured with zero applied 
signal, received by the rated load impedance from the output of the equipment under 
test, expressed as a power ratio in decibels (Ref. 33). 

(iv) The measurement of radio noise 

Radio noise is any electrical disturbance which excites a radio receiver in such a 
way as to produce acoustical noise. 

" A major objective of radio-noise-meter design is to provide an instrument which 
wiU give, for all kinds of radio noise, indications which are proportional to the annoy- 
ance factor or nuisance capability of the noise." Instruments complying with the 
specification of the Joint Co-ordination Committee (Ref. 25) are stated to be very 
satisfactory in this regard (Ref. 21). A useful review of the progress made up to 1941 

* For noise audibility test for radio receivers see Chapter 37 Sec. 1 (vi) K. 
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is given in Reference 26 with an extensive bibliography. The equivalent British 
Standard is described in Ref. 27. 

References to noise— 2, 9, 10, 12, 15 (Sect. 10-35), 20, 21, 24 (pp. 419-420,483-487), 
25, 26, 27, 28, 33, 34, 35, 42. 

Bibliography : " The measurement of noise " Jour. Acous. Soc. Am. 11.1 (July 
1939) 117. 
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SECTION 1 : INTRODUCTION 



(0 Types of loudspeakers (it) Direct-radiator loudspeakers (Hi) Horn loudspeakers 
(iv) Headphones (v) Loudspeaker characteristics (vi) Amplitude of cone movement 
(vii) Good qualities of loudspeakers (viii) Loudspeaker grilles. 

(i) Types of loudspeakers 

In this chapter the point of view is that of the receivev or amplifier designer, not 
that of the loudspeaker designer. 

Loudspeakers are in three principal groups : 

1. Direct radiators — where the cone or diaphragm is directly coupled to the air. 

2. Horn loudspeakers — where the diaphragm is coupled to the air by means of 
a horn. 

3. Ionic loudspeakers — in which no diaphragm is used. See Refs. 212, 227. 

(ii) Direct radiator loudspeakers 

(A) The moving coil or electro-dynamic type is by far the most popular for 
radio receivers. It has a voice-coil mounted in a strong magnetic field ; the a-f 
output power from the amplifier is passed through a suitable matching transformer 
(see Chapter 21) to the voice coil, and the a-f currents in the coil cause a force to be 
exerted in the direction of the axis of the coil. If the voice coil is free, it will move 
in the direction of the force. The voice coil is loaded by the cone which is (normally) 
firmly fixed to it. 

The magnet may be either an electromagnet or a permanent magnet. In all cases, 
the higher the flux density the greater the efficiency and electro-magnetic damping. 
See Sect. 2 for detailed description. 

(B) The electromagnetic type has two forms, the reed armature and the balanced 
armature. In the former there is a steel reed armature at a short distance from the 
pole piece wound with insulated wire carrying the a-f current, and supplied with steady 
magnetic flux by means of a permanent magnet. In the balanced armature type, 
only the a-f flux flows longitudinally through the armature. Both types require 



831 



832 



(ii) DIRECT RADIATOR LOUDSPEAKERS 



20.1 



relatively stiff springs to return the armature to the position of e:quiiibriuinj so that the 
bass resonance usually occurs at a frequency above 100 c/s. 
Refs. 13, 14, 15. 

(C) The inductor dynamic type differs from the older electromagnetic type 
in that the two iron armatures are balanced so that they lie at rest without a strong 
spring tension. The natural resonance frequence may be about 70 c/s, and the am- 
plitude of movement is about the same as that of a moving-coil type. Ref. 15. 

(D) The piezo-electric (" crystal ") type generally uses Rochelle salt for the 
bimorph elements. It takes two forms, in which the elements either bend or twist 
with the voltage applied between the two electrodes. The crystal has a predominately 
capacitive impedance, the capacitance being of the order of 0.02 fiF. 

The impedance varies considerably with frequency in both scalar value and phase 
angle, so that it is difficult to provide a correct load impedance for the output valve. 
This is not very important with a driode or if another loudspeaker is connected in 
parallel. 

The crystal loudspeaker naturally responds to the higher frequencies, and is some- 
times used as a " tweeter " in a dual or triple speaker system (Sect. 5). In this case 
the response may be maintained roughly constant over the desired band of frequencies 
by a small inductance in series with the primary of the transformer. Crystal loud- 
speakers are not normally used alone. 

Refs. 13, 14, 24, 60. 

(E) The condenser type'of loudspeaker usually takes the form of one large solid 
electrode, and a thin movable electrode which is mounted in such a way that it can 
vibrate (usually in sections) without touching the solid electrode. 

Either the solid or the movable electrode may be corrugated ; the movable electrode 
may be of insulating material with a metal foil coating. An alternative form has both 
electrodes flexible (Ref. 22). 

The sensitivity is dependent upon the total area ; with 300 to 500 square inches the 
sensitivity may approximate that of an electro-dynamic type. 

The Kyle speaker (Ref. 58) has a capacitance of 0.004 ftp for an area of 96 square 
inches. The impedance is predominately capacitive. A high polarizing voltage is 
required for high efficiency and good performance — 500 to 600 volts is usual. 

Condenser loudspeakers are little used at the present time. 

Refs. 13, 14, 15, 22, 58. 

(F) Throttled air-flow loudspeaker — this consists of a mechanical valve, actu- 
ated by an electrical system, which controls a steady air stream, the air flow being 
made proportional to the a-f input current. It is normally limited to very large sizes. 

Ref. 14. 

(iii) Horn loudspeakers 

Any type of driving unit actuating a cone or diaphragm may be given greater acous- 
tical loading by means of a horn, thereby improving the efHciency and power output. 
The horn ceases to have any beneficial effect below a frequency whose value depends 
on the law of expansion and the size of the horn. Horn loudspeakers have considerably 
greater efficiency than direct radiators. For further information see Sect. 4. 

(iv) Headphones 

Headphones (telephone receivers) make use of a diaphragm which is effectively 
sealed to the ear by means of a cap with a central opening. The pressure of the small 
quantity of air enclosed between the diaphragm and the ear drum varies in accordance 
with the displacement of the diaphragm. 

The driving mechanisms of headphones resemble those for loudspeakers. 

(A) Magnetic diaphragm : The a-f force caused by the a-f current in the electro- 
magnet operates directly upon a steel diaphragm. The bipolar type is the most 
popular of all headphones at the present time. A permanent magnet supplies the 
steady flux. At frequencies above the second diaphragm resonance the response 
falls off rapidly. Refs. 13, 14, 59, 62. 
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(B) Moving armature type : The principles are the same as for loudspeakers. 
Ref. 14. 

(C) iVloving-coil type : This follows the same principles as the loudspeaker, 
arid with care&d design is capable of greater fidelity and wider frequency range than 
the magnetic types. One model has a response from 10 to 9000 c/s ± 2 db except 
for a dip of 6 db at 4000 c/s. (Ref. 63). Refs. 13, 14, 63. 

(D) Crystal type : The impedance of one model is 80 000 ohms (predominately 
capacitive) at 10 000 c/s. A high resistance may be connected in series to raise the 
low frequency response relatively to the high frequency response. Refs. 13, 64. 

(E) Ribbon type : The principle is the same as for a ribbon microphone. It is 
only used for high-fidelity reproduction. Refs. 13, 14, 65. 

(F) Inductor type : This has been developed to deliver practically constant 
sound pressure to the ear cavity from 50 to 7000 c/s. It has a V shaped diaphragm 
driven by a straight conductor located in the bottom of the V. Refs. 13, 14, 66, 67. 
Correction circuits for magnetic diaphragm headphones 

A typical magnetic diaphragm unit has a pronounced peak slightly below 1000 c/s. 
A circuit for attenuating this peak and thereby giving reasonably imiform response 
is Fig. 20.1 (Ref. 25). 

Fig. 20.1. Tone correction circuit for magnetic 
diaphragm headphones (d.c. resistance 4000 
ohms) giving 15 db bass and treble boost. 
Secondary impedance roughly 500 ohms, 
primary load resistance 10 000 ohms (_Ref. 25). 



(v) Loudspeaker characteristics 

The amplifier designer is mainly interested in a limited number of characteristics. 
Impedance : See Sect. 2(iv) for moving-coil type, and Sect. 4(v)G for horn type. 
All types of electro-magnetic loudspeakers have a somewhat similar form of im- 
pedance charaaeristic, although the relative values vary considerably. 
Phase angle : See Sect. 2(iv) for moving-coil-type. 

Frequency response characteristic 

This only applies xmder the strict conditions of the test, particularly generator 
impedance, and is very often misleading. The most serious defect is the existence 
of sharp upward peaks extending higher than say 5 db above the smooth curve, par- 
ticularly in the region from 1500 to 4000 c/s. These are not always shown by the 
published curves, which frequently show signs of having been smoothed. 

Reflections in rooms may result in changes of 15 db or more itl level at certain fre- 
quencies, and the shape of the frequency characteristic may be altered out of all re- 
cognition by variations in placement of loudspeaker and microphone, or by a change 
of room. 

It is important to know the source impedance (i.e. the output resistance of the 
amplifier) used in the test, A loudspeaker should always be used with the correct 
source impedance — too low a source impedance may result in loss of low frequency 
response, while too high a source impedance will usually result in over-accentuation 
of a narrow band of frequencies in the vicinity of the loudspeaker bass resonance. 
See Sect. 9(ii) for R.M.A. Standard loudspeaker measurement source impedance. 
Refs. 13, 14, 15, 26 (No. 1), 42, 70. 

Damping 

The source impedance (i.e. the output resistance of the amplifier) also aifects the 
damping of the loudspeaker at the bass resonant frequency. One value of source 
impedance will normally (in loudspeakers of high flux density) give critical damping — 
this being the value for no overshoot — while a slightly lower degree of damping may 
be considered as the optimum. Too high a resistance will give insufficient damping 
for good transient response. For further information see Sect. 2(x). 
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Directional characteristics 

The usual frequency response characteristic is measured with the microphone 
on the axis of the loudspeaker, this being the position of maximum high frequency 
response. There is a serious loss of higher frequencies (4000 c/s and above) even 
with the microphone 30° off the axis. 

See Sect. 2(vii) for further information on moving-coil types, and Sect. 4(vii) for 
horn types. 

Refs. 13, 14, 15, 26 (No. 1), 61, 70, 133. 

Non-linear distortion : see Sect. 7(i) and (v). 

EflBlciency versus frequency characteristic : see Sect. 2(vi). 

Transient response : see Sect. 7(iii). 

Matching : see Chapter 21. 

Characteristics of cones : see Sect. 2(ii). 

(vi) Amplitude of cone movement 

The peak amplitude of a rigid disc to give an acoustical power output of 0.2 watt 
(equivalent to 6.7 watts amplifier power with a loudspeaker efficiency of 3%) is given 
by the following table. Radiation from one side only is considered (derived from 
Chart No. 61, Ref. 69). 



Diameter 
of cone 


Frequency (c/s) 


1000 


400 


200 


100 


50 


• 30 


13 in. 
10 in. 

8 in. 

5 in. 


0.0003 
0.0005 
0.0008 
0.002 


0.002 
0.003 
0.005 
0.013 


0.008 
0.013 
0.02 
0.051 


0.03 
0.05 
0.08 
0.21 


0.12 
0.21 
0.32 
0.82 


0.34 in. 
0.58 in. 
0.90 in. 
2.26 in. 



(vii) Good qualities of loudspeakers 

A loudspeaker should have the following good qualities — • 
Satisfactory sensitivity 
Broad directivity 

Low distortion over the whole frequency range 
Smooth frequency response 
Balanced response 
Good transient response 

Sufficient damping at the bass resonant frequency 
Adequate power-handling capacity 

Any loudspeaker is necessarily a compromise. It has been demonstrated by Olson 
(Ref. 133) that with cone type loudspeakers, increased sensitivity brought about by 
reducing the thickness of the cone material is accompanied by increased distortion, 
ragged frequency response, bad transient response, and increased " break up " 
effects in the cone. On the other hand, the power output for the same distortion is 
many times greater for the loudspeaker having the more massive vibrating system. 

If increased sensitivity is required, this may be achieved, within limits, by increasing 
the flux density. High flux density has the additional valuable property of increasing 
the damping. 

A prominent peak in the response characteristic at the bass resonant frequency will 
incrfease the apparent sensitivity of the loudspeaker, particularly with small speakers 
having the bass resonance above 150 c/s. Similarly, prominent peaks in the response 
characteristic above 1000 c/s will also increase the apparent sensitivity, although both 
are features to be avoided for good fidelity. 

When loudspeakers are compared in listening tests, the sound outputs should be 
adjusted to the same level before a comparison is made^ because sensitivity is usually 
of secondary importance. Refs. 150, 155, 183. 
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(viii) Loudspeaker grilles 

If the grille cloth is not to reduce sound pressure, its resistance must be small com- 
pared with the radiation resistance of the loudspeaker. The most suitable type of cloth 
is one which is very loosely woven and which has hard threads — cotton or plastic. 
Fuzzy threads increase the resistance of the cloth. Ref 180. 



SECTION 2 : CHARACTERISTICS OF MOVING-COIL CONE 
LOUDSPEAKERS 

(t) Rigid (piston) cone in an infinite flat baffle (ii) Practical cones (m) Special 
constructions for wide frequency range {iv) Impedance and phase angle (v) Fre- 
quency response (vi) Efficiency (vii) Directional characteristics {viii) Field magnet 
(ix) Hum bucking coil (x) Damping. 

(1) Rigid (piston) cone in an infinite flat baffle 

A rigid cone is one which moves forwards and backwards like a piston — at low 
frequencies a loudspeaker cone approaches this ideal. The air acts as a load on the 
piston at all frequencies when it is set in an infinite flat baffle. The radiation re- 
sistance per unit area of the piston is approximately constant for frequencies above 

fi = 8120/diameter of piston in inches (1) 
In tabular form : 

Diameter of piston 12 10 8 6 4 inches 

Frequency /j 677 812 1015 1353 2030 c/s. 

Below frequency /i the radiation resistance is approximately proportional to the 
square of the frequency. 

For amplitude of cone movement see page 834. 

(ii) Practical cones 

In practical cones the voice coil is mounted towards the apex of the cone and the 
driving force is transmitted through the cone. The cone must be a compromise 
between strength and lightness. A cone for reproducing the low audio frequencies 
should be fairly rigid, and should have a large diameter. If such a loudspeaker is 
tested at high audio frequencies above 1000 c/s it will be found to have a poor response 
owing to : 

1. Large mass, causing poor efficiency at the higher frequencies. 

2. The vibrations tend to take the form of waves radiating from the voice-coil 
outwards through the cone. At the higher frequencies the outer portion of the cone 
may be out of phase with the inner portion, or there may be a phase difference greater 
or less than 180° 

Cones for reproducing a wide frequency range often are designed with corrugations 
to reduce the effective vibrating area at the higher frequencies. Other designers 
achieve a somewhat similar result by a suitable choice of cone material together with 
changes in the thickness or compliance of the material. It is desirable that the material 
for the cone be no harder than is necessary to maintain response up to the highest 
frequency required, in order to give good reproduction of complex tones and transi- 
ents. 

The cone and voice-coil assembly is usually mounted at two points — an annular 
" surround " and a " spider " or centre mounting. Each of these introduces a re- 
storing force which should increase linearly with the displacement. Actual mounting 
systems introduce a non-linear restoring force which usually increases rapidly when 
the displacement is fairly large. The suspension has two characteristics directly 
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affecting the performance of the loudspeaker — compliance and mechanical resistance. 
Compliance is the inverse of stiffness (e.g. the stiffness of a spring), and controls the 
frequency of the bass resonance. The mechanical resistance of the suspension affects 
the Q of the vibrating system, but usually at the bass resonant frequency the damping 
due to the suspension is much less than that due to the output resistance of the ampli- 
fier, except when a high output resistance is used. There appears to be an optimum 
relationship between the stiffiiess of the cone and the compliance of the rim to 
minimize peaks and troughs in the 1500 to 3500 c/s region. 

Non-linear suspensions are sometimes used with the object of preventing damage 
to the cone through overloading. This procedure causes serious distortion at high 
amplitudes, and the quoted value of " maximum power output " is that capable of 
being handled without the loudspeaker suffering damage. Loudspeakers for good 
fidelity should be capable of handling their full power without exceeding the limits 
of a fairly linear restoring force. These should be rated on the maximum power 
(within certain frequency limits) which they are capable of handling without the dis- 
tortion exceeding a predetermined value. 

As one result of the suspension system, the whole cone assembly tends to resonate 
at the bass resonant frequency. Below this frequency the cone is stiffness-con- 
trolled by the suspension and the output waveform tends to have flattened peaks 
resulting from the non-linear suspension. 

Most loudspeaker manufacturers supply at least two alternative types of cone for 
use with each model — one with a nearly flat response up to 6000 c/s or higher (for 
broadly tuned or F-M receivers or amplifiers), the other with a response peaked in 
the 2000 to 4000 c/s region to compensate for sideband cutting in the receiver. It 
is desirable, in each case, to have a choice between a cone for pentode output (without 
feedback), and one for triode output (or pentode with negative voltage feedback). 

Cones are also available with differing bass resonant frequencies (from below 50 c/s 
to about 225 c/s depending on cone size and application) and differing high frequency 
limits (say 4500 to 8500 c/s for single cone units). Most manufacturers also supply 
special cones to order. It is of the utmost importance for the receiver or amplifier 
designer to investigate the complete range of available models and cones, and to make 
comparative listening tests between different makes, models and cones. 
A loudspeaker using a m'-tal cone is described in Ref. 225. 
Amplitude and phase measurements on cones are described in Ref. 179. 
References to cones : 1, 13, 15, 16, 19, 23, 40, 54 (Part 4), 84, 133, 179, 225. 

(iii) Special constructions for wide frequency range 

As mentioned above, a simple cone loudspeaker is not capable of giving satisfactory 
performance over a wide frequency range. One solution is to use two or more loud- 
speakers with each designed to cover a limited frequency range or dual or triple 
integral units (see Sect. 5). Another solution is to use some device to extend the 
effective frequency range of a single unit, as described below. 

(A) Multiple single coil, single cone : It is possible to employ two or more 
identical fairly light loudspeakers with fairly small tones, all connected in parallel, 
series or series-parallel and correctly phased. The number to be so connected de- 
pends on the maximum power to be handled at the lowest frequency. All loud- 
speakers operate at all frequencies, and no filter is used. 

(B) Single coil, double cone ; This consists of an ordinary voice coil with two 
cones, the smaller cone being firmly fixed to the voice coil, and the larger cone being 
flexibly coimected by means of a compliance corrugation. At low frequencies both 
cones move together as a whole, but at high frequencies the small cone moves while 
the large cone remains stationary. 

Refs. 13A, 14, 71. 

(C) Double coil, single cone : This consists of a voice coil in two parts separated 
by a compliance, the smaller being fixed to a single corrugated cone. The larger part 
of the voice coil is shimted by a capacitance to by-pass the higher frequencies. At 
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low frequencies the whole assembly moves together, but at high frequencies the larger 
part of the voice coil remains stationary) and the smaller part drives the cone. The 
corrugations in the cone are designed to decrease the effective cone area at the higher 
frequencies. 

Refs. 13A, 14, 57. 

(D) Double coil, double cone : This consists of a light coil coupled to a small 
cone, the light coil being coimected by a compliance to a heavy coil which is firmly 
fixed to a large cone. The heavy voice coil is shunted by a capacitance to by-pass 
the higher frequencies. At low frequencies both voice coils are operative, and the 
whole assembly moves together, but at high frequencies the small cone is driven by 
the light coil, and the large cone and heavy coil remain stationary. This is really 
equivalent to two separate loudspeakers. 

Refs. 13A, 71. 

(E) Duode : This has a light aluminium sleeve as the voice coil former covered 
on the outside by a layer of rubber, over which is wound the voice coil. At high 
frequencies, it is claimed, the relatively heavy voice coil winding remains stationary, 
the aluminium sleeve acting as a one turn coil receiving its power by transformer 
action and driving the cone, Refs. 242, 243. 

(iv) Impedance and phase angle 

The impedance characteristic (e.g. Fig. 20.2) is drawn from measurements made 
on an electrical impedance bridge, or equivalent method, with the loudspeaker mounted 
on a flat baffle. The nominal value is usually taken as the impedance at 400 c/s 
and is reasonably constant from about 200 c/s to about 600 c/s. At lower frequencies 
it rises to a peak at the bass resonant frequency and then falls rapidly to the resistance 

of the voice coil at still lower fre- 
quencies ; at higher frequencies it 
rises steadily throughout. 

The impedance at the bass resonant 
frequency is a function of the damping 
of the cone suspension, the height of 
the peak decreasing as the damping is 
made heavier (see Ref. 13A, Fig. 6.31). 
It is also a function of the applied 
voltage, owing to non-linearity of the 
cone suspension. 

If the loudspeaker is mounted 
other than on a flat baffle, the imped- 
ance characteristic at frequencies in 
the vicinity of the bass resonant fre- 
quency may be modified. For ex- 
ample with a vented baffle there are 

normally two impedance peaks 

Sect. 3(iv). 




FIG. 101. 



10 lO 
FREQUENCY C/3 



Fig. 20.2. Impedance versus frequency 
characteristic of a typical popular loud- 
speaker. 



The impedance at 10 000 c/s is always greater than that at 400 c/s, the ratio varying 

between 1.1 and 10 times. A high ratio is most undesirable with pentode operation, 
with or without feedback, but is of no great consequence with triodes. The im- 
pedance at 10 000 c/s is Increased by any leakage inductance in the transformer. 



The equivalent electrical circuit which gives approximately the same imped- 
ance characteristic up to 400 c/s is shown in Fig. 20.3 (Refs. 15, 72). If adjust- 
ments are made in the values of Lo, i?o, and Cj, the circuit may be extended to 
higher frequencies. The bass resonant frequency is the parallel resonance of Li and 
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Fig. 20.3. Equivalent electrical circuit providing the 
same impedance characteristic up to . 400 c/s as a 
moving-coil loudspeaker. Typical values are Z-o = 
0.0024 //, i?„ = \0.iohms,L., = 0.018 = 71.6 

ohms, Ci = 282 ^lP. 



FIG. 20.3 
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The impedance so far discussed is called the " free " impedance ; there is also the 
" blocked " impedance which is measured with the voice coil prevented from moving. 
The "motional" impedance is foimd by a vector subtraction of the "blocked" 
from the " free " impedance. The difference between the free and blocked im- 
pedances is small except in the vicinity of the bass resonant frequency, where the 
motional impedance becomes the major portion of the free impedance (Refs 13, 41). 

Refs. 13, 13A, 14, 15, 26 (No. 2), 36, 37, 41, 47, 70. 



FIG. 20.4 



Phase Angle : The phase angle versus 
frequency characteristic of a typical mov- 
ing-coil loudspeaker is given in Fig. 20.4. 
The impedance is resistive at two fre- 
quencies only, being capacitive between the 
two points and inductive at lower and 
higher frequencies. The resistive and re- 
active components are shown in Fig. 20.5. 
Refs. 13, 13A, 37, 41, 61. 
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(v) Frequency response 

When used on an adequate flat baffle, a 
moving-coil loudspeaker only operates 
satisfactorily at and above the bass resonant 
frequency. The upper limit of frequency 
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Fig. 20.4. Phase angle versus frequency 
characteristic of a typical popular 
loudspeaker {same as pig. 20.2). 

response rarely extends much beyond 6000 c/s for popular 10 or 12 inch single coil, 
single cone loudspeakers. Any further extension adds appreciably to the cost. If 
wide frequency range is required, there is a choice between a complex single unit — 
see (iii) above— and a multiple unit (Sect. 5). Refs. 13, 13A, 14, 15, 26 (No. 1), 42, 
61, 70. 



FIG. 20.5 




FREQUENCY C/S 



Fig. 20.5. (A) Resistive and (B) Reactive components of the impedance of a typical 

loudspeaker. Ref. 37. 
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(vi) Efficiency 

Loudspeaker efficiency may be regarded either as the efficiency of the loudspeaker 
itself, or in the form of available power efficiency. 

The efficiency of the loudspeaker itself is the ratio of the radiated acoustical 
power to the electrical input power, and is not influenced by the regulation of the 
power source. The efficiency of moving-coil cone loudspeakers on large flat baffles 
varies from about 2% to 10% at 400 c/s, depending on the design and on the flux 
density, 3% being a typical average. The maximum possible electro-acoustical 
efficiency is given by (Fig. 20.7) 

Vma. = R-./(Ro + R, + R,) ^ ^ (2) 

and the electro-mechanical efficiency is given by 

Ver, = (i?2 + R,)KR« + R2+ R,) (3) 

where Ro = blocked (d.c.) resistance of voice coil 

i?2 = equivalent radiation resistance 
and R3 = equivalent frictional and eddy current loss resistance. 

The electro-acoustical efficiency is always less than the electro-mechanical efficiency 
owing to the losses represented by R3. It is possible to measure the electro-mechani- 
cal efficiency fairly readily because (i?2 + R3) is the motional resistance, and 

(Ri + R3) = free resistance (4) 
but the accuracy is very poor except at frequencies in the region of the bass resonant 
frequency. 

The available power efficiency is usually defined as the electrical power avail- 
able to the load when the loudspeaker is replaced by a resistance equal to the rated 
load impedance with a constant voltage applied in series with the loudspeaker measure- 
ment source impedance (see pp. 812, 874-876). The electrical power W avail- 
able to the loudspeaker is 

W .s-'Ec^Rsnli'^SG+'Rspy 
where Eq — r.m.s. value of constant source voltage 

R = loudspeaker rating impedance 
and R ^c, = loudspeaker measurement source impedance. 

If R = 40% of R (as in SE-103, see page 874), then the power available to 
the load will be half that when R = 0. Maximum available power efficiency 
occurs at the bass resonant frequency if the baffle is sufficiently large and if the ampli- 
fier output resistance is fairly high, but if the output resistance is low, the available 
efficiency may be less at this frequency than at some higher frequency. The avail- 
able power efficiency /frequency characteristic at low frequencies is affected by the 
type of baffle — see Sect. 3(iii) and (iv). 

Fis. 29.7 Fig, 20.7. Equivalent circuit for power 

considerations, at frequencies above the 
bass resonance. The values of R,, R, and 
C„, are not constant with change of fre- 
quency. 

Refs. to efficiency, 13, 13A, l4, 15, 36, 43, 54 (Part 3), 56, 70, 71, 74, 95, 121, 156. 
References to equivalent circuits, 13, 13A, 15 (page 135), 41, 43, 54 (Part 3), 59, 75, 
166, 188. 

(vii) Directional characteristics 

At low frequencies (up to 400 c/s for a 10 inch cone) a cone has only very slight 
directional characteristics. The angle of radiation from a flat disk 10 inches in dia- 
meter for a decrease of 4 db in sound pressure as compared with that on the axis is ; 
Frequency 678 1355 2710 5420 c/s 

Angle (approx.) 180° 70° 35° 18° 

In practice it is possible to improve the angle of radiation by various expedients. 
One is to fit a deflector or diffusing lens (Ref. 120) so as to spread the higher frequency 
waves. Another is to use corrugations (compliances) in the cone so that only a small 
central area is vibrating at the higher frequencies. A further expedient is to use two 
co-axial loudspeakers and a frequency dividing network, the high frequency imit 
having some form of deflector. The ordinary popular loudspeaker is highly direc- 
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tional at high frequencies, but the best of the expensive designs are capable of 120° 
radiation up to 15 000 c/s (Refs. 36, 61). 

General references : 13, 14, 15, 54 (Part 2), 70. 

(viii) Field magnet 

Field magnets may be either electro-magnets or permanent magnets. In either 
case the requirement is to provide the greatest possible flux density in the air gap. 
Fidelity loudspeakers should have a uniform field up to the limits of movement of 
the voice-coil ; cheaper models are usually lacking in this respect. Alternatively 
the voice coil may be longer than the gap length (Ref. 15). 

Permanent magnets have advantages in that they have lower heat dissipation, 
leading to a lower ambient temperature for the voice coil, and the voltage drop across 
a suitable choke is less than that across the field coil. 

Increasing the flux density increases the efficiency, the output and the damping ; 
it reduces the rise of impedance at the bass resonant frequency. There is an optimimi 
value of flux density to give the most nearly uniform frequency response (Ref. 56, 
Fig. 3). 

(ix) Hum-bucking coil 

Some electro-magnetic fields are fitted with a hum-bucking coil connected in series 
with the voice coil such that the field coil induces equal himi voltages in the voice 
coil and hum-bucking coil. By connecting the hum-bucking coil and the voice coil 
in series opposition, the hvim due to ripple in the field is minimized. 

(x) Damping 

Damping on a loudspeaker is partly acoustical, partly frictional, and partly electro- 
magnetic. The electro-magnetic damping is a function of the effective plate resistance 
of the power amplifier. 

With a direct radiator loudspeaker on a flat baffle the 
damping is slight, except in the vicinity of the bass resonant 
frequency, where the electro-magnetic damping may be- 
come quite large. The equivalent circuit at the bass re- 
sonant frequency is given by Fig. 20.8, which is identical 
with Fig. 20.3 except that has been omitted as being 
negligibly small, and Rq has been added to allow for the 
damping effect of the amplifier output resistance. i?i is 
the damping resistance equivalent to the combined effect 
of friction and acoustical loading on the cone, i?, is equal 
to the resistance of the voice coil plus that of the secondary 
of the transformer and leads plus that of the primary re- 
ferred to the secondary. Rq is the effective plate resistance 
of the valve referred to the secondary. Any reduction 
in Rq below about one fifth of /<„ has only a very small 




FIG. 20. 8 

Fig. 20.8. Equivalent 
circuit of loudspeaker 
at bass resonant fre- 
quency, shovnng damp- 
ing effect of amplifier 
output resistance Rq. 



effect on the Q of the tuned circuit. 

At the bass resonant frequency, the Q of the tuned circuit is given by- 
Case 1 — Rq is infinite Q = utoCiRi 

R R 

Case 2—Rq =0 Q = a)oCi- ' ° 



Case 3 — general 



"aCi 



Ri + Ro 

R^jRo + Rq) 
R, + R„ + Rq 



where w„ is angular velocity at the bass resonant frequency. 
Critical damping is defined* as given by Q = 0.5. 
Hence for critical damping, 

Ri Ro ~ 2a)oCii?ii?o 



Rr. 



2,u)qCiR.i 



1 



(5) 



♦See "American Standard Definitions of Electrical Terms " A.S.A. C42— 1941 (05.05.365) : also 
C. E. Crede " Vibration and Shock Isolation " John Wiley & Sons, Chapman & Hall Ltd. 1951, p. 171, 
and other textbooks on vibration. However some engineers take Q = 1 as critical damping. 
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From Fig. 20.8 it will be seen that critical damping is only possible with a positive 
value of Rq when li„ is not too high, that is to say with loudspeakers having fairly 
high efficiencies, since the values of L, and Cj are functions of the flux density. The 
damping of any loudspeaker may be increased by increasing the flux density. 

In general, there is no advantage in using greater than critical damping. 

With enclosed cabinet loudspeakers as a result of the effect on frequency response, 
the value of Q should not fall below 1, and the most desirable all-round condition 
appears to be with Q from 1.0 to 1.5 — see Sect. 3(iii). 

Alternatively, if the impedance is carefully measured and the impedance curve 
plotted over the region of the bass resonant frequency, the frequencies of the two 
half-power points may be noted, and the Q of the loudspeaker may be computed from 
the relation 



Q 



rJ 



(6) 



LOUD 
SPEAKER i 



IOR,< 



Voltoqc Proportional 
to Velocity (e/ii) 



>R/io 



>u/io 



Sea ltd 
Rcplico of 
Loudipcalwr 
Impedance 



where /» = bass resonant frequency 

2Af = band width at half power point (3 db below maximimi impedance) 
i?o = voice coil resistance 

Zm = maximum value of the impedance (i.e. at /o) 
and Rq = effective plate resistance, referred to the secondary. 

The measurements of frequency during this test are somewhat critical. The article 
by Preisman (Ref. 146) gives further details, although it does not derive eqn. (6) in 
this form. 

The majority of direct radiator loudspeakers 
have values of Q between 8 and 18 with a 
high valve plate resistance, although this may 
be decreased very considerably with a low 
effective plate resistance. Tests have been 
carried out to demonstrate the effect of a low 
plate resistance on the damping of a loud- 
speaker at the bass resonant frequency (Refs. 
13A Fig. 6.30, 126, 132). 

While there is no doubt that it is desirable 
to achieve a near approach to critical damping, 
the results are very much masked by the 
effects of the listening room which behaves as 
a resonant structure. In one case a room 
showed 8 resonances below 100 c/s, with Q 
values of the order of 12 to 15, and all above 
8 (Ref. 155). 

There are some loudspeakers in which 
the efficiency is too low to permit sufficient 
damping by reduction of the effective plate 
resistance. In these cases improvement 
in the electrical damping is possible by the use of positive current feedback combined 
with negative voltage feedback which can make the effective plate resistance zero or 
negative (Refs. 157, 158, 200, 201). 

Alternatively, the e.m.f. generated by the movement of the cone may be fed back 
degeneratively to the input of the amplifier. One method of achieving this result is 
to arrange a special bridge circuit (Fig. 20.9) to provide the voltage to be fed back. 
The ampUfier must have good characteristics with very low phase shift. This has 
been used satisfactorily over a frequency range from 10 to 1000 c/s, using a standard 
12 inch loudspeaker, whose coil velocity was made proportional to input amplitude 
and completely independent of frequency (Refs. 184, 186, 148B, 191, 198). 



FIG. 20.9 

Fig. 20.9. Bridge circuit to give a 
voltage proportional to the velocity of 
the cone, to be fed back to the input. 
(Ref. 184). 
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Another method is to wind a separate feedback coil of very fine wire over the 
existing voice coil in a conventional loudspeaker. The voltage induced in this coil 
by the motion 6f the voice coil is a pure-motional voltage at most frequencies. This 
voltage may be used as a feedback voltage to increase the damping and to reduce 
distortion arising from non-linearity of the cone suspension and from fringing of the 
magnetic field.. 

At very high audio frequencies the mutual inductance between the driving voice 
coil and the feedback coil produces in the feedback voltage a component which is 
dependent on the induction between the coils rather than on the motion alone. This 
difficulty is overcome by incorporating additional mutual inductance equal in value 
but of opposite sign, between the voice coil and feedback circuits at a point external 
to the magnetic field (Ref. 148). 



SECTION 3 : BAFFLES AND ENCLOSURES FOR DIRECT- 
RADLVTOR LOUDSPEAKERS 

(t) Flat baffles (ii) Open back cabinets (iii) Enclosed cabinet loudspeakers (iv) 
Acoustical phase inverter (" vented baffle ") iv) Acoustical labyrinth loudspeakers 
(vi) The R-J loudspeaker {vii) Design of exterior of cabinet. 

(i) Flat baflBes 

The baffle is intended to prevent the escape of air pressure from the front to the 
back of the cone, which is out of phase at low frequencies. In many theoretical 
calculations an infinite flat baffle, is assumed, but in practice a baffle is only made just 
large enough to produce the desired results. When the air distance aroimd the baffle 
from front to back of the cone is equal to the wavelength, there is a dip in the response. 
For this reason, baffles are frequently made of irregular shape or the loudspeaker is 
not mounted in the centre, the object being to produce air distances from front to 
back of the cone which vary in a ratio at least 5 : 3. For example, with a 4 ft. square 
baffle and a 10 in. cone, the centre of the cone may be 18 inches from each of two 
adjacent sides. 

The. size of a square baffle, with the loudspeaker moimted off-centre, for desired 
bass response is given approximately by the following table for a 10 inch diameter 
cone (Ref. 13A) : 

Minimum frequency 300 170 80 c/s 

Side of square 2 4 8 feet 

Below this minimum frequency, and below the loudspeaker bass resonant fre- 
quency, the response falls off at the rate of 18 db/octave. 

The best flat baffle is provided by mounting the loudspeaker in a hole in the wall 
of a room, with the rear of the cone radiating into another room. 

In a very large flat baffle, a loudspeaker which has a sufficiently high Q will have 
a peak in the response characteristic at, or somewhat above, the bass resonant fre- 
quency ; below the peak frequency the attenuation is at the rate of 12 db/octave 
Refs. 13, 13A, 14, 15 (Part 2), 75, 147, 151, 177. 

(ii) Open back cabinets 

An open back cabinet, as commonly used with radio receivers of the console, table 
or mantel type, has a resonance in the enclosure to the rear of the cone. This resonance 
causes a peak in the response characteristic at a frequency which is mainly a function 
of the cabinet although also influenced by the loudspeaker characteristics. For 
example, a cabinet 2 feet x 2 feet X 8 inches depth gave peak response at 180 c/s 
with a loudspeaker having a bass resonant frequency of 20 c/s, while the same cabinet 
gave a peak response at 110 c/s with a loudspeaker having a bass resonant frequency 
of 100 c/s. (Ref. 13A, Figs. 6.19B and 6.20B). The height of the peak is about 
3 to 6 db for shallow cabinets or about 6 to 10 db for deep cabinets. 
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Open back cabinets are undesirable for good fidelity. If unavoidable, they should 
be as shallow as possible, with the minimum of acoustical obstruction, particularly 
at the back of the cabinet. Open back cabinets should be placed at least 6 inches 
out from the wall. 

References to open back cabinets : 13A, 14, 147, 151, 188. 

(iii) Enclosed cabinet loudspeakers 

An enclosed loudspeaker is one which is totally enclosed so that there can be no 
interference between the front and back of the cone. There is no critical value for 
the volume of the enclosure but a large volume is desirable because it reduces the rise 
in resonant frequency above that on a large flat baffle. The increase in resonant 
frequency for Jensen speakers is shown in Fig, 20.10 and may be taken as fairly 
typical There is practically no non-linear distortion caused by the suspension, since 
this only contributes a small part of the total stiffness. 

55.— r-, 1 1 ,1,, . 
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30 
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Fig. 20.10. Increase in resonant frequency of totally enclosed cabinet loudspeaker 
versus cabinet volume. For each nominal speaker size, the upper limit of the shaded 
area corresponds to speakers with highest compliance, while the lower limit corresponds 
to those with least compliance. {Ref. 151). 



The enclosure should be adequately damped by at least ^ inch thickness of damping 
material all over (or double this thickness on one of each pair of parallel surfaces), 
although this is insufficient to eliminate standing waves at low frequencies. 

The ineffectiveness of sound absorbent linings at low frequencies is due to the fact 
that all the absorbent material lies within a small fraction of a wavelength of the inner 
wall, which is a velocity node. Without motion of the air particles, or of the material 
itself, acoustical power cannot be absorbed and dissipated. Shorter (Ref. 135) has 
examined the problem of standing waves, and puts forward the method of damping 
by partitions, concentrating the absorbing material (j inch carpet felt) into one or two 
partitions strategically placed across the cabinet. Those sections of the cabinet which 
are separated from the cone by one or more soimd absorbing partitions receive little 
sound at the high frequencies and therefore require very little acoustical treatment. 
The loudspeaker back e.m.f. may be measured by a bridge circuit and should show 
a single peak without subsidiary peaks over the range from 30 to 200 c/s. 
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It is desirable for the enclosure to have appreciably different values of linear dimen- 
sions — typical ratios are 1 : 1.5 : 2.7. However, the longest dimension should be 
less than i of the vyavelength at the lowest working frequency. The enclosure should 
have rigid walls — timber at least i inch thick, and braced where necessary. 

One limitation of the enclosed cabinet loudspeaker is the bass attenuation 
which occurs with critical damping, although this only happens with high flux density 
and low amplifier output resistance — see below imder Equivalent Circuit. 

Some loudspeakers have been designed specially for use with enclosed cabinets. 
These usually have very low bass resonant frequencies, when measured on a flat 
bafiie, so that when loaded by the enclosure, the resonant frequency is still sufficiently 
low. 

The volume of the cabinet is given below for some examples : 



Western Electric 755A 
„ 756A 
„ 754A 

Goodmans " Axiom 80 " 

R.C.A. (Ref. 84) 

Stromberg-Carlson 



70 c/s 
65 c/s 
60 c/s 



8 in. 
10 in. 
12 in. 

9i in* 
peak at 80 c/s 
8 in. 
12 in. 



2 

2i 

3 

3i 

1.5 

1.7 

3.9 



cubic feet 



Equivalent circuit 

Fig. 20.11 is a simpUfied electrical equivalent circuit of the acoustical system of the 
loudspeaker (Ref. 135). 

Lfj represents cone mass + effect of radiation reactance. 

Rij represents radiation resistance (which varies with frequency)t. 

represents acoustical capacitance of cabinet volume. 
C(7 represents equivalent capacitance of cone suspension. 

R g represents effect of electrical circuit of loudspeaker and driving amplifier 
reflected into acoustical circuit. The mechanical resistance of the cone sus- 
pension may be taken as being included with R g. 

i? 5 = constant voltage generator. 

--= alternating air current produced by cone, which is proportional to cone 
velocity. 



Now R 5 OC 



at low frequencies 



where B ~ flux density in gap, 

Rq = output impedance of amplifier referred to voice coil circuit, 
and R„ = resistance of voice coil. 

The acoustical response of the loudspeaker is proportional to I^f. 

The voltage = InfLyl^, QC I^f OC acou- 

stical response. Therefore the variation with fre- 
quency of Eju, for any one value of L^, gives the fre- 
quency response of the loudspeaker. Over the 
frequency range for which the equivalent circuit is 
vahd, and the wavelength is large compared with the 
size of the cone, the loudspeaker can be reduced — so 
far as frequency response is concerned — to a half- 
section high-pass filter working into open circuit. 
Small values of R g, resulting from low flux density or 
high amplifier output impedance, give a resonance 
peak and bad transient response, while large values of 



Fig. 20.11. Equivalent elec- 
trical circuit of acoustical ele- 
ments in an enclosed cabinet 
loudspeaker at low frequencies . 
(Ref. 135). 



R 5, corresponding to high flux density and low ampli- 



fier output impedance, can give a serious loss of bass. 
Fig. 20.12 shows curves for three values of ^ ^ 
and hence for three values of Q, for a resonant frequency of 45 c/s. This indicates 
that values of Q less than about 1 result in serious attenuation of low frequencies. 

♦Resonance 17 c/s on flat baffle. 

fNote that is small compared with other impedances in the circuit. 
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100 200 
FREQUENCY (c/s) 



Pig. 20.12. Theoretical response of enclosed cabinet loudspeaker for various values 
of the effective damping resistance R,. Resonance frequency 45 c/s. {Ref. 135). 
References to enclosed cabinets : 13A, 29, 36, 80, 81, 84, 116, 116A, 135, 147, 

151, 166, 168, 188. 

(iv) Acoustical phase inverter (" vented baffle ") 

Also known as a bass reflex bafHe. 

This has a vent* or duct in the front of the cabinet which augments the direct 

radiation from the cone at low frequencies (Fig. 
20.13). The box should be at least partially lined 
so^ with sound absorbent material to absorb the 
\. higher frequencies, but should not be too heavily 
\\ V damped at frequencies below about 150 c/s. 
The cabinet should be strongly made of heavy 
timber with adequate bracing to prevent vibration. 
Many cabinets which have been built for 
this purpose are partially ineffective as the 
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FIG. 20.13 SECTION A-A 

Fig. 20.13. Typical corner cabinet with vented baffle, designed for a Goodmans Axiom 
12 inch loudspeaker with a bass resonant frequency of 55 c/s, which can be used with 
a speaker resonant at 75 c/s by removing the tunnel. Cubic capacity about 8000 

cu. ins. = 4.6 cu. ft. {Ref. 182). 

•An alternative form uses several tuned resonators from the inside to the outside of the cabinet (Ref. 18). 
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TUNNEL LENGTH - INCHES 




TUNNEL LENGTH • INCHES 



FIG. 20.14 



Pig. 20.14. Curves showing tunnel length for 10, 12, 15 and 18 inch Goodmans 
loudspeakers with bass resonant frequencies from 20 to 100 c/s. The tunnel length 
should not exceed 1/12 of the wavelength of the speaker bass resonant frequency ; 
points to the right of the broken lines should not be used {Ref. 182). 



20.3 



(iv) ACOUSTICAL PHASE INVERTER 



847 



result of wall vibration under the extremely arduous conditions of operation. Other 
materials which have been used satisfactorily include brick and concrete. 

Vented baffles are normally designed so that the loudspeaker bass resonant fre- 
quency is matched to the acoustical resonant frequency of the cabinet ; unmatched 
combinations are, however, also used. 

(A) Matched vented baffles 

The merits of the vented baffle, when correctly applied, include 

(1) improved bass response, 

(2) much reduced amplitude of movement of the cone at the resonant frequency, 
and hence reduced distortion at the same power output or increased power 
handling capacity for the same distortion, 

(3) decreased peak electrical impedance, 

(4) increased acoustical damping over a limited range of low frequencies (not 
iiicluding the vent resonance), 

(5) increased radiation resistance and decreased reactance of the loudspeaker 
at low frequencies. 

The vented baffle appears to be preferred by most engineers to the acoustical 
labyrinth, even apart from cost. 

The vent area should normally be the same as the effective radiating area of the 
cone, and the ciurves in Fig. 20.14 are based on this relationship. Thus the cross- 
sectional area of the tunnel is given by -ttR ' where i? is the radius of the piston equiva- 
lent to the speaker cone at low frequencies. The tunnel may have any length from 
the thickness of the timber (i.e. when no tunnel, as such, is constructed) to a maximum 
of approximately one twelfth wavelength, indicated by the broken curves in Fig. 20.14 ; 
consequently the area to the right of the broken curves should not be used. 

A reasonable length of timnel enables a smaller enclosure to be used, but the space 
between the end of the turmel and the rear of the cabinet should not be less than R. 
The volume occupied by the loudspeaker must be added to the volume derived from 
the curves to obtain the volume of the enclosure. If the volimie of the loudspeaker 
is not known, the following approximation may be used : 

Volume displaced by loudspeaker : 

Loudspeaker dia. 8 10 12 14 16 18 ins. 

Volume (approx.) 250 400 650 1000 1600 2300 cu. ins. 
Also add volume displaced by internal timber bracing. 

Note that no allowance should be made for the thickness of the damping material. 
The curves for the volume of the cabinet are derived from the relationship 



where V = volvmie in cubic inches, 

R = radius of equivalent piston in inches, 

L = length of tunnel in inches 

and cu = 277 X frequency of vent resonance. 

When correctly designed a vented baffle loudspeaker has two impedance peaks, 
one above and one below the vent resonance, while the same loudspeaker on a flat 
baffle has only one impedance peak — see Fig. 20.15. In all cases where optimum 
performance is desired, the electrical impedance characteristic below 150 c/s should 
be measured using a constant current source and a voltmeter. The ratio of the two 
peak frequencies should not exceed about 2.4 : 1 nor be less than about 1.5 : 1 and 
any subsidiary peaks caused by standing waves should be removed by the addition 
of damping material (as for the enclosed cabinet above ; see also Fig. 20.17). 

Tests for acoustical output should not be made until the cabinet dimensions and 
damping have been adjusted to give the correct impedance characteristic, in general, 
with a vented baffle the bass range over an octave or more is increased by several 
decibels over either a very large baffle or an enclosed cabinet loudspeaker. 

The power gain may be greater than 3 db since the air loading of the cone may be 
increased appreciably over the lower octave of the frequency range. For about one 
third of an octave above and below the resonant frequency of the system, the, greater 
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Fig. 20.15. Impedance versus frequency charactmstics of a 12 inch loudspeaker 
(1) in free air (2) on a flat baffle and (3) in a vented baffle. Curve (4) shows two 
" staggered " vented baffle loudspeakers in parallel (measured). 

part of the energy is radiated by the port. Phase shift occurs suddenly at the re- 
sonant frequency, so that the radiation below this frequency is reduced, being the 
vector difference between the two sources. 

At the resonant frequency, the air in the vent or tunnel moves vigorously while the 
acoustical impedance on the rear of the cone is resistive and reaches a maximum. 

At the frequency of the vent resonance, the motion of the speech coil is so small that 
no appreciable electrical damping can take place and there is no danger of bass attenua- 
tion such as may occur with the enclosed cabinet or flat bafiBe. The energy dissipated 
by mechanical resistances and by the radiation of sound is generally small, so that the 
vent resonance on which the maintenance of the bass response depends, is quite lightly 
damped. For this reason, when good fidelity is required, the vent resonance fre- 
quency should not be greater than 60 c/s. (Ref. 135). 

A comer speaker cabinet for 15 inch cones is described in Ref. 100, while one 
for 12 inch cones is described in Ref. 105. These both employ a vented baffle arrange- 
ment with the vents on both sides of the cabinet, between the cabinet and the walls. 

Equivalent circuit (Ref. 135) 

The Fig. 20.16 is a simplified electrical equivalent circuit 
of the acoustical system and is based on Fig. 20.11 with the 
addition of Ry representing the radiation resistance of the vent, 
and Ly, the acoustical inductance of the vent plus the eflfects of 
its radiation reactance. Let fy be the frequency of the vent 
resonance (i.e. the resonance of Ly and C^) and assume that 
the cone resonant frequency is the same. Below fy, the series 
combination LyCy appears as a capacitance and the parallel 
combination LyC^, as an inductance, and the overall effect is to 
produce a series resonance at some frequency/, in this region. 
At frequencies above fy, LyCf, appears inductive and LyC(, 
capacitive, and a second series resonance appears at some fre- 
quency/2. The resonances at/i and f^ are responsible for the 
characteristic double hump in the electrical impedance fre- 
quency characteristic of a vented baffle and are subject to the 
circuit damping represented by Rg. 




FIG, 20,16 

Fig. 20.16. Equiva- 
lent electrical circuit 
of vented baffle 
loud-speaker at lota 
frequencies. (Ref. 
135). 
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and ly represent the alternating air current flow in the cone and vent respectively, 
/y originates at the back of the cone and 1^ must therefore be reversed in phase with 
respect to /y if the acoustical output of the vent is to reinforce that from the front of 
the cone. At fy, the frequency of the vent resonance, /y and ly arc approximately 
in quadrature ; above the desired reinforcing condition is approached, but below 
fy the two air currents oppose one another. 

The performance of the system is determined by the value otfy, which is normally 
made equal to the loudspeaker bass resonant frequency, and also by the ratio Ly/GQ, 
With a large cabinet and large vent {C^. large, Ly small) the response can rise to a 
peak in the bass, while a small cabinet and a small vent (C^ small, Ly large) will give 
much the same effect as a completely closed cabinet, i.e. there may be bass loss. 













(0) 
































































\ 








IMP 


lDAT 




























tb 






























\ 
\ 


\ 






























\ 








V 


























\ 

















80 IOC 200 
FREQUENCY (C/S) 




eo 100 

FREQUENCY fc/S) 



500 



Fig. 20.17. Free-air axial response of a vented baffle loudspeaker and corresponding 
impedance characteristics (a) conventional damping (b) optimum damping (c) excessive 

damping of partition. (Ref. 135.) 
Between these two extremes, there will be a pair of values for Ly and which gives 
the best approximation to a flat frequency response. The cabinet volume required 
for this last condition depends on the efficiency of the loudspeaker unit and the output 
impedance of the amphfier. Fig. 20.17 shows the response and impedance charac- 
teristics of a 15 inch unit in a 10.5 cu. ft. cabinet. Curves (a) are for the cabinet lined 
with kapok quilt and carpet felt, with internal space left free ; a serious internal 
resonance shows at about 120 c/s. Ciu-ves (b) show how this resonance was sup- 
pressed by introducing into the cabinet a partition having a window of area about 
170 sq. ins. covered with three layers of i in. carpet felt. This damping does not 
seriously affect the frequency response but it suppresses the lower frequency impedance 
hump. Curve (c) shows the effect of too many layers of felt on the window. In 
this case the design aimed at a nearly level frequency characteristic down to 50 c/s. 
See also Ref. 211 for other form of equivalent circuit. 

(B) Unmatched vented bafi9es 

Unmatched vented baffles preferably incorporate a loudspeaker having a very low 
bass resonant frequency. The cabinet is designed quite independently of the loud- 
speaker and may, if desired, be fitted with an adjustable vent. In the latter case 
the maximum vent area may be somewhat greater than the loudspeaker cone area, 
while in the other extreme the vent may be completely closed. Using a cabinet 
2 ft. X 2 ft. X 18 ins. (volume 6 cu. ft.) and a loudspeaker with a bass resonant fre- 
quency of 30 c/s, the frequency of maximum acoustical pressure increases from 40 
to 60 thence to 75 c/s as the vent area is varied from small to medium to large respec- 
tively. The height of the maximum response above that at 400 c/s rises from 4 db 
(small vent) to 6 db (medium vent) thence to 8 db (large vent) (Ref. 13A). 

In other cases a loudspeaker is used which has a bass resonant frequency of con- 
ventional value, but here also the vent frequency is higher than the loudspeaker bass 
resonant frequency. This permits the use of a smaller cabinet while still retaining 
some of the good features of a matched vented baffle, although it is not so good on 
transients. In all cases an adjustable vent area is desirable. Tunnels are not gener- 
ally used, since they give no flexibility of adjustment. 

The vent frequency should not exceed (say) 90 c/s, otherwise the tone will be poor. 
This limits the reduction in cabinet volume to about 24 cubic feet. 
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The shape of the cabinet, as well as its volume, affect its frequency response and 
impedance characteristics. For example, a change from 30 ins. x 15 ins. x 8 ins. 
to an equivalent volume 15 ins. x 15 ins. X 16 ins. caused an increase from 45 to 
58 c/s in the lower impedance peak and from 75 to 110 c/s in the higher peak (Ref. 
117). In the cubic shape of cabinet the addition of an internal partition between 
loudspeaker and vent, extending approximately half-way from front to back, causes a 
reduction in the frequencies of both impedance peaks, and is claimed to give improved 
results on both speech and music (Ref. 117). 

Careful attention to damping, along the lines given above for both enclosed cabinets 
and matched vented baffles, would be well repaid. 

(c) Special types of vented baffle loudspeakers — see Supplement, 

Refs. to vented baffles : 4, 9, 12, 13, 13A, 29, 36, 76 (Part 2), 85, 96, 113, 116, 116A, 
117, 118, 135, 143, 144, 147, 150, 151, 166, 168, 175, 182, 188, 202, 209, 211, 225, 
229, 230. 

(v) Acoustical labyrinth loudspeaker 

The acoustical labyrinth gives a performance somewhat similar to that of a vented 
baffle. The rear of the cone drives a long folded tube, lined fig. 20. is 

with sound absorbing materials, the mouth of which opens in 
front of the cabinet (Fig. 20.18). The length of the tube is 
approximately 7 feet (measiu-ed on the centre-line) for nearly 
linear response down to 70 c/s. The loudspeaker bass re- 
sonance loaded by the labyrinth is preferably at a frequency at 
which the wavelength is four times the length of the tube ; in 
the example this is 40 c/s. If this latter condition is not ful- 
filled, the frequency response will not be linear. The loud- 
speaker resonance frequency in the example was reduced from 
50 to 40 c/s by the loading of the labyrinth. This is the only 
form of baffle which reduces the bass resonant frequency of a 
loudspeaker. The rise of impedance from 400 c/s down to the 
bass resonant frequency is reduced considerably by the acous- 
tical labyrinth — in one case the ratio was reduced from 10 : 1 to 
4.3 : 1 (Ref. 27). 

References 13, 14, 27, 28, 188, 204, 225 Part 2. 

(vi) The R-J loudspeaker 

The R-J loudspeaker has a particularly compact bass unit, to which any desired 
tweeter can be added. In one design a 15 inch woofer unit is mounted in a cube with 
18 inch sides and fimdamental bass reproduction is claimed down to 20 c/s. Only 
the forward radiation is used, but both sides of the cone are loaded. The back of the 
speaker is completely enclosed within a small stiff cavity. The front of the woofer 
works into a carefully designed rectangular duct, and the sound issues from a slot 
extending across the base of the enclosure. 

Refs. 189, 190, 219, 234. See also Supplement. 

(vii) Design of exterior of 

cabinet 

The sharp comers on the usual more- 
or-less box shaped cabinet, particularly 
those of the side in which the loud- 
speaker is mounted, produce diffraction 
effects causing a sequence of peaks and 
valleys up to ± 5 db in the response 
characteristic. The best shaped en- 
closure is a complete sphere, while the 
worst is a cube with the loud-speaker 
in the centre of one side. A rectangu- 
lar parallelepiped (box shaped) with 
the loudspeaker closer to one of the 
short sides than to the other is an im- 




Fig. 20.18. Sec- 
tional view of 
acoustical labyrinth 
loudspeaker. 



'ft. 



- 1 ft-*-J 
-2ft — - 



6jns 



FIG. 20 19 

Fig. 20.19. Loudspeaker enclosure to 
minimize diffraction effects {after Ref. 193). 



*"Acoustical Labyrinth" is a registered trademark of Stromberg-Carlson Co. 
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provement over the symmetriciii cube, but still far from the ideal. A very close ap- 
proach to the ideal is given by a rectangular truncated pyramid mounted on a rect- 
angular parallelepiped (Fig. 20.19) Ref. 193. 

In all cases it is desirable that the edge of the cone should be flush with the front 
of the cabinet. 



SECTION 4 : HORN LOUDSPEAKERS 

(i) Introduction (it) Conical horns (Hi) Exponential horns (iv) Hyperbolic 
exponential horns (v) Horn loudspeakers — general (vi) Folded horn loudspeakers 
(vii) High frequency horns (viii) Combination horn and phase inverter loudspeakers 
for personal radio receivers (ix) Materials for making horns. 

(i) Introduction 

A horn is used in conjunction with a diaphragm or cone loudspeaker for the pur- 
poses of increasing the acoustical loading on the diaphragm (over a limited frequency 
range) and thereby increasing the efficiency and reducing non-linear distortion. 
With a horn, inside the useful frequency limits, the movement' of the diaphragm is 
much less and the acoustical damping is much greater than on a flat baffle, for the 
same acoustical power output. Thus with a horn, a smaller diaphragm can radiate 
a given acoustical power. 

A horn is essentially a device which transforms acoustical energy at high pressure 
and low velocity to energy at low pressure and high velocity. 

Horns are of various shapes — conical, parabolic, hypex and exponential, but the 
exponential is most widely used. 

A well designed and well executed exponential or hypex horn loudspeaker is capable 
of giving a flatter frequency output characteristic with less distortion than any other 
form of loudspeaker. 

References 13A, 14, 15, 59, 82, 142, 177, 188. 

(ii) Conical horns 

A conical horn is one having straight sides j it functions in a manner similar to an 
exponential horn but its throat resistance is less than that of an equivalent exponential 
horn, except at high frequencies. Conical horns are sometimes used with cone 
type loudspeakers to give directional characteristics ; the angle of propagation is 
then approximately equal to the angle of the horn. 

Conical horns are sometimes used, for economy, as the first section at the throat 
end, with an exponential horn forming a second section at the mouth end. This 
device is frequently used with folded horns. Sometimes an approach to an exponential 
horn is made with a number of conical sections, each with a different degree of taper. 
All such compromises lead to inferior performance. 

References 13A, 14, 15, 142, 175. 

(iii) Exponential horns 

In an exponential horn, the cross-sectional area (S) at any point distant x feet along 
the axis is given by 

5 = S^e'"" (1) 
where So == cross-sectional area at throat (sq. feet) 

f = 2.71828 (Naperian base) 
and m = flaring constant. 

Equation (1) may be put into the form 
S/So = e""' 

Therefore mx = log. (5/5„) = log,„ (S/S„) x 2.3026. 
If (S/So) = 2 then mx = 0.3010 x 2.3026 = 0.6931. 
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If (5/5o) = 4 then mx = 0.6020 x 2.3026 = 2 x 0.6931. 
We may therefore deduce that 

(1) the cross-sectional area doubles itself each time the distance along the axis 
is increased by 0.6931 /m. 

(2) the value of »j (in inverse feet) is equal to 0.6931 divided by the distance along 
the axis in feet for the cross-sectional area to double itself. 

This is shown more clearly below where /' = 0.6931/mi : 



Distance along axis 


Cross-sectional area 


X = 0 (at throat) 


■So 




X ^ V 


5 = 


25„ 


X = 21' 


S = 




X = 3r 


5 = 


S^o etc. 



The corresponding diameter and side of circular and square cross sections 
are : 



Distance along axis 


Diameter 


Side of square 


jc = O (at throat) 


do 




X ^ r 


1.414<io 


1.414a„ 


X = 21' 


2d, 


2ao 


X = 3/' 


2.818ci„ 


2.818a„ 


X = 4/' 


4d„ 


4a„ 



The flare cut-off frequency for an infinite exponential horn is given by 
/o = m X 89.5 
while the corresponding cut-off wavelength is 

A„ = 12.6/m 
where m is expressed in inverse feet. 



FIG. 20. !0 



(2a) 
(2b) 























— - 








Fig. 20.20. Exponential horn of either circular or square cross-section. 



Design on basis of minimum useful frequency 

The characteristics below are given as a function of the lower frequency limit 
for satisfactory horn loading. The value of /' is arbitrarily taken as 1.2 titties the 
flare cut-off frequency for an infinite exponential horn ; it is, of course, influenced 
also by the dimensions of the mouth and the length of the horn. 

The value of m, the flaring constant, should then be equal to or less than 
10.5/A' (2c) 
where A' = wavelength (in feet) of the minimum useful frequency (/') for satisfactory 
horn loading. 
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Minimum useful frequency (/') 
Maximum useful wavelength (A') 
Maximum value of m 


50 

22.6 

0.47 


100 
11.3 
0.93 


150 
7.52 
1.40 


200 
5.65 
1.85 


c/s 
feet 

inverse feet 


The diameter of the mouth should preferably not be less than one third of the 
maximum useful wavelength, while the effect of resonances at the low frequencies 
may be made negligible by increasing the mouth diameter to two thirds of the maxi- 
mum useful wavelength (A'). Taking the smaller mouth diameter, and referring to 
the minimum useful frequency": 

Minimum circumference = 1.05A' — 1200//' (3) 

Equation (3) may be applied to any shape of mouth — see table below : 


Circumference (min.) 
Maximimi usefiol wavelength (A') 
Minimum useful frequency (/') 


24 

22.6 

50 


12 

11.3 

100 


8 

7.52 
150 


6 

5.65 
200 


feet 
feet 

c/s 



(4) 



(5) 
(6) 
(7) 



Horns with circular cross-section 

In this case the equation is 
d = </„e""'2 
where d = diameter in feet 
and do = throat diameter in feet. 
Diameter at mouth : = </o«"" 

or d„ = d„ antilogio (»»//4.605) 
Length : / = (4.605/m) logj. (.djdo) 

For Chan see Ref. 39 Chan III. 

Flaring constant : m = (4.605//) logi, (.d„/d„) (8) 
If the minimum useful frequency is taken as /' where /' = 1 .2/o, and if the minimum 
diameter of mouth is taken as one third of the wavelength at frequency/', then m 
may have its maximum value of 10.5/A' and 

minimum diameter of mouth = A'/3 = 380//' (9) 
minimum length = (500//') logi, (3SO/f'do) (10) 
where A' = wavelength in feet at frequency /' 

/' = 1.2/o = 1.2 X flare cut-off frequency 
do = diameter at throat in feet 
and all dimensions are in feet. 
Horns with square cross-section 

These follow the same laws as horns of circular cross-section having diameters 
equal to the sides of the square, but the length and mouth dimensions are slightly less 
for the same minimum useful frequency /' : — 

minimum side of mouth = 300//' (11) 
minimum length* = (500//„) logio (300//'a„) (12) 
where do = length of side at throat. 

For cutting the side of a square horn from a sheet, see Ref. 77. 
General references to horn dimensions : 39, 46, 82. 
References to theory of exponential horns : 13 A, 142, 175, 188. 

(iv) Hyperbolic exponential horns (" hypex ") 

A hyperbolic exponential horn is one which follows the law 

5 = 5o[cosh mx + T sinh mxY (13) 
S = cross-sectional area at distance x along the axis in sq. ft. (or in any 

other convenient units) 
So = cross-sectional area at throat in sq. ft. 
m = flaring constant 
X = distance along the axis in feet 

T — shape parameter ( T may have any value from zero to infinity). 



where 



and 



•For chart see Ref. 46 Figs. 1 and 2 
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The cut-off frequency is the same as for an exponential horn having the same 
flaring constant — see eqn. (2a). When T = 1, the horn is exponential. When 
r = 1 /(mxo) and m is allowed to go to zero, the horn is conical. When T = 0 the 
horn is hyperbolic cosine or catenoidal (Refs. 13 A, 123, 140, 142, 188). The name 
" hypex " is usually applied when T is greater than zero and less than unity. 

The value of T in " hypex " horns is usually between 0.5 and 0.7, and within these 
limits the throat resistance of an infinite horn is more nearly constant than that of an 
exponential horn, at frequencies slightly above the cut-off frequency. These com- 
parisons are for constant throat, mouth and length of horn ; under these conditions 
a " hypex " horn with T of the order of 0.6 has improved low frequency characteris- 
tics as compared with those of an exponential horn. Consequently, for equivalent 
performance, a " hypex " horn may be made more compact than an exponential horn. 
A further useful feature of the " hypex " characteristic is that it makes possible a 
gradual transition from conical, via " hypex " with varying T, to exponential (Ref. 123). 

An analysis of the response peaks in finite hyperbolic horns, and design procedure 
for horns to have peaks at pre-determined frequencies, is given in -Ref. 139. 

(v) Horn loudspeakers — general 

(A) Frequency limitations 

The resistive component of the throat impedance drops rapidly below about 1.2 
times the flare cut-off frequency. Some output is obtained with finite horns at, 
and even below, the flare cut-off frequency (Ref. 45), but at frequencies below the 
flare cut-off frequency tliere is a strong tendency towards the production of har- 
monics. Care should therefore be taken to eliminate from the amplifier any appreci- 
able output power below about 1.2 times the flare cut-off frequency, unless the loud- 
speaker is known to be capable of handling such frequencies without damage or dis- 
tortion. 

The resonant frequency of the diaphragm should not be less than the flare cut-off 
frequency, and preferably not less than 1 .2 times this value, in order to ensure sufficient 
loading at the resonant frequency. 

The only known method for handling frequencies below the flare cut-off frequency 
of an exponential horn, with good fidelity, is the use of an enclosed air-chamber 
behind the diaphragm, resonant at a frequency in the vicinity of the flare cut-off fre- 
quency, as used with the Klipsch loudspeaker. This air-chamber is designed to 
provide a capacitive reactance approximately equal to the inductive reactance (inert- 
ance) of the horn at the flare cut-off frequency. The volume of the air-chamber is 
given by eqn. (15) in Sect. 4(vi) below — see also Ref. 31. 

(B) Diaphragm and throat 

Some horns are designed with the throat area the same as the diaphragm area. 
Greater acoustical loading is obtained by the use of a larger diaptiragm and a sound 
chamber. The maximum size is limited by the high frequency response — the dis- 
tances from any parts of the diaphragm to the throat opening should vary by less than 
one quarter of the wavelength of the highest frequency to be reproduced. The 
simplest form of sound chamber is Fig. 20.21 A, with a single hole in the centre. Better 
high frequency performance is obtained with the more complex forms of Figs. 20.21 
B, C. 

Relatively large throats are necessary for high efficiency at low frequencies, and 
relatively small throats are necessary for high efficiency at high frequencies. Conse- 
quently any loudspeaker must be a compromise, and the highest efficiencies are 
obtained with limited frequency ranges. 

Second harmonic distortion is generated in the throat and follows approximately 
the theoretical relationship 

Percentage second harmonic = (Vl^/Sl) (fjfo) X 100 (14) 
where W = acoustical watts per square centimetre of throat area 

/i = frequency being radiated 
and /o = cut-off frequency due to flaring (eqn. 2). 
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FIG. 20.21 

Fig. 20.21 . Different forms of sound chambers in horn loudspeakers. 



For example if a horn with a 40 c/s cut-off is to reproduce a 4000 c/s note, there 
will theoretically be 8% second harmonic distortion for an acoustical power of 0,01 
watt per square inch of horn throat. The actual distortion appears to be about half 
the theoretical value. 

Thus for reasons of both efficiency and distortion, a horn should only be designed 
to cover a limited frequency range. 

(C) Driving units 

The simplest driving mechanism is the electro-magnetic type with an iron dia- 
phragm as the armature (Fig. 20.21A). 

All modern driving imits are of the moving-coil type and may have a diaphragm 
of aluminium alloy or some form of paper or a cloth base impregnated with sjmthetic 
resin. 

Well designed direct-radiator loudspeakers may be used as the driving mechanisms 
for horns. The most suitable size is from 8 to 12 inches diameter for medium power 
requirements. Some loudspeakers are designed specially for this application. 

Where high power output at very low frequencies is required, a 15 inch unit may 
be used, as in the Klipsch corner horn described below. 

(D) Distortion 

In addition to the distortion caused by the throat, there is. also distortion due to 
the sound chamber. The acoustical capacitance is a function of the position of 
the diaphragm, and the effect is most apparent at low frequencies where the amplitude 
is large. This distortion may be reduced by the use of a large sound chamber, thus 
limiting this unit to low frequencies only. A separate high frequency unit with a small 
sound chamber may be used, since it will not be required to handle large amplitudes. 

Distortion is also caused by a non-linear suspension ; this is only serious at low 
frequencies (Ref. 14, Fig. 8.21). Distortion at low frequencies due to non- 
linear suspension may be reduced by 

(1) the use of a large dynamic driver, 

(2) increased compliance in the suspension, 

(3) an enclosed air-chamber at the rear of the diaphragm as in the Klipsch corner 
horn. 

Another cause of distortion is frequency modulation through the Doppler 
Effect — see Sect. 7(ii) — which can be reduced to small proportions by the use of 
separate high and low frequency units. 

It is impossible to design a horn loudspeaker that covers a wide frequency band 
and is simultaneously free from non-linear distortion. Thus two separate imits for 
low and high frequencies are essential for fidelity. This is a limitation peculiar to 
horn loudspeakers. 

(E) Efficiency 

With horn loudspeakers efficiencies as high as 80% can be achieved over a limited 
frequency range. A typical horn of the type used in cinema theatres has an efficiency 
from 30% to 45% over its useful range. The Klipsch corner horn has an efficiency 
around 50% over its useful range. 
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(F) Directional characteristics 

For wavelengths larger than the mouth diameter, the directional characteristics 
are approximately the same as for a cone the same size as the mouth. At frequencies 
above 3000 c/s the directional characteristics are only slightly affected by the flare 
or length. At intermediate frequencies the directional characteristics are broader 
than those obtained from a piston (cone) the size of the mouth. 

When a number of horns are arranged in a line, a sharp beam will be obtained when 
the horns are parallel to one another, while a broader beam will be obtained when they 
are arranged radially. 

(G) Electrical impedance 

A rise in electrical impedance normally occurs at the diaphragm resonance, although 
less than that with a direct radiator, with a rise at the higher frequencies as with a 
moving-coil direct radiator. 

On accoimt of the variation in impedance, triode power valves (preferably with 
negative voltage feedback) are highly desirable for fidelity. 

(H) Damping and transients 

With a well designed horn of sufficient mouth area, or with a smaller horn in which 
the resistive loading has a peak in the vicinity of the bass resonant frequency, the 
acoustical damping at that frequency will be high. The damping due to the output 
resistance of the amplifier will be additive. 

At higher frequencies, experimental results indicate that spurious transients are 
much lower in horn loudspeakers than with direct radiators. For example (Ref. 155), 
a 12 inch direct radiator loudspeaker, when loaded by a short horn, gave 12 to 15 db less 
transient level than when used without the horn, using Shorter's method — see Sect. 
7(iii). 

(I) Horns and rooms 

Horns require larger rooms than direct radiator loudspeakers, even apart from the 
space occupied by the speaker itself, owing to the roughness of the overlap between 
the low and high frequency units. The distance from loudspeaker to listener must 
be greater than that with cone type direct radiators (Ref. 150). 

Horn loudspeakers are frequently mounted in the corner of the room, so that the 
angle between the walls acts as sort of continuation of the horn. Some ingenious 
corner horns have been developed, for example one in which the difference between 
the solid angle between the walls and the desired exponential flare is taken up by 
a suitably shaped " plug " (Ref. 130). 

(vi) Folded horn loudspeakers 

Owing to the large space required by a horn, much attention has been paid to 
folded horns. These all involve some loss of the higher frequencies, due to re- 
flections and differences in length of path causing cancellation of some frequencies. 
The number of folds should be kept to the minimum — most folded horns have only 
one or two folds. Any increased number of folds, if unavoidable, must be accompanied 
by a reduction in the maximum frequency. 

Concentric folded horns 

In these, the high frequency loss may be made fairly small, and it is possible to 
cover a range from below 200 up to 8000 c/s. One popular form is the three section 
directional reflex (Fig. 20.22A) in which the total length of the air colimm is nearly 
three times the overall length ; this gives useful radiation over an angle of 60°. A 
modified form is the radial type which may be suspended from the ceiling to give an 
angle of 360° ; this gives almost the same radiation upwards as downwards. Refs. 
2, 82. 

Low frequency folded horns 

When a folded horn is used as the low frequency imit in a dual system, the loss of 
higher frequencies is actually an advantage, and the iimer surface of the horn is fre- 
quently covered with sound absorbent material to eliminate high frequency reflections. 
Some of the forms which such a horn may take are given in Figs. 20.23 (Ref. 51) and 
20.24 (Ref. 52). 
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(A) 



FIG. 20.22 




DRIVER UNIT 




FIG, 20.23 



Fig. 20.22. Concentric folded horns (A) three section reflex (B) three section reflex 

radial type. 

One outstanding design is the Klipsch corner type speaker which includes a folded 
low frequency horn. 

This is notable mainly on account of the comparatively small space which it occupies 
— 20 cubic feet in, all — compared with other dual horn systems 
having equivalent performance. The efficiency of the low 
frequency woofer unit (K-3-D) is not less than 50% down to 
36 c/s, and still fairly high at 32.7 c/s ; it is capable of radiating 
a clean fundamental at reduced power down to 27 c/s. Maxi- 
mum electrical power input is 15 watts, so that the maximum 
acoustical power output is over 7 watts. 

The low frequency unit has a 15 inch direct radiator loud- 
speaker with an enclosed cabinet baffle at the rear and a folded 
horn in front. The recommended driver for ordinary home 
and small theatre power levels is the Stephens P-52-LX-2 
woofer motor ; this is specially treated to increase its com- 
pliance before installation. The enclosed cabinet baffle at 
the rear is designed to offset the mass reactance of the throat 
impedance at low frequencies. The voliune of the enclosed 
baffle is given theoretically by 

V == 2.9 AR (15) 
where V = volimie in cubic inches 

A = throat area in square inches 
and R = length of horn in inches within which the horn 
area doubles. 
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Fig. 20.23. Folded 
horns for low fre- 
quencies actuated 
by rear of cone with 
area increasing in 
steps. 



FIG. 20.24 




Fig. 20.24. Folded horns for low frequencies— as part of dual system, with conical 
individual sections. {Ref. 52.) 
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For the K-3 woofers, ^ = 88 sq. ins., R = 16 
and the calculated volume is 5270 cubic inches. 
This equation presumes the suspension com- 
pliance to be infinite, which is not the case ; some 
experimental adjustment is therefore necessary. 

The general construction is shown in Figs. 
20.25 and 20.26. The voice coil impedance of 
two designs, the second with increased cone com- 
pliance, is shovm in Fig. 20.27. 

The cross-over frequency is 500 c/s, so that 
the high frequency horn has to be of unusual 
design, capable of handling 15 watts input down 
to 500 c/s. The recommended driver for home 
use ia the Stephens P-15 HF motor, with which 
the response is good to 15 000 c/s. Other suit- 
able drivers are the Jensen XP-101, Western 
Electric 713A, or Stephens P-30, P-40. The 
cell structure is contained in the region of small 
cross-section of the horn, so that the individual 
mouths of the cells are small. The construction 
of the high frequency horn is shown in Fig. 20.28. 

References to Klipsch horn loudspeakers : 30, 
31, 32, 33, 34, 48, 99, 115, 119, 122. 

(vii) High frequency horns 

High frequency horns are frequently used 
in dual or triple systems in conjunction 






FIG. 20.26 

Pig. 20.26. Side and front views of the 
Klipsch bass reproducer Model K-3. 
(Ref. 48). 



FIG. 20.25 



Fig. 20.25. Top and isometric 
view of the Klipsch bass repro- 
ducer Model K-3. (JRef. 48). 

with either horn or direct-radiator low 
frequency imits. They are only cap- 
able of satisfactory radiation over an 
angle of from 20° to 40° for a single 
horn, but up to six similar horns may 
be built into one unit operated by a 
single driver to give good coverage over 
a wide horizontal angle (Refs. 76 Part 1 ; 
52, 136). Alternatively the multi- 
cellular construaion may be adopted 
(Ref. 33). Diffusing lenses may also 
be used with high frequency horns as 
an alternative to multi-cellular con- 
struction, to spread the sound over 
a wider angle. In one example the 
angle was increased from about 20° 
to over 50° at 8000 c/s by the use of 
suchadiffiisinglens. The construction 
appears cheaper than a multi-cellular 
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Fig. 20.27. Voice coil impedance of two designs of Klipsch bass reproducer (A) Model 
K-3-B as Ref. 48 (B) Model K-3-C (cone with increased compliance). (Ref. 99). 



horn and permits greater flexibility in application (Refs. 120, 141). 

References to comer ribbon hiph frequency horn : 229, 230. 

Reference to reverse flare principle in high frequency horn : 232. 

See also the Klipsch high-frequency horn (Fig. 20.28) and page 858. 

References to high frequency horns : 33, 76 (Part 1), 80, 137, 165. 

General references to horns : 2, 13A, 14, 15, 30, 31, 32, 33, 34, 38 (Parts 1 and 2), 
39, 45, 46, 47, 48, 51, 52, 59, 69, 73, 76, 77, 82, 99, 115, 119, 128, 130, 137, 142, 147, 
165, 175, 177, 206, 209, 211, 217, 232. 



(viii) Combination horn and pliase 
inverter loudspeakers for per- 
sonal radio receivers 

A combination horn and phase inverter 
loudspeaker for personal radio receivers 
has been described (Ref. 124) which has an 
efficiency of about 25% and a frequency 
range from 300 to 4000 c/s. A sound level 
of 84 db is obtained at 3 feet from the 
loudspeaker with an input of 10m W — ^this 
level is somewhat higher than conver- 
saticHial speech. Sub-miniature valves 
and very small B batteries may therefore 
be used to give an acceptable sound out- 
put from a receiver having a cubic capacity 
of 41 cubic inches. 

(ix) iViaterial for making horns 

The best materials are concrete, brick 
and masonry. The most practical material 
for horn construction, with many good fea- 
tures, is untempered 3/16 inch Masonite. 
It should be reasonably strutted and 
backed with absorbent material (Ref. 191). 




FIG. 20.28 



Fig. 20.28. Klipsch high frequency horn 
loudspeaker : Upper view — sectional 
view from top ; lovier view — sectional 
view from the side through line 3-3 of 
upper view. {Ref. 33). 
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SECTION 5 : DUAL AND TRIPLE SYSTEM LOUDSPEAKERS 

(0 Introduction (it) Choice of the cross-over frequency (tit) The overlap region 
(ill) Compromise arrangements. 

(i) Introduction 

When a wide frequency range has to be covered there is a choice between 

1. A single unit employing some special construction to extend the frequency 
range — see Sect. 2(iii), 

2. Two or three separate loudspeakers, each covering a limited frequency range, 

3. An integral dual or triple system with two or three loudspeakers movmted 
(usually co-axially) in one equipment, and 

4. Some compromise arrangement — see (iv) below. 

If separate loudspeakers are used, they should be mounted as closely together as 
possible, with co-axial mounting as the ideal ; this is not so important when the 
cross-over frequency is below 500 c/s. In addition, they should be co-planar, with 
the plane of horn loudspeakers taken as the plane of the diaphragm. The loud- 
speakers should be correctly phased, so as to be additive in the overlap region. 

A frequency dividing network is used to split the output between two loudspeakers 
so that neither unit is called upon to handle large amplitudes of frequencies beyond 
its range. This has the advantage that Doppler Effect distortion (see Sect. 7) is much 
reduced. Other advantages are that, on account of limitations in the frequency range 
of each unit, the system efBciency is increased, while the directivity characteristic 
is improved due to the smaller diaphragm (or horn mouth) for the high frequency 
unit. In addition, the transient response is improved, and there is less intermodula- 
tion and reduced frequency modulation. 

The loudspeakers should preferably have the same efficiency, otherwise one will 
have to be attenuated. The directional characteristics of the high frequency unit 
should receive careful attention. 

Integral dual systems 

One excellent arrangement employs two cones, co-axial and co-planar, with the 
small high-frequency cone moimted near the apex of the large cone. Both cones 
vibrate in unison in the overlap region. (Refs. 61, 116, 116A). 

Another arrangement employs a large low-frequency cone and a co-axial high- 
frequency horn. This has the disadvantage that the sound sources are not co-planar, 
since the diaphragm of the high frequency unit is mounted to the rear of the cone. 
Integral triple systems 

In one design there is a large low-frequency cone, a mid-frequency horn using the 
flared low-frequency cone for its mouth, and a high-frequency horn mounted in 
front of the mid-frequency horn. 

(ii) Choice of the cross-over frequency 

In a dual system, that is one having a low-frequency and a high-frequency loud- 
speaker, the cross-over frequency is usually between 400 and 1200 c/s. The follow- 
ing, points must be satisfied. 

1. The low frequency unit (" woofer ") must be capable of handling at least half 
an octave above the cross-over frequency, at full power. See also (4) below. 

2. The high frequency unit must be capable of handling at least half an octave 
below the cross-over frequency at full power. See also (4) below. 

3. Provided that point (2) can be satisfied, the cross-over frequency should be 
as low as possible, say 400 to 500 c/s. 

4. If a 6 db/octave frequency dividing network is used, each unit should be 
capable pf handling one octave beyond the cross-over frequency at full power, 
and about 3 octaves beyond the cross-over frequency at reduced power. 

Some systems have cross-over frequencies from 1200 to 2000 c/s, in which case 
the high frequency unit approaches more closely to a true " tweeter," since the latter 
is generally limited to frequencies above 2000 c/s (Refs. 11, 45). 
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In a triple system there is no necessity for such a compromise regarding the cross- 
over frequency. The " woofer " may handle up to between 300 and 600 c/s, the 
middle unit up to between 2000 and 5000 c/s, and the " tweeter " will then look 
after the higher frequencies (e.g. Ref. 134). 

The design of frequency dividing networks is covered in Chapter 21, Sect. 3 

(iii) The overlap region 

Serious distortion often occurs in the overlap region when both units are contribut- 
ing to the total acoustical output. In a dual direct-radiator system in which the dis- 
tances from each cone to the listener are not equal, the response characteristi;; will 
havo pronounced peaks and valleys at frequencies where the two sources are in and 
out of phase. In the case of a dual horn system, particularly when one horn is folded, 
the acoustical paths may differ sufficiently to cause the same effect. Similar effects 
occur with other combinations, but the trouble is minimized in all cases by a low 
cross-over frequency (less than 600 c/ s) and, in the case of dual horns, by a fairly steep 
attenuation characteristic (12 or 18 db/octave nominal). Most loudspeakers give 
serious distortion below, the frequency of minimum rated response, even though the 
level is attenuated by the cross-ov'er network — hence the desirability of an extended 
frequency range. 

There tends to be a peak of distortion at the cross-over frequency owing to in- 
correct impedance matching and the partially reactive load. This is most serious 
with pentodes and beam power amplifiers (see Chapter 21). 

(sv) Compromise arrangements 

One possibility is to use a single moving-coil loudspeaker with the front acting as a 
direct radiator, and the rear as bass horn (Ref. 51). Another arrangement uses a 
single driver with a high-frequency horn facing forwards and a folded bass horn 
driven by the rear of the diaphragm (Ref. 52). Owing to the use of a single cone or 
diaphragm, the high frequency response does not extend as far as with two separate 
imits, each specially designed. 

General references to dual and triple systems : 11, 30, 33, 45, 48, 51, 52, 61, 76, 
130, 134, 150, 165, 167, 194, 215. 



SECTION 6 : LOUDSPEAKERS IN OPERATION 

(0 Loudness {ii) Power required {Hi) Acoustics of rooms {iv) Loudspeaker place- 
ment {v) Stereophonic reproduction {vi) Sound reinforcing systems (vii) Open 
air Public Address {viii) Inter-communicating systems {ix) Background music in 
factories. 

(i) Loudness 

Loudness may be measured in loudness units — see page 827 and Fig. 19.8. 

(ii) Power required 

(A) Direct radiation (outdoor) 

Some loudspeaker manufacturers quote the intensity level on the axis at a distance 
of, say, 30* feet with a stated electrical input power, usually with a warble frt quency 
(from 300 to 3300*, 500 to 2500 or 500 to 1500 c/s). The intensity level decreases 
by 6 db each time the distance is doubled, or increases by 6 db each time the distance 
is halved. 

The intensity level increases by 3 db when the power input to the loudspeaker is 
doubled, by 6 db when the power is quadrupled, and so on. 

*R.M.A. SE-103. Sec Sect. 6(x). 
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Example : At a distance of 30 feet on the axis, a certain loudspeaker is stated to 
produce a level of 81.5 db above 10~" watt per square centimeter at 8 watts input 
with a warble frequency from 500 to 2500 c/s. Find the intensity level on the axis 
at a distance of 6 feet with 3 watts input. 

Effect of change of distance = 20 logn, (30/6) = + 14 db. 

Effect of change of power input = 10 logn, (3/8) = — 4.3 db. 

Net change = + 9.7 db. 

Intensity level at 6 feet with 3 watts input = 81.5 + 9.7 = 91.2 db. 

In other cases loudspeaker manufacturers (such as R.C.A.) publish the curves of 
sound pressure versus frequency, from which it is easy to estimate the average over 
the frequency range of interest. In this case the reference level is 0 db = 10 dynes 
per square centimetre, and the microphone distance is 24 inches. In a typical case 
the output level is — 1 db for an input of 0.1 watt to the loudspeaker. The level at 
a distance of 30 feet for a power input of 8 watts will therefore be 

- 1 + 19.03 - 23.52 = - 5.49 db (0 db = 10 dynes/cm.^) 
or converting to the basis of 0 db = 0.0002 dyne/cm^, 

- 5.49 + 93.98 = + 88.5 db (0 db = 0.0002 dyne/cm^). 

Alternatively the R.M.A. loudspeaker pressure rating may be quoted. For cal- 
culation and example see page 812. 

FIG. 20.29 
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ACOUSTICAL WATTS OUTPUT 

Fig. 20.29. Intensity in db versus acoustical zvatts output at specified distances along 
the axis of a loudspeaker which is considered as a small source in an infinite baffle. 
This holds fairly accurately at low frequencies, viith an error of 1 dh at 500 c/s with 
a cone 10 inches in diameter. The numbers on the sloping lines indicate the distance 
in feet from the loudspeaker (based on F. Massa, Ref. 69, but extended and modified). 
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Again, the loudspeaker percentage efficiency may be known, say 3%, and it is 
desired to calculate the intensity at a distance of, say, 30 feet with an input of 8 watts. 
The unknown factor is the angle of radiation, but at frequencies up to 500 c/s this 
may be taken as approximately 180° (assuming a direct radiator with a large flat 
baffle) and we may therefore make use of Fig. 20.29. In this case the acoustical 
output will be 8 x 0.03 = 0.24 watt and the intensity will be 87 db at 30 feet (Fig. 
20.29). 

At higher frequencies there will be an increasingly greater focusing effect, and the 
intensity on the axis will be somewhat greater than the value calculated above. 
(B) Power required indoors 

When a loudspeaker is operated indoors the direct radiation is supplemented by 
the reflected sound. 

The reverberation time is the time in seconds for a sovmd to fall to one millionth 
of its original intensity (—60 db) after stopping the source. Eyring* gives 

0.0 5 V 

~ - S log. (1 - a) 
where T — reverberation time in seconds, 
volume of room in cubic feet, 

surface area of walls, ceiling and floor in square feet, 
average absorption coefficient per square foot, in sabins (values are less 
than imity). 

The sabin is an absorption unit representing a surface capable of absorbing sound 
at the same rate as does 1 sq. ft. of perfectly absorbing surface, such as an open window. 

In a typical living room, the reverberation time is about 0.5 second at 500 c/s and 
the absorption coefficient is about 0.25. The reverberation time falls to possibly 
0.3 second at 5000 c/s and rises to possibly 0.75 second at 200 c/s.(Ref, 14, Fig. 13.26). 

In a very large living room, the reverberation time would probably be about 0.8 
second at 1000 c/s. 

FIG. 20.30 
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Fig. 20.30. Acoustical power required to produce an intensity level of 80 db as a function 
of the volume of the auditorium for optimum reverberation times {after Olson, Ref. 13, 
by kind permission of the author and of the publishers and copyright holders, Messrs. 
D. Van Nostrand Company Inc.). 



*Scc Ref. 13A page 399. 
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The " optimum reverberation time " at 1000 c/s depends on the volume of the 
room (Ref. 13A) : 

Volume 1000 2000 4000 20 000 100 000 500 000 cu. ft. 

r„„, 0.7 0.75 0.82 1.01 1.28 1.62 sees. 

In a typical room 20 ft. x 15 ft. x 10 ft., with a reverberation time of 0.5 second, 
and with the listener 6 feet from the loudspeaker, the reflected sound adds 3 db to the 
direct radiation at 500 c/s vmder steady state conditions, and 1 db when the sound only 
continues for 0.02 second as for speech (Ref. 14, Fig. 13.26). At higher frequencies 
the reflected sotind becomes rapidly smaller, and may be neglected. At 200 c/s 
the reflected sovmd adds 5.5 db under steady state conditions or 2 db when the sound 
continues for 0.02 second. At 100 c/s the reflected sound adds 9.5 db under steady 
state conditions, or 6 db when the sound continues for 0.02 second. The effect of 
the reflected sound becomes more important as the listener moves further away from 
the loudspeaker. 

References 13A, 14, 15, 50, 55, 175, 178. 

The acoustical power in watts to produce an intensity level of 80 db (0 db = 
0.0002 dyne/cm^) is plotted in Fig. 20.30 against the volume of the enclosure in cubic 
feet (after Olson, Ref. 13A). For living rooms the following information may be 
derived — 



Volume 


1000 


2000 


3000 


4000 


cu. ft. 


Intensity 




Acoustical power in watts 






level 












55 db 


0.000 0051 


.000 0098 


.000 014 


.000 019 


watt 


60 db 


0.000 016 


.000 031 


.000 045 


.000 059 


watt 


65 db 


0.000 051 


.000 098 


.000 14 


.000 19 


watt 


70 db 


0.000 16 


.000 31 


.000 45 


.000 59 


watt 


75 db 


0.000 51 


.000 98 


.001 4 


.001 9 


watt 


80 db 


0.001 6 


.003 1 


.004 5 


.005 9 


watt 


90 db 


0.016 


031 


.045 


.059 


watt 


100 db 


0.16 


.31 


.45 


.59 


watt 


110 db 


1.6 


3.1 


4.5 


5.9 


watts 



These values apply to enclosures with optimum reverberation times. Living rooms 
may have reverberation times which are lower than the optimum values, and the 
acoustical power required will then be greater than indicated above. 

The intensity levels for home listening under various conditions are set out in 
Chapter 14 Sect. 7(iii). 



(iii) Acoustics of rooms 

When a musical item is produced in the studio and reproduced by a loudspeaker 
in a living room, there are two reverberation times — that of the studio and that of 
the room. Good listening conditions are usually achieved by controlling the rever- 
beration time of the studio so that the music will sound well in the average medium 
or large living room. Large concert halls with long reverberation times are not ideal, 
but there is nothing which can be done in the living room to improve matters. 

The desirable and usual rise of reverberation time at low frequencies with rigid 
walls may be replaced by a general fall, due to the vibration of walls, floor and ceiling. 
This is one prevalent cause of loss of bass, below 150 c/s ; if an attempt is made 
to coimteract it by bass boosting, the acoustical effect is not quite natural (Ref. 53). 

It is preferable to mount the loudspeaker on soimd absorbing pads or thick carpet 
to prevent the direct transmission of vibration to the floor. 

At low frequencies it is doubtful whether the reverberation time of a small or even 
medium sized room means much, because of room resonances producing standing 
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waves. In a typical case with a room 16 ft. 9 in. x 11 ft. 6 in. x 8 ft. 6 in. the first 
nine resonances are 36.8, 51.1, 62.9, 68.6, 73.6, 77.6, 85.5, 102.3, 137.2 (Ref. 53). 

The most desirable shape for a listening room is approximately in the ratio height : 
width : length = 1 : 1.27 : 1.62, so as to distribute the resonances fairly uniformly. 

The peaks due to these resonances are of the order of 20 db and completely mask 
less pronounced effects. The bad effects may be reduced by 

(1) increased acoustical damping at low frequencies, especially near the corners 
of the room where it is twice as effective as elsewhere (Ref. 175), and 

(2) an open door or window, or preferably both. 

In addition to these room resonances, which occur over the whole room, there are 
other peaks of response due to focusing or interference between different paths, at 
middle and high frequencies, which vary from point to point. Thanks to our two 
ears, these sharp peaks and valleys are much less evident than they otherwise would be. 

References 13A, 14, 53, 175, 192, 208, 220, 221. 

(iv) Loudspeaker placement 

The ideal position for a loudspeaker is in one corner of the room, either low down 
near the floor or in the corner between two walls and the ceiling. In either case the 
boundaries of the room form a triangular conical horn, and the angle of radiation is 
7r/2 steradians. The axis of the loudspeaker may point directly at the head of one 
listener, say seated with his head 42 inches above the floor, but every other listener 
will then lose something of the high frequencies. If a ceiling-corner position is used, 
the maximum angle of elevation between a listener and the loudspeaker should not 
normally exceed 30° ; this position is therefore limited to large rooms or those with 
low ceilings. If a special loudspeaker is used having wide angle radiation at all fre- 
quencies, the problem disappears. In other cases the trouble may be minimized by 

(1) accentuating the high frequencies and pointing the axis of the loudspeaker 
away from the listeners, who should be seated at approximately the same 
angle to the axis, or 

(2) keeping the listeners within an angle of 15° from the axis. 

Another possible position for the loudspeaker is in the corner of a room, half-way 
batween floor and ceiling — this gives an angle of radiation of ir steradians. 

In all cases where a loudspeaker is motmted in the corner of a room, the adjacent 
walls and floor or ceiling should have reflecting surfaces so as to act as a horn. The 
rest of the room should have a considerable amount of damping material such as 
upholstered furniture, heavy drapings, carpets, books or acoustical tiles. 

In all cases, no listener should be closer than 4 feet from the loudspeaker, with a 
greater distance for dual or triple systems and considerably greater distance for horns. 

Loudspeakers with open-backed cabinets are very difficult to place satisfactorily. 
They should be about 9 inches out from the wall, and the wall behind them should 
preferably be damped by a heavy curtain or sheet of acoustical absorbent material. 
A corner position is desirable. 

If a loudspeaker must be placed along one of the walls, it should preferably be 
along the shorter side, about the centre. This gives an angle of radiation of It 
steradians. 

If two separate loudspeakers are used, each handling the full frequency range, they 
may, if desired, be placed in positions wide apart, such as the two ends of a room. 
In a fairly large living room some approach to a third dimensional effect may be ob- 
tained with the listener slightly nearer to one loudspeaker — this is the pseudo-stereo- 
phonic effect, see (v) below. 

(v) Stereophonic reproduction 

Reproduced soimd normally comes from a single source — the loudspeaker — so 
that there can be no indication of the direction from which the sound originally came. 
In stereophonic reproduction with three or more channels there can be a 3 dimensional 
effect which enables the listener to determine the position of the source. Stereophonic 
reproduction in the strict sense can only be applied in large concert halls or cinemas 
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where the audience is situated further from the loudspeakers than the distance be- 
tween any two loudspeakers. An illusion which gives a sense of spatial reproduction 
can be applied to a room by means of two loudspeakers each fed from a separate micro- 
phone through separate amplifiers. In radio broadcasting at least two separate trans- 
mitters and receivers are required — three channels are desirable. Some methods of 
recording are capable of carrying two or three channels, such as sound on. film and 
magnetic tape (Refs. 86, 101, 226). 

There are methods of obtaining an approach to stereophonic reproduction with a 
single chatmel (Ref 87) 

When there are two loudspeakers so placed with respect to the listener as to give 
a transit time difference from 1 to 30 milliseconds, the impression is that of more 
" liveliness " and " body " (Ref. 125). This is the pseudo-stereophonic effect, 
and to be fully effective requires the listener to be at least 4 feet— and preferably a 
greater distance — ^nearer to one loudspeaker than the other. With suitable position- 
ing and relative volumes, the effect is quite surprising. 

A more elaborate method for heightening sound perspective utilizes volume ex- 
pansion in one of the two channels (Ref. 49). 

References 6, 13, 14, 36, 49, 68, 86, 87, 97, 101, 112, 160, 161, 162, 163, 169, 195, 
203, 216 (giving additional references), 226, 235, 236, 237, 238, also Supplement, 
(vi) Sound-reinforcing systems 

With this system there are two sources of sound, the original sound and the aug- 
mented sound from the loudspeakers. Usually the intensity of the original sound 
issuing from the stage will be sufficient over a limited area, but the sound energy from 
the loudspeakers must progressively increase towards the rear of the auditorium. 
The problem is to select a loudspeaker or loudspeakers with suitable directional 
characteristics, and to adjust the power output and orientation so that the total in- 
tensity level is constant for all parts of the listening area. 

The acoustical power required to produce an intensity level of at least 80 db for 
ordinary speech and music is as follows (Ref. 13A) : 

Volume (cu. ft.) 10 000 50 000 100 000 500 000 

Acoustical power (watts) 0.014 0.06 0.11 0.5 

For full orchestral dynamic range, a maximum intensity level of 100 db is required, 
and the acoustical powers should be multiplied by 100. In noisy situations the sound 
level should be 10 to 16 db above steady noise or 20 to 30 db above the noise in re- 
latively quiet intervals. 

One of the problems in design is the avoidance of acoustical feedback. It is usual 
to adopt directional loudspeakers and sometimes also directional microphones. The 
microphone is moimted as close to the sound source as possible and in a position of 
low radiated soimd intensity. 

For the best illusion to the listener the loudspeaker(s) should be mounted so that 
the soxmd appears to come from the direction of the original source. The difference 
in path length between the original sound and the sound from the loudspeaker should 
not exceed 60 to 80 feet. 

The overall response of the whole system should be free from peaks. When feed- 
back occurs, it does so at the frequency at which the system has a peak. 

If at all possible, low frequencies should be attenuated so as to reduce the size of 
the loudspeaker and of the amplifier, and to reduce acoustical feedback. A minimum 
frequency range for speech is 400 to 4000 c/s (Ref. 196). If orchestral music is to be 
amplified the whole frequency range should be provided for, although here also some 
compromise may be necessary. 

In small or medium halls a single loudspeaker or bimch of loudspeakers may be 
jnoimted 20 to 30 feet above the microphone and somewhat more forward than the 
microphone. The loudspeakers should be pointed downwards to the audience 
(Ref. 196). 

In larger halls one or more line-source loudspeakers may be used. A line- 
soiu-ce consists of a number of loudspeakers moimted close together in a straight line. 
A vertical line-source gives directionality in the vertical plane but not in the horizontal 
plane. If the line-source is " tapered " in strength so that the sound from each ele- 
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ment varies linearly from a maximum at the centre to zero at either end, the direc- 
tionality is improved. The line-source should be tilted slightly forwards so that the 
central loudspeaker points directly to the centre of the audience. Better results may 
be obtained by using two line-sources, a long one for the low frequencies and a shorter 
one (one quarter the length of the long one) for the high frequencies, with a cross-over 
network for /, = 1000 c/s (Ref. 197). 
In large installations, time delay may be incorporated (Ref. 145, 197). 

Multiple loudspeakers 

Haas (Ref. 125) has investigated the effects of a single echo on the audibility of 
speech. He has shown that when the time delay of the echo is from 5 to 30 milli- 
seconds, the echo is not detectable as a separate source if the level of the echo is less 
than 10 db above that of the direct sound, and that the listener only has the sensation 
of hearing from the nearer loudspeaker. At greater time delays he determined how 
loud such an echo could be before interfering with speech (e.g. echo 0 db, 50 msecs, 
path difference 56 ft.). For echoes at lower levels see Ref. 308. See also Refs. 308, 
326, 327. 

A typical reflex horn, with an input of 1 watt to the voice coil, gives the following 
sound levels on the axis (Ref. 73) : 

Distance 10 20 40 80 160 320 feet 

Sound level 100 94 88 82 76 70 db 

With a single horn, the axis should point directly to the farthest part of the audience. 
Horns may be arranged radially to cover a larger audience, allowing 30° for each hom. 

For speech reproductiOp only, a 10 watt amplifier with two hom loudspeakers is 
sufficient for a crowd of 5000 people in quiet surroundings. For musical repro- 
duction a power of i^O watts with four loudspeakers will be required. It is usual to 
allow from 5 to 10 watts for each hom loudspeaker. Altematively a large number of 
any convenient type of loudspeaker may be used, with the spacing between loud- 
speakers not greater than 70 feet. When a wider frequency range is required, some 
dual horn system is frequently used, particularly with open-air orchestral sound re- 
inforcing. 

For large crowds, several line-source loudspeakers — see (vi) above — may be used 
at the centre of the crowd. 
References 13A (pp. 292-296), 14 (pp. 406-409), 73, 104, 125, 176. 

(viii) Intercommunicating systems 

Only speech is to be reproduced, and the usual requirement is merely to have suffici- 
ent articulation to be understood. A reduced frequency range is almost universal, 
while a very restricted range is used in noisy surroundings (see Chapter 14 Sect. 11). 

References 1, 13 (pp. 297, 299), 13A (p. 426). 

(ix) Background music in factories 

If the noise level is comparatively low, the system may be quite conventional, with 
a frequency range from say 100 to at least 6000 c/s. Loudspeakers should be placed 
fairly close together to give good coverage of high frequencies. The spacing should 
be adjusted so that, with the prevailing noise level, the range of each is slightly over 
half the distance between them. 

If the noise level is high, the highest noise intensity is often limited in frequency 
range at both extremes. In such a case, as an alternative to over-riding the noise, 
the full frequency range up to 8000 c/s may be used for the music^ which may be at 
the same level as the mid-frequency noise. The low- frequency music range may 
either be used or attenuated as desired. Careful choice of the soiurce of music is 
required to give the full frequency range without distortion. A conventional A-M 
receiver is unsuitable, owing to sideband cutting. Many shellac discs, especially 
the older ones, are imsuitable on accoimt of limited frequency range. 

In all cases some form of volume compressor or limiter is required to reduce the 
volume range, and the music should be seleaed to avoid sudden large changes in 
volume. 
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SECTION 7 : DISTORTION IN LOUDSPEAKERS 

(i) Non-linearity (ii) Frequency-modulation distortion in loudspeakers (Hi) Transi- 
ent distortion {iv) Sub-harmonics and sub-frequencies (v) Intermodulation dis- 
tortion. 

(i) Non-linearity 

Non-linearity in a cone occurs when the force versus displacement characteristic 
deviates from a straight line. The principal causes of non-linearity are — 

1. Insufficient rigidity in the cone, 

2. Non-linear suspension, and 

3. Non-uniform flux density. 

Lack of rigidity in the cone is usually the result of reduction in the mass of the cone 
to achieve high sensitivity. In addition to the other defects — ragged response and 
poor reproduction of transients — this has a marked effect in increasing the harmonic 
distortion over the whole frequency range (Ref. 15 Fig. 3). 

All cone or diaphragm suspensions are non-linear to a greater or less extent — their 
stiffness usually increases with larger amplitudes. The total harmonic distortion of 
any such loudspeaker is fairly low (of the order of 1 %) at frequencies of about 300 c/s 
and above, and is not appreciably affected by non-linearity in the suspension. As the 
frequency is decreased, however, the distortion rapidly rises in loudspeakers having 
non-linear suspension. For example, one 10 inch dynamic loudspeaker with a non- 
linear suspension gives 10% total harmonic distortion with an input of 2 watts at 
60 c/s, and 30% distortion with an input of 10 watts at the same frequency (Ref. 13A 
Fig. 6.34). On the other hand a good quality loudspeaker is capable of handling an 
input of 10 watts at 60 c/s with only 3% total harmonic distortion, or an input of 
2 watts at 60 c/s with less than 1% distortion (Ref. 36 Fig. 25). 

When a loudspeaker is used in a well designed vented baffle, or in a suitable horn, 
the maximum amplitude of the cone will be decreased and the distortion arising from 
a non-linear suspension will also be decreased. 

Non-uniform flux density up to the maximirai amplitude of operation is another 
source of harmonic distortion, This distortion is usually less than 1% so long as 
the amplitude of movement is small, consisting of odd harmonics only unless the field 
is not symmetrical about the voice coil. However at high input levels the distortion 
is usually severe. In one case total distortion at 50 c/s with an input of 5 watts, was 
reduced from 9% to less than 5%, by careful design (Ref. 84). 

At frequencies above 3000 c/s, the harmonic distortion with single large cone 
loudspeakers is negligibly small compared with the frequency-modulation distortion — 
see (ii) below. 

With dual loudspeakers, or a dual cone loudspeaker, the total harmonic distortion 
tends to reach a peak in the vicinity of the cross-over frequency — see Sect 5(iii), 
also Refs. 36, 116. In one example the total harmonic distortion is over 3% fromSOO 
to 1500 c/s for a 15 inch duo-cone loudspeaker with an input of 5 watts. 

The cross-over distortion, and the other forms of distortion described above, all 
increase rapidly as the input power is increased. 

The harmonic distortion below the bass resonant frequency is selective 
(Fig. 13.54). When the load imposes a greater impedance to the harmonic than to 
the fundamental, the measured harmonic distortion increases. At a frequency equal 
to one-half of the bass resonant frequency the second harmonic rises to a peak since 
the second harmonic frequency is equal to that of the bass resonance. Similarly 
at a frequency equal to one-third the frequency of the bass resonance, the third har- 
monic rises to a peak, and so with higher harmonics. 

At frequencies above about 1000 c/s all harmonics tend to increase since the 
impedance of the load to the harmonics is greater than the impedance to the funda- 
mental. This is offset to some extent by the fact that with a triode valve or with most 
of the commonly used negative feedback circuits, as the load impedance is increased, 
so the distortion decreases. The nett effect is found by the combination of these 
separate effects. 
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A system has been developed (Ref. 152) for automatically recording the total har- 
monic distortion of a loudspeaker over the a-f range. This is particularly helpful 
in detecting narrow frequency bands where the distortion is high. 

One method of recording the performance of a loudspeaker with regard to non- 
linear distortion is to measure on the axis the maximtim sound level before a certain 
amount of harmonic distortion is produced. This may be plotted as a curve of 
maximum undistorted sound pressure as a function of frequency (Ref. 153). Alter- 
natively the distortion may be plotted as a function of frequency for constant electrical 
input. In all cases the loudspeaker must be tested in the enclosure for which it has 
been designed. 

References 13A (pp. 163-173), 20, 21, 23, 36, 61, 106, 108, 109, 133, 152. 

(ii) Frequency-modulation distortion in loudspeakers 

The origin of this form of distortion is the Doppler effect whereby the pitch rises 
when the source of sound is advancing towards the listener and falls when it is receding 
(Refs. 3, 13A p. 18). The effect in loudspeakers is entirely independent of non- 
linearity. If a loudspeaker has two input frequencies, say 50 and 5000 c/s, the 
acoustical output can be resolved, like a frequency-modulated wave, into a carrier 
frequency (the 5000 c/s input) and sidebands (intermodulation frequencies) plus 
the 50 c/s input. The distortion may be measured in terms of the distortion factor, 
and so made comparable with the total harmonic distortion when a single input 
frequency is applied. The distortion factor on the axis is given by 

d.f. = 0.33 AJ^ per cent (1) 
where Ai = amplitude of cone motion (each side of the mean position) in inches 
at the modulating frequency — say 50 or 100 c/s 
/s = modulated frequency (variable frequency), 
and d.f. .= distortion factor in per cent, defined as the square root of the ratio of 
the power in the sidebands to the total power in the wave. 
The distortion factor is proportional to the variable modulated frequency /a, and is 
quite small below 1000 c/s. As a typical example take a 12 inch loudspeaker with 
an equivalent single frequency power input of 0.125 watt to the voice coil — 
/a 1000 2000 5000 10 000 c/s 

d.f. 0.65 1.3 3.2 6.4 % 

This condition applies to an input of 4.2 watts with a loudspeaker efficiency of 3%. 
Tests have indicated that the greater part of the distortion above 3000 c/s with 
single loudspeakers is due to frequency modulation distortion ; this is reduced very 
considerably by the use of separate high and low frequency loudspeakers. 
References 3, 7, 13A. 

(iii) Transient distortion 

A transient is a waveform, usually with a steep wavcfront, which does not repeat 
at periodic intervals. Any sudden commencement or cessation of a periodic wave 
has a transient component. For reproduction without distortion the acoustical 
waveform must be the same as the input waveform. 

It is known from the theory of linear dynamic systems of mitiimum phase shift 
type that the amplitude response, the phase characteristic and the transient response 
to various, applied waveforms are merely equivalent ways of observing the same in- 
herent performance of the circuit (Ref. 131). Poor transient response leads to fuzzy 
reproduction with poor definition. Some requirements for good reproduction of 
transients are 

(1) the loudspeaker must respond to the highest audible frequencies, 

(2) the loudspeaker frequency response characteristic must be smooth and 
uniform, and free from sharp peaks and dips, 

(3) the loudspeaker must be sufficiently damped, particularly near the bass 
resonant frequency, 

(4) the bass resonant frequency should be as low as possiblci and 

(5) the phase-shift characteristics of the loudspeaker should be good. 
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Reasonably good response to transients is obtainable with loudspeakers having a 
frequency response to 10 000 c/s, but better response is achieved with an increase 
to 15 000 c/s. Generally speaking it is safe to say that a loudspeaker with a smooth 
response characteristic has a better transient respoivse than one having sharp reson- 
ances, but considerable skill is required for an accurate interpretation of the response 
characteristic (see Ref. 131 for assistance in this direction). 

Loudspeaker damping at the bass resonant frequency has been dealt with in 
Sect. 2(x). With a suitable choice of loudspeaker and enclosure, and with a suffici- 
ently low amplifier output resistance, critical damping or any desired lesser degree is 
obtainable. There are differences of opinion as to the amount of damping to be used 
for good fidelity. Some prefer critical damping without any overshoot, others prefer 
a slight overshoot with its more rapid uptake (e.g. Ref. 174). 

At frequencies above 400 c/s, the cone of a direct radiator loudspeaker ceases to 
act as a piston, and the effective damping at any point on the cone, at any frequency 
within this range, Is likely to be less, and may be very much less than that with a true 
piston cone. 

Horns provide acoustical damping over a wide frequency range, and well designed 
horn loudspeakers have better transient response than direct radiators. 

The phase-shift characteristics of loudspeakers arc not readily evaluated. 
Above 1000 c/s the smoothness of the response characteristic appears to be the best 
available guide to good phase-shift characteristics ; below 1000 c/s the " envelope 
delay " may be used to supplement the information which can be derived from the 
response characteristic (Ref. 138). 

When a tone burst* is applied, some of the frequencies generated are not harmonic- 
ally related to the applied signal, and they cause an annoying type of distortion some- 
what similar to intermodulation. The ear is very sensitive to this type of inharmonic 
distortion (Ref. 131). 

Ringing at the frequency of the bass resonance becomes progressively less pro- 
nounced as the frequency of the applied tone burst is increased away from the resonant 
frequency. 

Testing loudspeakers for transients 

There are four methods of testing loudspeakers for transient response — 

1. Applied unit impulse, 

2. Suddenly applied square wave, 

3. Suddenly applied tone burst, and 

4. Shorter's method. 

Applied unit impulse gives all the information at one test, but is hard to interpret 
because it causes all the peaks to ring simultaneously (Ref. 131). 

The suddenly applied square wave is more selective, since it emphasizes the ringing 
of the peaks of nearly the same frequency as the applied wave (Refs. 13A, 15, 36, 
126, 131). 

The suddenly applied tone burst method is capable of giving much valuable in- 
formation. Ref. 131 gives a theory of ringing and interpretation of results. It 
seems that those loudspeakers that sound best generally reproduce tone bursts well, 
although this is better substantiated for the high frequencies than for the low (Refs. 
131, 138, 166). 

References to tone burst methods : 44, 88, 121, 131, 133, 138, 158, 166, 213. 

It has been demonstrated (Refs. 44, 88) that a smooth frequency response curve 
means a rapid build-up of a transient. The decay characteristic, after the input 
voltage has ceased, requires further consideration. Each lightly-damped resonant 
element, when shock-excited by the sudden cessation of the applied voltage, will 
dissipate its stored energy by radiating sound at its own natural frequency. The 
method of testing by Shorter (Refs. 44, 117, 121) is to measure, at all frequencies, the 
response at time intervals t = 0, 10, 20, 30 and 40 milliseconds after the cessation of 
the applied voltage. Good transient response appears to bs indicated by 



♦A tone burst is a wave-train pulse wliich contains a number of waves of a certain frequency. 
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1. Attenuation of 35 db at 1000 c/s, increasing steadily to 50 db at 3000 c/s 
and higher frequencies, for { = 10 milliseconds. 

2. Further attenuation of about 10 db for t = 20 milliseconds. 

3. Further substantial attenuations at I = 30 and t = 40 milliseconds. These 
should never be negative, even over narrow frequency bands. A negative 
value may indicate a spurious ripple frequency. 

In double-unit loudspeakers, the important frequency region from the standpoint 
of transient response is near or below tlie overlap frequency band (Ref. 36). 

References 5 (Part 1), 13A (pp. 159-163, 375), 15 (pp. 138-141, 202-212, 332-339), 
36, 40, 44, 54 (Part 4), 88 (pp. 59-64), 117, 121, 131, 132, 133, 135, 138, 150, 155, 158, 
166, 172, 174, 179. 

(iv) Sub-harmonics and sub-frequencies 

In addition to harmonic frequencies, a direct radiator loudspeaker produces sub- 
harmonics, that is frequencies one half, one third, one quarter, etc., of the applied 
frequency. Of these, the one half frequency is the only one of consequence. It 
occurs only in limited frequency regions, and it does not occur below a moderate, 
critical, level. However when this level is reached, it increases rapidly at first, and is 
accompanied by frequencies of 3/2, 5/2, 7/2, and 9/2 of the apiJlied frequency (Ref. 
188). Sub-harmonics are more objectionable to the listener than harmonics of the 
same percentage, but they require a relatively long time to " build up " and are gener- 
ally assumed to be not very obvious in ordinary sound reproduction. However one 
authority states that a good correlation has been , found between the number of sub- 
harmonics produced by the speaker and the quality rating of the speaker as determined 
by listening tests (Ref. 153). 

References 13A (pp. 167-168), 19, 21, 133, 153, 171, 188 (pp. 751-752). 

(v) Intermodulation distortion 

Tests on the intermodulation distortion of loudspeakers have been described but 
no general conclusions can yet be derived (Refs. 108, 109, 171). 



SECTION 8 : SUMMARY OF ACOUSTICAL DATA 

(i) Definition in acoustics (ii) Electrical, mechanical and acoustical equivalent 
(iii) Velocity and wavelength of sound (in) Musical scales. 

(i) Definitions in acoustics 

Sound energy density is the sound energy per unit voltmie. The unit is the 
erg per cubic centimetre. 

Sound energy flux is the average rate of flow of sound energy through any speci- 
fied area. The unit is the erg per second. 

The sound intensity (or sovmd energy flux density) in a specified direction at a 
point, is the sovmd energy transmitted per second in die specified direction through 
vmit area normal to this direction at the point. It may be expressed either in ergs 
per second per square centimetre or in watts per square centimetre. 

Sound pressure is exerted by sound waves on any surface area. It is measured 
in dynes per sqtiare centimetre as the r.m.s. value over one cycle. The sound pres- 
sure is proportional to the square root of the sound energy density. 

The pressure level, in decibels, of a soimd is 20 times die logarithm to the base 
10 of the ratio of the pressure P of this sound to the reference pressure P^. Unless 
otherwise specified, the reference pressure is imderstood to be 0.0002 dyne per square 
centimetre. 

The velocity level, in decibels, of a soimd is 20 times the logarithm to the base 10 
of the ratio of the particle velocity of the sound to the reference particle velocity. 
Unless otherwise specified, the reference particle velocity is understood to be 5 x 10"* 
centimetre per second effective value 



872 



(i) DEFINITIONS ON ACOUSTICS 



20.8 



The intensity level, in decibels, of a sound is 10 times the logarithm to the base 10 
of the ratio of the intensity / of this sound to the reference intensity I^. Unless other- 
wise specified, the reference intensity /» shall be 10"'' watt per square centimetre. 

Compliance is ease in bending. It is the reciprocal of stifi&iess. 
See Chapter 14 Sect. 7 for volume range and peak dynamic range. 
See Chapter 19 Sect. 5 for loudness and Sect. 7 for sound level and noise. 
See also I.R.E. Standards on Acoustics : Definitions of Terms, 1951, Proc. I.R.E. 
39.5 (May 1951) 509 j "American Standard of Acoustical Terminology", A.S.A. 



Z24.1— 1951. 






(ii) Electrical, 


mechanical and acoustical equivalents 


Electrical 


Acoustical 


Acoustical unit 


Capacitance 


acoustical capacitance 


cm^/dyne 


Inductance 


inertance 


grams/cm^/cm^ 


Resistance 


acoustical resistance 


acoustical ohms 


E.M.F. 


pressure 


dynes/cm^ 


Impedance 


acoustical impedance 


acoustical ohms 


Electrical 


Mechanical 


Mechanical unit 


Capacitance 


Compliance 


cm/dyne 



(iii) Velocity and wavelength of sound 

The velocity of sound in a medium varies according to the relation V — V E/p 
where E is the elasticity and p the density of the medium. For any particular medium, 
the velocity depends also on the temperature (because of its effect on the density of 
the medium) and the intensity of the sound. In the audible range, velocity decreases 
with decreasing intensity ; but in the ultrasonic range, velocity increases with de- 
creasing intensity. 

Ref. Kaye, G. W. C, and T. H. Laby, " Physical and Chemical Constants " (ninth 
edition, Longmans, Green and Co. London). 



Velocity of Sound in Some Common JWedia 



Medium 


metres/sec. 


Medium 


metres/sec. 


Air (dry) 


342 (at 18° C) 


Steel 


4700—5200 


Hydrogen 


130 


Nickel 


4970 


Water vapour (sat'd) 


413 


Glass 


4000—5300 


Water (sea) 


1540 


Brass 


3650 


Alcohol 


, 1260 


Wood 


3300—5000 


Aluminium 


5100 


Rubber 


50—70 


Copper 


3970 







Sound transmission in air at 20 °C and 760 m.m. 



Frequency 


30 


50 


100 


200 


400 


1000 


4000 


c/s 


Wavelength 


452 


271 


136 


67.7 


33.9 


13.6 


3.39 


inches 




37.7 


22.6 


11.3 


5.65 


2.82 


1.13 


0.282 


feet 



Velocity of sound in air = 13 550 inches per second 
= 1129 feet per second 
= 344 metres per second. 

/ X A = 1129 
where / = frequency in cycles per second 
and A = wavelength in feet. 
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(iv) Musical scales 

Every musical tone has a frequency which is measured in cycles per second. 

A scale is a series of tones ascending or descending in frequency by definite in- 
tervals. 

The octave is the most important interval ; two tones are separated by one octave 
when the frequencies are in the ratio 2:1. 

Each octave is subdivided into a number of smaller intervals. In the equally 
tempered scale the octave is divided into twelve equal intervals (1.0595 : 1) to allow 
a change of key without retuning. Thus in the equally tempered scale, if any fre- 
quency is multiplied by 1.0595 it is raised by one semi-tone ; if multiplied by 1.1225 
it is raised by one tone. All normal musical instrimients follow the equally tempered 
scale. 

In addition, there are several systems of what is called the natural scale, or just 
intonation, in which for example C$ has a different frequency from Db (Ref. 90 
Part 1). 

Table 1 gives one version of " just intonation." 



TABLE 1 



Tone Interval 



Frequency ratio 



Natural (just) scale 



Tempered scale 



c 


Unison 


1 




1.000 


c# 


Semitone 


25/24 




1.042 


Db 


Minor second 


27/25 




1.080 


D 


Major second (= tone) 


9/8 




1.125 


D# 


Augmented second 


75/64 




1.172" 


Eb 


Minor third 


6/5 




1.200 


E 


Major third 


5/4 




1.250" 


Fb 


Diminished fourth 


32/25 




1.280 


Eff 


Augmented third 


125/96 




1.302" 


F 


Perfect fourth 


4/3 




1.333 


F# 


Augmented fourth 


25/18 




1.389 


Gb 


Diminished fifth 


36/25 




1.440 


G 


Perfect fifth 


3/2 




1.500 


G* 


Augmented fifth 


25/16 




1.563 


Ab 


Minor sixth 


8/5 




1.600 


A 


Major sixth 


5/3 




1.667 


AS 


Augmented sixth 


125/72 




1.736 


Eb 


Minor seventh 


9/5 




1.800 


B 


Major seventh 


15/8 




1.875 


Cb 


Diminished octave 


48/25 




1.920 


Bit 


Augmented seventh 


125/64 




1.953 


C 


Octave 


2 




2.000 



1.000 
1.0595 
1.1225 
1.189 

1.260 

1.335 

1.414 
1.498 
1.587 
1.682 
1.782 

1.888 

2.000 
2.000 
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The frequency of all tones is determined by the " pitch." The international 
standard pitch is a frequency of 440 c/s for tone A (equivalent to 261 .63 for C) whereas 
the " physical pitch " is a frequency of 256 for C. 

The octaves of C in the two examples above are : 



cccc 


CCC 


CO 


C 


ci 


c« 




civ 


cv 




16.4 


32.7 


65.4 


130.8 


261.6 


523.3 


1046.5 


2093 


4186 


c/s 


16 


32 


64 


128 


256 


512 


1024 


2048 


4096 


c/s 



The frequency of any tone may be calculated by multiplying the value of C next 
below it by the frequency ratio of the tempered scale as given by the appropriate row 
in Table 1. 

References 13 (pp. 334-335), 89, 90, 91, 92, 93, 127. 



SECTION 9 : STANDARDS FOR LOUDSPEAKERS 

(«■) Voice coil impedance for radio receivers (ii) Loudspeaker standard ratings for 
sound equipment. 

(i) Voice coil impedance for radio receivers 

The American R.M.A. Standard REC-104 (Jan. 1947) " Moving coil loudspeakers 
for radio receivers " specifies a voice coil impedance of 3.2 ohms ± 10% measured 
at the first frequency above resonance giving a minimum value tested without a 
baffle. This impedance differs from that specified for sound eqmpment (see below). 

This standard (REC-104) is applied to loudspeakers having a maximum pole piece 
diameter not over 1 inch. 

(ii) Loudspeaker standard ratings for sound equipment 

The American R.M.A. Standard SE-103 " Speakers for sound equipment " (Ref. 
95) lays dovra certain definitions and ratings which are summarized below. 

The loudspeaker impedance (Z^) is the complex value of the electrical imped- 
ance given as a fimction of frequency, and is measured at the accessible signal ter- 
minals of the speaker. 

Published data to give magnitude and phase angle as function of frequency. 

The loudspeaker rating impedance (K ^^) is the value of a pure resistance, 
specified by the manufacttirer, in which the electrical power available to the speaker 
is measured. The value shall be 4, 8 or 16 ohms. 

Loudspeakers may also be rated in terms of power drawn from standard dis- 
tribution lines. In this case it is necessary to specify the power and the line voltage. 

The loudspeaker measurement source impedance (jR^^) is the value of a 
pure resistance to be connected in series with the speaker and a constant voltage 
source to measure the speaker performance. The value of jR^^, shall be 40% of the 
value of the loudspeaker rating impedance i?^^.* This is equivalent to operating 
the loudspeaker from a source having voltage regulation of 3 db. 

The loudspeaker pressure rating (or. pressure " efficiency ") Ggp is the differ- 
ence between the axial sound pressure level (referred to a distance of 30 feet) and the 
available input power level, and is expressed in db. For further details see Chapter 
19 Sect. l(viii). 

Standard Test Signal No. 1, as indicated by G^^i, is a loudness weighted signal 
covering the frequency band from 300 to 3300 c/s. (Refs. 95, 50). 



*Some manufacturers (e.g. R.C.A.) apply constant voltage to the loudspeaker, so that R „ _ is made zero. 
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The loudspeaker pressure-frequency response {L g) is the variation of the 30 
foot axial free-space pressure level as a function of frequency, and is expressed in db. 
The pressure level at distance d feet may be used to compute the pressure level 
L 5 at 30 feet by the relation 

Lg = {Lt + 20 logic d) - 29.5 db (1) 

The loudspeaker directivity index {K^ is the ratio, expressed in db, of the 
power which would be radiated if the free-space axial sound pressure were constant 
over a sphere, to the actual power radiated. It is expressed in the form : 

r-n [•2-rr 

4"/ (p/PaY sin 9 de d<i> 



Ks = 10 logio 



(2) 



where pa = axial free space sound pressure, dynes/cm^ 

p = general free-space sound pressure at the same distance, dynes/cm' 
and 6 and <^ are the angular polar co-ordinates of the system, and the speaker axis 
is at fl = 0. 

(When standard test signal No. 1 is used, is the speaker loudness directivity index). 

The value of the directivity index (Kg) may be calculated, over the frequency range 
which determines loudness, by using the following table for a rigid piston vibrating 
axially in an infinite baffle (based on curves in Ref. 50) : 

df = 500 2000 5000 10 000 15 000 25 000 35 000 45 000 
Kg = 3.0 3.0 4.0 7.0 10.5 15.0 18.2 20 db 
where / = frequency in cycles per second 
and d — piston diameter in inches. 

When using standard test signal No. 1, the value of the loudness directivity index 
Kg^ is tabulated for similar conditions to those above : 

= 0 4 8 12 16 20 inches 

Ksi = 3 4.4 5.7 7.0 8.0 9.0 db 

Values of Kg^ for various types of baffles and horns are given by Ref. 50. 

The loudness directivity index K g^ is used to evaltiate the loudness efficiency 
rating, but the Standard refers to the article by Hopkins and Stryker (Ref. 50) for 
detailed information. Loudness efficiency rating is defined as the ratio of the total 
" effective " acoustical power produced by the loudspeaker to the available electrical 
power. The loudness efficiency rating is equal to 

LR = lOOe = 100 X 10 ' ^ ' 

where e = electroacoustical efiiciency 

L, = 20 logic - 16 - * - Kgi 

Pax = effective soimd pressure on axis of loudspeaker at distance 30 ft,, in 
dynes/cm^, 

* = 10 logic Wr . 
Wj( = maximimi available electrical power in watts 
and Kgi = loudness directivity index (see above). 
See Refs. 50, 121 (pp. 697-706). 

Loudspeaker efficiency in terms of acoustical power 

(Based on SE-103— Ref. 95). 

The loudspeaker efficiency {Gg^y) in terms of acoustical power is the difference 
between the output acoustical power level and the available input electrical power 
level, and is expressed in db. 

The symbol G^pfi indicates the loudspeaker efficiency when standard test signal 
No. 1 is used. 

Gg„ =^ Wlog^,(.Wg/W„)/{W^s/W,) , (4) 

= 10 log.c (.Wg/W^g) (5) 
= 20 logic p,; ~ Kg - 20 logic Eg + 10 logic RgR 

+ 20 logic (1 + Rsg/Rsr) - 16 (6) 
where G gyf = loudspeaker efficiency in db 

Wg = total radiated acoustical power, in watts 
tt7 . , = electrical power available to the speaker, in watts 
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Wo = reference power = 0.001 watt 
Eq = r.m.s. value of constant voltage of soxirce, in volts 
RsR = loudspeaker rating iiiipedan,eei; in ohms 
R = loudspeaker rneasuremeiit source impedances in ohms 
p g — 30 ft. axial free space sound pressure, in dynes/cm^ 
and Kg = loudspeaker directivity index, in db. 

It is obvious that (Wg/W^^g) x 100 is the loudspeaker percentage efficiency, and 
hence 

Efficiency 2 4 6 10 20 30 100 % 

Ggfy -17 -14 -12.2 -10 -7 -5.2 0 db 

The total radiated acoustical power in dbm is given by the electrical power available 
to the speaker in dbm plus the speaker efficiency in db. For example, if the available 
electrical power is 10 watts = 40 dbm, and the speaker efficiency is —13 db, then the 
total radiated acoustical power will be (40 — 13) dbm — 27 dbm = 0.5 watt. 

See also " American Recommended Practice for Loudness Testing " C16.4 — 1942 
(Ref. 70). 

For loudspeaker testing see also Refs. 13A (pp. 353-376), 121 (pp. 607-609, 661- 
706), 175 (pp. 292-295), 188 (pp. 768-773). 

For Standards for multiple loudspeakers in sound systems see Chapter 21 Sect. 2(ii). 
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SECTION 1 : LOUDSPEAKER "MATCHING " 

(i) Loudspeaker characteristics and matching (ii) Optimum plate resistance (in) 
Procedure for " matching " loudspeakers to various types of amplifiers. 

(i) Loudspeaker characteristics and matching 

If the impedance of a loudspeaker were a constant resistance, the problem would 
be simple. In reality, the magnitude of the impedance may vary in a ratio up to 
10 : 1 and the phase angle may be anything between 50° leading and 60° lagging — 
see Chapter 20 Sect. l(v). 

A loudspeaker, or output, transformer is an impedance changing device, with an 
impedance ratio approximately equal to the square of the turns ratio (see Chapter 5). 
The transformer by itself has no "impedance " in this sense — it merely reflects across 
the primary the load impedaiice placed across the secondary terminals, multiplied 
by its impedance ratio. Example : A transformer has a turns ratio 10:1 from 
primary to secondary. Its impedance ratio is therefore 100 : 1 primary to secondary. 
If the secondary load is 8 ohms, the reflected " primary impedance " will be 800 ohms. 
The only limitations on the wider use of the same transformer are the primary induct- 
ance, which will reduce the low frequency response, the maximum d.c. plate current 
and the maximum power output. 

(ii) Optimum plate resistance 

The power output of a loudspeaker is equal to the power input multiplied by the 
efficiency. The power input to the primary of the loudspeaker transformer, under 
the usual operating conditions, is equal to the square of the signal plate current multi- 
plied by the reflected load resistance — 

Power input in watts = I^^R^ (1) 
where /p = signal plate current in amperes, r.m.s. 

aad Rj^ = load resistance reflected on to the primary of the transformer. 
The signal plate current is given by 

= iiEJir^ + Rj) (2) 
where /i = amplification factor of power output valve 

E, = signal grid voltage, r.m.s. 
and r„ = effective plate resistance of power output valve. 

Consequently, at the bass resonant frequency where the resistance Rj may rise to 
a high value, it is possible to have maximum plate circuit efficiency arid yet to have 
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(ii) OPTIMUM PLATE RESISTANCE 
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less than the maximum electrical power output, because the signal plate current is 
reduced by the high load resistance. This effect is most pronounced with low values 
of plate resistance, and with triode valves or negative feedback the loudspeaker 
acoustical output may actually fall at the bass resonant frequency. With pentodes 
without feedback the reverse occurs, since a pentode approximates to a constant 
current source, and there is a high peak of output at the bass resonant frequency. 

A similar effect occurs at the higher frequencies, the highest level of response 
occvirring with pentodes, an intermediate value with triodes having Ri = 2r„, and 
the lowest with constant voltage at all frequencies (a condition approached when a 
high value of negative feedback is used). 

For any one loudspeaker, there is a value of plate resistance which pro- 
vides most nearly constant response at all frequencies. 

Reference 5. 

(iii) Procedure for " matching " loudspeakers to various types of 
amplifiers 

When the load resistance is constant, the only procedure necessary is to select a 
transformer ratio so that the resistance reflected into the primary is the correct load 
for the amplifier. When the load is a loudspeaker, the procedure is outlined below. 

Class A Triodes, either singly or in push-pull, may be treated very simply by 
arranging for the loudspeaker impedance at 400 c/s to equal the correct load for the 
amplifier. Thanks to the shape of the triode characteristics, the rise of impedance 
at the bass resonant frequency decreases the distortion, and although the power output 
from the valve is lower than at 400 c/s this is counterbalanced by the rise of loud- 
speaker efficiency at this frequency. The rise of impedance above 400 c/s results 
in a tendency towards a falling response, but loudspeakers specially designed for 
use with triodes are capable of giving fairly imiform response up to their limiting 
frequency. As a result, the designer of an amplifier with a triode output stage need 
not consider the impedance versus frequency characteristics of the loudspeaker, but 
only the response. 

The ratio of the nominal load resistance R^to the output resistance i?o of the ampli- 
fier is not unimportant. If Ri/Rq is very high, the loudspeaker is being operated 
with nearly constant voltage at all frequencies. If RJRa is around 2 or 3, the voltage 
applied to the loudspeaker is slightly greater at frequencies where the loudspeaker 
impedance rises — this is generally an advantage. See also Chapter 13 Sect. 2(iv). 

Pentodes without feedback arc very critical with regard to load impedance 
[Chapter 13 Sect. 3(viii)]. Steps which may be taken to minimize the serious dis- 
tortion include : 

(1) The choice of a loudspeaker with a smaller variation of impedance with fre- 
quency, at least over the low frequency range [Chapter 20 Sect. l(v)]. 

(2) Shtmting the load by a capacitance, or a capacitance in series with a resistance, 
to reduce the impedance somewhat at high audio frequencies [Chapter 13 Sect. 3(viii)]. 
However, if the capacitance is sufficient to reduce the impedance to a more or less 
horizontal curve, there will inevitably be attenuation of the higher frequencies. 

(3) Shtmting the load by an inductance, through the use of a fairly low inductance 
of the transformer primary [Chapter 5 Sect. 3(iii)c ; Chapter 13 Sect. 3(vii), (viii)]. 
This only affects the low frequency peak, and is undesirable because of the resultant 
distortion. 

C4) The use of a vented baffle to reduce the low frequency impedance peak [Chapter 
20'Sect. 3(iv)]. 

(5) The selection of a loudspeaker impedance at 400 c/s rather lower than the 
nominal value, so that there is a variation on both sides of the nominal value instead 
of only on the upper side [Chapter 13 Sect. 3(viii)]. 

(6) The selection of an output valve capable of giving considerably more — say 
3 times — the desired power output, so as to reduce the distortion with an incorrect 
load impedance. 

(7) The use of negative voltage feedback (see below). 
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Fortvmately, owing to the characteristics of music, the input voltage applied to the 
grid of the power amplifier at high frequencies will normally be less than the maximum. 
This somewhat reduces the distortion at high frequencies. 

Pentodes with negative voltage feedback, when operated well below maximum 
power output, are less affected by the loudspeaker impedance variations than pentodes 
without feedback. If the feedback is large, the output voltage remains nearly con- 
stant irrespective of the loudspeaker. There is an optimum value of amplifier output 
resistance to give most nearly xmiform response at all frequencies with any one loud- 
speaker. 

When operated at maximum power output* with the small degree of feedback usual 
in radio receivers, the load resistance is critical. Satisfactory operation with low 
distortion can only be obtained by reducing the grid input voltage. 

With a large amount of feedback, as for a cathode follower, the impedance at 400 
c/s should be the nominal value for the valve. The increase of impedance at other 
frequencies will not then cause distortion. See also Chapter 7 Sect. 5(iv). 



SECTION 2 : MULTIPLE AND EXTENSION LOUDSPEAKERS 

(») Multiple loudspeakers — general (ii) Sound systems (in) Extension loudspeakers 
(iv) Operation of loudspeakers at long distances from amplifier. 

(i) Multiple loudspeakers — general 

Two or more loudspeakers may be connected to a single amplifier either to reinforce 
the sound in a large space, or to give a pseudo-stereophonic effect. In all normal 
cases the loudspeakers will each handle the whole frequency range and operate at 
approximately the same level. The usual arrangement is to coimect the loudspeakers 
in parallel either on the primary or secondary side. In the former case an a-f choke 
may be used in the plate circuit with capacitive coupling to the transformer primaries 
(Fig. 21.1). If the correct load resistance is R^, the nominal impedance of Ti and 
Ti should each be 2i?^. If there are N loudspeakers in parallel, each should have a 
nominal impedance of NR[^. The value of Cj may be calculated as a coupling con- 
denser [Chapter 12 Sect. 2(ii)] into a resistance i?^. If i?^ = 5000 ohms, Ci may be 
1 fiF for about 1 db Jloss at 60 c/s. The value of Li may be calculated as for an a-f 
transformer [Chapter 5 Sect. 3(iii)c and Table 2 p. 213]. The total attenuation is 
the sum of that due to Lj, the coupling condenser Cj and the transformer Tj. A suit- 
able value for is normally from 10 to 30 henrys. 




Pig. 21.1. Choke-capacitance coupling to two or more loudspeakers in parallel. 
Fig. 21 .2. Transformer coupling to 500 ohm line, across which two or more loudspeakers 
are connected in parallel. 

Alternatively the parallel loudspeakers may be connected across a 500 ohm (or any 
other convenient value) line from the secondary of transformer as in Fig. 21 .2. 
Here T3 will have a 500 ohm secondary and will reflect an impedance into the 
primary. Ti and will have nominal impedances each 1000 ohms. If there are 
N loudspeakers in parallel, each will have a nominal impedance of JV x 500 ohms. 



21^ 



(i) MULTIPLE LOUDSPEAKERS— GENERAL 



883 



The simplest arrangement is to connect the secondaries in parallel as for extension 
loudspeakers (Fig. 21.5). 

Loudspeakers may also be connected in series or in series-parallel) provided that 
the units are identical, with identical impedances. If loudspeakers having different 
impedances are connected in parallel, the power output from each will be inversely 
proportional to its impedance — 

Loudspeaker No. 1. Impedance Ri Power output Pi 

Loudspeaker No. 2 Impedance Power output 

Connected in parallel with applied voltage E : 
P, = E'^/Ri ; Pj = E'/Ri etc. for any number. 
If it is desired to operate two loudspeakers with power outputs in the ratio A to 1, 
where A is greater than 1 : 

Pi/P, = A ; R^/Ri = A 
The impedance of the two in parallel will be 
R = i?iPj/(Pi + 

Example : A monitor loudspeaker is to operate with an input power of 1 watt 
and is to be connected across a combined loudspeaker load of 30 watts with a total 
(line) impedance of 500 ohms. The ratio of power is 30 : 1 so that the impedance 
of the monitor loudspeaker (measured across the primary of its transformer) should 
be 30 X 500 = 15 000 ohms. In this case the monitor will have negligible effect on 
the combined impedance. 

(ii) Sound systems 

. In medium and large installations it is convenient to design amplifiers for a constant 
output voltage. The usual output voltage in U.S.A. is 70.7 volts but higher voltages 
100, 141, 200 etc. are also used (R.M.A. SE-lOl-A, July 1949, SE-106, July 1949). 
Each amplifier normally has its own distribution line suitably loaded by loudspeakers. 
Each loudspeaker may be arranged — by the use of transformer tappings — to take 
from the line any desired power, while any loudspeaker may be moved from one 
line to another without affecting its output level. If the loudspeaker transformers 
are correctly matched to the voice coil impedance and the line voltage, the matching 
of the whole distribution line to the amplifier will be correct when the line is loaded 
to the full capabilities of the amplifier. 

The American Standard (R.M.A. SE-106) specifies transformer secondary im- 
pedances of 4, 8 or 16 ohms ; this does not apply to transformers which are furnished 
only as part of a loudspeaker. The primaries are tapped to provide output power 
levels of 1 watt and proceeding upwards and downwards in 3 db steps (i.e. 1, 2, 4 
watts etc., 0.5, 0.25 etc.) when the standard input voltage is applied. 

(iii) Extension loudspeakers 

An extension loudspeaker is one which may be added to the existing loudspeaker 
in a radio receiver, for which provision may or may not be made by the set manu- 
facturer. 

The most common provision for an extension loud- 
speaker is shown in Fig. 21.3 in which the extension 
loudspeaker (marked " EXT ") is fed through a 
blocking condenser connected to the plate of the 
power valve. It is necessary for the user to arrange 
for flexible leads to be taken from two terminals on 
the chassis, across the primary of the stepdown trans- 
former, to the permagnetic extension speaker. If 
Fig. 21.3. Common form of the extension speaker has the same reflected load 
extension loudspeaker. impedance as the transformer of the original speaker, 
the power output will be shared equally between the two, but the impedance of the two 
speaker primaries in parallel will be only half what it should be for maximtun power 
output. If no provision is made to provide correct matching, the arrangement will be 
quite practical, except that the power output of both speakers together will be less than 
with correct matching. 
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An alternative arrangement, which has much to commend it, is the use of an ex- 
tension speaker with an impedance of about twice that of the speaker in the set. This 
means that the extension speaker will operate at a lower sound level than the one in 
the set, but the mis-matching will be less severe and the maximum volume obtain- 
able from the set will not be seriously affected. 

If negative feedback is used in the receiver, the effect of the connection of the 
external speaker on the voltmie level of the loudspeaker in the set will not be very 
noticeable at low or medium levels, although the same problem arises in regard to 
the overload level. 



Fig. 21 .4. Extension loudspeaker vHth provision for switching either loudspeaker alone. 
Fig. 21.5. Extension loudspeaker connected to the voice coil circuit. 

It is possible to modify the previous arrangement by nSeans of switches which can 
open-circuit the voice coil of the first speaker and at the same time close a switch in 
the primary circuit of the second speaker. This is illustrated in Fig. 21.4 from which 
it will be seen that only one speaker will be operating at the one time and there is 
therefore no problem with correct matching. With this arrangement, the extension 
speaker should have the same impedance as the one in the set and the power input 
to both speakers will then be equal. The two switches and could, of course, 
be combined into a single wafer switch. 

The previous arrangements have all adopted an extension from the primary of the 
loud speaker transformer and therefore at a high impedance. There are advantages 
to be gained in using the voice-coil circuit for the extension, as illustrated in Fig. 21.5. 
This avoids the necessity for a step-down transformer on the extension speaker and 
for a blocking condenser. The set manufacturer may fit two terminals on the loud- 
speaker housing, connected to the voice coil, as an alternative to Fig. 21.3. To obtain 
the same power from both speakers, it is necessary for the voice-coil impedances to be 
equal. If it is required to have one speaker operating at a higher level of sound than 
the other, the impedance of the second (lower output) speaker should be made higher 
than that of the first speaker. In such a case it is possible to obtain correct matching 
by calculating the impedance of both voice-coils in parallel and selecting a step-down 
transformer to suit. Very few voice-coils have an impedance less than about 2 ohms, 
so that it is possible to use quite ordinary wiring in the connections of the extension 
speaker. If the second speaker is to be situated more than say 10 feet from the first 
speaker, it may be desirable to use heavy wire, such as power flex (twin plastic is very 
convenient). In some cases it may be desired to operate the extension speaker at a 
rather lower level than the first speaker, in which case losses in the extension line may 
be desirable. 

A single-pole double-throw switch may be used to change over from one to the 
other voice-coil as shown in Fig. 21.6 (A). Here switch S is used to open-circuit 
the first voice-coil and at the same time to close the circuit to the second voice-coil. 
The further refinement of a series voltmie control jR is shown in the extension speaker 
circuit, so that the volume may be reduced below that of the speaker in the receiver. 
The resistance R should have a maximum value about 20 times that of the voice-coil 
impedance, but even so this arrangement cannot be used to reduce the volume to zero. 

In order to have a complete control over the volume from the extension loudspeaker, 
the arrangement of (B) may be used in which jR is a potentiometer with the moving 
contact taken to the extension speaker. 
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The series resistor volume control shown in Fig. 21.6 (A) increases the effective 
impedance of the extension loudspeaker circuit at low volumes, but this is not a 
serious detriment since the volume will be low and the mis-matching of only minor 
importance, particularly if negative feedback is used. The potentiometer method of 
volume control in Fig. 21.6 (B) has to be a compromise, and is incapable of giving 
satisfactory matching under a wide range of conditions. A reasonable compromise 
for the resistance R would be about five times the impedance of the voice-coil, but 
this will result in appreciable loss of power even at maximum volume. For perfect 
matching, resistance R should be taken into account, but for many purposes the effect 



may be neglected provided that R is not less than five times the voice-coil impedance. 
At low levels this arrangement has a high impedance but here again the effect will 
not be serious. 

Another form of volume control is a tapped secondary winding, with the extension 
speaker connected through a rotary switch to a selected tap. Taps may be made 
with each one 70% of the turns of the one above it, giving roughly 3 db steps, or 
80% for 2 db steps. This method causes serious mis-matching, and is not advisable 
unless there are several main loudspeakers and only one " extension " with volume 
control. 

The best method of volume control is a L type level control (Fig. 21.11) which 
provides constant input resistance and may be continuously variable (see Chapter 18). 

All the preceding arrangements are limited to the use of either of two speakers or 
have given a choice between one and both. The ideal arrangement is to permit 
the use of one or other or both. This is particularly helpful when the extension 
speaker is used in a different room and one may wish to operate the extension speaker 
alone. Tuning-in may be done by switching over to both speakers, adjusting the 
volume level to suit the extension speaker, and then switching over so that only the 
extension is in operation. Then, if at any time the speaker in the receiver is required 
to operate, this may be done simply by moving the switch without causing any inter- 
ference to the extension speaker. 



If it is desired to use a single secondary winding on the transformer it is possible 
to arrange two speakers as shown in Fig. 21.7 so that either or both may be operated. 
With this arrangement the resistor R (which should have a resistance equal to the 
voice-coil impedance of one of the speakers) has to be used to provide correct matching 



Pig. 21.6. Extension loud- 
speaker circuits incorporating 
volume control of the extension 
speaker. 






Fig. 21.7. Extension loudspeaker 
circuit incorporating smtching to 

operate either or both speakers. 
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when one speaker only is operating. Only half the full power output is available 
when one speaker is operating alone ; the full power output is, however, available 
when both speakers are operating together (switch position 1). This has the result 
that the switching in of the second speaker does not affect the volume level of the 
first speaker, the resistor R really being a dummy load to take the power which 
would otherwise be supplied to the second speaker. The two switches 5i and 5j 
may be made from a single wafer wave-change switch. 

A preferred arrangement, which does not result in any power loss under any cir- 
cumstances, is the use of a tapped secondary winding on the transformer. The full 
winding ofl the secondary is used for one or other loudspeaker, while the tap is used 
for both operating together ; this involves a more elaborate switching arrangement 
but one which may be justified in certain circumstances. 

The use of an appreciable amount of negative voltage feedback results in nearly 
constant voltage across the load under all conditions, and minimizes changes in 
volume level with any form of switching. 

When the loudspeaker is some distance firom the transformer secondary, the power 
loss in the connecting wiring Should not exceed 15%. 

Line length for 15% line power loss in low impedance lines : 



"Wire 


size 


Load Impedance (Ohms) 


A.W.G. 


S.W.G. 


2 


4 


6 


8 


10 


15 


14 


16 


60 ft. 


120 ft. 


180 ft. 


240 ft. 


300 ft. 


450 ft. 


16 


18 


38 ft. 


75 ft. 


113 ft. 


150 ft. 


190 ft. 


285 ft. 


18 


19 


23 ft. 


47 ft. 


70 ft. 


95 ft. 


118 ft. 


177 ft. 


20 


21 


15 ft. 


30 ft. 


45 ft. 


60 ft. 


75 ft. 


112 ft. 


22 


23 


9 ft. 


18 ft. 


28 ft. 


37 ft. 


47 ft. 


70 ft. 



Reference 20. 



(iv) Operation of loudspeakers at long distances from amplifier 

When one or more loudspeakers are to be operated at a considerable distance from 
the amplifier, it is usual to have at the amplifier a transformer to step-down, for 
example, to a 500 ohm " line " which may be in the form of ordinary electric power 
wiring for distances up to several thousand feet. At the far end there must be 
another step-down transformer from 500 ohms to the correct impedance to match 
the voice coil circuit impedance. In such a case the " line " does not itself impose 
any appreciable load j the loudspeaker impedance is reflected back through the trans- 
former to load the line. 

Line length for 15% line power loss in 500 ohm lines : 



Wire size (A.W.G.) 


19 


21 


23 


25 


Wire size (S.W.G.) 


20 


22 


24 


26 


Length of line (feet) 


4750 


2880 


1780 


1500 



Although 500 ohms is a popular value, any lower or higher value may be used pro- 
vided that the resistance of the line is not too great, and that the capacitance across 
the line does not seriously affect the high frequency response. 

A very popular line impedance is 600 ohms. 
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SECTION 3: LOUDSPEAKER DIVIDER NETWORKS 

^ When two loudspeakers are used in a 2 way system, it is necessary to have a frequency 
dividing network. The attenuation characteristic may have an ultimate slope of 
6, 12 or 18 db per octave, but the most generally satisfactory compromise is 12 db 
per octave. A slope of 6 db per octave is usually insufficient to prevent overloading 
of the high frequency unit at frequencies below the cross-over frequency. 

The theory of frequency dividing networks is covered in Chapter 4 Sect. 8(x). 
The simplest possible arrangement is Fig. 4.53A for which the values of Lo and Co 
are given on page 184 for known values of Ro and the cross-over frequency /c. In 
order to obtain reasonably satisfactory performance, the high-frequency imit should be 
a fairly substantial 5 in. or larger loudspeaker, and the cross-over frequency should 
preferably be between 800 and 1200 c/s. The high frequency response will obviously 
be restricted. The low frequency unit should have reasonable response up to about 
2000 c/s. One of the most popular arrangements for good fidelity is the series- 
connected constant-resistance type of Fig. 4.53B giving an ultimate attenuation of 
12 db. Both inductors and both capacitors have identical values. Here Z-i = 

Ra/(2\/'2nfc) and Ci = l/(\/2w/„i?o)- For example, let the voice coil impedance 
Rq be 10 ohms, and the cross-over frequency 800 c/s. 

Then Lj = 10/(2 x 1.41 x tt x 800) = 1.41 miUihenrys 
and Ci = 1/(1.41 x w x 800 x 10) = 28.2 jiF. 

The parallel-connected constant resistance tjrpe is also used (Ref. 21). 

Air cored multilayer solenoids may be used for inductances up to 8 millihenrys. 
Suitable sizes of formers are IJ in. dia., with axial length | in. for inductances from 
0.5 to 2,0 mH and li in. for inductances from 2.0 to 8.0 mH. The winding wire 
may be 17 A.W.G. (18 S.W.G.) double cotton enamelled copper. The outside dia- 
meter will be less than 4 in. for the values quoted above. 

FIG. 21.8 



Fj^-. 21.8, Filter type fre- 
quency dividing netviork, 
series connection. 



The mmiber of turns may be calculated from the formulae of Chapter 10 Sect. 
2(iv)A or alternatively from curves (Ref. 11 for 17 A.W.G. D.C.E.). 

Iron cores introduce distortion, and are therefore undesirable. However if iron- 
cored inductors are used, an air gap of 0.008 in. or 0.010 in. should be provided 
(Ref. 6 p. 101). Ferrite cores present possibilities for this application. 

In the filter type arrangement which is also popular, the two induaorsand the 
two capacitors have different values, and the nominal attenuation is 12 db per octave 
(Fig. 21.8). Taking the design constant m = 0.6, we have 
U = Ro/(.2^c) Co = l/(2'?/ci?o) 

1.8 = RJ{3.2nf,) C» = 0.8/(ir/.l?„) 

where L is in henrys and C is in farads (Refs. 6, 19). 

In all cases the series connection is preferable to the parallel connection. Resistance 
in the inductors has a slight effect on the attenuation at the cross-over frequency, while 
it also introduces insertion loss (0.3 to 1 db). Care should be taken to keep the re- 
sistance as low as practicable. The usual position is between a single power amplifier 
valve (or two in push-pull or parallel) and the loudspeakers. The insertion loss is 
therefore a loss of maximum output power. The divider network may be connected 
either on the primary or secondary side of the output transformer, the latter being 
more usual — in this case the transformer must be suitable for the total frequency 
range of both units. 
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If the dividing network is placed on the primary side, each of the two output trans- 
formers is only called upon to handle a limited frequency range, and may be of cheaper 
construction. One interesting application is Fig. 21.9 (Refs. 9, 16). For a plate- 
to-plate load of 5000 ohms and a cross-over frequency of 400 c/s the component 
values are : 

Li = 2.0 henrys (series aiding) ; inductance Ti primary = 50 henrys min. ; 
La = 1 .0 henry (with air gap) ; primary inductance = 2.0 henrys (with air 
gap) ; Ci = 0.16 /iF : Ca = 0.04 ^iF : leakage inductance of Ti not over 1 
henry : leakage inductance of not over 0.05 herury. 



FIG. 21.9 




Fig. 21.9. Alternative form 
of divider network using two 
stepdown transformers (Ref. 9). 



It has been shown that the arrangement of Fig. 21.9 produces less distortion than 
the conventional circuit : this is due to two features. Firstly, the low-pass filter 
Li, 2Ci attenuates high frequencies propagating in either direction ; as a result 
the harmonic components of magnetizing current in J'l have less effect on the high- 
pass channel. Secondly, the low-pass filter attenuates high frequencies on their way 
to Ti so that the transformer is only called upon to handle a limited range of fre- 
quencies, thereby reducing the distortion (Ref. 9). 

In the case of separate amplifiers for low and high audio frequencies, the divider 
network preferably precedes the amplifiers. This permits separate attenuators to 
be used for each chatmel ; these may be used for balancing the two units, or for tone 
control. 

If the high frequency tmit is more sensitive than the low frequency one, a simple 
form of fixed attenuator may be incorporated (Fig. 21.10). Here 
R, + = R„ and RJR^ = {EJE^) - 1 
where R^ = R^ RJiR^ + Ro). 

For example, to give {E JE^) = 2 (i.e. an attenuation of 6 db) : 
Ri = IRo and R^ = i?„. 



L.F. 



Fig. 21.10. Complete circuit from valve 
plate to loudspeakers, incorporating the 
filter of Fig. 21.8 with an attenuator on 
the h. f. speaker. 




If it is desired to use this as a variable attenuator to give tone control, it should pre- 
ferably be of the constant input impedance type such as the L pad [Fig. 21.11, also 
see Chapter 18 Sect. 3(iii)]. If a simpler type must be used, it may be designed as 
for Fig. 21.10 to give the correct input impedance at the normal operating position, 
but with a sliding contact. It will then have an incorrect impedance at any other 
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setting ; the effect is only slight if the sensitivity of this unit is very much greater than 
the other, as happens with horn and direct-radiator assemblies. 

If one loudspeaker unit has a lower impedance than the other, an auto-transformer 
may be used to provide correct matching. This may not be necessary if an attenuator 
is used on one unit. 

FIG. 21.1 1 



Fig. 21.11. L type level control providing 
constant input resistance. 




It is important to check for the phasing of the two loudspeakers ; in the vicinity of 
the cross-over frequency both units should be in phase (aiding one another). This 
may be checked by the use of a single dry cell connected in series with the secondary 
of the transformer ; in the case of 2 ohm voice coils there may be a 5 ohm limiting 
resistor connected in series with the cell. 

References 1, 2, 6, 9, 11, 12, 16, 19, 21, 22, 24, 25, 26. 
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SECTION 1 : INTRODUCTION 

Aerials and transmission lines differ from simple electrical networks in that their 
inductance, capacitance and resistance are not lumped but are distributed over dis- 
tances such that the time required for electrical energy to travel from one part to 
another has to be taken into account. In a single chapter it is, of course, impossible 
to attempt to give a theoretical treatment of these devices. What will be done vdll 
be to present some useful formulae, a few physical pictures of the processes which 
occur and some results of practical experience with aerials and transmission lines. 

SECTION 2 : THE TRANSMISSION LINE 

(0 Introduction (it) The correct termination for a transmission line (iii) Impedance- 
transforming action of a transmission line. 

(i) Introduction 

A transmission line consists of an arrangement of electrical conductors by means 
of which electromagnetic energy is conveyed, over distances comparable with the 
wavelength of the electromagnetic waves, from one place to another. The theory 
of transmission lines provides a link between circuit theory and the field theory of 
electromagnetic waves inasmuch as the properties of such lines may be determined 
either from the picttire of a transmission line as a filter network with an infinite number 
of elements, or from the picture of electromagnetic waves guided between (usually) 
a pair of conducting surfaces. 

Some of the properties of transmission lines will now be given. 

(ii) The "correct" termination for a transmission line 

A uniform transmission line has what is called a " characteristic impedance ". This 
is the impedance that would be measured at the end of such a line if it were infinitely 
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long. The importance of this characteristic impedance lies in the fact that if any 
length of line is terminated in an impedance of this value, then all the energy flowing 
along the line is absorbed at the termination and none is reflected back along the line. 
A result of this is that the input impedance of any length of transmission line terminated 
in its characteristic impedance is equal to the characteristic impedance. At radio 
frequencies, the characteristic impedance of all normally-used typ<-° of transmission 
line is almost purely resistive. 

The value of the characteristic impedance for a low-loss line is 
Z„ = \/l7c (1) 
where L and C are the distributed inductance and capacitance per unit length of the 
line. The velocity of propagation of electromagnetic waves along such a line is 
V = l/VIC (2) 

With air as the dielectric, ti = 3 x 10' metres per second, which is the velocity of 
light*. For other dielectrics 

u = 3 X lO'/V^ metres per second (3) 
where K ~ dielectric constant. 

In cables with polythene dielectric, for example, K = 2.2 and i; is therefore 0.67 
of the velocity of light. This means that the wavelength of the waves in the cable 
is only 67% of the wavelength in air. 

For a low-loss transmission-line the characteristic impedance may be found if C 
and L are determined. Actually it is not necessary to determine both — one is suffici- 
ent. 

If we combine (1) and (2) we obtain 

Zo = \lvC = vL. 1.4) 
For a transmission line consisting of a pair of parallel conductors 
276 d 

Za = -7= logio - ohms (5) 
^/K »■ 

where d is the distance between the centres of the conductors and r is the radius of 
each conductor. 
For a co-axial line 

138 , r, 

Zo = ^ log.o - (6) 

where ri is the inside radius of the outer conductor and is the outside radius of the 
itmer conductor. 

(iii) Impedance-transforming action of a transmission line 

If the line is terminated in an impedance Zj^ which is not equal to the characteristic 
impedance Zo of the line (or, in other words, tiie load is not matched to the line), then 
the energy is not completely absorbed at the termination, but some is reflected back 
along the line. As a result of this, standing waves are formed on the line, and the 
value of the input impedance to the line depends on the length of the line. The ratio 
of the voltage (or current) in the backward wave to that in the forward wave is called 
the reflection coefficient and has a value 

i " (7) 

Zi + Z, ^ ^ 

The standing-wave ratio in the line is the ratio of the maximum to the minimum 
voltage (or current) that appears at points along the line. (The distance between 
a maximum and an adjacent minimum is one quarter wavelength). 
The standing-wave ratio has a value— 
1 + 1*1 



P = 



(8) 



1 - 1*1 

If Z^ is resistive and has a value 1?^, then (8) becomes 
p = RJZ^ or ZJRj^ (9) 
depending on whether is greater or less than Zo. 

•A more precise value is 2.9979 X 10* metres/sec. — see Chapter 9 Sect. ll(iii) and Ref. El. 
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For a transmission-line having no dissipation, the input impedance Z, is given by 

7-7 COS + y Zq sin 

^' ~" Z„ cos ?l + yZi sin (3/ 
where |8 = 27r/A, A being the wavelength of the waves in the transmission line and / 
the length of the transmission line. 

If / is equal to any integral number of half waves, then 

cos ,8/ = cos = ± 1 

sin ^/ = 0 

and Zi = Zi, (11) 
i.e. the input impedance is equal to the load impedance irrespective of the value of Zq. 

On the other hand, if the line has a length equal to an odd integral number of quarter- 
waves, then 

Zi = ZoVZi (12) 
This relation is interesting, because it shows the basis of the quarter-wave trans- 
former, which is used extensively. The section of line will match a generator to a 
load if Zo is chosen to be equal to the square-root of the product of the generator and 
load impedances. 



SECTION 3 : AERIALS AND POWER TRANSFER 

(;') Introduction {ii) Power transfer. 

(i) Introduction 

The function of a receiving aerial is to collect electromagnetic energy which is pass- 
ing through the space surrounding the aerial, and to pass this energy into a radio re- 
ceiver. 

(ii) Power transfer 

We consider first the simplest case of energy transfer between a transmitter and a 
receiver, where two straight dipole aerials are placed a large number of wave- 
lengths apart and are far removed from any reflecting surface, such as the earth. 
Suppose that one aerial is energized by a transmitter, and that the other is connected 
to a receiver. If the power of the transmitter remains fixed, then we find that the 
power appearing at the receiver is dependent on a nimiber of factors — ■ 

(a) The received power is greatest when the aerials are parallel to each other (for 
short aerials, the maximum occurs when the axis of each aerial is perpendicular to 
the line joining the centres of the two aerials ; for aerials longer than one half-wave 
length, this is not necessarily so). 

(b) The received power is inversely proportional to the square of the number of 
wave-lengths between transmitting and receiving aerials. 

(c) For aerials less than one half-wave in length, the power received is independent 
of the length of either aerial, provided the aerials can be matched without loss to 
the transmitter or receiver. In practice, however, aerials very short compared with 
a wave-length are characterised by high ohmic losses. 

Paragraphs (b) and (c) may be simimarized quantitatively as follows. 

If Pj is the power emitted from a dipole aerial (less than half-wave in length) and 
Pg^ is the power available for transfer from the receiving aerial to a receiver, and n is 
the number of wavelengths between transmitting and receiving aerials, then 
P„ /O.U9\2 

-t- = \~^) ^'^^ 
Although this formula applies only when the aerials are situated in free space (or, 
as is shown later, when the transmitting and receiving aerials are of the short vertical 
type, situated close to a flat perfectly conducting earth), the formula is useful in illus- 
trating a very important fact, which is, that in the transfer of power between two 
aerials, the number of wave-lengths, rather than the distance, is the signific- 
ant parameter. As an illustration of this we may compare the energy available 
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at a receiver when the frequency of the emitted wave is (a) 600 Kc/s and (b) 150 Mc/s. 
We assume that the energy radiated in each case is 1000 watts and the distance be- 
tween transmitter and receiver is 20 kilometres. 

On applying the formula (13) we find that in the medium-frequency case, the power 
available at the receiver is 8.8 milliwatts^ while in the v-h-f case the power available 
is only 0.142 microwatts. 

This means that if both signals are to be amplified to produce, say 1 watt at the de- 
tector then the amplification required in the first case is approximately 20 decibels 
while in the second, it is nearly 70 decibels. 

These figures partly explain why a crystal receiver is very effective for long-wave 
reception, whereas a receiver required for v-h-f work usually has a large number of 
stages of amplification. 



SECTION 4 : CHARACTERISTICS OF AERIALS 

(i) Effective area of a receiving aerial (ii) The power gain of an aerial {Hi) The 
beam-width of an aerial. 

(i) Effective area of a receiving aerial 

The radio-frequency power passing through a unit area placed at right angles to the 
direction from a short dipole transmitting aerial does not (in free space) depend on 
the frequency. Its value is given by 

0 =- r— watts per square metre (14) 

if the distance d from the transmitting aerial is given in metres, and Pj- is in watts. 
Why is the power available at the receiver dependent on the frequency ? The reason 
is that the effective area for capture of energy by the receiving aerial depends on the 
frequency. 

The power available at the receiver is 

= M (15) 
where A is defined as the " effective area " of the receiving aerial. 

If we substitute values of and <P from (13) and (14) we find that the effective 
area for a short dipole is 0.119A^ In the example given above, A is approximately 
30 000 square metres in one case and is less than 0.5 square metre in the other. The 
reason for the enormous difference in the energy available at the receiver in the two 
cases is now clear. 

In the following table, the effective areas of various types of aerial are given : 



TABLE 1 



Type 


Effective Area 


Short dipole 


3AV87r or approx. O.llQA^ 


Half-wave dipole 


0.130A2 


Half-wave dipole with reflector 


0.25 to 0.50 A^ (depending on spacing) 


Broadside array with reflectors 


Physical area, approximately 


Broadside array, without reflectors 


Physical area/'2, approximately 


Short vertical aerial near earth 


3AV1677 



It will be seen from the table that the effective area for capture of electromagnetic 
energy by a short dipole is approximately equal to an area boimded by a circle which is 
at a radial distance of A/1.67r from the dipole. The physical significance of this is 
that such a circle very roughly forms the boundary between the region in which the 
local induction field of the aerial predominates and the region in which the radiation 
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field is the major component. Hence we can picture the aerial as capturing the energy 
which falls within the region in which the induction field of the aerial is of significant 
magnitude. 

A broadside array of dipoles with a reflecting curtain can absorb all the energy that 
falls on it. Without the reflectors, it absorbs only half the incident energy and radiates 
one quarter back towards the transmitter and one quarter in the opposite direction. 
A similar effect occurs with a dipole. If it absorbed all the energy available to it 
and reradiated none, then its effective area would be double the value given in Table 1 . 
A reflector is required to achieve this. 

(ii) The power-gain of an aerial 

The power-gain of a receiving aerial is the ratio of the power appearing at the input 
terminals of a receiver which is attached to the aerial to the power that would appear 
at the receiver if the aerial were replaced by a simple type of aerial (usually a half-wave 
dipole). 

The power gain, G, of an aerial, therefore, must be equal to the ratio of the effective 
area A of the aerial to that of the comparison aerial. 

With the half-wave dipole as the comparison aerial, we have 

G = A/0.130X^ (16) 

As an example we may consider the case of an array of N half-wave elements spaced 
one half-wave length and arranged in the form of a rectangular curtain. Then from 
Table 1 we find 

A !^ Physical area/2 <=i{ (Ar/2)(A/2)(A/2) = NXys (17) 
Therefore G NX^IMX' N (18) 
i.e. the power-gain of a broadside array of half-wave elements is approximately equal 
to the number of elements in the array. 

(iii) The beam-width of an aerial 

For a directional aerial having one major lobe in its directivity pattern there is a 
rough but usefiil rule to determine the angular width of this lobe. If the aerial has a 
breadth of n wave-lengths in any particular direction and the beam-width 6 of the main 
lobe is measxired in the same plane, then 

e 60/n degrees (19) 



SECTION 5 : EFFECTS OF THE EARTH ON THE PERFORMANCE 
OF AN AERIAL 

(j) Introduction (»») A perfectly-condiccting earth (iii) An imperfectly-conducting 
earth (iv) The attenuation of radio waves in the presence of an imperfectly-reflecting 
earth. 

(i) Introduction 

In the previous section the effect of reflecting surfaces has been disregarded. In 
practice, these effects must be taken into accoimt, except in rare cases. The two 
" svufaces " to be considered are the earth and the ionosphere. We deal here with 
the effect of the earth. 

(ii) A perfectly-conducting earth 

The effect of the earth on the propagation of radio-waves is complicated and no 
attempt will be made here to treat it at all fully. As a first approximation one can 
consider the earth as a perfecdy conducting flat surface. This enables one to use a 
device which simplifies the treatment considerably. One imagines an image of the 
aerial in the reflecting surface, and then the problem may be treated as one in which 
the aerial and its image are situated in free space. (The sign of the instantaneous 
potentials in the image are reversed from those in the aerial). 
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In Fig. 22.1 are shown the effects of the earth on the field pattern of a short vertical 
aerial and of a short horizontal dipole. It will be seen that the earth has no effect on 
the field pattern of the vertical aerial apart from removing the lower half of the pattern. 
With the horizontal aerial, however, there is complete cancellation of the waves in 
the horizontal plane and the resultant effect is zero. 

The conclusion may be drawn from the diagram that where waves are arriving at 
the aerial in directions parallel to the plane of the earth, then one would expect a 
vertical aerial to be very effective while a horizontal aerial would be ineffective. (This 
applies to a transmitting as well as to a receiving aerial). It will be seen later that this 
conclusion does not fit the facts, in all cases, because the earth is not a perfect con- 
ductor. At mediimi and low radio-frequencies, however, it is in agreement with the 
facts— horizontal aerials are of no use in communicating between two points both close 
to the earth. 

When waves are arriving at the aerial in directions inclined to the horizontal (as, 
for example, in the case of short-wave commimication via the ionosphere) then cither 
horizontal or vertical aerials may be used. If the distance between transmitter and 
receiver is not great, however, then the waves will be arriving at nearly vertical in- 
cidence and the horizontal aerial will be superior, provided that it is placed at a suitable 
height above the earth. The height at which the aerial should be placed above the 
earth depends on the angle of elevation of the waves which are to be received. The 
height is different for horizontal and vertical aerials. 

In Fig. 22,1, for an angle of elevation B, the distance d between the path lengths of 
waves to the aerial and to its image should be equal to an even number of half-waves 
in the case of a vertical aerial, and an odd number of half-waves in the case of a hori- 
zontal aerial. Simple trigonometry shows that this corresponds to a height h given by 
h = «A/(4 sin 0) (20) 
where n is an even integer for a vertical aerial and an odd integer for a horizontal aerial. 





Fig. 22.1. Effects of the earth on the field pattern of a short vertical aerial (A) and 
of a short horizontal dipole (B). Both (A) and (B) are cross-sectional views, and in (B) 
the sign + indicates direction of current into the paper while the sign — indicates the 
opposite direction. Polar diagrams of a short vertical aerial and a short horizontal 
dipole, both close to earth, are shown in (C) and (D) respectively. 
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(iii) An imperfectly-conducting earth 

The propagation of radio-waves close to the surface of a finitely conducting earth 
has been studied theoretically for many years. Zenneck first produced a solution 
to the problem, and later Sommerfeld gave a more accurate analysis. Unfortunately, 
the incorrectness of Zenneck's analysis combined with a small error in Sommerfeld' s, 
created some confusion that has persisted until the present day. As a result of the 
errors, it appeared that a special type of wave was propagated in the vicinity of the 
ground-plane. This wave was called a " surface-wave." It is known now, that this 
Zenneck " surface-wave " does not exist, but the name still appears in the literature 
on wave propagation. It is applied to the waves that travel between transmitting and 
receiving aerials when both are close (in terms of a wavelength) to the surface of the 
earth, as for example, in medium-wave broadcasting. When the aerials are raised 
several wave-lengths above earth, then the waves travelling between them are called 
" space-waves." These terms are artificial, but they serve some purpose in that they 
indicate that the conditions of propagation between two aerials placed close to the earth, 
are markedly different from those between two aerials elevated several wave-lengths 
above the earth's surface (as in v-h-f broadcasting). 

In the conditions of propagation to which the term " surface-wave " is applied, 
vertical aerials are superior to horizontal aerials. Thus vertical aerials are always 
used in medium-frequency broadcasting. (The horizontal portion of a medium- 
frequency receiving or transmitting aerial plays no useful part, except to increase the 
efficiency of coupling to the receiver or transmitter). 

When the aerials are raised several wave-lengths above the earth, as is usually the 
case in v-h-f commimication, then horizontal and vertical aerials have roughly equal 
effectiveness. 

When waves are not arriving at the aerial in a horizontal direction, then the differ- 
ence between an imperfectly conducting earth and a perfectly conducting one is not 
so marked. Hence for short-wave communication one can treat the earth as a perfect 
conductor without introducing serious error in the calculations. 



(iv) The attenuation of radio-waves in the presence of an imperfectly- 
reflecting earth 

At short distances from a transmitting aerial the resistivity of the earth does not 
have a major effect on the energy reaching the vicinity of the receiving aerial. The 
principal effect of the earth is that the energy flowing through unit area placed at right 
angles to the line of propagation is doubled. The reason for this is that the trans- 
mitting aerial is now emitting its energy into a hemisphere instead of into a full sphere 
as was the case in free-space propagation. 

Instead of the relation (14) we have now 

1> = 3Pj./4^<i2 (21) 
where the symbols have the same meaning as in formula (14). 

For a similar reason the effective area for capture of radiation by the receiving aerial 
is half that of the free-space case. For a short vertical aerial the effective area is 
A = 3\'/l6n. (22) 

The effects at the transmitting and receiving aerials, however, are such that the 
power attenuation between the two is the same as in the free-space case, so (13) is 
still applicable. 

As the distance between the two aerials is increased, it is found that the attenuation 
actually found between transmitter and receiver becomes increasingly larger than that 
given by (13). This is the result of both the finite conductivity and of the curvature 
of the earth. 

For the range of frequencies used in medium-wave broadcasting, and for earth 
of average conductivity (<r = 7 x 10^" e.m.u.), values of the power-flux per unit 
area at the receiver are shown in Fig. 22.2. 

Such curves are frequently given in terms of the strength e of the electric field of 
the wave. To convert this into power-flux per unit area, one may use the relation 
e = -v/377 0 volts per metre (23) 
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Fig. 22.2. Attenuation at medium frequencies of the radiation from a transmitter 
{I KW radiated, short aerial, average earth conductivity, a = 1 X W~^^ e.m.u., e — 15). 



where is expressed in watts /metre ^. 

Sometimes it is required to know the strength H of the magnetic field of the wave. 
This is related to the electric field by the expression 

H = (e/377) ampere-turn/metre* . (24) 

As a matter of interest, it may be noted that e and H are analogous to voltage and 
current in electrical circuit theory. On this analogy the number 377 appears to denote 
a resistance, and is called the intrinsic resistance of free space.f 

At very-high-frequencies, the attenuation of waves between two aerials close to 
the ground is rapid. This corresponds to the case of the so-called " surface waves " 
referred to in the previous section. Fortunately it is not difficult, at these frequencies, 
to raise the transmitting and receiving aerials several wave lengths above ground and 
achieve the conditions for " space-wave " propagation, where the attenuation is very 
much less. 

For such conditions, a rough but useful formula for the attenuation is given by 
Pg/Pr = (1-5 h-j-hfi/n^'y (25) 
where h^. and A„ are the heights (in wavelengths) above earth of the trans- 
mitting and receiving aerials, and the other symbols are the same as in (13). 

More accurate values may be found by using Figs. 22.3, 22.4 and 22.5. 

*The ampere-turn /metre is the unit of magnetic field strength in the Rationalized Meter Kilogram 
Second (M.K.S.) system of units. 

1 ampere-turn/metre = 4 x 10-" e.m.u. (oersted), 
t Note: e/H in e.m.u. = c; €/H in e.s.u. = 1/c. . , . 

« expressed in e.s.u. = H expressed in e.m.u. Refer to Chapter 38 Sect. l(u) on electncal and 
magnetic units. 




Fig. 22.3. Effect of raising the receiving aerial above the earth (1 KW af 45 Mc/s 
radiated over earth with conductivity a = 10"^' e.m.u. and transmitting aerial 30 feet 
above the earth). The same curves also apply when the transmitting and receiving 

aerials are transposed. 



Fig. 22.3 shows the effect of raising the aerial above the earth* for a frequency of 
45 Mc/s, and indicates that unless the aerials are close to the earth, horizontal and 
vertical polarizations have practically equal effectiveness. 

Fig. 22.4 and 22.5 for frequencies of 75 and 150 Mc/s were derived by T. L. Eckers- 
ley for vertically polarized waves, but may be used also for horizontally polarized 
waves with little error when the aerials are at heights above earth corresponding to 
normal practice. 



*An infinitely short dipole has been assumed. 
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Fig. 22 A (A) Attenuation at 75 Mc/s of the radiation from a transmitter (1 KW radiated 
over earth with a = 10"" e.m.u., e = 5, with receiving aerial at zero height) ; (B) 
Multiplying factor for height of receiving aerial above earth. 
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fl&i ;/ Attenuation at 150 Mc/s of the radiation from a transmitter (1 KW 

radiated over earth mth a = 10-; e.m.u., . = 5, with receiving aerial at zero height); 
{a) Multiplying factor for height of receiving aerial above earth. 
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SECTION 6 : THE EFFECT OF THE IONOSPHERE ON THE 
RECEPTION OF RADIO SIGNALS 

Radio propagation over long distances on the earth is possible because of the pre- 
sence of layers of ionized gas in the higher atmosphere of the earth. Signals reflected 
from the ionosphere are used exclusively in short-wave reception. 

The principal reflecting layers in the ionosphere are the E and F2 layers, situated 
at roughly 60 miles and 200 miles, respeaively, above the surface of the earth. The 
E layer is a poorly reflecting surface and hence short-wave communication almost 
exclusively takes place via the layer. In designing a receiving aerial for short- 
wave communication, one must calculate the angle of elevation at which signals will 
arrive at the aerial, and then use the relation (20) to determine the height at which the 
aerial should be placed above earth. This calculation involves a knowledge of the 
height of the ionospheric layer, the distance between transmitting and receiving aerials, 
and the curvattire of the earth. 

The Australian reader is referred to the " Radio Propagation Handbook " and the 
" Monthly Ionospheric Predictions " produced by the Ionospheric Prediction Service 
of the Commonwealth Observatory, for information on communication by way of the 
ionosphere. In America the equivalent publications are the N.B.S. Circular 465 
" Instructions for the use of basic radio propagation prediction " and CRPL-D pub- 
lication " Basic radio propagation predictions " obtainable from the Central Radio 
Propagation Laboratory, National Bureau of Standards, Washington, D.C. The 
English reference is Bulletin A, published by Radio Research Station, National 
Physical Laboratory. 

See also Chapter 8 References 5, 7 and 10. 

In medium-wave broadcasting the ionosphere does not reflect any appreciable 
amount of energy during daylight hours. At night, however, waves are reflected 
back to the earth from what remains of the E layer (unlike the F layer, the E layer 
practically disappears at night) and these waves provide a secondary, or fading, service 
during the night hours over distances of hundreds of miles. Unfortunately, these 
reflected waves reach the earth also at relatively short distances (50 to 100 miles) from 
the transmitter and combine with the groimd waves to produce a very objectionable 
type of fading. Hence the primary or non-fading service area of a medium- wave 
broadcasting station may be less at night than during the day. Aerials that favour 
signals which arrive horizontally and discriminate against those that arrive from high 
angles will diminish this undesirable effect. This normally cannot be done very 
effectively because the height required for the aerial is neither possible nor economical 
in a receiving installation. The best that can be done is to avoid types of aerials 
that accentuate this effect. Where night-time fading of signals is encountered, 
straight vertical aerials should be used. Loop aerials and inverted-L aerials with 
long horizontal sections should be avoided, and care should be taken that r-f coupling 
between the power mains and the receiver is kept to a minimum. 



SECTION 7 . THE IMPEDANCE OF AN AERIAL 

(i) Introduction (ii) Resistive component of impedance {Hi) Reactive component 
of impedance (iv) Characteristic impedance of aerial (v) Examples of calculations 
(vi) Dipoles (vii) Loop aerials. 

(i) Introduction 

In the previous sections, the energy ideally available at the receiver terminals has 
been calculated. This energy is available, however, only if the receiver is matched 
to the aerial, and if there are no resistive losses associated with the aerial or aerial- 
earth system. 

If the input circuit of a receiver is to be designed to extract the maximum energy 
from the radio-waves that are passing the aerial, then a knowledge of the component 
parts of the impedance of the aerial is required. 
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(ii) Resistive component of impedance 

The first part of the aerial impedance to be considered is the resistive part con- 
cerned with the coupling between the aerial and the space around it. This is called 
the Radiation Resistance of the aerial and is the resistance that would be measured 
at the point of maximum current in a timed aerial, in the absence of resistive losses. 
If a load resistance of this value 
is placed in the aerial at the point 
considered, then the aerial would 
extract from a passing wave an 
amount of power equal to the 
" available power " calculated in 
the previous sections. 

The calculation of the radia- 
tion resistance of an aerial is not 
easy, and in most cases the calcu- 
lations provide only approximate 
answers. The reader is referred 
to standard texts for these ap- 
proximate methods of calcula- ^ 
tion. f 

If the impedance is measured 8 
at the base of an ideal vertical H 
aerial, then the resistive compon- 
ent is called the Base Radiation 
Resistance. Values of this § 
for the types of aerial com- 8 
monly used in medium-fre- 
quency reception are given in 
Fig. 22.6. I 

If the r-f resistance at the base 
of an aerial is measured, it will 
be fotmd to be greater, in general, 
than the calculated radiation re- 
sistance. The difference repre- 
sents the loss resistance associ- 
ated with the aerial-earth system. 
For a short aerial with small radi- 
ation resistance, the loss resist- 
ance may be many times greater 
than the radiation resistance. 
With such an aerial one can ex- 
tract only a fraction of the power 
ideally available at the terminals 
of the aerial. 




Total Lntfth of Aerial In Wave Icngchf (Jl/^ 

FIG. 32.6 



Pig. 22.6. 



Base radiation resistance 
inverted L aerial. 



of an 



If we wish to calculate the power that may be extracted from the aerial in the pre- 
sence of resistive losses we proceed as follows. 

The power ideally available at the aerial may be calculated and we can use in- 
formation such as that given in Fig. 22.6 to find the radiation resistance i?^ of the 
aerial. By measuring the base resistance and subtracting Rj^ from this we are left 
with Rj, the equivalent series loss resistance of the aerial-earth system. The equiva- 
lent circuit is shown in Fig. 22.7. It may be noted that we have not yet calculated e, 
the equivalent e.m.f. induced in the aerial by the radio-wave. This can be done 
easily however, because we know the resistance and the power Pg that would be 
generated in a load resistance of this value if were absent. Across such a load we 
would have a voltage of e/2. 
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Hence e = iVPgRg (25A) 
When i?£ is not negligible, then the load resistance R must 
be increased to + J^^ for maximum power transfer. 
In this case, the power in the load is 

(26) 



P' = (1)7 (R« + Rl) 



Hence the ratio of power actually extracted from the 

FlG.22.7 aerial to that ideally available (or the radiation efficiency 

Pig. 22.7. Eqmva- of tlie aerial) is given by 

lent circuit of aerial- P'/Pr = Rg/iPR + ^i)- (^27) 

earth system. -j-g ^^y.^ g simple example, suppose that we have a vertical 

aerial of 1/16 wavelength, and an earth resistance of 20 
ohms and that we wish to calculate the radiation efficiency of the aerial. 

From Fig. 22.6 we find i?^ = 1.6 ohms, and we are given Rj^ = 20 ohms. Then 
P'/P = 0.08, which is the radiation efficiency of the aerial. 

(iii) Reactive component of impedance 

So far, only the resistive component of the base impedance of the aerial has been 
mentioned and we have assumed that the reactive part has been tuned out. It is 
most desirable that we should be able to calculate this reactive component, at least 
roughly, from the aspects of both the design of the input circuit of the receiver and 
the estimation of losses introduced by the tuning reactances. 

A simple way to make an approximate calculation of the reactance of an aerial, 
is to treat it as a section of transmission line. We can simplify this treatment still 
further by neglecting the resistive component of the aerial impedance and by assuming 
that the transmission line has no loss. (This treatment breaks down when the base 
of the aerial is close to the point of minimum current of an aerial, but this case is very 
seldom met in an aerial designed for reception). Hence we can use the simple trans- 
mission line formula (10). 

If the aerial is a straight wire, then this may be taken as an open circuited length 
of line. The terminating impedance Zj^ is then infinite and (10) becomes 

= X> = - jZ, cot j8/ (28) 

This formula can be applied also to an inverted L aerial, by neglecting the bend in 
the aerial and by taking / as the total length of wire in the aerial. If the aerial has a 
more elaborate type of capacitance top, then one can proceed as follows. Imagine 
the capacitance top broken at the point at which it joins the downlead of the aerial. 
Use (28) to calculate Zj for each section of the capacitance top, then combine in parallel 
the values of Z,-. The resultant is then the terminating impedance of the aerial 
downlead. The impedance of this is then obtained from (10). 

(iv) Characteristic impedance of aerial 

As yet, we have given no indication of the value of characteristic impedance Z„ to 
be assigned to the aerial. Various approximate formulae are available for this, but 
that of Steinmetz is possibly the best. This is 

Z„ = 138 logio {\ld) - 104 ohms (29) 
where A is the wave-length 

and d is the diameter of the aerial conductor (or cage) measiured in the same units 
as A. 

(v) Example of calculations 

The following worked example uses much of the work covered so far in this chapter. 
Exaniple 

A receiving aerial of the inverted-L type has a horizontal top section of 50 ft. length 
and a 30 ft. vertical downlead. The aerial conductor is composed of 7/.029 in. copper 
wire, (a) What is the input impedance of the aerial at a frequency of 1000 Kc/s, 
if the equivalent series earth resistance is 20 ohms ? (b) What voltage will appear 
at the input terminals of a receiver, matched to the aerial, if the receiving aerial is at 
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a distance of 20 miles from a transmitter ? The transmitter has a short aerial (less 
than quarter-wave) and radiates 500 watts. The ground between transmitting and 
receiving aerials has a conductivity of 7 x 10~^* e.m.u. 

(a) Calculation of input impedance 

The length of conductor is 80 feet or 24.4 metres, therefore //A= 24 4/300 = 0.0813. 
From (28), JSf; = - yZo cot 27r;/A. 
We obtain Z„ from <29) : 

Zi = 138 :ogi„ 1.36 X 10= - 104 = 603 ohms 

and 2ttI/X = 29.3°. 
Therefore X, = - / 603 cot 29.3° = - / 1070 ohms. 

Next, to obtain Rj^ we use Fig. 22.6. For this aerial the ratio of the horizontal 
portion of the aerial to the total length is 0.625. By interpolation between plotted 
values we find that /? ^ is approximately 1 .0 ohm. The series loss resistance is given 
as 20 ohms, hence the total resistance at the base is 21 ohms. 

The base impedance of the aerial is then 
Zt = 21 - j 1070 ohms. 

(b) Calculation of voltage at receiver terminals 

From Fig. 22.2 we see that at the given frequency and distance the power flux per 
unit area 0 is 2.0 X 10^* watts/m^ for a radiated power of 1 KW. Hence 0 is 
1 .0 X 10-* for 500 watts radiated. The effective area of the aerial is given in Table 1 
as 3A^/16t7. Hence the power ideally available is 
= 1.0 X 10-« X 3 X 3OOVI617 
= 0.535 X 10-* watts. 
From (25A) we find that the e.m.f. induced in the aerial (referred to the base radia- 
tion resistance) is e — 2-\/ PgRj; = 1.46 X 10-^ volts or 14.6 millivolts. 

21 ohmj -> 1070 ohms 

— r( — 9 L 

Acriol I Rcctfver 3+jl070ohmt 

? 21 oKmj 

6- J 

FIO. 22.8 

The voltage appearing at the aerial terminals will be greater than the induced e.m.f. 
because of the highly reactive impedance of the aerial. The equivalent circuit of 
the aerial and input circuit of the receiver are shown in Fig. 22.8. We see that the 
aerial ctu'rent is 

2 = 1.46 X 10"^/42 and the voltage at the receiver terminals is approximately 
V = i 1070 = 0.373 volt. 

(vi) Dipoles 

The second type of aerial, the impedance of which we may wish to calculate is the 
dipole aerial. Dipole aerials well removed from the earth may be treated in a maimer 
similar to that of a vertical aerial, because, at least approximately, a vertical aerial 
with its image forms a dipole aerial. With the vertical aerial we measure the imped- 
ance vnith respect to the neutral point (earth) of the equivalent dipole, so the impedance 
is only half that of the equivalent dipole. Hence in calculating the impedance of a 
dipole we can use the results obtained previously, but multiplied by a factor of two. 
Because a dipole aerial (remote from the earth) has no earth loss, it is in general more 
efficient than the equivalent vertical aerial with earth return. 

The most commonly used variety of dipole aerial is the resonant, or half-wave 
variety. When remote from earth it has twice the impedance of a quarter-wave 
aerial, i.e. its impedance is resistive and has a magnitude of 73 ohms. When in the 
vicinity of the earth, the impedance depends on the height above earth. The variation 
is shown in Fig. 22.9. 

Reflectors are sometimes used with half-wave aerials at very high frequencies. 



Fig. 22.8. Equivalent circuit of 
aerial and input circuit of the 
receiver. 
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In Fig. 22.10 is shown the effect, on the radiation resistance of a half-wave dipole, 
of the spacing between aerial and reflector, when the latter is tuned to provide maxi- 
miim fotward radiation. (For further information on the effects of reflectors the 
reader is referred to Ref. 14). 

(vii) Loop aerials 

Another common type of aerial used in broadcast reception is the loop aerial. With 
such aerials, the radiation resistance at medium frequencies is normally negligible 
compared with the loss resistance of the conductors. The aerial may be treated as a 
limiped inductance, the electrical constants of which can be calculated from well 
known formulae. 




Aerial Height Above Earth (in Wavelengths) 

FIG. 22.9 

Fig. 22.9. Radiation resistance of horisuntal half-wave dipole aerial plotted against 
height of aerial above the earth. 
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Spgcinj in Wgvslcngthi p|g jj |q 

Fig. 22,10. Radiation resistance of half-wave dipole aerial plotted against spacir^ 
between aerial and reflector (funed to provide maximum forward radiation). 



SECTION 8 : DUMMY AERIALS 

When a signal generator is used in adjusting a receiver and in measuring its per- 
formance, it is necessary that the generator should present an impedance at the input 
terminals of the receiver which is equal to that of the aerial. At a single frequency 
this presents no difiBculty ; one may calculate the aerial impedance in the manner 
shown in the previous section and then add appropriate amounts of resistance and 
reactance in series with the generator impedance to produce an impedance equal 
to that of the aerial. 

When the receiver is required to be used over a range of frequencies, the produaion 
of a dummy aerial that will simulate the aerial is not quite so easy. If the aerial is 
very short and has a radiation resistance less than the aerial-earth loss resistance, then 
we can assume the latter to remain constant in value. We have to produce, therefore, 
a reactance which changes in the same way as that of the aerial. With a very short 
aerial, the term cot pi in (28) is approximately equal to l/jSZ and we have 

X, - jZJpl (30) 
which may be reduced to 

2^ ^^^^ 
where C is the total capacitance of the aerial. 

Hence, for such an aerial, the dummy consists of a fixed resistor in series with a 
fixed capacitor. The impedance of a longer aerial may be represented moderately 
well over a range of frequencies by a resistor, inductor and capacitor in series, all 
shtmted by a capacitor. For such networks we refer the reader to sources listed in 
the bibliography. 

For standard dummy aerials to be used in receiver testing, see Chapter 37 Sections 
1 and 2. 
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With a receiver designed to operate with a loop aerial, it is not usual to use a dummy 
aerial when testing the receiver. Instead the aerial is left connected to the receiver 
and a known e.m.f. is induced in the loop. This is effected by connecting a second 
loop to a signal generator, and placing the two loops at a suitable distance from each 
other. The e.m.f. induced in the receiving loop can be calculated if, in addition to 
the distance, the dimensions of the loops, the number of turns, and the current in 
the transmitting loop are known. 



SECTION 9 : TYPES OF AERIAL USED FOR BROADCAST 

RECEPTION 

{») Introduction (w) Medium-frequency receiving aerials (iii) Short-wave re- 
ceiving aerials (iv) V-H-F aerials, 

(i) Introduction 

Only simple types of aerials, such as are employed in broadcast reception, will be 
described here ; no mention will be made of the more complicated aerials used in 
point-to-point communication services. 

There are three important factors to be considered in the design of an aerial for 
reception. 

(a) Its effective area for the capture of radio energy and its efficiency should be 
sufficiently great to provide a signal that will override the internal noise of the receiver. 

(b) It should be placed as far as possible from sources of noise-interference and, 
in particular, it should be situated outside the induction field of such generators. 

(c) If the radio signal should arrive at the receiver by two different paths (e.g. 
ground-wave and sky-wave) so that distortion of the received' signal results, then 
the aerial should have sufficient directivity to favour the wanted signal and reject 
the imwanted one. 

At very-high frequencies, the effective area for capture of radio-energy by an aerial 
becomes so small that the first factor is of great importance. In medium-frequency 
reception, on the other hand, the second factor is the most important. One reason for 
this is that at such wavelengths it is not easy to place the aerial outside the induction 
field of noise sources. This may be seen from the following discussion. 

At a distance of several wave-lengths from an aerial the power flowing through unit 
area falls off as the inverse square of the distance from the aerial. This implies that 
the field strength of the signal falls inversely as the distance [see (23)j from the aerial. 
This field is called the radiation field of the aerial. An aerial has also another com- 
ponent of its field which is the predominating one at points close to the aerial, but 
faUs off rapidly and becomes negligible compared with the radiation field at a distance 
of a few wavelengths from the aerial. This is called the " induction field." At a 
distance of approximately one sixth of a wavelength (A/2w) from a short aerial, the 
components of the induction and radiation field are equal. At shorter distances the 
intensity of the magnetic field of the aerial increases roughly as the inverse square of 
the distance from the aerial while the intensity of the electric field increases roughly 
as the inverse cube of the distance. It is obviously desirable that a receiving aerial 
should be situated outside this zone around a noise source in which the field intensity 
increases very rapidly as the distance between receiving aerial and the generator is 
decreased. This is comparatively easy at very-high frequencies* where one sixth of 
a wavelength may be only one or two feet. At medium frequencies, the corresponding 
distance is of the order of 50 yards and it may be difficult to place the aerial at such a 
distance from sources of electrical interference. 

(ii) Medium-frequency receiving aerials 

Aerials short compared with one half-wave length are generally used. These may 
be of the straight- vertical, inverted-L or T types. The characteristics of these have 
been discussed in previous sections. 
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Very small aerials of this type are sometimes used indoors. Such aerials are use- 
ful only when the required signals are of large intensity, because these indoor aerials 
do not fulfil any of the three conditions listed above, except when close to broadcast 
stations. Besides being inefficient because of their small size, they are also partially 
shielded by earthed conductors in the house-wiring. They are also very liable to 
pick up r-f noise carried along the power mains. 

Loop aerials are sometimes used in broadcast receivers. When used indoors 
they have the same drawbacks as the indoor capacitance type aerial, except that if 
shielded, or balanced with respect to earth, they are less sensitive to inductive inter- 
ference from nearby sources of r-f noise. The reason for this is that a balanced or 
shielded loop responds to the magnetic component of the field of an aerial, whereas 
the capacitance type aerial responds to the electric component. In the radiation 
field, these two components are equal and are mutually dependent. In the im- 
mediate vicinity of an aerial they are not equal, and the electric component increases 
more rapidly than does the magnetic field as one approaches the aerial. Hence in 
the vicinity of a radiation source of r-f noise, a loop aerial will pick up less energy than 
will a vertical aerial. 

A loop aerial is more sensitive to waves arriving at steep angles to the plane of the 
earth than is a vertical aerial. Hence it should not be used where interference be- 
tween ground and skywaves is experienced. In such conditions a straight vertical 
aerial is- normally the best type of aerial that can be used. In special circumstances, 
such as occur sometimes in country areas, it is possible to use another type of aerial, 
called a wave-anteima, to reduce ground- wave - sky-wave interference. 

The wave anteima consists of a horizontal wire several wave lengths long suspended 
a few feet from the groimd and directed towards the required broadcast station. 

It fimctions because of an effect that has not been mentioned previously, called 
wave-tilt. This is the production of a radial component of the electromagnetic field, 
when the waves are passing over imperfectly conducting ground. This component 
is picked up by the horizontal wire which, when a wavelength or more long, has 
maximum directivity along its axis. 

(iii) Short-wave receiving aerials 

Since short-wave reception usually is concerned with signals of low field intensity, 
efficient aerials placed well away from sources of interference are required. In an 
earlier section it was shown that the height of the aerial above ground is also important. 
Indoor aerials are most imsultable for short-wave reception. A half-wave dipole 
placed at the correct height above earth and connected to the receiver by a trans- 
mission line provides an eflBcient receiving system over a icstricted range of fre- 
quencies. In short-wave reception, however, one is concerned with a range of ap- 
proximately 3 to 1 in frequency. If the aerial is to provide a reasonably good match 
to the transmission line or receiver over such a frequency lange^ then a more elaborate 
aerial than the simple half-wave type is required. 

One way of doing this is to arrange a number of half-wave dipole aerials in the form 
of a fan and connect them in parallel. Each dipole is tuned to one of the frequency 
bands allotted for short-wave broadcasting. At resonance the half-wave dipole 
matches a 70 ohm transmission line. The dipoles that are off resonance provide high 
and predominately reactive impedances of both signs in parallel with the 70 ohms 
of the resonant dipole, and have small overall effect. 

Such an aerial is connected to the receiver by a balanced transmission line. The 
receiver must be provided with an input circuit that is also balanced with respect to 
earth. Alternatively an aperiodic balance/imbalance transformer must be connected 
between the transmission line and the receiver. 

An aerial that has similar characteristics to the one described above, but is not of 
the balanced type, is shown in Fig. 22.11. It is essentially half of the fan arrange- 
ment of dipoles. A common type of co-axial transmission line, having a characteristic 
impedance of 50 ohms, is suitable for use with this aerial. A few buried radial wires 
roughly half-wave (at the mid-frequency) in length provide a good earthing system 
for this aerial. 
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FIG. 22.11 



(tv) V-H-F aerials 

Because the effective area of an aerial at very high frequencies is small and the 
amount of energy that it can supply to the receiver is correspondingly small, it is 
essential that the efficiency of the aerial system should be high. At these frequencies 
the signal power per unit area at the aerial increases as the square of the height above 
ground, so the aerial should be placed at the maximum available height. 

At very high frequencies the dimensions of the aerial are so small that rigid rods, 
rather than flexible wires, are used as aerial conductors. This simplifies the problem 
of the mechanical support for the aerial. Half-wave dipoles and quarter-wave ver- 
tical aerials with a counterpoise are the most common arrangements. The provision 
of a reflector is not difficult and is sometimes advantageous. 

Matching the aerial to a transmission line is effected, when necessary, by means of 
sections of transmission line, rather than by combinations of lumped inductors and 
capacitors. Space does not permit a treatment to be given here of the great variety 
of line-sections, stubs and other impedance transforming devices that are in common 
use at very high frequencies. Nor can we deal with the very large number of varieties 
of aerial in use. A few of the conunon types are shown in Fig. 22.12. Of these, 
(a), (b), (c) and (d) are designed for reception of vertically polarized waves, and (e) 
and (f) are for horizontally polarized waves. The aerial (a) is the simplest type. It 
consists of a quarter wave radiator connected to the inner conductor of a co-axial line. 
Connected to the end of the outer conductor of the coaxial line is a quarter-wave 
" skirt," which forms, in effect, the second half of a vertical dipole. The impedance 
of the aerial is roughly 70-75 ohms and matches directly a common type of co-axial 
transmission-line. The disadvantage of this aerial is that the " skirt " is coupled 
to the outer conductor of the transmission-line and will pick up signals or noise that 
are present on this. 

Type (b) consists of a vertical quarter-wave aerial with four horizontal quarter 
wave elements which form an artificial earth plane. The impedance of this aerial is 
lower than that of the normal quarter-wave aerial above a full earth plane, and it 
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requires a matching stub, or a qxiarter-wave transformer to transform its impedance 
to that of a usual type of co-axial transmission line. The impedance of this aerial 
may be increased by a factor of four, by the device shown at (c), and the necessity of 
providing an impedance transformer is eliminated. Type (d) is a discone aerial, 
useful over a wide range of frequencies. 

(e) Is the most commonly used type of horizontal aerial. It consists of two quarter- 
wave arms, one connected to the inner, and one to the outer conductor of a co-axial 
line. An outer quarter- wave sheath is cormected At its lower end to the outer con- 
ductor of the co-axial line. The effect of this is to isolate the latter from earth, and 
hence preserve the balance of the aerial with respect to earth. 
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(f) Is a modification of (e). The aerial conductors are made in the form of a conical 
cage to increase the frequency-range over which the aerial is effective. In this aerial 
another method of providing the transformation from the unbalanced transmission 
line to the balanced dipole is shown. It consists of splitting the outer conductor of 
the co-axial line into halves, for a distance of one quarter-wave. At the top of this 
" split " the halves of the dipole are connected directly to the outer conductor, while 
the iimer conductor of the transmission line is connected to one of them. 

One of the most easily constructed aerials is the folded half-wave dipole, which is 
shown in Fig. 22.12 (g). Whilst the radiation characteristic is the same as that of a 
conventional half-wave dipole, the folding produces an impedance transformation. 
When the conductors are of the same diameter throughout, the input impedance of 
the aerial is approximately 300 ohms. This enables the aerial to be matched directly 
to a 300 ohms moulded transmission line, which is commercially available. The 
spacing between the parallel conductors is not critical but, as in the case of a trans- 
mission line, it must be very small compared with a wavelength. 

SECTION 10 : REFERENCES 

1. Southworth, " Certain factors effecting the gain of directive antennas " Proc. I.R.E. 18.9 (Sept. 
1930) 1502. 

2. Burgess, R. E. " Aerial characteristics — relation between transmission and reception," W.E. 21.247 
(April 1944) 154. 

3. Schelkunofr, S. A. " Theory of antennas of arbitrary shape and size " Proc. I.R.E. 29 (1941) 493. 

4. Pistclkors, A. " The radiation resistance of beam anteimas " Proc. I.R.E. 17 (1929) 562. 

5. Colebrook, F. M. " An experimental and analytical investigation of earthed receiving aerials " 
Jour. I.E.E. 71 (1932) 235. 

6. Sturley, K. R. "Receiver aerial coupling circuits" W.E. 18.211 (April 1941) 137. 

7. Burgess, R. E. " Receiver input circuits — design considerations for optimum signal/noise ratio " 
W.E. 20.233 (Feb. 1943) 66. 

8. Wells, N. " Shortwave dipole aerials " W.E. 20.236 (May 1943) 219, also letter J. S. McPetrie 
20.237 (June 1943) 303. 

9. Stewart, H. E. " Notes on transmission lines — use of general equations in determining line pro> 
perties" Q.S.T. (August 1943) 25. 

10. Laport, E. A. " Open wire radio frequency transmission lines " Proc. I.R.E. 31.6 (June 1943) 271. 

11. Wheeler, H. A., and V. E. Whitman, "Design of doublet antenna systems" Proc. I.R.E. 24.10 
(Oct. 1936) 1257. 

12. Carlson, W. L., and V. D. Landon, " New antenna kit design" R.C.A. Rev. 2.1 (July 1937)60. 

13. Carter, P. S. " Circuit relations in radiating systems " Proc. I.R.E. 20.6 (June 1932) 1004. 

14. Browm, G. H. " Directional antennas " Proc. I.R.E. 25.1 (Jan. 1937) 78. 

15. Data Sheet 53 " Aerial characteristics II — radiation resistance and polar characteristics " Electronic 
Eng. 15.188 (Oct. 1943) 197. 

16. King, R, " Cotipled antennas and transmission lines " Proc. I.R.E. 31.11 (Nov. 1943) 626. 

17. King, R., and C W. Harrison " The receiving antenna," Proc. I.R.E. 32.1 (Jan. 1944) 18. 

18. Burgess, R. £. " Reactance and effective height of screened loop aerials " W.E. 21.248 (May 1944) 
210. 

19. Burgess, R. E. " The screened loop aerial " W.E. 16.193 (Oct. 1939) 492. 

20. Colebrook, F. M. " The application of transmission line theory to closed aerials " Jour. I.E.E. 83 
(1938) 403. 

21. Burgess, R. E. " Aerial characteristics " W.E. 21 (1944) 154. 

22. Kronenberg, M. H. " A multiple antenna coupling system — a method of operating several receivers 
on a single antenna " Q.S.T. (Aug. 1944) 9. 

23. " Loops and small doublet antennas for F.M. receivers " A.R.T.S. and P. Bulletin No. 136 (9th 
Oct. 1944). 

24. Carter, P. S. " Simple television antennas " R.C,A. Rev. 4.2 (Oa. 1939) 168. 

25. Sherman, J. B. " Circular loop antennas at u-h-fs," Proc. I.R.E. 32.9 (Sept. 1944) 534. 

26. Kendell, E. M. " Receiver loop antenna design factors " Comm. 25.11 (Nov. 1945) 62. 

27. Moody, W. " F-M antennas " Service 14.1 (Jan. 1945) 24. 

28. Burgess, R. E. "Aerial-to-line couplings — cathode follower and constant-resistance network" 
W.E. 23.275 (Aug. 1946) 217. 

29. Vladimir, L. O, "Low impedance loop antenna for broadcast receivers " Elect. 19.6 (Sept. 1946) 
100. 

30. Sturley, K. R. (book) " Radio Receiver Design " Part 1 Chapter 3 (C&pman and Hall, London 
1943). 

31. " The A.R.R.L. Antenna Book " (American Radio Relay League, 1949). 

32. McPherson, W. L. " Electrical properties of aerials for mcoium and long-wave broadcasting 
Elect. Comm. 17.1 (July 1938) 44. 

33. Bruce, E. " Developments in s.w. directive antennas " Proc. I.R.E. 19.8 (Aug. 1931) 1406. 

34. " Capacity aerials for mains receivers " Philips Tec. Com. 3 (March 1947), 24, based on C.A.L.M. 
Report No. 38. 

35. Design Data (11) " Aerial coupling in wide-band ampUfiers " W.W. 53.2 (Feb. 1947) 50. 

36. Browder, J. E., and V. J. Young " Design values for loop antenna input circuits " Proc. I.R.E. 35.5 
(May 1947) 519. 

37. KobUsky, M. J. " A note on coupling uansformers for loop antennas " Proc. I.R.E. 35.9 (Sept 
1947) 969. 

38. Scroggie, M. G. " Is a big aerial worth while ? " W.W. 53.9 (Sept. 1947) 314. 
Additional references will be found in the Supplement commencing on page 1475. 



CHAPTER 23 



RADIO FREQUENCY AMPLIFffiRS 



By B. Sandel, A.S.T 



,C. 



Section 



1. Introduction 

2. Aerial stages 

3. R-F amplifiers 

4. Image rejection 

5. Effects of valve input admittance 

6. Valve and circuit noise 

7. Instability in r-f amplifiers 

8. Distortion 

9. Bibliography 



Page 
912 
915 
922 
925 
927 
935 
942 
944 
945 



SECTION 1 : INTRODUCTION 



(i) Aerial coupling (ii) Tuning methods (Hi) R-F amplifiers (iv) Design con- 
siderations. 

(i) Aerial coupling 

In any radio receiving system it is necessary to have some means of effectively 
transferring the modulated carrier voltage from the aerial system to the grid of the 
first radio frequency voltage amplifier. The usual method of achieving this result 
is to use some form of aerial coupling transformer which will give the desired voltage 
a larger amplitude than that of any other radio frequency voltages which may also be 
present at the receiver input terminals. 

There are many possible forms of aerial coupling arrangements, but the most 
common type is the inductively coupled transformer, consisting of a primary and a 
secondary winding. The tapped inductance, or auto-transformer, is also extensively 
used, particularly with receivers tuning the broadcast F-M band and in portable 
battery receivers using single turn loops. 

The aerial coupling unit is equally applicable to either tuned radio frequency or 
superheterodyne receivers, since the fundafnental problem of effective voltage transfer 
is the samfe in each case. 

Fixed tuned and untuned aerial stages are sometimes employed. The fixed tuned 
arrangement is more often used where the desired frequency range to be covered is 
only a small percentage of the operating frequency, e.g. in a band-spread range of a 
multi-range receiver, or at v-h-f. The more usual practice is to tune the secondary 
of the transformer by means of a variable capacitor, or alternatively to make the in- 
ductance variable, since this allows the optimum operating conditions, or a close ap- 
proach to them, to be obtained over the required tuning ranges. It is not generally 
of great importance whether the tuning is accomplished by using a variable capacitor 
or a variable inductor. Because of mechanical difficulties with inductance tuners 
the variable capacitor has been more widely used up to the present time. The in- 
ductance timer is rapidly gaining favour, however, at frequencies around 100 Mc/s, 
and higher, because of the difficulties due to common metal shafts in ganged capacitors 
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and the inductance of the metal parts making up the capacitor. With the ganged 
capacitor arrangement considerable trouble is experienced due to coupling from one 
circuit to another, because it is not an easy matter to earth the shaft effectively be- 
tween sections. The earthing wipers or leads have appreciable reactance and resist- 
ance at v-h-f and these factors are no longer negligible in comparison with the tuned 
circuit impedances. Insulated rotors and stators are of considerable assistance in 
overcoming difficulties due to common shaft coupling. 

(ii) Tuning methods 

Apart from ganged capacitors, many types of tuners have been used at v-h-f, includ- 
ing vane, guillotine, permeability, resonant line arrangements, etc., but all appear to 
have some disadvantages and it cannot be said that any one method is greatly superior 
to all others. Permeability timing has also achieved some success on the 540 to 1600 
Kc/s A-M, broadcast band, but it does not appear likely, in its present form, to super- 
sede the variable capacitor. 

(iii) R-F amplifiers 

In conjunction with the aerial stage it often becomes necessary to incorporate a 
further stage to obtain additional radio frequency amplification and to increase further 
the discrimination against imdesired signals, such as those from other broadcasting 
stations, and in the case of a superheterodyne receiver to limit the effects due to image 
and other spurious responses. This additional stage usually takes the form of a pen- 
tode voltage amplifier operating under class Ai conditions and using a fixed or variable 
tuned circuit to act as a load impedance ; an untuned stage may be used in some 
cases. The valve is connected between the aerial transformer and the r-f tuned 
circuit which is in turn coupled to a converter valve or another r-f voltage amplifier. 

Whether the r-f stage carries out its various functions efRciently depends on a num- 
ber of factors. Firstly it is necessary that the input resistance of the valve should not 
be too low at the operating frequency, as this will adversely affect the performance 
of the input circuit — the aerial circuit in the case of one r-f stage. In addition, the 
noise generated by the valve should be low, and in a superheterodyne receiver the 
noise voltage should be very much less than that developed by the converter valve if 
there is to be appreciable improvement in the signal-to-noise ratio. Also the r-f 
stage gain should not be too low, otherwise the converter noise will still have an ap- 
preciable effect on the signal-to-noise ratio. This last requirement calls for valves 
operating at v-h-f to have fairly high values of mutual conductance, since the tuned 
circuit impedances are low and the stage gain is the product of these two factors. 
Grid-to-plate capacitance should be small in conventional voltage amplifiers to avoid 
the necessity for neutralization. Input and output capacitances are also important 
as they set a limit on the possible tuning range. Further considerations of operating 
conditions for valves used as r-f voltage amplifiers are given in Chapter 2 Sect. 4, 
and in Sects. 5, 6, 7 and 8 of this chapter. 

Since the fundamental principles of operation of the aerial and r-f circuits are very 
similar whether we use a t-r-f or superheterodyne receiver, it can be taken that the 
coupling methods and the stage gain and selectivity calculations will apply equally 
well in both cases. Each type of receiver presents its own particular problems but 
it is not intended to enter into a discussion of these matters here. Moreover the 
arguments relating to the relative merits and de-merits of the two systems are well 
known and details can be found in the references listed at the end of the chapter. 

A question which sometimes arises is the desirability of having more than one r-f 
stage in a superheterodyne receiver. It should be quite clear that, provided the gain 
of a single r-f stage is sufficient (say 10 to 15 times) to over-ride the effects of con- 
verter noise, no appreciable improvement in signal-to-noise ratio is obtained by 
adding further r-f stages of the same type. The advantage of additional r-f stages 
lies in the improved selectivity which is possible against image and other imdesired 
frequencies. It is generally preferable to obtain any additional amplification which 
may be required in the i-f and a-f stages, depending on the purpose for which the 
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additional gain is required. Further, a number of tuned r-f stages using ganged 
capacitors presents a rather difficult tracking problem, as well as giving rise to the 
increased possibility of unstable operation. Normally, only the transformer secondary 
is tuned and the overall selectivity characteristic is not as good as can be obtained with 
fixed-tuned i-f transformers. The gain and selectivity of the tuned r-f amplifier 
varies with the signal frequency, and a fixed intermediate frequency will allow more 
constant gain and higher gain per stage, for a given range of signal frequencies. The 
higher gain per stage is due to the higher dynamic impedance of the i-f transformer 
when the intermediate frequency is lower than the signal frequency. Even for an 
intermediate frequency higher than the signal frequency, larger stage gains are pos- 
sible because of the better L/C ratio which can generally be obtained. 

Even in cases where signal-to-noise ratio and r-f selectivity are not a problem, it is 
still sometimes advantageous to include a r-f stage. The r-f stage is used as a buffer 
to prevent the radiation of undesired signals from the receiver. A typical case of 
radiation occurs with a v.h.f. F-M receiver operated in conjunction with an eflScient 
aerial system. If no r-f stage is used, radiation can occur at the oscillator frequency 
due to voltages at this frequency appearing at the input circuit of the frequency changer. 
This is serious because it opens up the possibility of interference between radio 
receivers which are operating in close proximity to one another. 

It is not proposed, in this chapter, to deal in any great detail with grounded grid 
and other special types of r-f voltage amplifiers, as these are rather specialized applica- 
tions which are not normally used in the design of narrow-band receivers covering 
limited bands of frequencies in the range from say 50 Kc/s to 150 Mc/s. However, 
at frequencies in excess of about 50 Mc/s, input stages using a grounded-grid triode 
are generally capable of giving better signal-to-noise ratios than circuits using the 
conventional grounded-cathode pentode voltage amplifier, but only at the expense 
of r-f selectivity. At the lower frequencies the input resistance of the pentode is 
much higher than that of the grounded grid triode, and so improved gain in the aerial 
coupling circuit can be used to offset the deterioration in signal-to-noise ratio due to 
valve noise. Clearly a better input circuit is possible using a pentode having a lower 
equivalent noise than with a pentode having the same input resistance but higher 
equivalent noise, and valve types should be selected with this in mind. 

In cases where a wide range of frequencies has to be covered, and where the pass 
band of the receiver must be very wide (e.g. in television or multi-chaimel F-M link 
receivers), the grounded-grid triode offers considerable improvement in signal-to- 
noise ratio even at frequencies well below 100 Mc/s. Other applications occur in 
circuits where neutralization cannot be obtained by normal methods or where the 
circuit requirements are such that the grid must be earthed. 

A special circuit (Cascode) which is of interest (see Ref. AlO Chapter 13) uses a 
grounded-cathode triode voltage amplifier, which is neutralized, followed by a 
groxinded-grid triode. This circuit has high input resistance and low equivalent 
noise. It offers appreciable improvement in signal-to-noise ratio over the other two 
types of circuits, particularly at frequencies in excess of about 70 Mc/s. The com- 
bined circuit can be considered as equivalent to a single grotmded-cathode triode 
having zero plate-grid capacitance, and a mutual conductance and noise resistance 
equal to that of the first triode valve (the valves used can be types 6J4 or 6J6 etc.). 

Triode circuits of the types mentioned should not be used blindly, particularly 
at the lower frequencies, because the plate resistances of triodes are extremely low 
when compared with those of pentodes, and so the r-f stage gain may be insufficient, 
because the damping of the tuned circuits will be heavy, and also the r-f stage gain 
may be insufficient to make the effects of converter noise negligible. Detailed in- 
formation on grounded-grid and triode r-f amplifiers can be found in Refs. B8, B18, 
AlO and A4. 

(iv) Design considerations 

The design methods to be discussed are equally applicable over any part of the range 
of frequencies mentioned above, but their practical application is rather more difficult 
as the frequency becomes greater, mainly because of the physical size of the com- 
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ponents (including valves) and because the circuit layout is increasingly important 
if satisfactory results are to be obtained. Electron transit time effects in valves be- 
come of greater importance as the frequency is raised because of the changes which 
occur in the valve input and output admittances*. The valve input admittance must 
be considered when designing an aerial or r-f circuit as it will affect the dynamic im- 
pedance of the circuit, and consequently the selectivity and gain. Valve sockets 
and other components will add further damping to the input circuits. The effects 
of valve noise will also be governed by the dynamic impedances of the input circuits 
and so the various valve effects must be considered in conjunction with the external 
circuits. This becomes of greater importance as the frequency increases. 

A design difficulty with aerial and r-f stages is in obtaining satisfactory perform- 
ance over a large tuning range. The three to one frequency coverage normally em- 
ployed on dual wave receivers for the medium (540 — -1600 Kc/s) and shortwave 
(e.g. 6-18 Mc/s) bands presents some problems in regard to tracking, and constancy 
of gain and selectivity. The L/C ratios obtainable with a variable capacitor giving 
an incremental capacitance range of at least 9 : 1 are satisfactory on the medium wave 
range but are rather poor on the shortwave band. For these reasons it is common 
practice to limit the coverage on shortwave bands, in the better class of receiver, to 
enable improved all roimd performance to be obtained ; a frequency ratio of about 
1.3 : 1 is usual in the region of 10 to 20 Mc/s, with larger ratios at the lower frequen- 
cies. An obvious advantage of multi-band receivers is the greatly improved ease of 
timing, apart altogether from other considerations of better performance. 

To obtain the reduced frequency coverage with variable ganged capacitors having 
a capacitance range of about 10-400 fi^F, various arrangements of series and parallel 
fixed capacitors are used. If the circuits are arranged to use a combination of series 
and parallel capacitors for bandspreading, it is possible to make the tuning follow 
practically any desired law. Further, if the tuning range is small, the oscillator fre- 
quency in a superheterodyne receiver can be above or below the signal frequency 
and three point tracking can still be obtained using series padders in both the signal 
and oscillator circuits. These matters will receive further consideration in Chapter 25 
Sect. 3 on superheterodyne tracking. 

Methods for measuring the value of k, the coefficient of coupling, are given in 
Chapter 26 Sect. 4(ii)E and (iii)B, C. Methods for measuring the primary resonant 
frequency of an aerial or r-f transformer are covered in Chapter 37 Sect. 4(ii). 



SECTION 2 : AERIAL STAGES 

(») Difficulties involved (ii) Generalized coupling networks (m) Mutual inductance 
coupling (iv) Tapped inductance (v) Capacitance coupling (vi) General summary. 

(i) DifiBculties involved 

The principal difficulty in the design of an aerial stage is that the type of aerial with 
which the receiver will eventually be used is, in general, not known. If the aerial 
impedance were known it would usually be a fairly simple matter to draw an equiva- 
lent circuit of the aerial and aerial input stage and to determine the complete perform- 
ance by solving for the conditions existing in the circuit. When the conditions are 
not known, however, it is usually best to adopt constants for an aerial system which 
will have the most adverse effect on the receiver performance and to solve for these 
conditions. A compromise is then made in the circuit arrangement to minimize the 
effects of changes of gain, selectivity, and tracking with other circuits in the receiver. 

(ii) Generalized coupling networks 

Fig. 23.1 shows the generalized form for an aerial coupling unit. is the voltage 
induced in the aerial. is the voltage applied to the grid of the first amplifier stage. 



•Valve admittances are covered in Chapter 2 Sect. 8. 
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Zj Za and Z3 are intended to represent any possible arrangement of components for 
coupling the aerial to the receiver, where includes all impedances external to the 

receiver input terminals and Zj is the load 
impedance. This generalized T section 
can be made to represent all possible coup- 
ling arrangements, since it is well known 
from circuit theory that any complex net- 
work composed of linear bilateral imped- 
ances can be transformed, at any one fre- 
quency, into an equivalent T network 




PIC- 23-1 GENERALIZED AERIAL COUPLING UNIT. 



From the generalized network 

E% 2^^L 

" Z^Z^ + (Zi + Z^){Z^ + ZJ 



(1) 



This expression is of little assistance unless it is applied to the specialized networks 
used in radio receivers. Additional 
generalized expressions for this net- 
work are developed in K. R. Stur- 
ley's " Radio Receiver Design " 
Part 1, Chapter 3. It is proposed to 
deal specifically with a few of the 
more conmion types of coupling cir- 
cuits. 




FIG;23.2(a) 




FIG. 23.2(b) 



(Hi) Mutual inductance 
coupling 

Fig. 23.2A shows one of the most 
widely used aerial coupling circuits. 
El is the voltage induced in the 
aerial and Z^ represents t)ie aerial 
constants, which may be any com- 
bination of inductance, capacitance 
and resistance. Z-i is the aerial coil 
primary winding which has a r-f re- 
sistance jRj. L2 is the secondary 
winding coupled by mutual induct- 
ance to Li. i?2 is the r-f resistance 
of Lj, Ca is used to tune the sec- 
ondary circuit to resonance ; it 
should be noted that the setting for 
Ca when the aerial circuit is con- 
nected across the primary is different 
from the setting obtained when 
is on open circuit. Fig. 23.2B shows 
the T section equivalent of the aerial 
transformer, and Fig. 23 .2C shows 
an alternative equivalent secondary 
circuit which is very helpful in imderstanding the idea of "reflected" impedances. 
For the present, the effects of valve loading will not be considered. When the second- 
ary is timed to resonance, the aerial circuit gain is given by 




AERIAL TRANSFORMER. 



M/Ca 



where 




(2) 
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and |Z^,| =VRai' + X^,K 

It should be noted that the condition for secondary circuit resonance (partial resonance 
" S ") is that 

and the " reflected " resistance and reactance in the secondary are given respectively by 

1^ 

and I (5) 

\^ All 

If the mutual inductance M is also made variable, the maximum value of secondary 
current (and of i?2/£i when the primary circuit Q is low) is obtained when 



V ^Al 



and 



^-~J.^ (6) 



~ Rai ' 



(7b) 



where /?„ is the dynamic impedance of the secondary circuit. The approximations 
involved in these equations are discussed in Ref. B12. 

From this it can be shown, with M and Cj adjusted for maximum secondary current, 
that the selectivity of the tuned circuit is half the value it would have if considered in 
the absence Of the primary. This condition of optimum coupling is not usual in 
broadcast receivers, except where matching to a transmission line, since the coupling 
between primary and secondary is made loose to prevent serious tracking errors due 
to the variable reactance " reflected " into the secondary circuit over a band of fre- 
quencies. The expression most generally required is that of eqn. (2) and the calcu- 
lation of voltage gain need only be made at, say, two or three points across the tuning 
range. 

It should be noted, however, that in some cases loose coupling can lead to a con- 
siderable reduction in signal-to-noise ratio if site noise is not predominant, e.g. at 
the higher frequencies on the short-wave band it is advantageous to use optimum 
coupling, or slightly greater, to improve the signal-to-noise ratio (see Ref. A2 Chapter 
25). 

The effects of valve input admittance can be included by considering an additional 
resistance and a capacitance shunted across Cj. The value of the resistance com- 
ponent may be negative or positive depending on the type of valve and the operating 
conditions, e.g. some types of converter valves have a negative input resistance. 

Having obtained the stage gain it is next important to find the selectivity of the 
circuit. As an approximation for ordinary types of aerial coils it is usually con- 
venient to determine the selectivity of the secondary as for a single tuned circuit. 
The simplest approach is to consider the resultant Q of the secondary circuit at the 
resonant frequency when all the secondary resistance, including that due to reflection 
from the primary and valve loading, is included. The value of Q is given by 
uiL eff/R .ff, where L ,g is the resultant secondary inductance. The selectivity is then 
found as for a single tuned circuit, resonant at the frequency under consideration, 
using the universal curve given in Chapter 9 (Fig. 9.17) in conjunction with the methods 
detailed in Chapter 26 Sect. 4(iv)A. This method is satisfactory provided that the 
amount of mistuning is not too large a proportion of the central reference frequency, 
and that the aerial coil follows the usual practice with the primary resonated above or 
below the tuning range or is designed for connection to a transmission line (or aerial) 
of which the characteristic impedance is largely resistive ; otherwise the variations 
in Reff and L,ff would have to be considered. Further, in a number of practical 
cases it is permissible to calculate Reff and use Lj when finding the value for Q, since 
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the reflected reactance may not be very large. It is often suiEcient to calculate selec- 
tivity at, say, the mid-frequency of the timing range, although it should be noted that 
selectivity is a function of frequency and dependent on the circuit operating conditions. 

It is now worth while considering three special cases for the aerial coupling trans- 
former : 

(1) Where the aerial can be represented by a capacitive reactance in series with a 
resistance. 

(2) Where the aerial behaves like an inductive reactance in series with a resistance. 

(3) Where the aerial is coupled to a transmission line which " looks " like a pure 
resistance at the aerial terminals ; or the aerial itself, coupled to the receiver, looks like 
a pure resistance. 

Any aerial can be made to appear resistive if the reactance components are tuned 
out by a suitable arrangement of the aerial coupling network ; this is a common pro- 
cedure with fixed frequency installations. 

In case (1) it is usual to make the primary circuit resonate below the lowest tuning 
frequency, since this offers a good compromise with regard to constancy of gain, 
tracking, etc. This arrangement is also advantageous because the effect of the aerial 
is merely to move the primary resonant frequency still further away from the tuning 
range, thereby minimizing the effect of the aerial on the secondary without losing too 
much gain. In general the high impedance primary winding is resonated at 0.6 to 
0.8 of the lowest timing frequency, either with the aerial capacitance alone, or with 
an added capacitor. In either case the resonant frequency must not be close to the 
intermediate frequency in a superheterodyne receiver, and normally a broadcast band 
primary is resonated at a lower frequency than the i-f so that no aerial which is likely 
to be used will resonate the aerial primary at the intermediate frequency. 

Since the gain obtained from an aerial transformer with its primary resonant out- 
side the low frequency end of the tuning range decreases towards the high frequency 
end of the range, a small capacitance is often added across the top of the transformer. 
This capacitance increases the gain at higher frequencies and allows a substantially 
flat gain and noise characteristic to be obtained from the transformer over the desired 
range. This type of aerial transformer is fairly representative of those likely to be 
encountered on the medium and long wavebands. Practical values for the coefficient 
of coupling between primary and secondary are a compromise between various factors 
such as gain, tracking error and signal-to-noise ratios ; usual values are from 0.15 to 
0.3, with most aerial coils using values of about 0.2 (this should include any added top 
capacitance coupling). The value for primary Q is of the order of 50, and the second- 
ary Q is about 90 to 130 in typical aerial coils using the range of coupling coefficients 
stated, although Q values greater than 200 can readily be obtained by using special 
iron cores. Values of secondary Q above 100 generally call for smaller values of * 
than 0.2 if good tracking is to be achieved. 

If for some particular reason it is necessary to use a higher coefficient of coupling 

than say 0.4, then the primary inductance should be smaU and arranged to resonate 
with the aerial at about V2 of the highest signal frequency. This improves the 
signal-to-noise ratio but may give rise to tracking difficulties. 

Case (2) normally applies with untuned loop aerials but the condition can occur 
with some types of aerials on the shortwave bands. In this case it is usual to make 
the coefficient of coupling fairly high, of the order of 0.5 or more, and a useful rule is 
to make the value of primary inductance approximately equal to 0.4 of the loop (or 
aerial) inductance (see Refs. B17 and A2, p. 44). 

For use with domestic type receivers operating on the short wave band, the standard 
dummy antenna is taken as being 400 ohms resistive, even though the aerial reactance 
will not be zero across the tuning range, as this gives an indication of average operating 
conditions. The aerial coupling transformer for this type of receiver can be designed 
using the procedure given in Case (3) below. 

The untuned loop antenna (which should be balanced to ground for best results) 
finds application with portable receivers, and in some cases with ordinary A-M broad- 
cast receivers. Loops have also been used in F-M receivers operating on the 40-50 
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Mc/s band, but not in receivers for the 88-108 Mc/s band because of the ease with 
which a half-wave dipole can be arranged inside the receiver cabinet. With loops it 
is necessary to keep stray capacitances to a minimum so as to avoid resonance effects 
within or close to the band of frequencies to be received ; this also assists in achieving 
good tracking because a loop that behaves like a small fixed inductance can be com- 
pensated for quite readily in the aerial coil secondary. 

The number of turns used in imtuned loop aerials is not very critical, since a loss 
in effective height by using fewer turns can be offset by the increased voltage step-up 
possible with the coupling transformer. To keep stray capacitances low the fewer 
turns used the better. The best compromise for receivers operating on the medium 
or short-wave bands is a single turn, loop, or perhaps a few turns (say not more than 
four) of wire wrapped arotmd the carrying case for medium wave portable receivers 
(this wire can be litz or copper braid, and even rubber covered hook-up wire is often 
satisfactory). The best type of single turn loop is one made out of copper tubing (or 
any other good conductor such as alimiiniimi or one of its alloys) with the tube dia- 
meter not less than about 0.25 in. and preferably considerably larger than this ; the 
loop area should always be as large as possible. If the loop is to be used on the long- 
wave band it is preferable to use a few turns (about ten) of litz wire rather than a single 
turn loop. This is necessary because of the drop in Q which occurs with the single 
turn loop at the lower frequencies. However, satisfactory results have been achieved 
with a 0.25 in. diameter copper tube loop at a frequency of 500 Kc/s. 

In many cases a two winding transformer is not used and the loop is made part 
of the tuned circuit (being in series with the main tuning inductance and earthed at 
one side). An alternative arrangement is to tap the loop across part of the main tuning 
inductance ; this can be made to give very satisfactory results. 

Because the inductance of loops (of the type being considered) is usually very small, 
it is often difficult to measure the Q at the working frequencies. This difficulty 
arises with standard types of Q meters because the maximum capacitance is limited 
to about 400 ji/xF. A useful method (suggested by J. B. Rudd) is as follows : 

Couple the loop fairly tightly to an inductance which is sufficiently large to be tuned 
to the working frequency. Measure the Q of the inductance with the loop open cir- 
cuited (call this Qi) and then the Q (call this Q') with the loop short circuited at its 
terminals. The Q of the loop (Q^) is given by 

where j2i ^ magnification factor for the primary inductance with the loop open 
circuited. 

Q' = magnification factor for the primary inductance with the loop terminals 
short circuited. 

y ^ 1 - (L'/L,) 

U = inductance of primary with loop short circuited, 
and ii = inductance of primary with loop open circuited. 
See (vi) below for some discussion of directly tuned loops. 

Case (3) permits of a fairly simple solution. Normally k is about 0.2 or less, and 
the primary winding reactance (at the geometrical mean frequency of the tuning range) 
is made equal to the characteristic impedance of the transmission line or aerial. A 
particularly simple solution has been made by Rudd (Ref. B12) to give conditions 
for two point matching in the tuning range. The procedure is as follows : 

Geometrical mean angular frequency = too ='v<"i"'2 where co, and tuj are the 
lower and upper angular frequency band limits. The primary inductance = = 
Zo/ <oo where is the characteristic impedance of the transmission line. 
The required coefficient of coupling is then determined from 



(8) 

where a = loj/ = /a/A 
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and Qs = secondary circuit Q in the absence of the primary. The value for Q, 
should include the effect of valve loading, and so 

where Q is for the unloaded secondary 
and R is the valve input resistance. 

A useful approximate formula for estimating the aerial coil gain under this condition 

is 

This expression gives the maximum possible value of gain and corresponds to eqn. (7a) 
given previously. 

Although elaborate methods are available for calculating optimum signal-to-noise 
ratios etc., the details above should give a fairly close approximation to the required 
practical conditions where the aerial coupling circuit is a compromise between the 
various conflicting factors discussed previously. These factors of gain, selectivity 
etc. should be carefully considered as in nearly every case the performance of a re- 
ceiver is largely governed by the aerial coupling circuit. 



(10) 



(iv) Tapped inductance 

Another common type of aerial coupling arrangement is shown in Fig. 23.3. This 
arrangement has foimd wide application in receivers timing the 88-108 Mc/s F-M 
band because of its simplicity and the 
ease with which the correct aerial tap- 
ping point may be found. This can also 
be considered as a particular case of the 
generalized aerial circuit. This circuit 
can be treated in a simplified manner 
due to Zepler (Ref. A2). The required 
tapping point on the total coil, which 
is usually a solenoid, can be foimd 
approximately from the turns ratio 




FIG. 23-3 TAPPED INDUCTANCE AERIAL TRANSFORMER 



«i 



(11) 



where Wa = total number of turns 

number of turns across which aerial is connected 
ta = 2tt X operating frequency 
Q, = magnification factor for complete circuit 

Za = impedance of the aerial (or the characteristic impedance of a trans- 
mission line). 
The gain is found from equation (10), 



and 



The selectivity is calculated using the same methods as before, from the equivalent 
circuit. Whether this equivalent circuit takes the form of a series or parallel tuned 
circuit is usually not important, as the results obtained are substantially the same, 
and provided the circuit Q exceeds about 10 the Universal Selectivity Curves can be 
applied directly in either case. 

It should be noted that the treatment is only approximate, as the exact tapping point 
is dependent on the coupling between the two sections of the aerial coil winding. 
However, for a wide variation in coupling, the correct tapping point is not very differ- 
ent from that obtained by the above procedure, which assumes unity coupling, and 
the loss in secondary voltage as compared with optimum coupling is quite small. 
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Valve input loading is usually a problem at v-h-f and a procedure to minimize this 
effect is to tap down across L^. This will allow a higher value of dynamic impedance 
for the timed circuit with improved selectivity, and under some conditions the in- 
crease in impedance can more than offset the loss in voltage gain caused by tapping 
down. 

(v) Capacitance coupling 

A further type of coupling arrangement fairly commonly used is shown in Fig. 23.4. 



This shows a common disadvantage with the circuit of Fig. 23.3 in that the variation 
in gain across the timing range is quite appreciable. The treatment is quite straight- 
forward and is left to the reader ; a fairly complete analysis is given in the references. 

(vi) General summary 

From the considerations detailed above, it can be seen that the coupled circuit 
arrangement of Fig. 23.2 is generally most satisfactory since it readily lends itself, 
with minor modifications, to applications using balanced or unbalanced aerial systems. 
Under some conditions of receiver operation other methods are used because of the 
practical consideration of ease of adjustment for best operation, or for use with a 
particular type of aerial system. 

Fixed tuned aerial stages are sometimes used with receivers covering a limited range 
of frequencies. A typical case would be in the range of 88-108 Mc/s where the loaded 
Q of the aerial coil may be less than 20. In such a case a simple arrangement is for 
the secondary to be resonated near the centre frequency in the band ; this introduces 
gain variations of about 2 : 1 across the tuning range. The gain variations can be 
offset by resonating the secondary at a point in the band such that the gain variations 
offset those in r-f or mixer stages. The overall gain variations for the band xmder 
consideration can be limited to less than 1.5 : 1 with a superheterodyne receiver using 
a tuned r-f stage, and as the loss in gain and signal-to-noise ratio is not very serious, 
the saving in the cost of a gang section is often well worth while when weighted against 
the other factors. If the aerial circuit loaded Q is above about 20, this method is not 
recommended because of the deterioration in circuit performance. In some cases it is 
preferable to time the aerial circuit and use an untvmed r-f stage (when this is prac- 
ticable). 

One type of coupling circuit which has not been mentioned previously is the directly 
tuned loop. In tliis case the loop provides the tuned circuit inductance as well as the 
direct signal pick-up. As for any other loop, the area and the Q should be as large as 
possible. This loop will probably be used, in most cases, with portable receivers. 
If the loop can be placed in such a position that its Q is not materially affected by the 
presence of the receiver and batteries, then its performance will usually be superior 
to that of the single turn loop (an improvement of about 6 db can be expected). How- 
ever, this arrangement is seldom convenient and in many cases better results are 
possible with the single turn loop (or one with a few turns as discussed previously) 
because any effect on its Q can be offset to a large extent by the use of an aerial coupling 
transformer having a high Q winding in the timed circuit. The improvement can 
be seen most readily by considering a low Q loop, having a small inductance, connected 
directly in series with an aerial coil which has a high Q and whose inductance is 
practioally the whole of the tuned circuit inductance. 

In some cases it is required to use an additional external aerial with the loop to 
increase signal pick-up. There are many possible arrangements but amongst the 
simplest is the use of a small capacitance (say 10 to 20 mfF) coimccted between the 




Fig. 23A. Capacitance Coupled Aerial 
Transformer. 



FIG. 23.4 
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external aerial and the top of the tuned circuit (i.e. to the grid connection) or alter- 
natively a tap on the aerial coil secondary a few turns up from the earthy end. For 
a directly tuned loop the aerial is tapped into the loop in the same way as for the other 
coil arrangement ; alternatively the series capacitor arrangement is satisfactory. The 
main disadvantage of both these simple arrangements is the large change in gain which 
occurs across the tuning range, but for medium-wave commercial portable receivers 
additional circuit complications are seldom justified. 

The subject of aerial-to-receiver coupling is a large one and only a few of the more 
important desigti factors have been considered. For more complete information 
on particular systems it is necessary to consult the text books and references. 



SECTION 3 : R-F AMPLIFIERS 



(i) Reasons for using r-f stage (tt) Mutual-inductance-coupled stage {Hi} Parallel 
tuned circuit (iv) Choke-capacitance coupling (v) Untuned and pre-tuned stages 
(vi) Grounded grid stages. 

(i) Reasons for using r-f stage 

The necessity for adding a r-f amplifier in a superheterodyne receiver arises from 
the need for 

(1) greater gain 

(2) improved rejection against imdesired signals 

(3) improved image frequency rejection 

(4) reduction of the effects of spurious frequency combinations, 

(5) improved signal-to-noise ratio, 

(6) the prevention of radiation at the local oscillator frequency (under some 
conditions). 

In the case of the t-r-f receiver, additional r-f stages are usually added for reasons 
(1) and (2) above. 

The design of a r-f stage is quite similar for both types of receiver and so they will 
not be considered separately. The only point which will be mentioned is that, in the 
case of the t-r-f receiver the final r-f amplifier feeds into a detector stage which, if a 
diode is used, heavily loads the timed circuit unless a tapping point is used. For this 
reason it is common practice to incorporate anode bend or linear reflex detectors which 
do not appreciably load the input circuit. However, a diode is convenient as a means 
of supplying an a.v.c. bias voltage of the correct polarity, a condition not fulfilled 
by the other two types of detectors mentioned without additional circuit arrangements. 

(ii) Mutual-inductance-coupled stage 

The most conmion arrangement for coupling a r-f amplifier valve to the following 
stage (Fig. 23.5) is by means of a transformer using a tuned secondary with the primary 
winding resonated either above or below the tuning range. The primary winding 
resonates with the valve output capacitance, winding capacitance, stray wiring capacit- 
ances and sometimes an added capacitor, 
these being lumped together and shown as 
C^. If the winding is of the low imped- 
ance type it is made to resonate at approxi- 
mately 1.2 to 1.5 times the highest tuning 
frequency. Under this condition the load 
presented to the valve is inductive and 
thus wiU give rise to regeneration by intro- 
ducing a negative resistance component 
plus a capacitance into the r-f valve input 
circuit. 




FIG.a3-5 TRANSFORMER COUPLED R-F STAGE. 
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If the winding is of the high impedance type, then it is usual to resonate the primary 
at approximately 0.6 to 0.8 of the lowest tuning frequency, but the resonant frequency 
should not be close to the intermediate frequency in superheterodyne receivers. 
Under this condition the valve has a capacitive load which causes degeneration by 
introducing a positive resistance component plus a capacitance into the r-f valve input 
circuit due to the " Miller Effect." It is not usual to resonate the primary winding 
within the tuning range because of the very large changes in gain and selectivity which 
would be introduced. In addition, the problem of tracking the various tuned circuits 
becomes almost hopeless. 

When the aerial coil primary is of the low impedance type it is usual, although not 
essential, for the r-f stage to be of this type also and vice-versa. This simplifies 
tracking problems. 

The methods to be used for calculating the gain and selectivity of this arrangement 
are set out in detail in Chapter 9 Sect. 6(ii) imder the heading " Coupled Circuits — 
Tuned Secondary." For the usual practical arrangement the stage gain is given 
approximately by g„Qi<uM, 

where g„ = mutual conductance of r-f amplifier valve, 
oj = 2-!T X operating frequency, 
M = k-y LiL^ = mutual inductance, 
and Qu = secondary circuit Q including effect of valve input resistance, but not 

" reflected " resistance from the primary. 
The selectivity can also be calculated, approximately, by the method suggested for 
aerial coils. 

When designing a stage of this type it is necessary, as in the case of the aerial coil, 
to arrive at a compromise between gain, selectivity and tracking errors. This usually 
leads to a value for the coefBcient of coupling of approximately 0.15 to 0.3, with the 
lower values preferred for good tracking between aerial, r-f, and, in the case of the 
superhet., the oscillator stage. 

As with aerial coils, the primary Q is about 50 (or perhaps less) and the secondary 
Q from say 90 to 130 in typical coils using this range of k values. Higher Q generally 
calls for the lower values of ^. 

In the case of receivers working at say 50-400 Kc/s it is often inconvenient to re- 
sonate the primary winding in the manner suggested. Under these circumstances 
it is sometimes necessary to damp the primary winding heavily so that no pronounced 
resonance occurs. It is then permissible to resonate the winding within the tuning 
range. This procedure can lead to a severe loss in gain but is sometimes justified 
imder practical conditions where the loss of gain is outweighed by other factors. 

The addition of top capacitance coupling, i.e. a small capacitance from the plate 
connection to the grid connection of the following stage, is often employed to equalize 
gain variations across the timing range. The value of the capacitance is usually of 
the order of a few micro-micro-farads and the exact value is best determined experi- 
mentally. It should be noted that the presence of this capacitance will alter the co- 
efficient of coupling, stage gain, selectivity and the primary resonant frequency, as 
well as circuit tracking. There is always some capacitance coupling present with any 
practical transformer and this largely determines the relative physical arrangement of 
the primary and secondary windings, which are connected (in nearly all practical 
cases) so that the capacitance coupling adds to the mutual inductance coupling. 

(iii) Parallel tuned circuit 

A simple parallel ttmed circuit is sometimes used in the r-f stage, and can be made 
to give higher gains than the transformer coupled arrangement. The difficulties 
encountered are that 

(1) large gain variations occur across a band of frequencies 

(2) the skirt selectivity is rather poor 

(3) tracking with conventional aerial circuits is difficult 

(4) the tuning capacitor has to be isolated from B + . 

For these and other reasons this circuit is not in common use in broadcast receivers, 
but it might be incorporated in a receiver working at high frequencies covering a 
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restricted timing range with some possible advantage. The gain of the stage is given 
by gJ2e,/<oL 

where = mutual conductance of r-f amplifier valve, 

Q^„ = Q of r-f coil when loaded by plate resistance of r-f amplifier and input 
resistance of following stage, 
«) = 27r X frequency, 
and L = inductance of tuned circuit. 

Selectivity is calculated as for any other single tuned stage, using the methods of 
Chapter 9 or Chapter 26, Sect. 4(iv)A. 

(iv) Choke-capacitance coupling 

Fig. 23.6 shows a common r-f coupling circuit for use at v-h-f such as on the 88-108 
Mc/s F-M broadcast band. The usual arrangement takes the form of a r-f choke, 
resonated well below the lowest tuning frequency, coupled to a tuned circuit L^C^ 
by means of a capacitor C. The choice of a suitable value for C will allow some re- 
duction in variations of stage gain across the timing range as it can be considered as 
part of a voltage divider formed with the tuned grid circuit. A further useful function 
of the arrangement is that when a suitable resonance frequency has been chosen for 
the choke, the total stray capacitance across the tuned circuit is effectively reduced, 
thereby reducing limitations on the timing range ; a small value for C assists 
in this latter regard. However, the application of the circuit is largely one of practical 
convenience and, as always, is a compromise. 

With a choke resonated at 1 / of the 
lowest timing frequency in a receiver with 
a low frequency limit of 87.5 Mc/s and an 
upper limit of 108.5 Mc/s, the values 
obtained for the additional capacitance 
shunted across the tuned circuit were 3.6 
/i^F at 88 Mc/s and 4 jujnF at 108 Mc/s, 
excluding the input capacitance of the fol- 
lowing stage. The value of C was 10 n^F. 

Because of the low value of dynamic im- 
pedance for this circuit at v-h-f, the effect 
of the plate resistance of the r-f valve can usually be neglected (but see Ref. A8). 
In this case the selectivity for the circuit can readily be calculated as for a single tuned 
circuit, including the effects of the input resistance of the following stage, without 
introducing very large errors. The gain may be calculated with sufficient accuracy 
as for the case of the simple tuned circuit acting as the anode load and multiplying 
the result by a suitable factor to allow for the voltage division due to the capacitive 
reactances at the frequency being considered. This factor is readily found from a 
knowledge of the equivalent capacitance due to the choke circuit, at the working 
frequency, and the value selected for C. 




BIAS. 

CAPACITANCE COUPLED R-F STAGE. 



(v) Untuned and pre-tuned stages 

Untuned, or in some cases pre-tuned, r-f stages are sometimes used in receivers 
where economy and/or limited space are important factors, or where only a small 
frequency range is to be covered. Unfortunately in the case of portable battery re- 
ceivers, where the application could be valuable, the use of untuned r-f stages is made 
difficult by the fairly low values of mutual conductance for the usual r-f amplifier 
valves. The gain obtained is limited and it may be preferable to use an additional 
i-f stage if the r-f stage cannot be tuned and gain is a prime requirement. With 
mains operated receivers the problem is different, as many suitable valve types are 
available and quite good stage gains (about 5 times or more, on the medium and short 
wave bands) can be obtained over a wide range of frequencies. Suitable design 
methods using untuned stages for the medium and short wave bands have been given 
in R.C.A. Application Note No. 116 (reprinted in Radiotronics No. 124) to which the 
reader is referred for full details A typical coupling circuit of the type discussed in 
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the Application Note is shown in Fig. 
23.7. 



(vi) Grounded-grid stages 




UNTUNED H-F STAGE. 



As previously mentioned this type of 
amplifier will riot be discussed in detail. 

However, the following equations should prove to be of assistance, and are generally 
a sufficiently good indication since experimental techniques usually provide the most 
suitable method for determining the best operating conditions for this type of amplifier. 

Voltage gain - - (i^ + 1) 

I n 

Resistance loading across input circuit 
(loading across output circuit r„). 



1^ + 1 



For /i >> 1 the optimum load impedance is given by 



Noise &ctor 



-+- 



load impedance connected between plate and B + 
valve plate resistance 
valve amplification factor 
valve mutual conductance 
valve input resistance at working frequency 
equivalent noise resistance of first valve 
equivalent noise resistance of second valve 
generator impedance e.g. aerial resistance 
voltage gain of input circuit 

voltage gain of first stage, excluding the voltage gain of the input 
circuit. 

It should be noted that it is always advisable to operate the heater and cathode of 
the valve at the same r-f potential. This is readily achieved by using suitable chokes 
in the heater leads. For more detailed information on grounded-grid amplifiers 
see References B8, B18, AlO and A4. 



where R, 



S m 

R. 
Rl 
R^ 
Ro 

Ar 

A, 



and 



SECTION 4 : IMAGE REJECTION 

(»■) Meaning of image rejection («) Image rejection due to aerial stage (iii) Other 
considerations. 

(i) Meaning of image rejection 

With the superheterodyne receiver it is necessary to consider not only adjacent 
chaimel selectivity due to the aerial and r-f stages but also whether the selectivity 
of these stages is sufficient to prevent signals on image frequencies from passing into 
the i-f amplifier. If there were no tuned circuits ahead of the converter valve a signal 
lower in frequency than the oscillator frequency, and which differs from the oscillator 
firequency by the value of the intermediate frequency, would pass into the i-f amplifier. 
Similarly a signal higher in frequency than the oscillator frequency, and which differs 
from the oscillator frequency by the value of the intermediate frequency, would also 
pass into the i-f amplifier. 



926 



(i) MEANING OF IMAGE REJECTION 



23.4 



When one of these frequencies is the desired one (it may be either the lower or the 
higher), the other is referred to as its image frequency. Clearly the desired and un- 
desired signal frequencies are separated by twice the intermediate frequency. Putting 
this statement in symbolic form : 

fimuge = /oso + fi-r When/„jc > fnig 
/image = /osc ~ fl~f when /„,,; < /s,j 

where = desired signal frequency. 

As an example : On the 540-1600 Kc/s A-M broadcast band the oscillator fre- 
quency is normally above the signal frequency. If the reasons for this are not obvious, 
consideration of the oscillator tuning range and the values of variable capacitance 
required will make it so. The usual i-f is 455 Kc/s and if a signal frequency of 1000 
Kc/s is taken, 

then = (1000 + 455) + 455 = 1910 Kc/s. 

Since the converter cannot discriminate between the two signals of 1000 Kc/s and 1910 
Kc/s, it is necessary for the aerial circuit, and r-f circuit if this is used, to make the 
magnitude of the 1000 Kc/s voltage much greater than the magnitude of the 19'10 
Kc/s voltage. Otherwise severe interference can result when signals are being trans- 
mitted at both these frequencies. 

When making calculations for image rejection the worst conditions are usually 
found at the high frequency end of the tuning range, provided that the selectivity of 
the tuned circuits does not vary appreciably with change in frequency. This is 
because the separation between the two frequencies is a smaller proportion of the fre- 
quency to which the receiver is timed. It should also be clear that higher values 
of i-f will materially assist in reducing image effects because of the wider frequency 
separation between the desired and undesired signals ; it is for this reason that some 
v-h-f receivers use intermediate frequencies of the order of 10.7 Mc/s. 

(ii) Image rejection due to aerial stage 

The image rejection due to an aerial stage alone is calculated from 

where Q = aiLeff/Re/f (i.e. loaded value for secondary circuit), 
Ltff !^ Li, the secondary circuit inductance, 

= total secondary circuit series resistance including that due to re- 
flection from primary circuit and valve input resistance (Valve input 
admittance is discussed in detail in Chapter 2 Sect. 8, and ftu:ther 
comments are given in Sect. 5 of this chapter), 
/ = image frequency when oscillator frequency is higher than signal 

frequency, 

and /o = signal frequency tmder oscillator conditions as for /. 

If the oscillator is lower in frequency than the signal frequency then/and/o should 
be interchanged. 

Exactly the same expression and procedure are used to calculate the image protection 
afforded by a r-f stage. Since the calculated image rejection is a voltage ratio, the 
ratios obtained for the various stages are multiplied together, or the ratios expressed 
in decibels can be added to give the total image protection provided by the input cir- 
cuits to the converter. 

(iii) Other considerations 

The image protection due to the r-f stage may be greater than that due to the aerial 
stage. A typical example occurs when the loading on the aerial stage due to the r-f 
amplifier valve has a positive value of input resistance and the loading on the r-f stage 
due to a pentagrid converter, using inner grid oscillator voltage injection, has a nega- 
tive value of input resistance. The resultant Q, simply from these considerations, 
may then be higher in the case of the r-f coil. Also, since the resultant Q of the aerial 
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coil is halved, under some conditions of operation, by using two point matching to 
an aerial transmission line, the greater part of the image protection may here again 
be due to the r-f stage. These considerations are particularly important at the higher 
frequencies. On the long and medium wave bands sufficient image protection can 
often be obtained from the discrimination afforded by the aerial coil alone, but on the 
shortwave bands deterioration in image rejection is serious (and rapid) unless the inter- 
mediate frequency is increased above the usual value of about 455 Kc/s. 

It is important to note that a good image rejection ratio is desirable since this also 
indicates the selectivity of the signal circuits and the degree of rejection against spurious 
frequency combinations. A high degree of selectivity preceding the first r-f amplifier 
valve has obvious advantages in reducing cross-modulation effects. 



SECTION 5 : EFFECTS OF VALVE INPUT ADMITTANCE 

(i) Important general considerations (ii) Input loading of receiving valves at radio 
frequencies (A) Input conductance (B) Cold input conductance (C) Hot input conduc- 
tance (D) Change in input capacitance (E) Reduction of detuning effect. 

(i) Important general considerations 

A fairly complete discussion of some of the factors relating to valve input admittance 
has been given in Chapter 2 Sect. 8. These considerations are additional to the 
following details which take into account electron transit time effects at frequencies 
up to about 100-150 Mc/s, where conventional receiver design techniques begin to 
fail. 

From the receiver designer's point of view the main factors (if we neglect changes 
in valve output admittance — but see Ref. A8) are 

(1) A knowledge of the actual values of input resistance and capacitance (neither 
of which is constant with changes in valve operating conditions) with which he will 
have to contend when these are shunted across the tuned circuit (this must include 
the effects of feedback etc.), and 

(2) A knowledge of the effects on input capacitance, in particular, when the signal 
voltage changes, giving rise to an alteration in a.v.c. bias. From this information 
the amount of detiming of the circuits can be determined. As the input components 
are in parallel with the tuned circuits, it is often more convenient to discuss the values 
of conductance, susceptance, and admittance rather than resistance, reactance, and 
impedance. Several extremely useful lists of values of conductance and capacitance 
for some common types of receiving valves are given in Chapter 2 Sect. 8, and further 
details of some additional types are set out later in this section. In cases where the 
value of short circuit input conductance at a required frequency is not given, then a 
close approximation can be found by multiplying the conductance value by 

(Frequency requiredN ^ , , . , , ^ , ■ j ^ 

=-— i ^^-^ — 1 ; but extrapolation should not be carried too far e.g. a 
Frequency stated / 

conductance value at 100 Mc/s should not be used to find a conductance at 455 Kc/s, 
but will give a reasonable approximation at, say, 10 Mc/s. 

A figure of merit, which forms a useful basis for comparing various types of r-f 
voltage amplifier valves, is given by 

S m , 

where gra = control grid to plate transconductance (mutual conductance) 

gi = short circuit grid input conductance 
and Ri = short circuit grid input resistance. 

At the higher frequencies cathode lead inductance is important. 

If the valve types on which information regarding short circuit input admittance is 
required are not listed, experimental techniques can always be resorted to and reason- 
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ably accurate results are possible using a high frequency Q meter to determine the 
capacitive and resistive loading effects. The usual precautions as to length of leads, 
earthing etc. must be carefully observed when making these measurements, if the 
results are to be of any practical value. Something of this nature is usually required 
vs^hen considering the effects of the converter valve on its input circuit, since the pub- 
lished information is rather meagre. In this regard it is well to remember that some 
types of converter valves, such as those using inner grid injection, e.g. types 6A8, 
6K8, 6SA7, 6BE6 etc., give negative loading whilst other types such as X61M, X79, 
6J8-G, 6L7, etc. (which use outer grid oscillator injection) give positive loading. In- 
creasing the negative bias on the signal grid will reduce the loading effect with all types, 
but at very high values of bias the negative loading may reverse its polarity and be- 
come positive. [The reasons for these effects are discussed later in this section in 
connection with input loading of receiving valves.] To reduce input conductance 
some valve types have more than one cathode connection (see Ref. A8), and typical 
examples are types 6AK5 and 6AG5, each having two cathode terminals. Even when 
the cathode terminals are directly connected to ground the length of the cathode lead 
is still sufficient to provide appreciable inductive reactance at frequencies of the order 
of 100 Mc/s. For this reason all plate and screen by-pass capacitors should be re- 
turned to one cathode lead and the grid returns to the other. The alternating volt- 
ages developed across the cathode lead inductance due to currents from the plate and 
screen circuits are in this way prevented from being directly impressed in series with 
the grid circuit, since it is the grid to cathode voltages which are of major importance. 
Direct current divides between the two available cathode paths, but this is not import- 
ant since the path taken by this current normally does not affect the grid input admit- 
tance. To obtain grid bias the " grid " cathode lead employs the usual resistor and 
capacitor combination. The r-f by-pass capacitors from the plate and screen circuits 
connect directly to the other cathode terminal which is not directly connected to 
ground in this arrangement. A typical circuit is shown in Fig. 23.8. 

In pentodes working at v-h-f it is advis- 
able to connect the suppressor grid terminal 
directly to ground, when a separate terminal 
is available for this electrode, rather than 
to the cathode, because the suppressor lead 
inductance would then be connected in 
series with any external cathode lead induc- 
tance. If this precaution is not taken the 
coupling between control grid and plate is 
increased, because of the capacitance from fio.as-s r-f amplifier with two cathode 

... , CONNECTIONS. 

control grid to suppressor and from sup- 
pressor to plate, the junction of these two 

capacitances having an impedance to ground depending on the total lead inductance. 

Similar considerations also apply to screen grid circuits, particularly when the valve 
has a single cathode lead, and the shielding action of this grid can be seriously affected 
if proper precautions are not taken, such as directly earthing by-pass capacitors. 
These circuit arrangements are not very important at low frequencies where degenera- 
tive eiTects may be more serious, necessitating the connection of the suppressor grid 
and by-pass capacitors directly to the cathode. 

(ii) Input loading of receiving valves at radio frequencies* 

(See also Chapter 2, Sect. 8 and R.C.A. Application Note No. 118— Ref. B25). 

The input resistance of r-f amplifier valves may become low enough at high radio 
frequencies to have appreciable effect on the gain and selectivity of a preceding stage. 
Also, the input capacitance of a valve may change enough with change in a.v.c, bias 
to cause appreciable detuning of the grid circuit. It is the purpose of this Note to 
discuss these two effects and to show how the change in input capacitance can be 
reduced. 

♦From R.C.A. Application Note No. 101. ~ " 
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(A) Input conductance 

It is convenient to discuss the input loading of a valve in terms of the valve's input 
conductance rather than input resistance. The input conductance gi of commercial 
receiving valves can be represented approximately by the equation 

g, = kj + k,f (1) 
where / is the frequency of the input voltage. A table of values of and for 
several r-f valve types is shown below. The approximate value of a valve's input 
conductance in micromhos at all frequencies up to those in the order of 100 megacycles 
can be obtained by substituting in Eq. (1) values of and kj^ from the table. In 
some cases, input conductance can be computed for conditions other than those 
specified in the table. For example, when all the electrode voltages are changed by 
a factor n, kn changes by a factor which is approximately The value of kc is 



TABLE OF APPROXIMATE VALUES OF k, AND FOR SEVERAL VALVE 

TYPES 











Signal- 






K 


Valve 


Description 


Plate 


Screen 


Grid 


Supress- 


micro 


micro 


Type 




volts 


volts 


bias 


or 


—mhos/ 


—mhos/ 
Mc/s» 










volts 


volts 


Mc/s 


6A8 


Pentagrid 


250 


100 


^3 




0.3 


-0.05* 


6J7 


Pentode 


250 


100 


-3 


0 


0.3 


0.05 


6K7 


Pentode 


250 


100 


-3 


0 


0.3 


0.05 


6K8 


Triode-hexode 


250 


100 


3 




0.3 


-0.08t 


6L7 


Mixer 


250 


100 


-3 




0.3 


0.15t 


6SA7'f 


Pentagrid 


250 


100 


0 




0.3 


-0.03§ 


eSAT^f 


Pentagrid 


250 


100 


~2 




0.3 


T-0.03§ 


6SJ7f 


Pentode 


250 


100 


-3 


0 


0.3 


0.05 


6SK7f 


Pentode 


250 


100 


-3 


0 


0.3 


0.05 


954 


Pentode 


250 


100 


-3 


0 


0.3 


0.005 


1851 


Pentode 


250 


150 


-2 


0 


0.3 


0.13 


6AC7/ 
















1832f 


Pentode 


250 


150 


-2 


0 


0.3 


0,13 


6AB7/ 
















1853f 


Pentode 


250 


200 


"3 


0 


0.3 


0.065 



•For osciUator-giid current of 0.3 mA through 50 000 ohms. 

tFor oscillator-grid current of 0.15 mA through 50 000 ohms. 

iFor wide range of oscillator currents. 

§For grid No. 1 current of 0.5 mA through 20 000 ohms. 

iSelf-exdted. aSeparately excited. 

IfDcnotcs single ended valve type. 

practically constant for all operating conditions. Also, when the transconductance 
of a valve is changed by a change in signal-grid bias, varies directly with trans- 
conductance over a wide range. In the case of converter types, the value oi ky, de- 
pends on oscillator-grid bias and oscillator voltage amplitude. In converter and 
mixer type^, is practically independent of oscillator frequency. 

In eqn. (1), the term Aij/is a conductance which exists when the cathode current is 
zero. The term h j,p is the additional conductance which exists when cathode cvirrent 
flows. These two terms can be explained by a simple analysis of the input circuit 
of a valve. 

(B) Cold input conductance 

The input impedance of a valve when there is no cathode current is referred to as 
the cold input impedance. The principal components of this cold impedance are a 
resistance due to dielectric hysteresis, and a reactance due to input capacitance and 
cathode-lead inductance. Because these components are in a parallel combination, 
it is convenient to use the terms admittance, the reciprocal of impedance, and sus- 
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ceptance, the reciprocal of reactance. For most purposes, the effect of cathode-lead 
inductance is negligible when cathode current is very low. The cold input admittance 
is, therefore, a conductance in parallel with a capacitive susceptance. The conductance 
due to dielectric hysteresis increases linearly with frequency. Hence, the cold input 
conductance can be written as kj, where is proportional to the power factor of 
grid insulation and is the of eqn. (1). 

(C) Hot input conductance 

The term knf, the input conductance due to the flow of electron current in a valve, 
has two principal components, one due to electron transit time and the other due to 
inductance in the cathode lead. These two components can be analysed with the 
aid of Fig. 23.9. In this circuit, Gh is the capacitance between grid and cathode when 
cathode current flows, C, is the input capacitance due to capacitance between grid 
and all other electrodes, except cathode, gt is the conductance due to electron transit 
time, and L is the cathode-lead inductance. Inductance L represents the inductance 
of the lead between the cathode and its base pin, together with the effect of mutual 
inductances between the cathode lead and other leads near it. Analysis of the circuit 
of Fig. 23.9 shows that, with L small as it generally is, the input conductance, g^, due 
to the presence of cathode current in the valve, is approximately 

= g„o,''LC, + gt (2) 
where co = Ztt/. The term g^ai^LC^^ is the conductance due to cathode-lead in- 
ductance. It can be seen that this term varies with the square of the frequency. 
In this term, g^ is the grid-cathode transconductance because the term is concerned 
with the eflfect of cathode current flowing through L. In a pentode, and in the 6L7, 
this transconductance is approximately equal to the signal-grid-to-plate transcon- 
ductance multiplied by the ratio of direct cathode current to direct plate current. 
In the converter types 6A8, 6K8 and 6SA7, the signal-grid-to-cathode transcon- 
ductance is small. Cathode circuit impedance, therefore, has little effect on input 
conductance in these types. 

For an explanation of the conductance, gt, due to electron transit time, it is helpful 
to consider the concept of current flow to an electrode in a valve. It is customary 
to consider that the electron current flows to an electrode only when electrons strike 
the surface of the electrode. This concept, while valid for static conditions, fails to 
account for observed high-frequency phenomena. A better concept is that, in a 
diode for example, plate current starts to flow as soon as electrons leave the cathode. 
Every electron in the space between cathode and plate of a diode induces a charge on 
the plate ; the magnitude of the charge induced by each electron depends on the 
proximity of the electron to the plate. Because the proximity changes with electron 
motion, there is a current flow to the plate through the external circuit due to the 
motion of electrons in the space between cathode and plate. 

Consider the action of a conventional space-charge-limited triode as shown in 
Fig. 23.10. In this triode, the plate is positive with respect to cathode and the grid is 
negatively biased. Due to the motion of electrons between cathode and grid, there 
is a current /„ flowing irito the grid. In addition, there is another current 1^ flowing 
out of the grid due to the motion of electrons between grid and plate receding from the 
grid. When no alternating voltage is applied to the grid, /„ and I„ are equal and the 
net grid current I, is zero. 

Suppose, now, that a small alternating voltage (e,) is applied to the grid. Because 
the cathode has a plentiful supply of electrons, the charge represented by the number 
of electrons released by the cathode (Qj) is in phase with the grid voltage, as shown 
in Figs. 23.11(a) and 23.11(b). The charge induced on the grid (Q,) by these electrons 
would also be in phase with the grid voltage if the charges released by the cathode 
were to reach the plane of the grid in zero time, as «hown in Fig. 23.11(c), In this 
hypothetical case, the grid current due to this induced charge (Fig. 23.11(d)) leads 
the grid voltage by 90 degrees, because by definition, current is the time rate at which 
charge passes a given point. However, the charge released by the cathode actually 
propagates towards the plate with finite velocity ; therefore, maximxmi charge is 
induced on the grid at a time later than that corresponding to maximum grid voltage. 
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as shown in Fig. 23.11(e). This condition corresponds to a shift in phase by an angle 
6 of Qg with respect to ; hence, the grid current lags behind the capacitive current 
of Fig. 23.11(d) by an angle ^, as shown in Fig. 23.11(f). Clearly, the angle ^increases 
with frequency and with the time of transit t. Expressed in radians, 9 = cut. 




FIGURES TO Z3-I4 INCLUSIVE 



The amplitude of Q, is proportional to the amplitude of the grid voltage ; the grid 
current, which is the time rate of change Q,, is thus proportional to the time rate of 
change of grid voltage. For a sinusoidal grid voltage, e, = E, sin tor, the time rate 
of change of grid voltage is wE, cos air. Therefore, for a given valve type and opera- 
ting point, the amplitude of grid current is 

Iff ~ KEgUi 

and the absolute value of grid-cathode admittance due to induced charge on the grid is 
Y, - Ig/Eg = Ko> (3) 
The conductive component {gt) of this admittance is 

g, = Y, sin e = y,fl = Ka>B (for small values of 9). 

Because 6 = wt, this conductance becomes, for a given operating point, 
g. = Kc't. (4) 
Thus, the conductance due to electron transit time also varies with the square of the 
frequency. This conductance and the input conductance, gmW^LCu due to cathode- 
lead inductance, are the principal components of the term k^P of eqn. (1). 

This explanation of input admittance due to induced grid charge is based on a 
space-charge-limited valve, and shows how a positive input admittance can result 
from the induced charge. The input admittance due to induced grid charge is nega- 
tive in a valye which operates as a temperature-limited valve, that is, as a valve where 
cathode emission does not increase when the potential of other electrodes in the valve 
is increased. The emission of a valve operating with reduced filament voltage is 
temperature limited ; a valve with a screen interposed between cathode and grid 
acts as a temperature-limited valve when the screen potential is reasonably high. The 
existence of a negative input admittance in such a valve can be explained with the aid 
of Fig. 23.12. 

When the value of E^i in Fig. 23.12 is sufficiently high, the current drawn from the 
cathode divides between g^ and plate ; any change in one branch of this current is 
accompanied by an opposite change in the other. As a first approximation, there- 
fore, it is assimied that the current entering the space between g^ and g, is constant 
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and equal to pv, where p is the density of electrons and v is their velocity. ^2 may 
now be considered as the source of all electrons passing to subsequent electrodes. 

Suppose now, that a small alternating voltage is connected in series with grid ^3, 
as shown in Fig. 23.12. During the part of the cycle when e, is increasing, the elec- 
trons in the space between g2 and ^3 are accelerated and their velocities are increased. 
Because the current pv is a constant, the density of electrons (p) must decrease. In 
this case, therefore, the charge at g2 is 180 degrees out of phase with the grid voltage, 
as shown at a and b of Fig. 23.13. This diminution in charge propagates toward 
the plate with finite velocity and induces a decreasing charge on the grid. Because 
of the finite velocity of propagation, the maximum decrease in grid charge occurs at 
a time later than that corresponding to the maximum positive value of as shown in 
Fig. 23.13(c). The current, which is the derivative of with respect to time, is 
shown in Fig. 23.13(d). If there were no phase displacement (9 = 0), this current 
would correspond to a negative capacitance ; the existence of a transit angle 8, there- 
fore, corresponds to a negative conductance. By reasoning similar to that used in 
the derivation of eqns. 3 and 4, it can be shown that the absolute value of negative 
admittance due to induced grid charge is proportional to w, and that the negative 
conductance is proportional to cu'. These relations are the same as those shown in 
eqns. 3 and 4 for the positive admittance and positive conductance of the space-charge- 
limited case. 

A negative value of input conductance due to transit time signifies that the input 
circuit is receiving energy from the " B " supply. This negative value may increase 
the gain and selectivity of a preceding stage. If this negative value becomes too large, 
it can cause oscillation. A positive value of input conductance due to transit time 
signifies that the signal source is supplying energy to the grid. This energy is used 
in accelerating electrons toward the plate and manifests itself as additional heating 
of the plate. A positive input conductance can decrease the gain and selectivity of a 
preceding stage. 

It should be noted that, in this discussion of admittance due to induced grid charge, 
no mention has been made of input admittance due to electrons between grid and plate. 
The effect of these electrons is similar to that of electrons between grid and cathode. 
The admittance due to electrons between grid and plate, therefore, can be considered 
as being included in eqn. (3). 

(D) Change in input capacitance 

The hot grid-cathode capacitance of a valve is the sum of two components, the cold 
grid-cathode capacitance, C„ which exists when no cathode current flows, and a 
capacitance, C„ due to the charge induced on the grid by electrons from the cathode. 
The capacitance Ct can be derived from eqn. (3), where it is shown that the grid- 
cathode admittance due to induced grid-charge is 
Yt K<v. 

The susceptive part of this admittance is Y, cos 9. Since this susceptance is equal 
to 01 Ct, the capacitance Ct is 

Ci = K cos 6 = K (for small values of 9). 

Hence, the hot grid-cathode capacitance is 

C, = C, + K. 

The total input capacitance of the circuit of Fig. 23^9 when the valve is in operation, 
includes the capacitance Cj and a term due to inductance in the cathode lead. This 
total input capacitance, Cj, can be shown to be approximately 

C- = C, + - g^gtL (5) 
where the last term shows the effect of cathode-lead inductance. This last term is 
usually very small. It can be seen that if this last term were made equal in magnitude 
to C, + C A, the total input capacitance would be made zero. However, the practical 
application of this fact is limited because g„ and g, change with change in electrode 
voltages, and gt changes with change in frequency. 

When cathode current is zero, the total input capacitance is practically equal to 
C„ + C5. Subtracting this cold input capacitance from the hot input capacitance 
given by eqn. (5), we obtain the difference, which is X — g^gtL. In general, K is 
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greater than g„gtL. Thereforcj in a space-charge-limited valve, where K is positive, 
the hot input capacitance is greater than the cold input capacitance. In a temperature- 
limited valve, where K is negative, the hot input capacitance is less than the cold 
input capacitance. In both valves K changes with change in transconductance. 
Because of this change, the input capacitance changes somewhat with change in a.v.c. 
bias. In many receivers, this change in input capacitance is negligible because it is 
small compared with the tuning capacitances connected in the grid circuits of the high- 
frequency stages. However, in high-frequency stages where the tuning capacitance 
is small, and the resonance peak of the tuned circuit is sharp, change in a.v.c. bias 
can cause appreciable detuning effect. 
(E) Reduction of detuning effect 

The difference between the hot and the cold input admittances of a space-charge- 
limited valve can be reduced by means of an unbypassed cathode resistor, Ru in Fig. 

1851 ,6AC7/I852 
TYPICAL CHARACTERISTICS 
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23.14. The total hot input admittance of this circuit is made up of a conductance 
and a capacitive susceptance C/. Analysis of Fig. 23.14 shows that, if cathode-lead 
inductance is neglected, the total hot input capacitance, C,', is approximately 

1 + y:ic. 



1 + gmRlc 



(6) 



6AB7/ IS53 
TYPICAL CHABACTEBISTICS 



Inspection of this equation shows that if K is positive and varies in proportion with 
g„, the use of the proper value of will make Cj independent of g„. In a space- 
charge-limited valve, K is positive and is found by experiment to be approximately 
proportional to g^. It follows that the proper value of i?^ will minimize the detuning 
effect of a.v.c. in a space-charge-limited valve. Eqn. (6) is useful for illustrating the 
effect of Rt but is not sufficiently precise for computation of the proper value of Rt 

to use in practice. This 
value can be determined 
by experiment. It will 
be found that this value, 
in addition to minimizing 
capacitance change, also 
reduces the change in in- 
put conductance caused 
by change in a.v.c. bias. 
The effect of xmbypassed 
cathode resistance on the 
change in input capacit- 
ance and input conduct- 
ance of types 6AC7/1852 
and 6AB7/1853 is shown 
in Figs. 23.15 and 23.16. 
These curves were taken 
at a frequency of 40 mega- 
cycles. The curves for 
the 6AC7/1852 also hold 
good for the 1851. 



E,«6-3 VOLTS 
PLATE VOLTS • 250 
SUPPRESSOR VOLTS -0 
SCREEN VOLTS -ZOO 
^RIO VOLTS "VARIED 
FREQUENCY" 40 Mc/l 

UNBYPASSEO CATHODE RESISTOR ■ R,, (OHMS) 
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It should be noted that, 
because of degeneration 
in an unbypassed cathode 
resistor, the use of the 
resistor reduces gain. The 
reduced gain is 1/(1 -|- 
gm^ s) times the gain with 
the same electrode volt- 
ages but with no unby- 
passed cathode resistance. 



The hot input conductance of a valve with an imbypassed cathode resistor can be de- 
termined by modification of the values of /fe^ in the table. The value of in the table 
should be multiplied by ^„/(l -1- g^Ri). The resultant value of Aj, when sub- 
stituted in eqn. (1), with from the table, gives the input conductance of a valve 
with an unbypassed cathode resistor. In the factor (1 + gmRk), gm is the grid- 
cathode transconductance when R^h by-passed. 

When an unbypassed cathode resistor is used, circuit parts should be so arranged 
that grid-cathode and plate-cathode capacitances are as small as possible. These 
capacitances form a feedback path between plate and grid when there is appreciable 
impedance between cathode and ground. To minimize plate-cathode capacitance, 
the suppressor and the screen by-pass condenser should be connected to ground rather 
than to cathode. 
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SECTION 6 : VALVE AND CIRCUIT NOISE* 

(i) Thermal agitation noise (ii) Shot noise (»'«) Induced grid noise (iv) Total 
noise calculations (v) Sample circuit calculations (vi) Conclusions. 

Maximum receiver sensitivity is not, in most cases, determined by the gain of the 
particular receiver but by the magnitude of the input circuit noise, which is generated 
by the antenna, the tuned input circuit, and the first tube. This is true of A-M, F-M 
and television except that in F-M and television the random noise effect assumes 
a far greater degree of importance than in the standard broadcast band. The reason 
for this is twofold : 

(1) At the frequencies where these two services operate, 50 to 250 Mc/s, the re- 
lative values of the several different noise sources assume entirely new proportions 
and the heretofore unimportant and little known induced grid noise becomes one 
of the predominant components of the total. 

(2) Most random input and tube noise is proportional to the square root of the band- 
width. Both television, with a 4 Mc/s band, and F-M, with a 200 Kc/s band, occupy 
much wider sections of the frequency spectrum than anything previously encountered 
by the commercial receiver engineer. 

(i) Thermal agitation noise 

When an alternating electric current flows through a conductor, electrons do not 
actually move along the conductor but they are displaced, an infinitesimal amount, 
first in one direction and then in the other. A voltage is built up across the conductor 
equal to the magnitude of the current times its resistance. Applying heat to the con- 
ducting material agitates the molecules of the conductor and, consequently, varies the 
instantaneous position in space of the electrons. This random electron motion is, 
in a sense, a minute noise current flowing through the material and is known as 
tliermal agitation noise. That is, the application of heat agitates the electron dis- 
tribution of the substance thereby creating the noise. 

The magnitude of the short-circuit noise current is given by 

where = mean squared noise current (amperes^) 

K — Boltzmann's Constant (Joules per degree Kelvin), 1.38 x 10"*^ 
T — temperature (degrees Kelvin) 
AF = bandwidth (c/s) 
and R = resistance (ohms). 

All noise currents and voltages are random fluctuations and occupy an infinite 
frequency band. Because of the random effect, the most convenient terminology 
to use in expressing their magnitude is average noise-power output. Mean-squared 
noise current or mean-squared noise voltage, either of which is proportional to average 
power, is generally used. 

In the expression for various noise components the term AP refers to the effective 
bandwidth of the circuit. This is determined from a curve of power output versus 
frequency by dividing the area under the curve by the amplitude of the power at the 
noise frequency in question. For most calculations, however, where only approxi- 
mate values are desired, the bandwidth between half power points, or 0.707 voltage 
points, will give sufficient accuracy. 

The equation below expresses thermal agitation noise as a voltage in series with a 
given resistor ; 

ej = 4KTJFR. (2) 
Both the above forms are true of all resistive circuit elements or combination of 
elements including parallel and series-tuned circuits. 

*This section is taken directly from an article *' Input Circuit Noise Calculations for FM and Tele- 
vision Receivers " by W. J. Stoke, published in Communications, Feb. 1947, and reprinted by special 

permission. 
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Referring to Fig. 23.17(a), let us suppose a resistance of 10 000 ohms were conneaed 
to the input of an amplifier with a 5 Kc/s bandwidth, i.e., 5 Kc/s between half power 
points or an audio band of 2.5 Kc/s. At room temperature, 20°C or 293°K, the 
term 4KT in the expressions for noise simplifies to 1.6 x lO'^o^ which may be used 
in most receiver calculations. The noise in Fig. 23.17(a) is therefore : 
ej = 1. 6 X 10-^0 AFR 

e„ = Vl-fi X lO-'^" X 5 000 X 10 000 

e„ = 0.89 microvolt. 
The noise bandwidth is generally determined by the narrowest element in the entire 
circuit under consideration. In the example for Fig. 23.17(b) the bandwidth of the 
amplifier is narrower than the tuned circuit and therefore its AF is used in the calcu- 
lations. 



Fig. 23.17. Sample thermal noise circuits : 
Frequency = 1000 Kc/s ; Q = 100 ; 
L = 300 microhenries {Ref. B33). 



Fig. 23.17(b) is a simple parallel-tuned circuit where the noise generating resistance 
is equal to the tuned circuit impedance. Again let us assume the bandwidth to be 
five Kc per second. 

R = QCcoL) = 100 X 1900 = 190 000 ohms 

e„^ = 1. 6 X IQ-^oAFR 

e„ = Vl-S X 10^20 X 5 000 X 190 000 
e„ = 3.9 microvolts. 
Thermal agitation noise voltage may be calculated easily with eqn. (2) but by using 
the graph shown in Fig. 23.18 the room temperature values may be found directly. 

I°P°0| I I I I I — I I III I — 11 III I 




Fig. 23.18. Thermal agitation noise voltage versus resistance and band-width (Ref B33). 
(ii) Shot noise 

Another important component of the total receiver noise is shot noise. This noise 
is generated inside the vacuum tube and is due to the random fluctuations in the plate 
current of the tube, or, to state it in another manner, random variations in the rate of 
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arrival of electrons at the plate. When amplified, this noise sovmds as if the plate 
were being bombarded with pebbles or as if a shower Of shot were falling upon a metal 
svirface, hence the name shot noise. 

Although generated essentially in the plate circuit of the tube, which is not a con- 
venient reference point for sensitivity or signal-to-noise ratio calculations, the shot 
noise is nearly always referred to as a noise voltage in series with the grid. Since the 
following equation is true, 

e» = ivigm (3) 
where e, = a.c. grid voltage 

ij, = a.c. plate current, 
and g„ ~ transconductance, 

by simply dividing the noise current in the plate circuit by the transconductance of 
the tube, the shot noise may be referred to the grid and expressed in terms of grid 
voltage. 

Another step is taken, however, to simplify the noise nomenclature. Suppose a 
given tube has a shot noise equal to e„ microvolts in series with its grid. It is per- 
fectly valid to imagine that this voltage could be replaced by a resistance whose thermal 
agitation noise is equal to e„ (the shot noise) and to consider the tube to be free of noise. 
This imaginary resistance, which when placed in the grid of the tube generates a 
voltage equal to the shot noise of the tube, is known as the shot noise equivalent 
resistance or just as the equivalent noise of the tube. The advantage of this termino- 
logy is that when the equivalent noise resistance of the particular tube is known, the 
noise voltage may be calculated directly for any given bandwidth by substituting values 
in the following formula : 

e," = (4) 
where R,, = equivalent noise resistance, 
or at room temperature 

e,» = 1.6 X lQ-^oAFR„ (5) 
If the noise were expressed as a voltage or current its value would be correct only for 
one particular bandwidth. 

By knowing the R., of 
any two given tubes their 
relative shot noise merit is 
also known regardless -of 
what bandwidth they are 
to operate at, while if the 
noise voltages were given 
alone the operating band- 
width at which the calcu- 
lation was made would 
also have to be noted if 
the relative merits of the 
two tubes were to be 
defined. 

Noise-equivalent resist- 
ance values for a number 
of different tube types 
(triodes, pentodes, and 
converters) and for various 
circuit applications (am- 
plifiers and mixers) can 
be calculated by applying 
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Fig. 23.19. Approximate calculated equivalent noise 

resistance of various receiving-type tubes {Ref. B33). 
the expressions presented in the chart, Fig. 23.19*. 

When the term converter is used it refers to a tube that is used for frequency con- 
version where the single tube acts as the local oscillator and the mixer (6SA7) ; the 
term mixer where two tubes are used, one as the mixer (6SG7), and one as the local 
oscillator (6C4). — - 

•W A. Harris " Fluctuations in vacuum tube amplifiers and input systems," R.C.A. Review, April 
1941. 
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TUBE 




PLATE 


SCREEN 


TRANSCONOUCTANCE 


EQUIVALENT 


TYPE 


Application 


VOLTS* 


: VOLTS 


MICROMHOS 


NOISE RESlSTANCe 












OHMS 


6AC7 


PENTODE AMPLIFIER 


300 


150 


9,000 


720 




PENTODE' MIXER 


500 


1 50 


2,200 


2,800 


^^^^ ■ 


Kt n 1 uub AKAr'Uir ibn 


2 5 0 


150 


5,000 


1 ,650 


^^^^ 




2 50 


150 


1 ,250 




6AG7 


PENTODE AMPLIFIER 


300 


1 50 


II 000 


1,540 


6A,K5 


PENTODE AMPLtFIER 


ISO 


120 


5,100 


1 ,880 


6AKS 


PENTODE MIXER 


leo 


120 


1,280 


7,5Z0 


6AK6 


PENTODE AMPUFtEfl 


180 


) 60 


2,300 


0,800 


6AT6 


TRIODE AMPLIFIER 


250 




1,200 


2,1 00 


eAU6 


PENTODE AMPLtFiER 


250 


tSO 






6BA6 


PENTODE AMPLIFIER 


Z 60 


100 


4,400 


3 520 


fiSAfi 


PENTODE MtXER 


2 50 




: \ll22. 


1 4 ,060 


68E6 


CONVERTER 


290 


IQO 






QC4 


TRIODC AMPLIFIER 






3 , fOO 


6 10 


6C4 


TRIODE MtXCR 


1 00 




112 


3,240 


GC$ 


TRIOOE AMPLIFIER 









1,250 


6C5 


TRIODE Ml XER 


2 5Q 









6J$ 


TRIOOE AMPLIFIER 


2 SO 




Tioo 





6J3 


TRIOOE MIXER 


250 




650 




^ -^6 J 6 


TRIODE AMPLIFIER 


too 




5 300 


470 


i6J6 


TRIODE MIXER 


100 


— 


1,320 


1 880 


6K8 


CONVERTER 


2 SO 


100 


350" 


290 000 


6SA7 


CONVERTER 


250 


100 


450" 




6SB7-Y 


CONVERTER 


250 


100 


960" 


S2 000 


6SC7 


TRIOOE AMPLIFIER 


250 




1,325 


1,890 


6SG7 


PENTODE AMPLIFIER 


250 


us 


4, TOO 


3.100 


6SG7 


PENTODE MIXER 


250 


125 


1,180 


12,400 


6S«f7 


PENTODE AMPLIFIER 


250 


too 


1.650 


6,100 


6SKT 


PENTODE AMPLIFIER 


250 


too 


2,000 


II ,000 


eSLT 


TRIODE AMPLIFIER 


250 




t,600 


1,560 


6SQ7 


TRIODE AMPLIFIER 


250 




1,100 


2.300 



(«> V&LUES or PLATE VOUAGE AND CURRENT AND SCREEN 
VOLTASE AND CURRENT ARE FOR TYPICAL OPERATING 
CONDITIONS. 

(-1 CONVERSION TRANSCONOUCTANCE - MICROMHOS 



After the equivalent noise resistance is known the value of r.m.s. noise voltage at 
the grid of this tube can be calculated by applying the same expression that is used for 
thermal agitation noise, 

e„^ = 1.6 X lO'^'^FR 
or, by using the graph of Fig. 23.18. 

Fig. 23.20 presents calculated equivalent noise resistance values for a nvmiber of 
commonly used tubes acting as various types of circuit elements. These are, of 
course, approximate figures. 

It can be seen from Figs. 23.19 and 23.20 that the noise resistance or voltage is at 
a minimum for a triode, increasing for the pentode and the multigrid tube, following 
in that order. 

Shot noise is unique among the noise sources in the sense that the shot-noise voltage 
should be considered to exist in series vi^ith the grid inside the tube. The reason for 
this is that nothing can be done to the external grid circuit that will alter the magnitude 
of this component. Even though the shot noise must Be tolerated, its effect can be 
minimized by designing the input circuit for maximum signal at the grid. This 
does not reduce the magnitude of the noise but does improve the signal-to-noise-ratio 
of the receiver. 
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(iii) Induced grid noise 

Also present in the receiving tube is a third source of noise which is generated 
internally in the tube but whose magnitude and effect are determined partially by the 
external input circuit. Known as induced grid noise, this minute current is induced 
in the grid wires of the tube by random fluctuations in the plate current. It is known 
that a varying electron beam will induce a current in any nearby conductor. There- 
fore, the fluctuating plate current which is in a sense a varying electron beam, will 
induce a noise current in the nearby grid conductors. 

The input impedance of a vacuum tube has a re- 
active and a resistive component. At relatively low 
frequencies the resistive component is very high 
(below about 30 Mc/s) ; as the frequency is in- 
creased the resistive component decreases and its 
magnitude eventually becomes comparable to or even 
lower than the external grid circuit impedance. The 
resistive component is composed of two parts, the 
portion due to transit time effect, and the portion due 
to the inductance of the cathode lead. 

An expression for induced-grid-noise* for tubes 
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FIG. 33.21 

Fig. 23.21. Position of in- 
duced grid noise in vacuum- 
tube circuit (Ref. B33). 




with control grid adjacent to the 
cathode follows : 

i'i,,. = 1.4 X 1KT^APG„,ct 
or when expressed in the form of a 
voltage generator, 

= 1.4 X 4KTuAPR .,,.,(6) 



where : = 



and R, 



cathode tempera- 
ture (degrees Kel- 
vin) 

electronic (transit 
time) component of 
input conductance 
electronic compon- 
ent of input resist- 
ance. 



FREQUENCY (nK^ocycIci) 



(00 300 
FIG. 23.23 

Approximate electronic input 



From eqn. (6) it can be seen that 
the induced grid noise is propor- 
tional to the electronic or transit 
time component of the input resist- 
ance. Measurement of the total 
input resistance is a comparatively 
simple matter with the use of a high 
frequency Q meter, but the separa- 
tion of the electronic and the cathode 
inductance components, which are 
essentially two resistances in parallel 
between the grid and ground, is a 
very difficult matter. Since most 
high-frequency tubes arc con- 
structed with either two cathode 
leads or one very short lead, assum- 
ing the total measured input resist- 
Another factor in favour 



Fig. 23.22 

resistance versus frequency (Ref. B33). 
ance to be electronic would not introduce too great an error, 
of this approximation is that it would be the case for maximum induced grid noise and 
any error introduce d would more than likely be on the safe side. 

•D. O. North " Fluctuations induced in vacuum-tube grids at high frequencies " Proc. I.R.E. Feb. 
1941. 
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Cathode temperature in most receiving ttibes, which almost exclusively use oxide- 
coated cathodes, is approximately 3.6 times the normal room temperature in degrees 
K. Eqn. (6) can be rewritten therefore as 

e\,_ = 5 X 4KTAPR,i,„ (7) 
where T = room temperature (degrees Kelvin), 
or, when T =■- 300 degrees Kelvin, 

e\.,. = 8 X 10-»MFi?,,«c< (8) 
• In circuit calculations this noise is essentially in series with a resistance equal to 
R,iect located between the grid and ground — Fig. 23.21. 

The approximate input resistance for a number of common receiving tubes in the 
frequency range of F-M and television is given in Fig. 23.22. This chart can be used 
to find approximate input resistance values for induced grid-noise calculations. 

(iv) Total noise calculations 

Calculations of total input noise are made by using the grid of the input tube as a 
reference point. There are many sources of noise and each must be calculated and 
referred to the grid reference point before a summation is made. Since noise is a 
random effect and calculated on a power basis, the separate components cannot be 
added directly but as the square root of the sum of the squares. 

Total Noise = Vei^ + e^'^ + e^^ + etc. (9) 

The various noise voltages that must be referred to the first grid are : 

(1) Thermal agitation noise of the antenna radiation resistance. 

(2) Thermal agitation noise of the tuned grid circuit. 

(3) Shot noise of the input tube. 

(4) Induced grid noise of the input tube. 

(5) Grid circuit noise of the following stages referred back to the first grid. 

In Fig. 23.23(a) appears a diagram of a practical input circuit and the location of all 
the circuit parameters and noise voltages. Fig. 23.23(b) is essentially the same except 
that the antenna circuit is reflected through the transformer and considered to exist 
at the grid. This is the diagram that is most useful in calculatiiig the total input 

circuit noise. 

The steps necessary to find specific 
values for each of these factors are shown in 
Fig. 23.24. Anterma radiation resistance 
varies widely with the type of antenna 
chosen, but for F-M and television work 
it is generally in the order of 75 to 300 
ohms. When the noise is known in terms 
of an equivalent resistance, as is the case 
here for the antenna, tuned circuit, and 
shot noise, the equivalent voltage can be 
either calculated or obtained directly 
from Fig. 23.18. 




Bont- AMtnna Radkitlon Hniiranci 
. e^jnj ■ Antenna Relistonce Thermal Noile 
- Sigf^ol Voltage 
Rgjjfji Tuned Circuit lm(»dance 
Cckt ■ Tuned Circuit Thermal Nolle 
R,j,^« Electronic Input Resistance 
e, . Induced Grid Noise 
Rj' - Equivalent Shot Noise -Resistance 
Ijhat- Valve Shot Noise 
N - Turns Ratio of Coupling Transformer 




CN'xRa 



JRckl 



(b) B 

Fig. 23.23. Position of various noise 
sources in input circuit (Rcf. B33). 



In order to add the antenna, tuned cir- 
cuit, and induced grid noise to the shot 
noise the effective voltage of these three 
components at the grid, or between the 
points A and B, must be known. Each 
must go through what is essentially a re- 
sistive divider and may be calculated as 
shown in Fig. 23.25. 

After knowing the magnitude of the 
separate sources that exist between A-B, 
the total noise voltage is 
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(') R»„T-OfENDS UPON SPECIFIC ANTENNA 

C2) E»Nr- ViexiO"*" RiNT -OR DIRECTLY FROM FlC.2i.ia 

W Echt" Y|'6XI0-20r^^, -Of, DIRECTLY FROM FIG. 23' 18 

(5) Relect -FROM ACCOMPANYING CHART, FIG, 23>-22 



(6) E,o - 'Vex 10-2" RelectAF 

(7) Req-FROM ACCOMPANYING CHART, FIG. 23-20 



(8) CsHOT- "V 1-6 X 10-2° aF Hca -OR directly from Fio.za-ia 



FIG. 23.24 

Fig. 23.24. Procedure for calculating various noise voltages (Ref. B33). 



etotai = V{.e,^„,y + at A -B)^ -|- (e.-, at A-B)' + {e,„ at A-B)^ (10) 
One other factor may affect this total, however. If the total noise of the following 
stages, which is calculated similarly, ignoring the anterma of course, is appreciable, 
it must be added to the constants of Fig. 23.25. In reflecting it to the first grid the 
second stage noise should be divided by the gain of the first tube. When the gain is 
about ten or more this factor may usually be neglected. 

Effective signal voltage across A-B is calculated in the same way as the antenna 
noise in Fig. 23.25. The signal-to-noise ratio is now also known. 

Since the signal-to-noise ratio is determined by the signal strength and the total 
noise at the grid of the input tube, for a receiver that has a mixer, such as 6SK7, for 
the input tube, the signal-to-noise ratio may be considerably improved by the addition 
of an r-f tube, such as a 6SG7, which has considerably less total noise. By adding 
additional r-f tubes (6SG7's), however, since the total noise and signal at the grid 
will be the same, the signal-to-noise ratio will not be improved. 

FIG.M.JS 




Fig. 23.25. Circuit for reflecting various voltages to the grid {Ref. B33). To find 
the effective voltage of the antenna, the tuned circuit, and the induced grid noise at 
the grid of the tube let Ri equal one of the above noise resistances and e^ its generated 
voltage. If i?2 and R3 equal the other two noise resistances the effective voltage at 
the grid is 

Ci RiRs 



Ri 



R^Rs 



R2 ~h R3 



i?2 + ^3 

This calculation must be performed for the three components in turn. 

(v) Sample circuit calculations 

For a sample problem let us calculate the total noise at the grid of an F-M receiver 
r-f amplifier stage, assuming the circuit in Fig. 23.26(a) to be under consideration. 
As a simplification of procedure the steps in the calculations will be numbered. 

(1) N^R ant = 1200 ohms (calculated) 

(2) R„ect = 1200 ohms (Figure 23.22) 

(3) R,i, = QuiL = 8000 ohms (calculated) 

(4) i?,, = 3100 ohms (Figure 23.20) 

At this point it will be convenient to redraw the circuit as shown in Fig, 23.26(b). 

(5) Ne^nt = 2 microvoks (Fig. 23.18) 

(6) f,-.,, = -s/8 X 10-'^° X 200 X 10^ X 1200^ 

4.4 microvolts (equation (8)) 
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(7) e„i, = 6 microvolts (Fig. 23.18). 

(8) = 3.5 microvolts (Fig. 23,18). 

The next step is to find the effective voltage of each source betvyeen the grid and 
ground (or A-B) as shown in Fig. 23.25. 



(10) e.-. 



2 


1200 + 


1040 


4.4 




1200 + 


1040 


6 





.eM" " - 8000 + 600 
and the total noise is therefore 



X 1040 = 0.93 microvolt. 
X 1040 = 2.0 microvohs. 
X 600 = 0.42 microvolts. 



(12) = V3.5^ + 0.93^ + 2.0^ + 0.42^ 

= 4.3 microvolts [equation (10)]. 



(vi) Conclusions 

Selection of an input tube for a television 
or F-M receiver is dependent upon many 
varying circuit conditions and individual 
requirements. The choice of using bal- 
anced or unbalanced input, permeability or 
capacitor tuning, noisy pentodes or quiet 
triodes that possibly require neutralization, 
among others, lies entirely with the design 
engineer. Considering these reasons and 
various engineering and economic compro- 
mises no particular tube can be chosen and 
defined as the input tube. Complete 
noise information about the circuits in- 
volved is necessary, however, as this is one 
of the determining factors for good sensi- 
tivity and signal-to^noisE ratio 




Fig. 23.26. Typical F-M receiver 
input circuit {Ref. B33). 



SECTION 7 : INSTABILITY IN R-F AMPLIFIERS 

(i) Causes of instability (ii) Inter-electrode capacitance coupling {Hi) Summary. 

(i) Causes of instability 

Instability in r-f amplifiers can be due to many causes and some of these are listed 
below. 

(1) Inter-electrode coupling due to capacitances within the r-f amplifier valve. 
This coupling may be augmented by additional capacitance external to the valve, 
due to wiring etc. 

(2) Coupling between r-f and aerial coils, and leads, due to lack of adequate shield- 
ing or care in placement of the coils and leads relative to one another. 

(3) Impedances common to several stages such as the metal shaft of a variable 
capacitor, power supply impedance (including heater leads), capacitances between 
switch contacts, a.v.c. line etc. 
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(4) Feedback at the intermediate frequency or on harmonics of the i-f. 

Feedback at i-f can be serious when there is only an aerial stage preceding the con- 
verter. In some cases a simple expedient to overcome this difficulty is to connect a 
series resonant i-f trap between the aerial and earth terminals. 

(5) Overall feedback from the a-f section into the aerial stage. This can be checked 
by bringing the speaker leads into close proximity with the aerial terminal, and the 
feedback usually manifests itself as a characteristic a-f howl. Practically all of the 
above factors are imder the receiver designer's control even though the elimination 
of undesired oscillations is often a very difficult practical problem. Further dis- 
.cussion is given in Chapter 35, Sect. 3(v). 

(it) Inter-electrode capacitance coupling 

Coupling due to inter-electrode capacitances calls for special consideration since 
these are an irreducible minimum when due care has been taken with the external 
circuits. A description of the effects which may be expected has been given in some 
detail in Chapter 2 Sect. 8 (see also Chapter 26, Sects. 7 and 8), where the nature of 
the impedance reflected into the grid circuit has been discussed. The connection 
with circuit instability is largely bound up in the magnitude of the input resistance 
component of the reflected impedance appearing across the valve grid circuit, and as to 
whether this input resistance is positive or negative. If the resistance is positive the 
dynamic impedance of the grid input circuit is lowered and there is a loss in gain and 
a broadening of the timing characteristic. For a negative input resistance component 
the opposite effects hold with the dynamic impedance of the tuned circuit increased 
and the tuning becoming sharper. When the negative resistance, due to coupling 
by inter-electrode capacitances from other circuits associated with the valve, equals 
or is less than the positive resistance of the grid input circuit, oscillation will occur. 

In the usual case for a r-f amplifier the primary winding of the r-f coil is resonated 
outside the tuning range. For a high impedance primary resonated below the lowest 
tuning frequency the plate circuit of the valve acts as a capacitance and the grid circuit 
is affected as though a positive resistance and a capacitance were connected in parallel 
across it. This effect is due to the total grid-to-plate capacitance. When the primary 
of the r-f coil is resonated above the highest tuning frequency, the valve sees an in- 
ductive load and a capacitance and a negative resistance component appear in parallel 
across the grid input circuit. (This circuit is the aerial coil when only one r-f stage 
is used). 

For the case of the tuned anode load circuit i.e. a single tuned circuit connected 
directly between plate and B +, the valve sees a resistive load and there is only a capacit- 
ance effectively reflected in parallel with the valve grid input circuit. In this latter 
case, however, because of circuit mistracking, the valve may only see a resistive load 
at a few points in the timing range and at other settings of the tuning dial the load may 
appear as cither a capacitance or an inductance depending on Whether the resonant 
frequency is below or above the required signal frequency. 

The above effects can be neutralized by suitable circuit arrangements but usually 
the additional trouble and expense involved are avoided whenever possible. 

To obtain a quantitive idea of the permissible values of grid-to-plate capacitance 
which would just put a circuit on the verge of instability, an investigation was made by 
Thompson (Ref. B41') who gave the following results. 
A 

where Cpp = total capacitance grid to plate (valve internal and external) 

{2 for 1 r-f stage 
1 for 2 r-f stages 
0.764 for 3 r-f stages 
CO = 27r X operating frequency 
g„ = mutual conductance of r-f amplifier valve (assumed same type and 
operating conditions in each case), 
and Rp = dynamic impedance of the input and output circuits (assumed identical 
in all cases for simplicity). 
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Obviously, even for values of C.p less than those obtained from the above expres- 
sioHj there would be a marked effect on the gain and selectivity of the circuits before 
oscillation actually started. 

(iii) Summary 

Possible sources of feedback giving rise to instability can ofteii be predicted from 
the circuit and component layout diagrams of a receiver. An estimate can be made 
of the possible magnitudes of many of the undesired voltages involved. 

It should be evident that it is far better to avoid possible feedback and instability 
by good electrical and mechanical design rather than spend many fruitless hours 
tracking down an oscillation which could have been avoided. 

A most helpful discussion of instability problems is given in E. E. Zepler's " Tech- 
nique of Radio Design " (in particular Chapter 9) and the reader is recommended to 
consult this book as an excellent practical guide. 

Some further considerations will be given to circuit instability in Chapter 26, in 
connection with i-f amplifiers. These circuits, being fixed tuned, are usually more 
amenable to calculation of possible instability than r-f stages and the results obtained 
more closely approximate to the practical set-up. 

It is necessary to mention that at very high frequencies (say above 50 Mc/s or so) 
the inductance of the screen-grid lead in screen-grid tetrodes and pentodes can cause 
an apparent change in plate to control-grid capacitance which is often strfficient to 
cause instability. If the screen is earthed by means of a capacitor, it is often possible 
to select a Capacitance value which will be series resonant with the screen lead in- 
ductance, at the working frequency, and so form a low impedance path to ground. 
This arrangement is often sufficient to prevent instability from this cause, even over 
a range of frequencies. For further discussion see Ref. A8. 

It is also important to note that at the higher frequencies a capacitor does not behave 
as a pure capacitance, and its effective inductance and resistance become increasingly 
important as the frequency increases. With many types of capacitors it is possible 
that the inductive reactance will exceed the capacitive reactance even at frequencies 
as low as 30 Mc/s (with electrolytics an additional r-f by-pass should always be used). 
This effect is sometimes used to make the capacitor series resonant at the working 
frequency. Even if the capacitor behaves as a small inductance it will be appreciated 
that in some cases the reactance can be very low and effective by-passing is still pos- 
sible. In tuned circuits the Q can be materially affected by the increase iri r-f resist- 
ance of the capacitors and both this and the previous effects should be checked. 

The effectiveness of by-pass capacitors and their Q at the working frequency can 
be readily checked with the aid of a Q meter by placing the capacitor in series with 
a coil of known inductance and Q. See Ref. B45. Finally, r-f chokes do not always 
behave as such, and their resonant frequencies should always be checked (see also 
Chapter 11 Sect. 6). 



SECTION 8 : DISTORTION 

(j) Modulation envelope distortion (ii) Cross modulation distortion. 

Modulation envelope distortion introduced by r-f voltage amplifiers is usually 
small when compared with that introduced by the later stages in a radio receiver e.g. 
the i-f amplifier, the detector and, perhaps, the frequency converter. This is par- 
ticularly true when the magnitude of the signal voltage is small. Amplitude modula- 
tion distortion in r-f amplifiers is usually caused by the curvature of the valve charac- 
teristic relating control grid voltage to plate current. The usual explanation for the 
introduction of this distortion is to consider that the portion of the characteristic curve 
being used can be represented by a power series relating the grid voltage (in this case 
the modulated carrier wave) and the plate current. It can be shovra from this treat- 
ment that second order terms (terms contaitiing squares) in the series do hot introduce 



23.8 



DISTORTION 



945 



distortion because of the selectivity of the tuned circuits. Third order terms (those 
containing cubes) do introduce distortion of the modulation envelope. 

R-F amplifier valves are usually designed so that the third order curvature of their 
characteristics is minimized as far as possible. This is achieved by using a variable 
pitch for the control grid winding and results in the well known variable-mu (or re- 
mote cut-off) characteristic. The variable-mu (or more exactly " variable gm " 
characteristic) and the resultant shape of the — curve, have a large bearing on 
cross modulation distortion as will be discussed presently. 

(i) Modulation envelope distortion 

Because of the presence of the higher order terms in the power series representation, 
the magnitude of the r-f signal which can be handled by a particular type of r-f valve 
is limited if the distortion of the modulation envelope is not to be serious. Methods 
of measuring and calculating the signal handling capabilities of r-f amplifiers have 
been discussed in the literature and the reader is referred to K. R. Sturley's " Radio 
Receiver Design " Part 1 Chapter 4 Sect. 7 for a description of these methods, and 
to the other references listed at the end of this chapter. 

(ii) Cross modulation distortion 

Cross modulation distortion is an effect well known to receiver designers. It 
occurs when two signals are applied to any non-linear element such as a radio valve, 
vmder certain operating conditions, having appreciable third order curvature of the 
grid voltage-plate current characteristic. The effect is most noticeable when a strong 
local signal is present and the receiver is tuned to a weak signal. Insufficient r-f 
selectivity is often a major contributing factor in this regard. It is quite useless to 
have good selectivity in, say, the i-f amplifier once cross modulation has occurred in 
the r-f or converter stage, as no amount of subsequent selectivity can remove the un- 
desired signal which is now superimposed on the same frequency band as the desired 
signal, and the modulation on both signals will be heard in the received output. 

The r-f amplifier valve must also be designed so that the higher order modulation 
terms are kept as small as possible. A variable-mu valve wiU materially assist in 
handling a wide range of signal voltages without the grid voltage-plate current curva- 
ture being such as to allow serious cross modulation to occur. 

A careful choice of the bias voltage for the r-f valve, and making the cathode by- 
pass capacitor of sufficiently small value to be effective at radio frequencies only, will 
often assist in reducing cross modulation. 

When the local interfering station is a very powerful one it often becomes neces- 
sary to use special rejector circuits as well as high r-f selectivity. 

Effects such as external cross modulation are not discussed here but reference can 
be made to F. E. Terman's " Radio Engineers' Handbook " page 647 for some details. 
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SECTION 1 : INTRODUCTION 

In this chapter it is proposed to consider, briefly, some of the fundamental types of 
oscillator circuits (used in conjunction with valves) which are commonly employed 
in radio receivers. Of course there are numerous variations of the fundamental 
circuits, but generally these changes are only a practical convenience for obtaining 
some required special condition of operation from the basic circuit. 

The tjfpes of circuits to be considered are : 

(a) The tuned-plate oscillator 

(b) The tuned-grid oscillator 

(c) The Hartley oscillator 

(d) The Colpitts oscillator 

(e) The electron-coupled oscillator 

(f) The negative transconductance oscillator. 

For those interested in the general theory of oscillation, and in the many special cir- 
cuits available, a list of suitable references is given at the end of the chapter which will 
serve as a starting point, at least, for a more complete survey of this field of knowledge. 
Crystal oscillator circuits are not discussed here but a number of useful circuits are 
given in Refs. 27 (page 164), 26 (page 97) and 31 ; the latter giving a discussion of 
overtone (harmonic mode) crystal oscillators. 

Before proceeding to a discussion of particular types of oscillator circuits, a few of 
the fundamental principles will be briefly reviewed. 

The simplest form of electrical oscillator consists of a combination of inductance 
(I,) and capacitance (C) connected together (as shown in Fig. 24.1), to which has been 
added, initially, electric or magnetic energy. Suppose that the 
capacitor C has been charged by some means. The energy 
stored in the capacitor is then \CE^, where E is the maximum 
potential difference between the plates. At this instant, when 
E has its maximum value, the current in the circuit is zero. 
The presence of the inductor will allow the energy stored 
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in the electric field of the capacitor to be transferred, and to form a magnetic field 
around the inductor. The capacitor discharges xintil finally E becomes zero and the 
current / becomes a maximum. At the instant at which / is a maximum the energy 
in the magnetic field is ILP, all the available energy is stored in the magnetic field 
and there is no electric field. The process now revcrsesj the magnetic field collapses 
and energy is transferred back to the electric field of the capacitor. This process 
repeats itself indefinitely if there is no loss of energy in the circuit (radiation is not 
considered here). 

Since the total energy which is stored in each field in turn, is the same, it is per- 



missible to write 

iCT^ = iLP (1) 

where E and I have their maximum values. 

Also E = 1/cuC (2) 

and so l/co^C = L (3) 

or / = I/2WLC (4) 



where / is natural resonant frequency of the oscillations occurring in the circuit. 

Since there is always some resistance {R) present with practical circuit elements, 
the amplitude of each successive oscillation will decrease tmtil eventually all of the 
energy is dissipated — mainly in the form of heat in the resistance — and the oscilla- 
tions will cease. (This is discussed further in Chapter 9, Sect. 1). The addition of 
extra energy to the circuit from some external source, such that the added energy 
equals that being lost, would allow the oscillations to continue indefinitely. In the 
circuits to be considered the power supply is the external source of energy, and the 
valve is the device controlling the energy which is added to the L C R circuit, in the 
correct phase and amplitude, to maintain oscillations. 

With any valve oscillator an exact analysis of the method of operation is very difficult, 
if not impossible, and it is usual to treat the circuits as being linear (at least for simple 
design procedure) although they depend on conditions of non-linearity for their opera- 
tion. This simplification is valuable because the mathematical analysis which can 
be carried out yields a great deal of useful information concerning the behaviour of 
the circuits. That the circuit operation is non-linear can be readily appreciated by 
considering the fact that the amplitude of the oscillations, once started, does not con- 
tinue to build up indefinitely. The energy gain of the system reaches a certain am- 
plitude and then progressively falls until equilibrium is established. The limits are 
usually set by the valve — plate current cut-ofF occurs beyond some value of the nega- 
tive grid voltage swing, and plate current saturation or grid current damping will 
limit the amplitude of the grid swing in the positive direction. For a discussion of 
the factors governing oscillation amplitude, the reader should consult Refs. 1 and 2. 

In the sections to follow, typical circuits applicable to radio receivers will be dis- 
cussed. It is not proposed to give a mathematical analysis or detailed physical ex- 
planations of the operation of the circuits, as this has been more or less adequately 
done in many text books and periodicals. Suitable references are 1, 3, 5, 7, 10, 11, 
24. 

At the outset it may be mentioned that, since high oscillator efficiency is not usually 
as important a factor as some other requirements in radio receivers, the design is 
generally a combination of empirical and experimental techniques. A large number 
of the circuit component values are pre-determined by such considerations as tracking 
the tuned circuit with signal circuits over a band of frequencies and maintaining 
constant oscillator amplitude over the timing range. Other factors will be discussed 
in Sect. 9 of this chapter. 

Design procedures such as those used for class " C " power oscillators in trans- 
mitters are not carried out in detail for receiver oscillators, although obviously the 
basic principles are the same in both cases ; this will receive further consideration in 
Sect 9. 
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SECTION 2 : TYPES OF OSCILLATOR CIRCUITS 



(j) Tuned-plate (ii) Tuned-grid {Hi) Hanky (iv) Colpitis (v) Electron- 
coupled (vi) Negative transconductance oscillators. 

(i) Tuned-plate oscillator 

Fig. 24.2 shows three arrangements for the tuned plate oscillator. Circuits (A) 
and (B) use series feed, and circuit (C) uses shunt feed. Circuit (B) is the usual 
practical arrangement of (A) ; P is a padding and C a blocking capacitor. 

The shunt feed circuit (C) is generally preferred in receivers for the following 
reasons : 

(1) The rotor plates of the timing capacitor can be directly earthed without using 
additional series blocking capacitors directly in the tuned circuit. 

(2) The resistor can often be selected to assist in maintaining a constant ampli- 
tude of oscillation over the tuning range, since it will give greater damping of the 
timed circuit as the frequency increases. 

Either arrangement of the grid-leak resistor (Rg) shown in circuits (B) and (C) is 
satisfactory, but in circuit (C) it gives increased damping on the feedback winding 
(Lf) which may be advantageous in maintaining constant grid voltage amplitude over 
a range of frequencies. 



Tight coupling and low values of mutual inductance (M) are helpful in maintaining 
frequency stability with mains voltage variations, as these factors tend to make the 
circuit relatively independent of valve constants other than interelectrode capacitances 
(see Ref. 21). Lf is made as small as possible, to reduce M, and also to keep its 
natural resonant frequency well above the tuning range ; this latter factor means 
that stray capacitance across the feedback winding must be kept as small as possible. 
The high natural resonant frequency for the feedback circuit is helpful in reducing 
variations in the tuned circuit (due to reflected impedance), this being particularly 
important since it reduces tracking error and limitations on the maximum possible 
tuning range. 

The resonant frequency (/) of the tuned-plate oscillator is given approximately by 



where L„ = inductance in tuned circuit 

G = capacitance in tuned circuit (this strictly includes any additional stray 
capacitances shunted across G, e.g. in circuit (C) some capacitive re- 
actance due to C would be present, depending on the value of R and 
the frequency of operation) 

R = total series r-f resistance in tuned circuit [including in circuit (C) the 
equivalent series resistance due to C and Ri being shunted across the 
circuit] 

Tp = plate resistance of valve 
and fo = natural resonant frequency of tuned circuit alone. 
For our purposes it is sufficiently close to take 



where G is the acnial capacitance (including trimmers, padders etc.) tuning L„. 




TUNED -PLATE OSCILLATOR 




(5) 
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The important point to observe is that other components, including the valve, 
affect the frequency of oscillation. As these components are capable of variation with 
voltage or temperature fluctuations they will affect oscillator stability, and their effects 
should be minimized as far as possible. Some improvement in stability is possible 
by making the grid current small, which agrees with the condition of a low value for 
Lf, but this is also governed by the permissible value of the grid resistor (Rg). 

The condition for the maintenance of oscillation is given by 
r^o GR'] 

M = - — + (7) 

where I-oj G and R have the same meanings as previously, 

M ~ mutual inductance = l-jL^ (in the absence of additional capacitance 
coupling) 
k = coefficient of coupling 
(i = amplification factor of valve 
and gm = mutual conductance of valve. 

The negative sign for M. indicates that oscillation will only occur for one connection 
of the feedback winding. 

A suitable factor of merit for an oscillator valve is the product fi^m, which should 
be as high as possible. This is also a suitable factor for power output valves, and 
explains why types such as the 6V6 beam power valve work well in feedback oscillator 
circuits. 

The advantages claimed for the tuned-plate oscillator are its relative freedom from 
frequency changes due to mains voltage variations and, when the circuit is used with 
converter valves, freedom from signal-grid bias voltage changes. 

The tuned plate oscillator in its standard form is not very satisfactory for use at 
frequencies above about 50 Mc/s. 



(ii) The tuned-grid oscillator 

The general circuit arrangement for a tuned-grid oscillator is shown in Fig. 24.3. 
Much of the general discussion given in connection with the tuned-plate oscillator 
is applicable to thia circuit. 

The tuned-grid oscillator is probably the most 
widely used in receivers for the standard long-, 
medium- and short-wave bands. One of its 
features is the ease with which oscillation can be 
obtained. The arrangement of the components 
offers little difficulty, and one particular ad- 
vantage is that the tuned circuit is completely 
isolated from the plate supply voltage. 




FlG.24 i TUNED-GRID OSCILLATOR 



The approximate frequency of oscillation (/) for this circuit is given by 

h 



V 



1 + 



(8) 



where 



and 



R 
G 



\/2tt^/ L„G = natural resonant frequency of timed circuit 

timed circuit inductance 

plate resistance of valve 

feedback winding inductance 

series r-f resistance (total) in tuned circuit 

total tuning capacitance. 



The minimum value of M required to maintain oscillation is given approximately by 
V LfA GR-] 
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where A = LfR/Lgr^ 

H = amplification factor of valve 
gn — mutual conductance of valve 
= plate resistance of valve 
and Lj, R and G are as previously. 

If r J is large and R is small, frequency variation from the natural resonant frequency 
is reduced, as can be seen from an examination of the equation. Also, as a point of 
interest, it is seen that / is less than /„ for the tuned-grid oscillator, and greater than /» 
for the tuned-plate circuit ; so that the tuned circuit acts as an inductive reactance 
(neglecting resistance effects) in the first case, and as a capacitive reactance for the 
tuned-plate oscillator. These points are further discussed in Ref. 5. The useful 
upper frequency limit for the tuned-grid circuit is about 50 Mc/s, as the value of the 
feedback-winding inductance and the resonant frequency of the feedback circuit 
become troublesome. This applies also to the tuned-plate arrangement. 

(iii) Hartley oscillator 

Fig. 24.4 shows two possible arrangements for the Hartley oscillator circuit. The 
circuit (A) is the conventional series-fed circuit, but is not very convenient for use in 
radio receivers for several reasons. 

(1) The tvming capacitor G cannot be earthed without using blocking capacitors. 

(2) The presence of blocking capacitors presents tracking difficulties. 

(3) The coil Z-o has H.T. applied which may be awkward when making adjust- 
ments, particularly during developmental work. 

(4) Untracked stray capacitances are likely to be high. 

The alternative arrangement of Fig. 24.4 (B) is the circuit most commonly employed 
in receivers. The tuned circuit is connected directly to ground. This arrangement 
avoids the dijiculties of circuit (A) ; furthermore it is particularly convenient for use 
with converter valves of the 6SA7, 6BE6 pentagrid type. 




FlC. 24-4 MARTLEX OSCILLATOR 



The angular frequency of oscillation for the Hartley circuit of Fig. 24.4(A) (see 
Ref. 5) is given approximately by 

u> = cooVl" + RJr^ (10) 
where o),, = W Lfi 

Wo = 2ir X /„ (/„ is natural resonant frequency of tuned circuit) 

i?, = r-f resistance of L, 

r„ = plate resistance of valve 

1,0 = oscillator coil inductance (= Z-i + 4- 2Af) 
and G = tuning capacitance. 
For the maintenance of oscillation 

L, + Af Gr„(i?, + Ri)U 



+ ■ 



M) 



(11) 



Z,2 + Af ' (Li + Af)(Z.2 + 
where \l = amplification factor of valve. 

Li and ij are the two sections of L„ coupled by mutual inductance 
Af and i?i and jRj are the r-f resistances of Z-i and Li respectively. 

The frequency equation shows that the oscillation frequency / is higher than /o, 
and to reduce this difference should be high and Rx small. Also, for the circuit 
to oscillate readily, the mutual conductance of the valve should be high. 

A Hartley oscillator offers advantages over the tuned-plate and tuned-grid circuits 
at frequencies in excess of about 40 Mc/s, the greatest advantage being that the feed- 
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back winding, being a part of the tuned circuit, does not offer the same difficulties 
as the other cases, in which the natural resonant frequency approaches the operating 
frequency. 

In the case of the other two types of oscillators mentioned, if the feedback winding 
has greater inductance than the tuned winding, the oscillator can easily change over 
from one type to the other (i.e. tuned-plate becomes tuned-grid and vice-versa) and 
satisfactory tuning is obviously impossible. This trouble is not as unlikely as may be 
thought since it is often very difficult to obtain sufficient amplitude of oscillation as 
the frequency increases. 

The Hartley circuit can be made to give satisfactory operation to frequencies at 
least as high as 150 Mc/s, even with multi-grid converter valves (depending, of course, 
on the valve type used), but its chief disadvantages are 

(1) Its liability to parasitic oscillations as the frequency increases, 

(2) The possibility of the circuit acting like a modified Colpitis oscillator because 
of stray and valve interelectrode capacitances, 

(3) That it is rather awkward to find the optimtmi tapping point for the best con- 
ditions of oscillation, particularly when the frequency becomes fairly high. 
This is particularly so with valve types such as the 6BE6 on the F-M broadcast 
band since the tapping point on the oscillator coil has a large effect on conversion 



(1) and (2) generally manifest themselves as sudden changes in oscillation frequency 
when tuning over the working range, or as " dead " spots, or through the oscillator 
stopping altogether when the gang capacitance becomes less than a certain value. 

It may be mentioned finally that the Hartley circuit has been extensively used on 
all broadcast bands including the F-M 88-108 Mc/s band ; its application in re- 
ceivers has been largely confined to use with pentagrid converters such as types 6SA7, 
6BE6, 6SB7-Y and 6BA7. 

(iv) Colpitts oscillator 

A circuit for a shunt fed Colpitts oscillator is shown in Fig. 24.5(A). A suitable 
arrangement (Ref. 9) for use in radio receivers operating at frequencies of the order 
of 100 Mc/s is that of Fig. 24.5(B). In this latter circuit Cg is the self-capacitance 
(plus added capacitance if required) of the choke L in the cathode circuit, and 
is the grid-to-cathode capacitance j Lo is the oscillator coil inductance and G the 
variable timing capacitor. The cathode impedance can readily be controlled by 
connecting a variable trimmer across L. 



The circuit of Fig. 24.5(B) has been successfully used with type 6BE6 converters 
tuning the 88-108 Mc/s F-M broadcast band and avoids the necessity for tapping the 
oscillator coil as in the Hartley circuit. 

The angular frequency of oscillation of the Colpitts oscillator, from the solution 
of the circuit of Fig. 24.5(A), is given by 



gam. 



FIG. 24-5 




COLPITTS OSCILLATOR 




(12) 



The condition for oscillation mMntenance is that 




(13) 
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where «)„ = 2w x /„ (/„ is the natural resonant frequency of the tuned circuit alone) 
R = r-f resistance of L„ 
r„ = plate resistance of valve 
/J = amplification factor of valve 
1.0 ~ oscillator coil inductance 
and Ci and Cg tune L„ ; they also form a capacitive voltage divider across L„ ; and 
the excitation voltage on the grid is proportional to C-i/(Ci + C^). 

This circuit is most convenient for use at v-h-f, it is very easy to make oscillate, 
and is not so liable to parasitic oscillations as the Hartley circuit. Its use on the 
medium and short-wave bands has been rather limited because of difficulties in circuit 
arrangement when covering frequency bands of about 3:1, and also because of the 
very simple and satisfactory maimer in which the tuned-grid and tuned-plate circuits 
can be made to operate over these ranges. The Colpitts circuit readily lends itself 
to inductance tuning and with this arrangment has been used satisfactorily on all 
of the frequency ranges encountered in normal broadcast receiver design. 

(v) Electron-coupled oscillator 

Electron-coupled oscillators (Refs. 1, 22) can use a large variety of fundamental 
circuits, such as the Hartley or Colpitts, for generating oscillations. The circuit 
usually employs a tetrode or pentode valve, or, most often in receivers, is used with a 
pentagrid converter. Valves having suppressor grids will generally give better fre- 
quency stability. 

The fundamental principle is that the actual oscillating circuit is connected to the 
load circuit only by means of the electron stream within the valve. In this way changes 
in load conditions and high tension voltages have a reduced effect on the actual fre- 
quency of oscillation. The improvement in frequency stability with voltage varia- 
tions appears to be closely bound up with compensating effects due to simultaneous 
voltage changes on the plate and screen. Variation in load conditions would, ideally, 
leave the oscillation frequency unchanged since the two circuits are only connected 
imilaterally through the electron stream. Actually, of course, interelectrode capacit- 
ances and stray coupling prevent this condition from being completely fulfilled. 

Those pentagrid converters which com- 
monly use the Hardey oscillator circuit 
arrangement are typical examples of the 
application of electron-coupling. One such 
arrangement is shown in Fig. 24.6. It is 
often advantageous in this type of circuit to 
connect the screen to the rectifier output 
through jR as this reduces " flutter " j the 
rio.a4 6 PENTAORio OTNVERTER usmo ELECTRON- ^^S^ tcnsion for the plate is obtained from 
COUPLED HARTLEY OSCILLATOR (hc powcr supply In thc usual manner. 
With this latter arrangement generally consists of an electrolytic capacitor and a 
mica capacitor (to act as a r-f by-pass) connected in parallel. 

(vi) Negative transconductance oscillators 

Several types of negative transconductance oscillators have been suggested using 
r-f pentode valves. These circuits have a negative bias on the suppressor grid and 
rely for their operation on the fact that, over a particular range of negative voltage on 
this grid, the suppressor-screen transconductance is negative. With suitable operating 
conditions a positive increment in the negative suppressor grid voltage will allow the 
plate current to increase and the screen current to decrease even when the screen 
voltage is increased j the changes in screen and suppressor voltage being approxi- 
mately equal. The screen and suppressor are coupled together by means of a capaci- 
tor, and die tuned circuit is connected in a suitable manner between plate and screen. 
Detailed descriptions of this type of oscillator can be found in Refs. 7 and 23. Cir- 
cuits using this arrangement with pentode valves are not very convenient since the 
negative transconductance is only of the order of —250 micromhos. 
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Since this oscillator is a two terminal type it is often a very convenient arrangement ; 
one particular example is its use as a beat-frequency oscillator in a radio receiver. A 
particular form of the negative transconductance oscillator (Ref. 13) — which employs, 
also, the principle of electron couphng — using a pentagrid converter valve (e.g. type 
6A8, but not 6SA7, 6BE6 etc.) is shown in Fig. 24.7. The negative transconductance 
is brought about as follows. Electrons moving towards the plate are turned back to 
the inner screen (G3) and the oscillator anode (G^) when the control grid (G4) has a 
more negative voltage applied to it. The net effect of an increase of negative voltage 
on the signal grid is to increase the current to the oscillator-anode and to grid G3. 



OUTPUT 
i 




J_ 20,ooon i 

B+ 250V 

FIO,24'7 NEGATIVE TRANSCONDUCTANCE OSCILLATOR 

Any increase in the current to is practically offset by a decrease in the current 
to G,„ the outer part of the screen grid, and the result is that the screen current re- 
mains fairly constant for wide variations in signal-grid voltage. The variation in 
oscillator-anode current, however, is equivalent to a negative transconductance be- 
tween the control grid (GJ and the oscillator-anode (Gj). In type 6A8 this amounts 
to about —400 micromhos. Because of this negative transconductance it is possible 
to create an oscillatory condition by coupling G4 to Gj, provided that the rest of the 
circuit is suitably arranged. 

The circuit of Fig. 24.7 has been used at frequencies up to 18 Mc/s. It has also 
been employed in several types of communications receivers (having intermediate 
frequencies of from 255 Kc/s to 3 Mc/s) as a beat-frequency oscillator and has given 
very good results as regards stability of operation, particularly when temperature 
compensation has been applied to the tuned circuit. 

It is near enough, for practical purposes, to take the frequency of oscillation as being 
/„ = 1/(2WLoC) (14) 



SECTION 3 : CLASS A, B AND C OSCILLATORS 

An oscillator can be made to work trader a variety of conditions. The impulses 
applied to the timed circuit, to maintain oscillation, can be such that the valve plate 
current may be flowing from something less than 180° of the electrical cycle to almost 
the full 360°. Depending on the period for which the impulses are applied, the 
oscillator may be classified as Class A, B or C. 

High quality laboratory oscillators often use the Class A condition, while high power 
oscillators, such as those sometimes used in transmitters (where efficiency might 
occasionally be more important than obtaining an output voltage relatively free from 
harmonics) might possibly use Class C operation ; of course even in high power 
transmitters a master oscillator is the usual arrangement and efficiency is not an 
important factor in its operation. Oscillators in superheterodyne receivers do not 
need to have very high efficiency, but the output must be relatively free from har- 
monics if whistle interference' is not to be a serious problem ; this generally leads to 
something approaching Class B operation (Ref. 5). 

It should be noted that, for all usual operating conditions, grid current flows for 
at least part of the input voltage cycle. 



24.4 



OSCILLATOR FREQUENCY VARIATION 



955 



SECTION 4 : CAUSES OF OSCILLATOR FREQUENCY VARIA- 
TION 

(j) General (it) Changes in supply voltage (in) Temperature and humidity changes 
(iv) Oscillator harmonics. 

(i) General 

Frequency drift in the oscillator section of superheterodyne receivers (F-M or 
A-M) is important for a number of reasons. The most obvious is that as a result 
of such drift the actual intermediate frequency output from the frequency changer 
will not be that to which the i-f amplifier is tuned, giving a loss in amplification and 
the added possibility of considerable frequency distortion in A-M receivers, and non- 
linear distortion in F-M receivers. Other special effects will be discussed separately. 

Oscillator frequency variations which can be offset in the original design may be 
due to changes in 

(a) Supply voltage 

(b) Temperature 

(c) Humidity 

(d) A.V.C. bias on the signal grid of multielectrode converter valves. This 
will be discussed in Chapter 25 Sect. 2. 

Also, it should be noted that a high percentage of oscillator harmonics can lead to 
oscillator instability. Mechanical stability of the circuit is a prime requirement. 

Detailed discussion regarding oscillator frequency stability can be fotmd in Refs. 
1, 4, 5, 10, 11, 15, 19, 20, 21 and 28. 

(ii) Changes due to supply voltage 

Some change in oscillator frequency always occurs when there is a change in the 
voltages on the valve electrodes, because of changes in valve " constants." 

For the simple triode oscillator, plate voltage changes may be minimized by using 
a supply voltage having good regulation ; the regulation requirement is often deter- 
mined by the variations in the total current drawn by the complete receiver when the 
signal voltages are changing. This may necessitate a separate voltage supply for the 
oscillator valve, and where extremely high oscillator stability is required a separate 
voltage regulator valve (e.g. OD3/VR150) may be incorporated. A common mani- 
festation of poor regulation of the H.T. is the " flutter " experienced on the short- 
wave bands. 

For screen grid valves the same precautions are taken as for a triode, but often very 
appreciable improvement is possible, with some valve types, by offsetting screen and 
plate current changes one against the other. Although the principle of offsetting 
changes due to various electrodes against each other is of assistance, it should be 
noted that with some converter valves in which voltage changes are additive (e.g. 
6J8-G), better stability is possible than with other valve types (e.g. 6A8, 6K8) in which 
the plate and screen voltage variations are subtractive. Pentagrid converter valves 
of the 6SA7 class are particularly critical as to screen voltage changes and a separate 
screen supply is often essential. 

(iii) Temperature and humidity changes 

After a receiver has been switched on, it is foimd that the oscillator frequency tends 
to alter for some considerable time, up to say an hour or more. Usually it is found 
that the internal effects of the valve heating up become negligible after a period of 
about ten minutes. The base of the valve is responsible for a certain amount of drift, 
but this can be minimized by the use of high-quality porcelain or micanol bases. 
With the miniature valve types the electrode coimections come straight through the 
button stem instead of through a glass pinch, and the temperature variations due to 
the complete valve assembly are kept to an absolute minimum. 

The most serious frequency drift through temperature changes is generally caused 
by capacitance variations due to the heating of the various dielectrics in the circuit. 
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This is minimized by the use of high quality dielectrics such as special grades of por- 
celain. 

Inductance changes due to temperature rise also cause frequency variation, and 
low-loss dielectric formers are essential. If sufficient mechanical stability is possible 
air cored coils are often preferable, but not always. 

Good circuit layout is an essential requirement and all sources of heat should be 
kept away from tuning capacitors and coils. 

When all the requirements as to dielectrics, circuit layout etc. have been met as 
far as is possible, final temperature compensation is made by using capacitors having 
negative temperature coefficients. These capacitors are available commercially in a 
wide range of capacitance values, and with various negative temperature co-efficients. 
The manufacture of this type of capacitor is possible because of the availability of 
ceramic materials having dielectric constants which decrease with an increase in 
temperature*. It should be realized that exact compensation by simple capacitance 
adjustment is only feasible, in general, at one point in a given tuning range, but a very 
appreciable improvement over a band of frequencies is possible without exact com- 
pensation at any one point. A method for obtaining exact compensation at two points 
(although here again a compromise adjustment may be preferable) in a given tuning 
range, using the principles of superheterodyne tracking, has been given by Bushby 
(Ref. 19) ; it is also shown that a compromise adjustment is possible, although exact 
compensation is not practicable, at three points in the tuning range. Methods for 
carrying out long period frequency-drift compensation, due to temperature changes, 
are outlined in Ref. 19. 

Changes in oscillator frequency with humidity can be minimized by using coils, 
capacitors and insulating materials which are properly baked to remove moisture 
and then impregnated (with suitable waxes or varnishes) to prevent the absorption of 
moisture, f 

It may be worth noting here that carbon resistors have negative temperattu:e co- 
efficients. Wire-wound resistors have positive or negative temperature co-efficients 
depending on the type of resistance wire used.f 

(iv) Oscillator harmonics 

There is ain effect, supposed to be due to cross modulation between the fundamental 
frequency and its harmonics and between the harmonics themselves, which results 
in the production of currents at the fundamental frequency. These new currents 
may be out of phase with the original current at the fundamental frequency and so 
tend to shift the frequency of oscillation. Most of the evidence regarding this effect 
is experimental and a complete explanation has not been given (see Ref. 1, p. 82). 
However, it does provide an additional reason for having a minimum of oscillator 

excitation. 



•See also Chapter 4 Sect. 9(u)f and Chapter 38 Sect. 3(vi). 
tSce Chapter U Sect. 7. 
tSee Chapter 4 Sect. 9(i). 
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SECTION 5: METHODS OF FREQUENCY STABILIZATION 

Some of the causes of oscillator frequency variations have already been discussed, 
and some general methods of reducing the frequency changes have been outlined. 
A large number of methods have been detailed in the literature for obtaining frequency 
Stability, such as the use of negative feedbackj resistance stabilization and the various 
methods using reactances as given by Llewellyn (Ref. 21). Since this subject is ex- 
tensive, we shall content ourselves here with stating a few of the main factors which 
should be observed when designing an oscillator for a superheterodyne receiver. 
Suitable references are listed at the end of this chapter. 

(A) Mechanical stability of all components and wiring should be as good as 
possible. Care is necessary to avoid mechanical vibration (such as thai due to sound 
waves from the loudspeaker). 

(B) Circuit layout should be such that sources of heat (e.g. valves) are kept as 
far away as possible from frequency determining elements. In some cases it may be 
feasible to place the oscillator coil and tuning capacitor imder the chassis, with the 
oscillator valve mounted on the top of the chassis. 

(C) For feedback type oscillators, such as tuned-plate and tuned grid circuits, 
the windings should be closely coupled. The feedback winding should be as 
small as possible and stray capacitances across it should be low. 

(D) Grid current should be kept as low as possible consistent with stable opera- 
tion. 

(E) All supply voltages should be as constant as possible. With pentodes it 
may be possible to offset plate and screen current changes. 

(F) All dielectrics in the circuit should have low temperature coefficients and be 
non-hygroscopic. This applies particularly to the valve socket which becomes 
hotter during operation than most other sections of the oscillator circuit. 

(G) Efforts should be made to stabilize the electrical constants of all components 
by suitable heat treatment and impregnation. 

(H) When designing the oscillator and signal circuits it will be found from the 
data on superheterodyne tracking given in Chapter 25 Sect. 3, that there is some choice 
of inductance and capacitance values (due to the distribution of trimming capacitances) 
even though the frequency coverage and type of tuning capacitor are pre-determined 
by other conditions. Where it is permissible, the L/C ratio of the oscillator tuned 
circuit should be arranged so that it is as small as possible. 

(I) The Q of the oscillator tuned circuit should be as large as possible con- 
sistent with other circuit requirements. 

(J) Better stability is possible if the valve can be connected across only part of the 
tuned circuit. Often this is not convenient in radio receivers because of the reduction 
in available oscillator voltage, but considerable improvement in stability is possible 
in those cases where tapping down can be applied. 

(K) When all other precautions have been taken, temperature compensation 
should be carried out, using capacitors having negative temperature co-efficients 
[see Chapter 4 Sect. 9(ii)f also Chapter 38 Sect. 3(vi)]. 

(L) When possible causes of frequency drift are being considered it should not be 
overlooked that valve interelectrode capacitances will change during the initial 
warm-up period. A typical example occurs in the Hartley circuit of Fig. 24.4(B) 
in which the heater-cathode capacitance is directly across part of /,» 5 in this case 
connecting one side of the heater directly to cathode and adding a suitable r-f choke 
in series with the other heater lead will minimize the trouble. This arrangement 
is also helpful in reducing microphonics caused by heater-cathode capacitance varia- 
tions. 

(M) Judicious location of negative temperature co-efHcient capacitors is 
helpful. For example if part of the compensating capacitance is located at the valve 
socket terminals, short-time drift due to the valve and socket warm-up period can often 
be very appreciably reduced. 
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(N) The values of and should be selected carefully to avoid " squegging " 
(see Sect. 6). This should be checked with a large number of representative valves 
of the same type. 

(O) Selection of the most suitable valve type has received some discussion in 
previous sections. Usually the choice is rather limited in receiver applications. 

(P) Electron coupling to the load circuit is often helpful, and is used in many 
applications. Most frequency changers employ this principle. 

(Q) Harmonic operation of the oscillator may be advantageous in some cases, 
since better frequency stability is sometimes possible when the fimdamental frequency 
of operation is reduced. The disadvantage of this arrangement is the greatly in- 
creased possibility of spurious frequency combination. 

The majority of receivers use the oscillator fundamental frequency, and this fre- 
quency is generally (but not always) higher than the received signal frequency. This 
includes all broadcast bands up to 108 Mc/s. 

(R) Increased spacing between the plates of variable capacitors is helpful 
in obtaining good oscillator stability, as the effects of small variations in the position 
of plates, during operation, is reduced. The opportunity to make use of this occurs, 
for example, with the variable capacitors used in F-M receivers, where the capacitance 
range may be approximately 5-20 ft/^F. In this case it is often possible to use double 
spacing between the plates of the oscillator tuning capacitor. 



SECTION 6 : UNSTABLE OSCILLATION 

Unstable oscillation can be due to a number of causes, some of which have been 
mentioned in Sections 4 and 5. 

Flutter has received some consideration and the cure is generally to use a separate 
series resistor from the power supply to provide the B+ for the oscillator plate (or 
screen in some converters), by-passed by a large capacitor (say an 8 p.F electrolytic). 

Squegging (see Refs. 5 and 8) is caused by excessive oscillator-grid voltage am- 
plitude and incorrect proportioning of the values for the grid resistance and capacit- 
ance. The effect manifests itself as a variation in oscillator output which changes 
at an audio or ultrasonic rate. The only precautions usually required are to select 
suitable values for and Cg and to adjust the oscillator grid current to the lowest 
suitable value. Most valve manuals suggest that values for Cg should lie between 
20 to 100 /ifiF depending on the operating frequency. Small values of the product 
RgCg are called for at the higher frequencies. The effect should be carefully checked 
with several valves of the same type. In some cases " squegging " occurs at the high 
frequency end of the tuning range only, and this often calls for the use of a series grid 
" stopping " resistor, or a parallel resistor shunted across the oscillator tuned circuit ; 
these resistors provide greater damping at the higher frequencies and so serve to equal- 
ize the oscillator grid voltage across the tuning range. 

Other miscellaneous effects which are of interest are : 

(A) Hum causing amplitude or frequency modulation of the local oscillator in a 
receiver. 

In A-M receivers the selectivity of the i-f amplifier can cause the frequency modula- 
tion to give rise to amplitude modulation (superimposed on the desired carrier) and 
the hum, after detection, appears in the receiver output, in addition to the hum due 
to amplitude modulation of the oscillator. With F-M receivers the hum provides 
additional frequency modulation of the carrier. The cure is generally to improve the 
power supply filtering. 

(B) Frequency modulation, at an audio frequency rate, caused by vibration of the 
oscillator timing capacitor plates, or some other part of the oscillator circuit, by sound 
waves from the loud speaker (often called " microphonics "). This effect is par- 
ticularly troublesome at the higher carrier frequencies. The natural period of the 
tuning capacitor is important and any method of altering this often provides a cure ; 
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this frequency should not coincide with the bass resonant frequency of the loud speaker. 
Often it is necessary to mount the capacitor on rubber and provide flexible leads to 
the dial, etc. 

(C) Microphonics caused by heater-cathode capacitance variations. This effect 
is minimized by connecting one side of the heater directly to cathode, where this is 
possible, and using a r-f choke in the other heater lead to avoid shunting the tuned 
circuit with the heater circuit, e.g. see Fig. 24.6 where the result of omitting a r-f 
choke would be to short out part of the tuning inductance. 

Microphony in superhet. oscillators is covered in Ref. 32. 

SECTION 7 . PARASITIC OSCILLATIONS 

" Parasitic oscillation " is the name given to any undesired oscillation in a circuit. 
Tuned circuits will always have at least one additional resonance point determined 
by the leads and stray capacitances. Usually in radio-frequency circuits these parasitic 
oscillations have very high frequencies, but they become troublesome and lead to 
" dead " spots and large fluctuations in oscillator amplitude if sufficient care is not 
taken with the arrangement of leads and components. Audio frequency circuits 
are also liable to this form of oscillation which in this case is generally apparent as 
distortion. 

The usual cure for these troubles is the use of " stopping " resistors (or neutraliza- 
tion in some converter circuits) in series with one or more of the valve electrodes con- 
cerned. Care is necessary, however, as the presence of the resistors may adversely 
affect the performance of the stage concerned. 

Carelessness in shunting large capacitors with small ones may result in an imdesired 
resonance. The leads provide the inductance and the circuit may be series resonant 
in the working range of frequencies. Band-switching in all-wave receivers needs to 
be carried out carefully if an undesired resonance is not to appear in a tuning range. 

For a further discussion of parasitic oscillations the reader is referred to Ref. 8 
(Chapter 12, p. 264) and Ref. 5 (Chapter 6, p. 269). Some useful data are also given 
in Ref. 9, p. 9. 

SECTION 8 : METHODS USED IN PRACTICAL DESIGN 

In the design of oscillator circuits for radio receivers many of the component values 
required are specified by other circuit considerations. This is readily seen from the 
procedure given in Chapter 25 Sect. 3 (in connection with tracking) for determining 
the value of inductance, and the tuning, trimming and padding capacitance values for 
the oscillator circuit. 

In most cases, once a suitable valve has been selected (the choice here is usually 
restricted), details of the required grid-leak resistance, oscillator grid current (which 
in conjunction with Rg determines the grid voltage) electrode voltages etc. are directly 
available from the valve data sheets. The type of circuit is usually restricted to the 
tuned-plate, tuned-grid, or the Hartley for frequencies up to about 50 Mc/s and to 
the Hartley and Colpitts for frequencies above this. It is required of the receiver 
designer to reproduce, if possible, the specified operating conditions (although this 
is often a rather tricky job) together with such modifications as he deems necessary. 

For the feedback type of oscillator a useful " rule of thumb " is to make the number 
of feedback turns about half to one third of the total on the main winding ; correct 
amplitude is obtained by selecting the number of turns to give the required oscillator- 
grid current. The tapping point on Hartley and Colpitts circuits also approximates, 
very roughly, to this rule, which provides a convenient starting point for the necessary 
experimental work. 

With the feedback type of circuit, provided that the coupling between the windings 
is sufficiently high, the number of turns on the feedback winding suggested by the 
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above procedure will usually be somewhat greater than is necessary^ and it is only 
necessary to strip off the excess turns until the required conditions are approached. 
Of course, this does not immediately ensure that the circuit will be satisfactory in 
all respects, since the oscillator normally tunes over a band of frequencies. Owing to 
the tolerances permitted in the manufacture of all valve types, it is necessary to check 
the circuit with a number of valves. These, preferably, should include samples which 
fall on the upper and lower limits of the permissible range of allowed by the par- 
ticular manufacturer, otherwise satisfactory results may not be obtained in the mass 
production of receivers. 

Where the available operating data are given for voltages somewhat different from 
those required, valve conversion factors (see Chapter 2, Sect. 6j can be applied to 
obtain the new conditions. 

Occasionally a receiver designer is faced with the problem of using a valve for which 
some data are available, but for which conditions for oscillator operation are not given. 
Several procedures are available. Exact or approximate methods of analysis can be 
used, just as for power oscillators (see Refs. 10, 11 and 24), but often it is possible to 
arrive at a suitable set of operating conditions on the basis of past experience (or by 
comparison with similar valve types for which the required data are given). The 
only important factor, as far as the use of the valve is concerned, is that the maximum 
ratings — including the peak plate current — should not be exceeded. Other factors 
previously discussed, such as keeping the oscillator grid current as low as possible 
and operating the valve so that harmonic generation is not excessive, suggest that 
conditions more nearly approaching Class B operation are called for, particularly 
as high efficiency with receiving type valves is not often (if ever) a design requirement 
in a radio receiver. 

Once a suitable set of operating conditions has been obtained, experimental tech- 
niques are resorted to, exactly as before. Preliminary calculations other than the 
ernpirical methods suggested, as to tapping points, number of feedback turns etc., 
can be made if so desired, but the extra trouble involved is hardly worth the effort. 

Methods for calculating the inductance required for feedback windings have been 
suggested (see Ref. 8, page 117) but generally the results give values which are too 
low. For this reason the experimental approach is generally the best procedure since 
it must be resorted to finally, in any case, before a design is completed. 



SECTION 9 : BEAT FREQUENCY OSCILLATORS 

The use of a beat-frequency (or heterodyne) oscillator is called for in the com- 
munications type of receiver ; for example when receiving Morse signals from a 
C.W. transmitter. The principles involved are fully explained in the usual text books 
(see Ref. 10, page 446 and Ref. 25, pages 63, 67-70). The output from the local beat 
oscillator is injected at a suitable point in the i-f amplifier, and when the resultant 
voltage is applied to the detector circuit together with the received carrier voltage, one 
of the currents at the detector output has a frequency which is equal to the differ- 
ence between the frequency of the two applied voltages ; this difference frequency is 
the one heard in the receiver output. 

The amplitude of the local oscillator voltage introduced into the i-f amplifier should 
be sufficiently large so that it is always considerably greater than the voltage, at the 
same point, due to the strongest signal likely to be received. If this condition is not 
observed there will be appreciable loss in signal-to-noise ratio, and so one of the main 
advantages of this method of reception will be lost. Because the amplitude of the 
oscillator voltage should be large, very careful screening is necessary if spurious fre- 
quency responses are to be avoided, or at least be reduced to negligible proportions. 

If locking between the local beat-oscillator and a very strong signal is to be avoided, 
very loose coupling into the i-f amplifier is called for. This often suggests an oscillator 
which can be electron-coupled to the load. The circuit of Fig. 24.7 is a particularly 
useful one for this application, and only requires a single winding for the tuning coil. 
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However, almost any oscillator circuit is suitable. Variation of the beat-frequency 
is best accomplished by variation of the beat-oscillator tuning (say a range of i 3 
Kc/s) since it should be clear that the best conditions for reception normally occur 
when the receiver is tuned exactly to the required carrier frequency. 

The a.v.c. should not be operated by the beat oscillator as this would cause a serious 
loss in receiver sensitivity. For this reason a.v.c. is often disconnected when hetero- 
dyne reception of this type is being carried out. 

Some receivers have the beat-oscillator voltage injected directly into the diode 
circuit, but it does not necessarily follow that this is the most suitable point. At the 
detector the incoming carrier voltage has its largest amplitude, and so the beat oscilla- 
tor voltage also has to be correspondingly high. A simple solution which is helpful 
in some cases is to inject the oscillator output voltage into the grid circuit of the last 
i-f amplifier valve, which can be operated with fixed bias to provide constant gain. 

Harmonic operation of the beat oscillator is sometimes helpful in obtaining im- 
proved stability and in reducing undesired interference eifects. 

Considerations as to stability of operation are of prime importance, and the factors 
previously discussed should be kept in mind when designing this circuit. 

Useful data on beat oscillator circuits are given in Ref. 8 (page 128), and also in 
Refs. 26 and 27. 
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SECTION 1 : THE OPERATION OF FREQUENCY CONVERTERS 

AND MIXERS 

(i) Introduction (it) General analysis of operation common to all types (Hi) The 
oscillator section of converter tubes (iv) The detailed operation of the modulator or 
mixer section of the converter stage {v) Conclusion (vi) Appendix. 

Reprinted by special permission from the article by E. W. Herold entitled " The 
operation of frequency converters and mixers for superheterodyne reception " in the 
Proceedings of the I.R.E. Vol. 30 No. 2 (February 1942) page 84. 

(i) Introduction 

The better modern radio receivers are almost universally designed to use the super- 
heterodyne circuit. In such a circuit, the received signal frequency is heterodyned 
with the frequency of a local oscillator to produce a difference frequency known as the 
intermediate frequency. The resultant signal is amplified by a selective, fixed- 
tuned amplifier before detection. Since the heterodyne action is usually accomplished 
by means of a suitable vacuum tube, it is the purpose of this paper to discuss the chief 
similarities and differences among the tubes which might be used, as well as to explain 
their behaviour. 

The combination of signal and local-oscillator frequencies to produce an inter- 
mediate frequency is a process of modulation in which one of the applied frequencies 
causes the amplitude of the other to vary. Although this process was originally 
called heterodyne detection and, later, first detection, it is now called frequency con- 
version. The portion of the radio receiver which produces conversion may, therefore, 
be identified as the converter. If conversion is accomplished in a single vacuum tube 
which combines the functions of oscillator and modulator, this tube may logically be 
termed a converter tube. When separate tubes are used for the oscillator and the 
modulator portions of the converter, respectively, the tube for the latter purpose is 
conveniently called a modulator or mixer tube. This terminology will be used in this 
paper. 

Although in some of the earliest superheterodynes, frequency conversion was 
accomplished by a triode oscillator and triode modulator (Ref. 1) other circuits used 
a single triode which served as both modulator and oscillator (Ref. 2). A triode used 
in the latter way could, therefore, be called a converter tube. The introduction of 
two-grid tubes (i.e. tetrodes) permitted a wide variety of modulator and converter 
arrangernents which frequently gave superior performance to that possible with 
triodes (Ref. 3-7). 

When indirectly heated cathodes became more conunon, conversion circuits in 
which the oscillator voltage was injected in the cathode circuit were used. These 
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circuits reduced considerably the interaction between oscillator and signal circuits 
which would otherwise be present. (Ref. 8). When tetrodes and pentodes became 
available, the use of the triode was dropped except as the local oscillator. It was not 
long, however, before the desirability of more complete separation of oscillator and 
Signal circuits became evident. Multigrid converter tubes were, therefore, devised 
to permit this separation in a satisfactory manner, at least for the frequencies then 
in common use. (Refs. 9-14). In some of these it was also possible to control the 
conversion gain by an automatic-volume-control voltage, a decided advantage. The 
most satisfactory of the earlier multigrid tubes was known as the pentagrid converter, 
a type still widely used. A similar tube having an additional suppressor grid is used 
in Europe and is known as the octode. 

When it became desirable to add high-frequency bands to superheterodyne receivers 
which also had to cover the low broadcast frequencies, the converter problem became 
more difficult. The highest practicable intermediate frequency appeared to be about 
450 to 460 kilocycles, a value which was only about 2 per cent of the highest frequency 
to be received. Its use meant that the oscillator frequency was separated from the 
signal frequency by only 2 per cent and the signal circuit, therefore, offered appreci- 
able impedance at the oscillator frequency. A phenomenon known as " space- 
charge coupling," found in the pentagrid converter, indicated that signal and oscillator 
circmts were not separated as completely as would be desirable. (Ref. 15). In ad- 
dition, the permissible frequency variations of the oscillator had to be held to less 
than the intermediate-frequency bandwidth, namely, 5 to 10 kilocycles ; at the highest 
frequency to be received, the oscillator frequency was required therefore to remain 
stable within 0.05 per cent. In the pentagrid converter, the most serious change in 
oscillator frequency occurred when the automatic-volume-control voltage was changed, 
and was sometimes as much as 50 kilocycles. Economic considerations have led to 
the use of at least a three-to-one frequency coverage for each band in the receiver. 
With capacitance timing, the circuit impedance is very low at the low-frequency end 
of the high-frequency band so that failure to oscillate was occasionally observed in 
the pentagrid converter. 

In Europe, where converter problems were similar, a tube known as the triode- 
hexode (Ref. 16) was developed to overcome some of the disadvantages of the pentagrid 
converter. In the pentagrid tube, the oscillator voltage is generated by, and therefore 
applied to, the electrodes of the assembly closest to the cathode (i.e., the inner elec- 
trodes). In the Etrropean form of triode-hexode, the oscillator voltage is generated by 
a separate small triode section mounted on a cathode common to a hexode-modulator 
section. The triode grid is coimected internally to the third grid of the hexode 
section. In this way, by the application of the oscillator voltage to an outer grid and 
the signal to the iimer grid of the modulator, space-charge coupling was greatly re- 
duced and automatic-volume-control voltage could be applied to the modulator section 
of the tube without seriously changing the oscillator frequency. In some European 
types, a suppressor grid has been added so that such tubes should be called triode- 
heptodes. 

The first American commercial development to provide improved performance 
over that of the pentagrid converter also utilized oscillator voltage injection on an 
outer grid but required a separate tube for oscillator (Ref. 17). This development, 
therefore, resulted in a modulator or mixer tube rather than a converter. There were 
many advantages accompanying the use of separate oscillator tube so that such a 
solution of the problem appeared to be reasonably satisfactory. 

The demand arose shortly, however, for a one-tube converter system with better 
performance than the original pentagrid type for use in the standard all-wave receiver. 
A tube, the 6K8, in which one side of a rectangular cathode was used for the oscillator 
and the other side was used for the mixer section, was developed and made available. 
(Ref. 18). This tube used inner-grid oscillator injection, as with the pentagrid con- 
verter, but had greatly improved oscillator stability. Another solution, also intro- 
duced in the United States, was a triode-heptode which is an adaptation of the Euro- 
pean triode-hexode. This type used outer-grid injection of the oscillator voltage 
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generated by a small auxiliary triode oscillator section. A recent converter (the 
SA7 type) for broadcast use is designed to operate with oscillator voltage on both 
cathode and first-grid electrodes. (Ref. 19), This tube, in addition to having ex- 
cellent perforfnance, requires one less connecting terminal than previous converter 
tubes. • . 

This paper will present an integrated picture of the operation of converter and 
modulator tubes. It will be shown that the general principles of modulating or 
mixing by placing the signal on one grid and the oscillator voltage on another, or by 
placing both voltages on the same grid, are the same for all types of tubes. The 
differences in performance among the various types particularly at high frequencies 
are due to a number of important secondary effects. In this paper, some of the effects 
such as signal-grid current at high frequencies, input impedance, space-charge coup- 
ling, feedback through interelectrode capacitances, and oscillator-frequency shift 
will be discussed. 

(ii) Geueral analysis of operation common to all types 
A. Conversion transconductance of modulator or mixer tubes 

The basic characteristic of the converter stage is its conversion transconductance, 
i.e., the quotient of the intermediate-frequency output current to the signal input 
voltage. The conversion transconductance is easily obtained by considering the 
modulation of the local-oscillator frequency by the signal in the tube and, as shown 
in another paper (Ref. 17) is determined by the transconductance of the signal elec- 
trode to the output electrode. The general analysis of a modulator, or mixer tube, 
is applicable to all mixers no matter how or on what electrodes the oscillator and 
signal voltages are introduced. 

Under the assumption that the signal voltage is very small and the local oscillator 
voltage large, the signal-electrode transconductance may be considered as a function 
of the oscillator voltage only. The signal-electrode-to-plate transconductance 
may, therefore, be considered as periodically varying at the oscillator frequency 
Such a periodic variation may be written as a Fourier series 

= 00 + ^1 cos o>„t + az cos 2m„t + . . . 
where wq is the angular frequency of the local oscillator. Use of the cosine series 
implies that the transconductance is a single-valued function of the oscillator elec- 
trode voltage which varies as cos w„t. "When a small signal, e, sin m^t, is applied 
to the tube, the resulting alternating plate current to the first order in eg may be 
written 

2j> = gm^s sin CU,,t 

00 

= a^e, sin aist + ^, £ a„ Sin lD,t COS ncuot 
n = 1 

00 

= a„e, sin aist + le, Z a„ sin {co, + nm„)t 
n = 1 

CO 

+ ie, E art sin (o), — ntuo)t. 
n = 1 

If a circuit timed to the frequency (01, — n «)„) is inserted in the plate, the modulator 
tube converts the incoming signal frequency cu, to a useful output at an angular fre- 
quency (ui, — na>„) which is called the intermediate frequency. Since w is an in- 
teger, it is evident that the intermediate frequency, in general, may be chosen to be 
the difference between the signal frequency and any integral multiple of the lo_cal- 
oscillator frequency ; this is true even though a pure sine-wave local oscillation is 
applied to the tube. The harmonics of the local-oscillator frequency need only be 
present in the time variation of the signal-electrode transconductance. The ordinary 
conversion transconductance is simply a special case when n = 1. The conversion 
transconductance at the nth harmonic of the local oscillator is given by . 
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Substituting the value of the Fourier coefficient a„ it is found that 
1 

gen - S,n COS nojotdiwot). 

Jo ■ ■ 

When n is set equal to unity, this expression becomes identical with the one previously 
derived. (Ref. 17). 

Thus, the conversion transconductance is obtained by a simple Fourier analysis of 
the signal-electrode-to-output-electrode transconductance as a function of time: 



Fig. 25.1. Signal - electrode 
transconductance versus oscil- 
lator-electrode voltage for a 
typical mixer tube. The 
applied oscillator voltage is 
shown at A and B is the 
resulting time variation of 
transconductance. 




Such an analysis is readily made from the tube characteristics directly by examination 
of the curve of signal-electrode transconductance versus oscillator-electrode voltage. 
The calculation of the conversion transconductance at the nth harmonic of the os- 
cillator is made from this curve by assuming an applied oscillator voltage and making 
a Fourier analysis of the restilting curve of transconductance versus time for its «th 
harmonic component. The analysis is exactly similar to the one made of power 
output tubes, except that, in the latter case, the plate-current-versus-control-electrode- 
voltage curve is used. Fig. 25.1 shows a curve of signal-grid transconductance 
versus oscillator-electrode voltage for a typical modulator or mixer tube. In the 
usual case, the oscillator voltage is applied from a tuned circuit and so is closely 
sinusoidal in shape as at A in the figure. The resulting curve of transconductance 
versus time is shown at B. Any of the usual Fourier analysis methods may be used 
to determine the desired component of curve B. Half of this value is the conversion 
transconductance at the harmonic considered. Convenient formulas of sufficient 
accuracy for many purposes follow. Referring to Fig. 25.2a, a sine-wave oscillator 
voltage is assumed and a seven-point analysis is made (i.e., 30-degree intervals). 
The conversion transconductances gen are 

ga = lii^iSl - Si) + {Si ~ g-j) + l-'^^ {g, - g^)] 

gc2 = Jz^^Si + Kgs + gi - go - gi) - (^7 + ^'i)] 

gc3 = j^[(^7 - gi) - 2(^5 - gr,)]- 
The values gi, gu etc., are chosen from the transconductance characteristic as iii- 
dicated in Fig. 25.2a. The values computed from the above formulas are, of course, 
most accurate for g^i and of less accuracy for gc2 while a value computed from the 
formula for ^ca is a very rough approximation. 
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, I OSCiLLATOB ISRID VOLTS 



Simple inspection of the formula for g n> 
the conversion transconductance used for 
conversion at the fundamental, is somewhat 
instructive. It is evident that highest 
conversion transconductancej barring ne- 
gative values, as given by this formula, 
occurs when g^, and g^ are all equal to 
zero, and g^,, g^, and g, are high. These 
requirements mean that sufficient oscillator 
voltage should be applied at the proper 
point to cut off the transconductance over 
slightly less than the cycle as pictured in 
Fig. 25.2b. For small oscillator voltages 
optimum operation requires the differ- 
ences (^j - ^i), (gs - gs) and (^6 - g2) to 
be as large as possible ; this is equivalent 
to operation at the point of maximum slope . 
It should be noted that the minimimi peak 
oscillator voltage required for good opera- 
tion is approximately equal to one half 
the difference between the oscillator-elec- 
trode voltage needed for maximum signal- 
grid transconductance and that needed to 
cut off this transconductance. Thus, 
inspection of the curve of transconductance 
versus oscillator-electrode voltage gives 
both a measure of the fundamental conver- 
sion transconductance which will be ob- 
tained and the amount of oscillator excita- 
tion required. Conversion at a harmonic, 
in general, requires considerably greater 
oscillator excitation for maximum conver- 
sion transconductance. 



In practical cases using grid-controlled 
tubes of the usual kind, the maximum 
fundamental conversion transconductance 
which a given tube will give can quickly 
be determined within 10 per cent or so by 
simply taking 28 per cent of the maximum 
signal - grid - to - plate transconductance 
which can be attained. For conversion at 
second harmonic, optimum oscillator excitation gives a conversion transconductance 
of half this value, while for third-harmonic conversion the value is divided by three. 

Although the same characteristic of all modulator or mixer tubes is used to determine 
the conversion transconductance, the shape of this characteristic varies between 
different types of mixers. This variation will be more clearly brought out in the later 
sections of the paper. 

B. Conversion transconductance of converter tubes 

In converter tubes with oscillator sections of the usual kind, the oscillator voltage 
is usually present on more than one electrode. Furthermore, the phase of the os- 
cillator-control-grid voltage is opposite to that of the oscillator-anode alternating 
voltage, so that the two would be expected partially to demodulate each other. The 
transconductance curve which should be used in this case is the one in which the 
oscillator electrode voltages are simultaneously varied in opposite directions. 

Fortunately, with most of the commonly used converter tubes such as the pentagrid, 
octode, triode-hexode, etc., the effect of small variations of oscillator-anode voltage 




FIG. 2S.3 

Fig. 25.2a. Points used for 30-degree 
analysis of conversion transconductance. 
Fig. 25.2b. Oscillator amplitude and 
bias adjusted for high conversion trans- 
conductance at oscillator fundamental, 
gi = g% = gs = 0. 
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on the electrode currents is so small that usually it may be neglected. Thus, the 
conversion transconductance of these converter tubes may be found exactly as if the 
tube were a modulator or mixer, only. 

With the circuit of Fig. 25.3 (Refs. 19-21) a Hartley oscillator arrangement is used 
and oscillator-frequency voltage is present on the cathode. The effect of such a 
voltage is also to demodulate the electron stream through the action of the alternating 
cathode potential on the screen-to-cathode and signal-grid-io-cathode voltages. 
When a relatively high-transconductance signal grid is present, as in the figure, this 
demodulation is considerably greater than in the normal cathode-at-ground circuit. 

In order to determine the conversion 
transconductance of a tube to be used in 
this circuit, a signal-grid transconduct- 
ance curve is needed. Such a curve, 
however, must be taken with cathode 
and oscillator-grid potential varied 
simultaneously and in their correct ratio 
as determined by the ratio of cathode 
turns to total turns of the coil which 
FIG.2S.3 jg ysgcj However, because the 

Fig. 25.3. Converter circuit with oscillator conversion transconductance is approxi- 
voltage on both grid No. 1 and cathode. ^jately proportional to the peak value 

of signal-grid transconductance, it is often sufficiently accurate to disregard the alter- 
nating-current variation of cathode potential and simply shift the signal-grid in the 
negative direction by the peak value of the alternating cathode voltage. If the result- 
ing signal-grid-transconductance-versus-oscillator-grid-voltage curve is used for an 
analysis of conversion transconductance, the data obtained will not be far different 
from the actual values obtained in the circuit of Fig. 25.3 where normal (imshifted) 
signal-grid bias values are used, 

C. Fluctuation noise 

The fluctuation noise of a converter stage is frequently of considerable importance 
in determining the over-all noise. The magnitude of the fluctuation noise in the out- 
put of a converter or mixer tube may be found either by direct measurement using 
a known substitution noise source such as a saturated diode or by making use of the 
noise of the same tube used as an amplifier and finding the average mean-squared 
noise over an oscillator cycle. (Refs. 22, 23). Since these methods give values 
which are substantially in accord, and since the noise of many of the usual tube types 
under amplifier conditions is readily derived from theory (Ref. 24), the latter pro- 
cedure is convenient. Thus, if ij,„^ is the mean-squared noise current in the output 
of the converter or mixer tube considered as an amplifier (i.e. steady direct voltages 
applied) the mean-squared intermediate-frequency noise is 



2tt 



i„^d(<ot) 



or the average of ip," over an oscillator cycle. The values of j„„^ obtained from 
theory require a knowledge of the currents and transconductance of the tube and 
are usually proportional to these quantities. Thus, the converter-stage output noise, 
which is the average of ij,„^ over the oscillator cycle, is usually proportional to the aver- 
age electrode currents and average transconductance when the oscillator is applied. 
Specific examples will be given in following sections of this paper treating typical 
modes of converter operation. 

Tube noise is conveniently treated by use of an equivalent grid-noise-resistance 
concept whereby the tube noise is referred to the signal grid. The equivalent noise 
resistance of a converter or mixer tube is 



{4kT^Af)g,,' 
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where k = 1.37 x 10 is room temperature in degrees Kelvihj and Af is the 

effective over-all bandwidth for noise purposes. Since Af is invariably associated 
with the bandwidth cancels in the determination of jR^, which is one of the 

advantages of the equivalent- resistance concept. For = 20 degrees centigrade, 

R., = 0.625 X 10" ^.^y- • •': 

A summary of values of i? , , for common types of converter will be found in a pre- 
ceding paper. (Ref 23). 

The equivalent noise resistance R ^ , alone does not tell the entire story as 
regards signal-to-noise ratio, particularly at high frequencies. For example, if the 
converter stage is, the first stage of a receiver, and bandwidth is not a consideration, 
the signal energy which must be supplied by the antenna to drive it will be inversely 
proportional to the converter-stage input resistance. On the other hand, the noise 
energy of the converter or mixer tube is proportional to its equivalent noise resistance. 
The signal-to-noise ratio therefore, will vary with the ratio of input resistance to 
equivalent noise resistance, and this quantity should be as high as possible. When 
bandwidth is important, the input resistance should be replaced by the reciprocal 
of the input fcapacitance if it is desired to compare various converter systems for signal- 
to-noise ratio. 

(iii) The oscillator section of converter tubes 

The oscillator section of converters is often required to maintain oscillation over 
frequency ranges greater than three to one for circuits using capacitance tuning. 
Although this requirement is easily met at the lower broadcast frequencies, the effect 
of lower circuit impedances, transit-time phenomena in the tube, and high lead re- 
actances combine to make the short-wave band a difficult oscillator problem. Ability 
to oscillate has, in the past, been measured by the oscillator transconductance at 
normal oscillator-anode voltage and zero bias on the oscillator grid. Recent data 
have shown that, in the case of pentagrid and some octode converters, an additional 
factor which must be considered is the phase shift of oscillator transconductance 
(i.e. .transadmittance) due to transit-time effects*. (Ref. 26). 

The ability of a converter to operate satisfactorily at high frequencies depends 
largely on the undesirable oscillator frequency variations produced when electrode 
voltages are altered. The frequency changes are mainly caused by. the dependence 
on electrode voltages of oscillator-electrode capacitances, oscillator transconductance, 
and transit-time effects. , There are many other causes of somewhat lesser import- 
ance. Because of the complex nature of the problenj no satisfactory quantitative 
analysis is possible.. In the case of the pentagrid and the earlier forms of octode 
converters there are indications that the larger part of the observed frequency shift 
is due to a transit-time effect. It is found that the phase of the oscillator trans-admitt- 
ance and, therefore, the magnitude of the susceptive part of this transadmittance 
varies markedly with screen and signal-grid-bias voltages. Since the susceptive 
part of the transadmittance contributes to the total susceptance, the oscillation fre- 
quency is directly affected by any changes. 

(iv) ^ The detailed operation of the modulator or mixer section of 

the converter stage 

This section will be devoted to a consideration of the modulator or mixer portion 
of the converter stage. This portion may be either a separate mixer tube or the 
modulator portion of a converter tube. Since with most of the widely used con- 
verter tubes in the more conventional circuits the alternating oscillator-anode voltage 
has a negligible effect on the operation of the. ino.dulator portion, only the effect of 
osciUator control grid need be considered. Thus the analysis of the operation of 
most converter tubes is substantially the same as the analysis; of. the same tubes used 
as a mixer or modulator only, just as in the treatment of conversion transconductance. 

*M. J. O. Strutt (see Ref, 26) has published data on this phase shift in octodes. It was measured to 
be as high as 60 degrees at 33 megacycles. 
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There are three methods of operation of mixer or modulator tubes. The oscillator 
voltage may be put on the same grid as the signal voltage, it may be put on the inner 
grid (the signal applied to an outer grid), or it may be impressed on an outer grid 
(with the signal on the inner grid). Each of these modes of operation has charac- 
teristics which depend on the mode rather than on the tube used in it. Tubes which 
may be used in any one mode differ from one another mainly in the degree in which 
they affect these characteristics. The treatment to follow, therefore, will not neces- 
sarily deal with specific tube types : instead, the phenomenon encountered will be 
illustrated by the use of data taken on one or more typical tubes for each of the modes 
of operation. 

A. Tubes with oscillator and signal voltages applied to same grid 

Typical tubes used for this type of operation are triodes and pentodes. The 
oscillator voltage may be introduced in series with the signal voltage, coupled to the 
signal input circuit inductively, capacitively, and/or conductively, or h may be 
coupled into the cathode circuit. In all but the last case, by operating below the grid- 
current point, the oscillator circuit is not loaded directly by the mixer tube. When 
cathode injection is used, however, an effective load equal to the mean cathode con- 
ductance (slightly greater than the mean transconductance) is imposed on the oscillator 
circuit. The cathode injection circuit has the advantage that oscillator-frequency 
voltage between the signal input circuit and ground is minimized, thus reducing 
radiation when the converter stage is also the first stage of the receiver. 

A typical transconductance-versus-bias curve 
for a variable-ji radio-frequency pentode is shown 
in Fig. 25.4. The use of the Fourier analysis for 
conversion transconductance at oscillator funda- 
mental indicates that a value of approximately a 
quarter of the peak transconductance can be at- 
tained. Because of the tailing off of the lower 
end of the curve, highest conversion transconduct- 
ance requires a large oscillator swing. Very nearly 
the maximum value is obtained, however, at an op- 
erating bias shown by the dotted line, with an os- 
cillator peak amplitude approximately equal to 
the bias. With lower oscillator amplitudes, and 
the same fixed bias, the fundamental conversion 
transconductance drops in approximate propor- 
tion to the oscillator amplitude 




BIAS VOLTS 

FIG. 25.4 

Fig. 25.4. Trattsconductance 
characteristic of a typical variable- 
IX, radio-frequency pentode. 



Strictly speaking, when the cathode injec- 
tion type of operation is used the effect of 
the oscillator voltage which is impressed between screen and cathode, and plate 
and cathode should be considered. Practically, however, there is little difference 
over the simpler circuit in which the oscillator voltage is impressed on the signal grid 
only. It is for this reason that the cathode-injection circuit is placed in the same 
category as those in which the oscillator voltage is actually impressed on the same 
electrode as the signal. 

In a practical circuit the effective oscillator voltage is, of course, the oscillator voltage 
aaually existent between grid and cathode of the tube. When the oscillator voltage 
is impressed in series with the signal circuit or on the cathode, this effective voltage 
is different from the applied oscillator voltage by the drop across the signal circuit. 
In the usual case, with the oscillator frequency higher than the signal frequency, the 
signal circuit appears capacitive at oscillator frequency. This capacitance and the 
grid-to-cathode capacitance, being in series, form a capacitance divider and reduce 
the effective oscillator voltage. The reduction would not be a serious matter if it 
remained a constant quantity ; but in receivers which must be tuned over an appreci- 
able frequency range this is not the case. The result is a variation in conversion 
gain over the band. A number of neutralizing circuits have been described in the 
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patent literature which are designed to reduce the oscillator-frequency voltage across 
the signal circuit and thus minimize the variations. (Refs. 27, 28). 

Coupling of the oscillator voltage into, or across, the signal circuit is also accom- 
panied by changes in effective oscillator voltage when the tuning is varied. These 
changes are not so great with pure inductive coupling as with pure capacitance coup- 
ling. In many practical cases, both couplings are present. 

A method of reducing the variation of conversion gain with effective oscillator 
voltage in tubes in which oscillator voltage and signal are 'placed on the same grid, 
employs automatic bias. Automatic bias may be obtained either by a cathode self- 
bias resistor (by-passed to radio frequency) or by a high-resistance grid leak, or both. 
An illustration of the improvement which may be obtained in this way is shown in 
Fig. 25.5. Three curves of conversion transconductance, at oscillator fundamental, 
against effective peak oscillator volts are shown for the typical variable-/u. pentode of 
Fig. 25.4 used as a mixer. For the curve a, a fixed bias was used at approximately 
an optimum point. The curve is stopped at the grid-current point because operation 
beyond this point is not practicable in a receiver. Curve b shows the same tube 
operated with a cathode self-bias resistor. This curve is also stopped at the grid- 
current point. Curve c shows operation with a high-resistance grid leak. It is 
evident that, above an oscillator voltage of about 3, curve b is somewhat flatter, and c 
is considerably flatter than the fixed-bias curve a. The high-resistance grid leak 
used for c may be made a part of the automatic-volume-control filter but care must 
be taken that its value is considerably higher than the resistance in the automatic- 
volume-control circuit which is common to other tubes in the receiver. If this is 
not done, all the tubes will be biased down with large oscillator swings. When a 
high-resistance leak is used, the automatic-volume-control action does not begin 
in the mixer tube until the automatic-volume-control bias has exceeded the peak 
oscillator voltage. Because of the high resistance of the leak, the signal circuit is 
not loaded appreciably by the mixer tube. In a practical case, precautions must be 
taken that a pentode in the converter stage is not operated at excessive currents when 
accidental failure of the oscillator reduces the bias. A series dropping resistor in the 
screen-grid supply will prevent such overload. When a series screen resistor is 
used, the curve of conversion transconductance versus oscillator voltage is even flatter 
than the best of the curves shown in Fig. 25.5. Series screen operation, therefore, 
is highly desirable (Ref. 23). 

One of the effects of feedback through interelectrode capacitance in vacuimi tubes 
is a severe loading of the input circuit when an inductance is present in the cathode 
circuit. Thus, in mixers using cathode injection, the signal circuit is frequently 
heavily damped since the oscillator circuit is inductive at signal frequency in the 
usual case. The feedback occurs through the grid-to-cathode capacitance and can 
be neutralized to some extent by a split cathode coil with a neutralizing capacitance. 
(Kef. 28). Such neutralization also minimizes the voltage drop of oscillator frequency 
across the signal circuit. 

Loading of the signal circuit by feedback from the plate circuit of modulators or 
mixers may also be serious when the signal-grid-to-plate capacitance is appreciable. 
This is especially true when a low capacitance intermediate-frequency circuit, which 
presents a comparatively high capacitive reactance at signal frequency, is used, as in 
wide-band intermediate-frequency circuits. The grid-plate capacitance of radio- 
frequency pentodes is usually small enough so that the effect is negligible in these 
tubes. In triodes, however, feedback from the intermediate-frequency circuit may 
be serious and the grid-plate capacitance should be minimized in tube and circuit 
design. Although neutralization is a possible solution to the plate feedback, a more 
promising solution is the use of a specially designed intermediate-frequency circuit 
which offers a low impedance at signal frequency by the equivalent of series tuning 
and yet causes little or no sacrifice in intermediate-frequency performance. 

At high frequencies, the converter stage exhibits phenomena not usually observable 
at low frequencies. One group of phenomena is caused not by the high operating 
frequency, per se, but rather by a high ratio of operating frequency to intermediate 
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Pig. 25.5. Conversion transconductance of a typical variabh-jji, radio-frequency pentode. 
Oscillator and signal voltages both applied to grid No. 1 .a, fixed-bias operation ; b, cathode 
resistor used to obtain bias ; c, bias obtained by means of a high-resistance grid leak. 
Fig. 25.6. Input conductance of a typical variable- fi., radio-frequency pentode, at 

60 megacycles. 

frequency (i.e., a small separation between signal and oscillator frequencies). Among 
these phenomena may be listed pull-in and inter-locking between oscillator and signal 
circuits and poor image response. In mixers in which oscillator and signal are im- 
pressed on the same grid, the first of these effects is usually pronounced because of 
the close coupling between the oscillator and signal circuits. It can be reduced by 
special coupling from the local oscillator at an increase in the complexity of the circuit. 

Other phenomena, which are due to the high operating frequency, occur in mixers 
irrespective of the intermediate-frequency. The most important of these are those 
caused by transit-time effects in the tube and by finite inductances and mutual in- 
ductances in the leads to the tube. When the oscillator and signal are impressed 
on the grid of a mixer, the effects are not dissimilar to those in the same tube used 
as an amplifier. So far as the signal is concerned, the operation is similar to that of 
an amplifier whose plate current and transconductance are periodically varied at 
another frequem y (that of the oscillator). The effects st signal frequency must, 
therefore, be integrated or averaged over the oscillator cycle. The input conductance 
at 60 megacycles of the typical radio-frequency pentode used for Figs. 25.4 and Fig. 
25.5 as a function of control-grid bias is shown in Fig. 25.6. The integrated or net 
loading as a function of oscillator amplitude, when the tube is used as a mixer at this 
frequency, is given in Fig. 25.7, both with fixed-bias operation and with the bias 

obtained by a grid leak and condenser. The con- 
ductance for all other frequencies may be cal- 
culated by remembering that the input con- 
ductance increases with the square of the fre- 
quency. The data given do not hold for cathode 
injection because of the loading added by feed- 
back, as previously discussed. 

When automatic volume control is used on the 
modulator tube, an important effect in some cir- 
cuits is the change in input capacitance and input 
loading with bias. This is especially true when 
low-capacitance circuits are in use, as with a wide- 
band amplifier. With tubes having oscillator 
and signal voltages on the same grid, because of 
the integrating action of the oscillator voltage, the 
changes are not so pronounced as with the same 
tube used as amplifier. A small, unbypassed 
cathode resistor may be used with an amplifier 
tube (Refs. 29, 30) to reduce the variations ; it 
should give a similar improvement with the 
modulator. 
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Fig. 25.7. Input cdnductance of 
a typical pentode when used as a 
mixer at 60 megacycles, a, fixed- 
bias operation ; c, bias obtained 
by means of a high-resistance grid 
leak. 
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The question of tube noise (i.e., shot-effect fluctuations) is important in a mixer, 
or modulator, especially when this tube is the first tube in a receiver. There is little 
doubt that triode or pentode mixers, in which signal and oscillator voltages are im- 
pressed on the control grid, give the highest signal-to-noise ratio of any of the com- 
monly used types of mixers. The reason for this has been made clear by recent 
studies of tube noise. (Ref. 24). It is now well established that tube noise is the 
combined result of shot noise in the cathode current which is damped by space charge 
to a low value and additional fluctuations in the plate current caused by random 
variations in primary current distribution between the various positive electrodes. 
Thus, in general, tubes with the smallest current to positive electrodes other than the 
plate have the lowest noise. It is seen that the tetrode or pentode modulator, with a 
primary screen current of 25 per cent or less of the total current, is inherently lower 
in noise than the more complex modulators in which the current to positive electrodes 
other than the plate usually exceeds 60 per cent of the total current. The triode, , 
of course, has the lowest noise assuming an equivalent tube structure. The con- 
version transconductance of triode, tetrode, or pentode mixers is usually higher than 
that of multielectrode tubes using a similar cathode and first-grid structure. That 
this is so is again largely due to the lower value of wasted current to other electrodes. 

The noise of triodes and pentodes used as mixers in the converter stage is con- 
veniently expressed in terms of an eauivalem noise resistance i? , , as mentioned in 
Sect. l(ii)C. The noise as a mixer, of both the triode and the pentode, may be 
expressed in one formula based on the now well-understood amplifier noise relations. 
(Ref. 24). The equivalent noise resistance of the triode is obtained simply by equating 
the screen current to zero, An approximate formula for equivalent noise resistance 
of oxide-coated-cathode tubes is 

2.27^ + 20 77 1 
R e Q (of triode and pentode mixers) = • 

^-c' 1 + Ot 

where gm is the_average control-grid-to-plate transconductance (averaged over an 
oscillator cycle), /;„ is the average screen current, is the conversion transconductance, 
and a is the ratio of the screen current to plate current. Valuable additions to the 
above relation are given by formulas which enable a simple calculation of noise re- 
sistance from amplifier data found in any tube handbook. These additional relations 
are approximations derived from typical curve shapes and are based on the maximum 
peak cathode cturrent /„ and the maximum peak cathode transconductance g„. The 
data are given in Table 1. It has been assumed that oscillator excitation is approxi- 
mately optimvmi. In this table, is the control-grid voltage needed to cut off the 
plate current of the tube with the plate and screen voltages applied, and a is the ratio 
of screen to plate current. 

TABLE 1 

Mixer Noise of Triodes and Pentodes 
(Oscillator and Signal both Applied to Control Grid) 



Operation 


Approxi- 
mate 
Oscillator 
Peak Volts 


Average 
Transcon- 
ductance 

g m 


Average 
Cathode 
_ Current 


Conversion 
Transcon- 
ductance 

gc 


Equivalent 

Noise 
Resistance 

^ e a 


At Oscillator Fund- 
amental 

At Oscillator 2nd 
Harmonic 

At Oscillator 3rd 
Harmonic 


0.7 
1.5 
4.3 


OA? 


0.35 /„ 
0.20 /„ 
0.11 7„ 


0.28 


13 /„ 
V ■+ 90 - , a 

31 /„ 

— + 220 -^^a 
go go 

38 /„ 

— + 260 
go go 


1 + .^' 
0.25 

1 + «^» 
0.15 


I +a^» 
0.13 

0.09 


1 + a ^» 
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As an example of the use of the tabic, suppose it is desired to find the equivalent 
noise resistance of a particular triode operated as a converter at the oscillator second 
harmonic. The local oscillator can be permitted to swing the triode mixer grid to 
zero bias. With a plate voltage of 180 volts and zero bias, the tube data sheet shows 
a transconductance, g„ = 2.6 x 10"-^ mho. Thus the equivalent noise resistance is 
31/^0 or 12 000 ohms and the conversion transconductance at second harmonic is 
0.13 or 340 micromhos. Since, with this plate voltage the tube cuts off at about 
8 volts, a peak oscillator voltage of around 12 volts will be required. 

The above table may also be used to obtain a rough estimate of the input loading 
of pentode or triode mixers, since the high-frequency input conductance is roughly 
proportional to the average transconductance and to the square of the frequency. 
Thus, if the loading at any transconductance and frequency is known, the loading as 
a mixer under the conditions of the table may quickly be computed. 



2,000 - 



Fig. 25.8. Signal-grid-{grid No. 
4) to-plate transconductance ver- 
sus oscillator-grid {grid No. 1) 
voltage curve of a typical mixer 
designed for inner-grid injection. 
Signal-grid bias = — 3 volts. 




Nol GRID BIAS VOLTS 

FIG.25.e 

B. Tubes with oscillator voltage on an inner grid, signal voltage on an outer 
grid 

When the oscillator voltage is impressed on the grid nearest the cathode of a mixer 
or converter, the cathode current is varied at oscillator frequency. The signal grid, 
on the other hand, may be placed later in the electron stream to serve only to change 
the distribution of the current between the output anode and the other positive elec- 
trodes. When the two control grids are separated by a screen grid, the undesirable 
coupling between oscillator and signal circuits is reduced much below the value which 
otherwise would be found. 

The signal-grid-to-plate transconductance of the inner-grid injection mixer is a 
function of the total current reaching the signal grid ; this current, and hence the 
signal-grid transconductance, will vary at oscillator frequency so that mixing becomes 
possible. The signal-grid transconductance as a function of oscillator-grid potential 
of a typical modulator of this kind is shown in Fig. 25.8. It will be observed that 
this characteristic is different in shape from the corresponding curve of Fig. 25.4 
for the tube with oscillator and signal voltages on the same grid. The chief point of 
difference is that a definite peak in transconductance is found. The plate current 
of the tube shows a saturation at approximately the same bias as that at which the 
peak in transconductance occurs, indicating the formation of a partial virtual cathode. 
The signal grid, over the whole of these curves, is biased negatively and so draws 
no current. The oscillator irmer grid (No. 1 grid) however, draws current at positive 
values of bias. This separation of signal and oscillator grids is advantageous, inasmuch 
as the signal circuit is not loaded even though the oscillator amplitude is sufficient to 
draw grid current. In fact, in the usual circuit, the oscillator grid is self-biased 
with a low-resistance leak and condenser and swings sufficiently far positive to attain 
the peak signal-grid transconductance. 

The conversion transconductance of such a tube has a maximtmi with an oscillator 
swing which exceeds the point of maximum signal-grid transconductance in the one 
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direction and which cuts off this transconductance over slightly less than half the 
cycle, in the other. Curves of conversion transconductance against peak oscillator 
voltage are shown in Fig. 25.9. Curve a is for fixed-bias operation of the oscillator 
grid, curve b is with a high-resistance (i.e. several megohms) grid leak and condenser 
for biaSj and curve c is with the recommended value of grid leak (50 000 ohms) for 
this type of tube. It is seen that best operation is obtained with the lower resistance 
value of grid leak. With this value, the negative bias produced by rectification in the 
grid circuit is reduced enough to allow the oscillator grid to swing appreciably positive 
over part of the cycle. An incidental advantage to the use of the low-resistance leak 
when the tube is self-oscillating (i.e., a converter) is that undesirable relaxation os- 
cillations are minimized. 



o ^ 400j- 

B ft 




10 20 30 40 

PEAK OSCILLATOR VOLTS 

FIG. 25.9 



Fig. 25.9. Conversion transconductance of 
a typical mixer designed for inner-grid 
injection of oscillator. Signal-grid bias 
= —3 volts, a, fixed-bias operation of 
oscillator grid ; h, oscillator-grid bias 
obtained through high-resistance grid leak ; 
c, oscillator-grid bias obtained through a 
50,Q0Q-ohm grid leak. 



In mixers or converters in which the oscillator voltage is present on both the cathode 
and the oscillator grid in the same phase (e.g. Fig. 25.3) it is usually necessary to 
utilize a relatively sharp cut off in the design of the oscillator grid so as to cut off the 
cathode current when the signal grid is positive (Ref.-19), By this means, the signal 
grid is prevented from drawing current. At the same time, however, the high ciurents 
needed for a high peak value of signal-grid transconductance cannot be obtained 
without a greater positive swing of the oscillator grid than with a more open oscillator 
grid structure. Thus, it is clear that it is desirable to have a negative bias on the 
oscillator electrode which is considerably smaller than the peak oscillator voltage. 
For this reason, optimum results are obtained on these tubes with very low values of 
oscillator grid leak (e.g. 10 000 to 20 000 ohms). 

The effects of feedback through the interelectrode capacitance are small in well- 
designed multigrid mixers and converters of the kind covered in this section. The 
signal-grid-to-plate capacitance is usually small enough to play no part in the opera- 
tion ; even with a high L-to-C ratio in the intermediate-frequency transformer, the 
capacitive reactance of the intermediate-frequency circuit at signal frequency is only 
a very small fraction of the feedback reactance. The other interelectrode capacitance 
which plays some part in determining circuit performance (excluding, of course, 
the input and output capacitances) is the capacitance from the oscillator electrode or 
electrodes to the signal grid. This capacitance is a source of coupling between these 
two circuits. In well-designed converter or modulator tubes of the tj^pe discussed 
in this section, however, the coupling through the capacitance may be made small 
compared with another form of internal coupling known as " space-charge coupling" 
which will be treated later in this discussion. 

Coupling between oscillator and signal circuits is of no great consequence except 
when an appreciable voltage of oscillator frequency is built up across the signal-grid 
circuit. This is not usually possible unless the signal circuit is nearly in tune with 
the oscillator as it is when a low ratio of intermediate frequency to signal frequency 
is used. The effect of oscillator-frequency voltage induced across the signal circuit 
depends on its phase ; the effect is usually either to increase or to decrease the relative 
modulation of the plate ctirrent at oscillator frequency and so to change the con- 
version transconductance. This action is a disadvantage, particularly when the 
amount of induced voltage changes when the timing is varied, as usually occurs. 
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In some cases, another effect is a flow of grid current to the signal grid ; this may 
happen when the oscillator-frequency voltage across the signal-grid circuit exceeds 
the bias. Grid current caused by this effect can usually be distinguished from grid 
current due to other causes. By-passing or short-circuiting the signal-grid circuit 
reduces the oscillator-frequency voltage across the signal-grid circuit to zero. Any 
remaining grid current must, therefore, be due to other causes. 

Current to a negative signal grid of a tube operated with inner-grid oscillator in- 
jection is sometimes observed at high frequencies (e.g. over 20 megacycles) even when 
no impedance is present in the signal-grid circuit. This current is caused by elec- 
trons whose effective initial velocity has been increased by their finite transit time 
in the high-frequency alternating field around the oscillator grid. These electrons 
are then able to strike a signal grid which is several volts negative. The magnitude 
of the signal-grid current is not usually as great as with tubes applying the oscillator 
voltage to an outer grid* although it may prevent the use of an automatic-volume- 
control voltage on the tube. 

An investigation of coupling eflfects in the pentagrid converter showed that the 
coupling was much larger than could be explained by interelectrode capacitance. 
It was furthermore discovered that the apparent coupling induced a voltage on the 
signal circuit in opposite phase to that induced by a capacitance from oscillator to 
signal grid. (Ref. 15). The coupling which occurred was due to variations in space 
charge in front of the signal grid at oscillator frequency. A qualitative explanation 
for the observed behaviour is that, when the oscillator-grid voltage is increased, the 
electron charge density adjacent to the signal grid is increased and electrons are re- 
pelled from the signal grid. A capacitance between the oscillator grid and the signal 
grid would have the opposite effect. The coupling, therefore, may be said to be 
approximately equivalent to a negative capacitance from the oscillator grid to the signal 
grid. The effect is not reversible because an increase of potential on the signal grid 
does not increase the electron charge density around the oscillator grid. If anything, 
it decreases the charge density. The equivalence to a negative capacitance must be 
restricted to a one-way negative capacitance and, as will be shown later, is restricted 
also to low-frequency operation. 

In general, the use of an equivalent impedance from oscillator grid to signal grid 
to explain the behaviour of " space-charge coupling " is somewhat artificial. A 
better point of view is simply that a current is induced in the signal grid which de- 
pends on the oscillator-grid voltage. Thus, a transadmittance exists between the 
two electrodes analogous to the transconductance of an ordinary amplifier tube. 
Indeed, the effect has been used for amplification in a very similar manner to the use 
of the transconductance of the conventional tube. (Ref. 32, 33). 

It is foimd that the transadmittance from the oscillator to the signal electrode 
Ymo-s is of the form 

At low frequencies (i.e., yfeiw^ <^ ^^o)) the transadmittance is mainly a transuscept- 
ance but, as the frequency rises, the transconductance component kito^ becomes of 
more and more importance, eventually exceeding the transusceptance in magnitude. 
The early work on " space-charge coupling " indicated that the effect was opposite 
to that of a capacitance connected from oscillator to signal grid and could be cancelled 
by the coimection of such a capacitance of the correct value (Refs. 15, 34). The effect 
of such cancellation could be only partial, however, since only the transusceptance 
was balanced out by this arrangement. For complete cancellation it is also necessary 
to connect a conductance, the required value of which increases as the square of the 
frequency, between the oscillator grid and the signal grid so that the transconductance 
term is also balanced out. (Ref. 35, 36). 

The cancellation of " space-charge coupling " may be viewed in another way. 
A well-known method of measuring the transadmittance of a vacuum tube is to con- 
nect an admittance from control grid to output electrode and to vary this admittance 
tmtil no alternating-curre nt output is found with a signal applied to the control grid. 

•The next part of this section contains a more detailed discussion of signal-grid current in outer-grid 
oscillator injection tubes. 



976 



(iv) MIXER SECTION OF CONVERTER STAGE 



25.1 



(Ref. 37). The external admittance is then equal to the transadmittance. In exactly 
the same way, the transadmittance which results from the space-charge coupling may- 
be measured. As a step further, if an admittance can be found which substantially 
equals the transadmittance at all frequencies or over the band of frequencies to be 
used, this admittance may be permanently connected so as to cancel the effects of 
space-charge coupling. As has been previously stated, the admittance which is re- 
quired is a capacitance and a conductance whose value varies as the square of the 
frequency. Such an admittance is given to a first approximation by the series con- 
nection of a capacitance C and a resistance R. Up to an angular frequency m = 
0.3/CR the admittance of this combination is substantially as desired. At higher 
values of frequency, the conductance and susceptance fail to rise rapidly enough and 
the cancellation is less complete. Other circuits are a better approximation to the 
desired admittance. For example, the connection of a small inductance, having the 
value L = l/2CjR^, gives a good approximation up to an angtilar frequency co = 
0.6/CR. The latter circuit is, therefore, effective to a frequency twice as high as the 
simple series arrangement of capacitance and resistance. Inasmuch as in some cases 
the value of inductance needed is only a fraction of a microhenry, the inductance may 
conveniently be derived from proper proportioning and configuration of the circuit 
leads. 




Fig. 25.10. Signal grid (gnd No. 4) admittance of a typical mixer designed for inner- 
grid injection of oscillator at 31.5 megacycles. Curves taken with no oscillator voltage 
applied. Data represents electronic admittance only {i.e. " cold " values toere subtracud 
from measured values before plotting.) 

It is of interest to note the order of magnitude of the transadmittance which is 
measured in the usual converter and mixer tubes, (Refs. 26, 35, 36, 38). In the 
fonnula for Ymo-, given above, k, is in the neighborhood of IQ-^i and is around 
10 1^ Cancellation is effected by a capacitance of the order of one or two micro- 
microfarads and a series resistance of 500 to 1000 ohms. 

The correct value of the cancelling admittance may be found experimentally by 
adjustment so that no oscillator voltage is present across the signal-grid circuit when 
the latter is tuned to the oscillator frequency. Another method which may be used 
IS to observe either the mixer or converter plate current or the oscillator grid current 
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as the tuning of the signal is varied through the oscillator frequency. With proper 
adjustment of the cancelling admittance there will be no reaction of the signal-circuit 
tuning on either of these currents. 

There are two disadvantages which accompany the cancellation of space-charge 
coupling as outlined. In the first place, the signal-grid input admittance is increased 
by the cancelling admittance. This point will be brought up again after discussing 
the input admittance. The second disadvantage is that the oscillator frequency shift 
with voltage changes in converter tubes may be somewhat increased by the use of 
this cancellating admittance. When separate oscillator and mixer tubes are used, 
the latter effect may be made less serious. 

The next point to be considered is the input admittance of the signal grid. Signal- 
grid admittance curves of a typical modulator designed for use with the oscillator 
voltage impressed on the first grid are shown imder direct-current conditions (i.e., 
as a function of oscillator-grid bias for several values of signal-grid bias) in Fig. 25.10. 
The admittance is separated into conductive and susceptive components, the latter 
being plotted in terms of equivalent capacitance. The admittance components of 
the " cold " tube (no electrons present) have been subtracted from the measured value 
so that the plotted results represent the admittance due to the presence of electrons 
only. The data shown were taken at 31.5 megacycles with a measuring signal which 
did not exceed 1.0 volt peak at any time. A modified Boonton Q meter was used 
to take the data, It should be noted that the presence of a marked conductive com- 
ponent of admittance is to be expected at frequencies as high as those used. 
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Fig. 25.11. Signal-grid {grid No. 4) 
conductance of a typical mixer 
designed for inner-grid injection of 
oscillator. Lines are drawn with 
slope of 2. Curve a taken with 
E, = 0, Ec = —3 volts. Curve 

1 4 

b taken with E^ = —6, E, = 
— 6 volts. 



FREQUENCY (MEGACYCLES) 
FIG. 35.11 

The most striking feature of the data of Fig. 25.10 is that both susceptive and con- 
ductive components are negative over a large portion of the characteristic. The 
Appendix discusses this feature in somewhat more detail. The measurements show 
that the susceptive component is analogous to a capacitance. The capacitance curves 
given are independent of frequency up to the highest frequency used (approximately 
50 megacycles). The conductive component, on the other hand, increases as the 
square of the frequency also up to this frequency. The conductance is, therefore, 
negative even at very low frequencies although its magnitude is then very small. 
Thus, the conductance curves of Fig. 25.11 are valid for any frequency by multi- 
plication of the conductance axis by the square of the ratio of the frequency considered, 
to the frequency used for the data (i.e., 31.5 megacycles). Data taken at various 
frequencies for two particular values of grid bias voltage E^i are plotted in Fig. 25.11. 
The square-law relation is shown to check very closely. 

Fig. 25.10 should be considered remembering that the oscillator voltage is applied 
along the axis of abscissas. Considering an applied oscillator voltage, the admittance 
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curves must be integrated over the oscillator cycle to find the admittance to the signal 
frequency. The operation is just as if the tube were an amplifier whose input ad- 
mittance is periodically varied over the curve of Fig. 25.10 which corresponds to the 
signal-grid bias which is used. Curves of the modulator input conductance at 31,5 
megacycles for various applied oscillator voltages arc shown in Fig. 23.12. The 
oscillator-grid bias is obtained by means of the recommended value of grid leak for 
the tube (50 000 ohms). Curves are shown for two values of signal-grid bias volt- 
age Ed. As before, data for other frequencies are obtained by multiplying the con- 
ductance by the square of the frequency ratio. 

The practical effect of the negative input admittance in a circuit is due to the con- 
ductive portion only, inasmuch as the total input capacitance remains positive in 
general*. An improved image ratio, and somewhat greater gain to the converter 
signal grid over other types of modulator is to be expected when this type of oscillator 
injection is used. At high frequencies, when a comparatively low intermediate fre- 
quency is used, it is usually desirable to cancel the space-charge coupling of the tube 
in the maimer previously discussed. When this cancellation is made reasonably 
complete by the use of a condenser and resistor combination connected from the 
oscillator grid to the signal grid, the losses in this admittance at signal frequency are 
usually sufficient to wipe out the negative input admittance. The net positive input 
conductance however is often less than that found with other types of mixer. 

The change in signal-grid input capacitance with automatic-volume-control is 
small in this type of modulator, particularly with the larger values of oscillator awing 
because of the integrating action of the oscillator voltage. 

The fluctuation noise which is foimd in the output of inner-grid oscillator-injection 
mixers and converters is not readily evaluated quantitatively. The fluctuation noise 
is primarily due to current-distribution fluctuations but is complicated by the possi- 
bility of a virtual cathode ahead of the signal grid. Data have been taken, however, 
which indicate some degree of proportionality between the mean-square noise current 
and the plate current. The signal-to-noise ratio for this type of modulator is, there- 
fore, approximately proportional to the ratio of conversion transconductance to the 
square root of the plate current. It is considerably less than for the pentode modulator 
with both signal and oscillator voltages on the control grid. 

The noise of the converter or mixer with oscillator on an inner grid may be ex- 
pressed in terms of an equivalent grid resistance as 

20/6 
R = ■ F"^ 

& c 

where /j is the operating plate current, is the conversion transconductance, and 
is a factor which is about 0.5 for tubes with suppressor grids and at full gain. For 
tubes without suppressor or for tubes whose gain is reduced by signal-grid bias, F^ 
is somewhat larger and approaches unity as a maximum. With this mode of opera- 
tion there is not so much value in expressions for R ^ , based on maximum trans- 
conductance and maximum plate current because these quantities are neither available 
nor are they easily measured. For operation at second or third harmonics of the 
oscillator (assuming optimum oscillator excitation) the plate current I„ and the con- 
version transconductance are roughly \ or 1/3, respectively, of their values with 
fundamental operation so that the equivalent noise resistance for second-harmonic 
and third-harmonic operation is around two and three times, respectively, of its 
value for fundamental operation. 

C. IVIixers with oscillator voltage on an outer grid, signal voltage on inner 
grid 

With this type of mixer, the cathode current is modulated by the relatively small 
signal voltage which is impressed on the control grid adjacent to the cathode. The 
oscillator voltage, on the other hand, is impressed on a later control grid so that it 

•It should not be forgotten that the data given do not include the " cold " susceptance and conductance 
of the tube. The latter is a relatively small quantity, however. 
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Nol GRID BIAS VOLTS No 3 GRID BIAS VOLTS 

•"IG.JS.IS FIG. 25.16 



Fig. 25.15. Signal-grid (grid No. 1) current in a typical mixer with a Id-megacycle 
oscillator voltage applied to grid No. 3. = — 10 volts, Ec = 100 volts, E^ '= 

2 2 and 4 

250 volts. 

Fig. 25.16. Signal-grid (grid No. 1) admittance of typical mixer designed for 
outer-grid injection of oscillator. Data taken at 31.5 megacycles ivith no os- 
cillator voltage applied. E^^ = — 3 volts, E^^ ^ = 100 volts, E^ = 250 volts. 

behaviour coincides, of course, with plate-current cut off. It seems clear that the 
electrons which are turned back at the No. 3 grid and which again reach the signal 
grid are the cause of the increased admittance. Calculations based on this explana- 
tion have been published by M. J. O. Strutt (Ref. 43) and show reasonable quantita- 
tive agreement with experiment. As in the other cases above, the upper curve of 
Fig. 25.16 is approximately independent of frequency while the lower one may be 
converted to any other frequency by multiplying the ordinates by the square of the 
frequency ratio. 

When an oscillator voltage is applied, the No. 3 grid bias is periodically varied at 
oscillator frequency. The net input admittance is then the average value over the 
oscillator cycle. Such net values of the conductance component are shown in Fig. 
25.17. The frequency for these curves is 31.5 megacycles. Values for other fre- 
quencies are obtained by multiplying the ordinates by the square of the frequency 
ratio. Curve a coincides with the fixed bias condition of curve a of Fig. 25.14 while 
curve b corresponds to the grid-leak-and-condenser bias as in b of Fig. 25.14. The 
conductance is approximately twice as high when the tube is used as a mixer as when 
it is used as an amplifier. This is a serious disadvantage, particularly at very high 
frequencies. 

?wo Fig. 25.17. Signal-grid (grid No. 1) con- 



X 




ductance of typical mixer designed for outer-grid 
injection of oscillator. Frequency, 31.5 mega- 
cycles, signal-grid bias, Ee = — 3 volts. 



< — ' — ' - = , - ----- 

o Curve a corresponds to fixed No. 3 gnd bias, 

a Er — —8 volts. Curve b corresponds to bias 

S oL 1 J. jL _u 3 through a 50 000-o^m grid leak. 

PEAK OSCILLATOR VOLTS 

FIG. 2S.I7 

It is thus seen that two serious disadvantages of the outer-grid-injection mixer 
are both due to the electrons returned by the oscillator grid which pass again to the 
signal-grid region. It was found possible to prevent this in a practical tube structure 
by causing the returning electrons to traverse a different path from the one which 
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Fig. 25.18. Cross-sectional views of mixer designed for ouier-grid-injection of oscillator. 
The views show only the portions of the tube inside of and including the oscillator injection 

grid. 

they travelled in the forward direction*. (Ref. 45). The progressive steps towards 
an improvement of this kind are illustrated in Fig. 25.18 where cross-sectional views 
of the portion inside the oscillator grid of various developmental modulators are 
shown. The drawing (a) shows the original design, data on which have been given 
in Figs. 25.15, 25.16 and 25.17. Drawing (b) of Fig. 25.18 shows a tube in which 
two side electrodes operated at a high positive potential were added. In a tube of 
this kind many of the electrons returned by the No. 3 grid (oscillator grid) travel paths 
similar to the dotted one shown ; they are then collected by the auxiliary electrodes 
and thus do not re-enter the signal grid space. Tubes constructed similarly to (b) 
showed a considerable improvement in the signal-grid admittance increment due to 
returned electrons. Construction (c) shows the next step in which the side electrodes 
are increased in size and operated at somewhat lower potential. Because of the im- 
desirability of an additional electrode and lead in the tube, the construction shown at 
(d) was tried. In this case the auxiliary electrodes are bent over and connected elec- 
trically and mechanically to the screen grid. Curves showing the progressive re- 
duction in the signal-grid conductance increment due to returned electrons are shown 
in Fig. 25.19. The curves are labelled to correspond with the drawings of Fig. 25.18. 



Pig. 25.19. Signal-grid {grid No. 1) con- 
ductance of the outer-grid-injection mixers 
shown in pig. 25.18. Data taken at 31.5 
megacycles with no oscillator voltage applied. 




No3 GRID BIAS VOLTS 

FIG.2S.I9 

It should be noted that the use of the oscillator-grid support rods in the centre of the 
electron streams as shown in Fig. 25.18 (d) was found to improve the performance. 
No change in signal-grid conductance with oscillator-grid potential could be observed 
with this construction.t The conductance of the tube as a modulator, therefore, was 
reduced to less than half of that of construction (a). At the same time, a check of 
signal-grid current with a high-frequency oscillator applied to the No. 3 grid showed 
that this current was reduced to 1/20 of that of the original construction (a). The 
change in construction may be looked upon as dividing the constant A in the grid- 
current formula previously given, by a factor of more than 20. 

*The same principles have now been applied to inner-grid-injection mixers and converters. See 
references 19 and 45. 

■fit should be mentioned that it is also possible to construct tubes in which the signal-grid conductance 
decreases somewhat with increasingly negative No. 3 grid bias. This effect is caused by the inductance 
of the irmer screen-grid lead which causes a negative conductance in the input circuit when the inner 
screen current is high, as at negative No. 3 grid bias values. This negative conductance cancels part 
of the positive conductance of the signal grid. 
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periodically alters the current distribution between anode and screen grid. The 
connections of signal and oscillator voltages to this type of modulator are just the 
reverse, therefore, of the mixer treated in the preceding section. The behaviours 
of the two types are also quite different although they both include internal separation 
of signal and oscillator electrodes through a shielding screen grid. 
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Fig. 25.12. Signal-grid {grid No. 4) conductance of a typical mixer designed for inner- 
grid injection oscillator, at 31.5 megacycles. Oscillator voltage applied. Oscillator- 
grid bias obtained through 50,000-oAm grid leak. Electronic portion of conductance, only, 

plotted. 

Pig. 25.13. Signal-grid {grid No. \) transconductance versus oscillator-grid {grid No. 3) 
voltage of a typical mixer designed for use with outer-grid injection of oscillator. Signal- 
grid bias = — 3 volts. 

The signal-grid transconductance curve as a function of oscillator-grid voltage of 
a typical mixer designed for use with the oscillator on an outer grid is shown in Fig. 
25.13. It differs in shape from similar curves for the other two classes of modulator 
in that an approximate satiuation is reached around zero bias on the oscillator grid. 
The conversion transconductance for such a tube is, therefore, more accurately pre- 
dicted from normal amplifier transconductance. In fact, in the manufacture of this 
type of mixer, a test of signal-grid transconductance at somewhere near the saturation 
point (e.g., zero bias) on the oscillator grid has been found to correlate almost exactly 
with the conversion transconductance. The cut off point of the curve must remain 
approximately fixed, of course, since this point affects the oscillator amplitude which 

The conversion transconductance of the 
typical outer-grid injection mixer tube 
which was used for Fig. 25.13 is shown in 
Fig. 25.14. Curve a which is for fixed 
bias on the oscillator grid is seen to be 
higher than curve b for which bias is ob- 
tained by a 50 000-ohm grid leak and con- 
denser. The latter connection is most 
widely used, however, because of its con- 
venience. A compromise using fixed bias 
together with a grid leak is most satisfac- 
tory of all. (Ref. 40). When this com- 
bination is used, the curve of conversion 
transconductance follows curve a of Fig. 
25.14 to the intersection with curve b and 
then follows along the flat top of curve b. 

In a well-designed mixer with the signal 
voltage on the grid adjacent to the cathode 
and the oscillator voltage on an outer grid, 
effects due to feedback through the inter- 
electrode capacitance may usually be ne- 
glected. The only effect which might be of 
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25.14. Conversion transconduct- 
of a typical mixer designed for 
outer-grid injection of oscillator. Signal- 
grid bias, Ec = —3 volts. Curve a 

corresponds to fixed No. 3 grid bias, 
JSj = — 8 volts. Curve b corresponds 

3 

to bias obtained through a 50 000-ohm 
grid leak. 
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importance in some cases is coupling of the oscillator to the signal circuit through the 
signal-grid-to-oscillator-grid capacitance. In many tubes a small amount of space- 
charge coupling between these grids is also present and adds to the capacitance coup- 
ling (contrary to the space-charge coupling discussed in Section B which opposes 
the capacitance coupling in that case). Measurements of the magnitude of the space- 
charge coupling for this type of modulator show that it is of the order of 1/5 to 1/10 
of that present in inner-grid-injection modulators. Coupling between oscillator and 
signal circuits causes a voltage of oscillator frequency to be built up across the signal 
input circuit. This oscillator-frequency voltage, depending on its phase, aids or 
opposes the effect of the normal oscillator-grid alternating voltage. The action is 
additive when the signal circuit has capacitative reactance to the oscillator frequency, 
as in the usual case. When the oscillator-frequency voltage across the signal input 
circuit exceeds the bias, grid current is drawn to the signal grid, an imdesirable oc- 
currence. This grid current may be distinguished from signal-grid current due to 
other causes by short-circuiting the signal-input circuit and noting the change in grid 
current. With the majority of tubes, another cause of signal-grid current far exceeds 
this one in importance. This other cause will now be discussed. 

The most prominent high-frequency effea which was observed in mixers of the 
kind under discussion, was a direct current to the negative signal grid even when no 
impedance was present in this grid circuit. This effect was investigated and found 
to be due to the finite time of transit of the electrons which pass through the signal 
grid and are repelled at the oscillator grid, returning to pass near the signal grid again. 
(Refs. 17, 41, 42). When the oscillator frequency is high, the oscillator-grid potential 
varies an appreciable amount during the time that such electrons are in the space 
between screen grid and oscillator grid. These electrons may, therefore, be acceler- 
ated in their return path more than they were decelerated in their forward path. Thus, 
they may arrive at the signal grid with an additional velocity sufficient to allow them 
to strike a slightly negative electrode. Some electrons may make many such trips 
before being collected ; moreover, in each trip their velocity is increased so that 
they may receive a total increase in velocity equivalent to several volts. A rough 
estimate of the grid current to be expected from a given tube is given by the semi- 
empirical equation 

Where A and B depend on electrode voltages and configuration, is the signal-grid 
current, is the signal-grid bias, is the cathode current, Ea,c is the impressed 
oscillator voltage on the oscillator grid, u> is the angular frequency of the oscillator, 
and Tj_3 is the electron transit time in the space between screen grid and oscillator 
grid. 

Data on the signal-grid current of a typical mixer at 20 megacycles are shown in 
Fig. 25.15 where a semi-logarithmic plot is used to indicate the origin of the above 
equation. 

The reduction of signal-grid current by operation at more negative signal-grid 
bias values is an obvious remedy. When this is done, in order to prevent a reduction 
in conversion transconductance, the screen voltage must be raised. A better method 
of reducing the undesired grid current lies in a change of tube design. It will be 
shown in a later part of this discussion that the constant A and/or the transit time 
T2_3 of the above formula may be reduced considerably by proper electrode con- 
figuration. 

Another high-frequency phenomenon which is particularly noticed in outer-grid- 
injection mixers is the high input conductance due to transit-time effects. The cause 
for this was first made evident when the change of signal-grid admittance with os- 
cillator-grid potential was observed. Fig. 25.16 gives data on the susceptive and 
conductive components of the signal-grid admittance of this type of modulator as a 
function of oscillator-grid bias (no oscillator voltage applied). The data were taken 
at 31.5 megacycles and, as in the other input admittance ciu-ves, show the admittance 
components due to the presence of electrons only. It is seen that when the No. 3 
grid is made sufficiently negative the input admittance is greatly increased. This 
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Fig. 25.20. Cross-sectional views of improved mixers designed for outer-grid injection 
of oscillator. The views show only the portions of the tube inside of and including the 

oscillator injection grid. 

Another method of reducing the effect of electrons returned by the oscillator grid 
is to reduce the effect of electron transit time in the tube. This may be done by 
reducing the spacings, particularly the screen-grid-to-oscillator-grid spacing. This 
method of improving modulator performance has two disadvantages compared vcith 
the one discussed in connection with Fig. 25.18. The reduction in spacing is accom- 
panied by a more sloping (i.e. less steep) signal-grid transconductance versus oscillator- 
grid voltage curve. This change in construction requires an increase in applied 
oscillator voltage to attain the same conversion transconductance. The second dis- 
advantage is that such a method reduces the transit time and hence, the undesirable 
high-frequency effects only by an amount bearing some relation to the reduction 
in spacing. Since this reduction is limited in a given size of tube, the method whereby 
electron paths are changed is much more effective. The method of reducing spacing, 
on the other hand, is extremely simple to adopt. A combination of both methods 
may be most desirable from the point of view of best performance with least com- 
plexity in the tube structure. 



Pig. 25.21. Signal-grid {grid No. 1) 
current of the outer-grid injection 
mixers shown in Pig. 25.20. Curve a 
corresponds to the original design (a) 
of Fig. 25.18 and is shown for 
comparison. Data taken with a 20- 
megacycle oscillator voltage of 12 
volts peak amplitude applied to the 
oscillator-grid. E^^ = —10 volts, 

E. =-100 volts, Ef. = 250 volts. 
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In a mixer which must operate at high frequencies, it is not usually sufficient to 
eliminate the effects of returned electrons in order to assure adequate performance. 
For this reason the development of the principles shown in Fig. 25.18 was carried on 
simultaneously with a general programme of improving the tube. To this end, tubes 
were made with somewhat reduced spacing and with a rectangular cathode and a 
beam-forming signal grid (i.e., one with comparatively large supports). A number 
of developmental constructions are shown in Fig. 25.20. Construction (g), it will 
be noted, has finlike projections on the screen-grid charmel members*. In con- 
struction (h) a reduction of spacing between screen and oscillator grids was combined 
with the channel construction. The relative performance of these constructions, 
so far as signal-grid current is concerned is shown in Fig. 25.21. The frequency 
used was 20 megacycles. The curve for the original design (taken from Fig. 25.15) 

♦This construction was devised by Miss Ruth J. Erichsen who was associated with the writer during 
part of the development work herein described. 
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is included and is drawn as a. All four of the constructions of Fig. 25.20 were satis- 
factory as regards signal-grid conductance ; in every case the change in conductance 
as the oscillator grid was made negative was a negligible factor. Construction (h) 
required approximately 20 per cent more oscillator voltage than (e), (f ), or (g) because 
of the reduction in slope of the transconductance versus No. 3 grid voltage curve 
which accompanied the reduced spacing between the screen and the No. 3 grid. 

Outer-grid-injection mixers have the same or slightly greater signal-grid capacitance 
changes with automatic volume control as are found in amplifier tubes. In this 
respect they are inferior to inner-grid-injection converters or mixers. The use of a 
small vmbypassed cathode resistance (Ref. 29, 30) is a help, however. 

In closing this section, the subject of fluctuation noise will be considered. Experi- 
mental evidence indicates that the major portion of the noise in mixers with oscillator 
voltage on an outer grid is due to current-distribution flluctuations. (Ref. 24). The 
oscillator voltage changes the current distribution from plate to screen so that the 
mixer noise is given by the average of the distribution fluctuations over the oscillator 
cycle. In terms of the equivalent noise resistance the average has been found to be 
(Ref. 23), 

2.[r. - f] 

R,, = t £i!_iL 

where I ^ is the average (i.e. the operating) plate current and is the average of the 
square of the plate current over an oscillator cycle. /„ is the cathode current of the 
mixer section and is substantially constant over the oscillator cycle. This relation 
is not very useful in the form given. It is usually sufficiently accurate for most pur- 
poses to use an expression identical with that which applies to tubes with inner-grid 
oscillator injection, namely, 

R =^-^F^ 

s c 

where is about 0.5 for tubes with suppressor grids and somewhat higher for others. 
By assimiing a typical tube characteristic, the noise resistance may be expressed in 
terms of the catliodc current /<, of the mixer section and the maximum signal-grid- 
to-plate transconductance gmax as 

for operation at oscillator fundamental. For operation at second or third harmonic 
of the oscillator, the noise resistance will be approximately doubled, or tripled, respec- 
tively. 



(v) Conclusion 

It has been shown that the principle of frequency conversion in all types of tubes 
and with all methods of operation may be considered as the same (i.e. as a small- 
percentage amplitude modulation). The differences in other characteristics between 
various tubes and methods of operation are so marked, however, that each application 
must be considered as a separate problem. The type of tube and method of operation 
must be intelligently chosen to meet the most important needs of the application. 
In making such a choice, it is frequently of assistance to prepare a table comparing 
types of tubes and methods of operation on the basis of performance data. An 
attempt has been made to draw such a comparison in a qualitative way for general 
cases and for a few of the important characteristics. Table 2 is the result. It must 
be understood, of course, that the appraisals are largely a matter of opinion based on 
experience and the present state of knowledge. Furthermore, in particular circuits 
and with particular tubes, the relative standings may sometimes be quite different. 
A study of the fundamentals brought out in the previous sections of this paper should 
help in evaluating such exceptions. 
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TABLE 2 

Approximate Comparative Appraisals of Methods of Frequency Conversion 



Desirable 
Characteristic 


Oscillator and Signal 
Voltages on 
No. 1 Grid 


Oscillator Voltage on 
No. 3 Grid, Signal on 
No. 1 Grid 


Oscillator 
Voltage on 
No. 1 Grid 

Signal on 
No. 3 Grid 


1 node 


Pentode 


Pentode 


Hexode 
or 

Heptode 


Hexode 
or 

Heptode 


Jrlign conversion, trans- 












cuxiu uc Lance 


Good 


Good 


Fair 


Fair 


Fair 


High piste resistance 


Poor 


Good 


Poor 


Good 




High signal-to-noise 












ratio 


Good 


Good 


Poor 


Poor 


Poor 


Low oscillator-signal 












cirrtiit inte^ractinn 












and radiation 


Poor 


Poor 


Good 


Good 


Fair 


Low input conductance 












at high frequencies 


Poor! 


Fair 


Poor 


Poor'' 


Good 


Low signal-grid current 












at high frequencies 


Good 


Good 


Poor 


Poor^ 


Fair 


Low cost of complete 












converter system 


Good 


Fair 


Fair 


Poor 


Good 



1 . Due to feedback ; may be increased to Fair by proper circuit design. 

2. May be increased to Fair by special constructions as described in text. 



(vi) Appendix 

Discussion of negative admittance of current-limited grids 

In Figs. 25.10, 11 and 12 it was seen that the electronic signal-grid (i.e. input) 
admittance components (i.e. the admittance due to the presence of electrons) of a 
mixer designed for No. 1 grid injection of the oscillator are negative over a considerable 
portion of the normal operating range. Figs. 25.10 and 1 1, however, were taken with 
static voltages applied and so indicate that the phenomenon is not caused by an alter- 
nating oscillator voltage but is associated with the characteristics of the tube itself. 

The input admittance of negative grids in vacuum tubes is the sum of three factors : 
(1) the "cold" admittance, or the admittance of the tube with the electron current 
cm off ; (2) the admittance due to feedback from other electrodes through tube and 
external capacitance, etc. ; and (3) the admittance due to the presence of the electrons 
in the tube. The first two factors have been well knovra for many years although 
certain aspects of the second have only recently received attention. (Refs. 29, 30 
and 48). The third factor, however is not so well understood although the excellent 
work done during the last ten years has paved the way for a complete understanding 
of the subject. (Ref. 49). The present discussion is concerned only with this last 
point, namely the admittance of negative grids due to the presence of electrons in the 
tube. 

Early work on transit-time effects in diodes and negative-grid triodes had indicated 
that, at very high frequencies, the conductance became negative in certain discrete 
bands (i.e., at large transit angles). It was not, at first, appreciated that conditions 
were possible with negative-grid triodes in which the input conductance could be- 
come negative even at low frequencies (i.e., at small transit angles). Data taken 
on the input (No. 4 grid) conductance of pentagrid converters by W. R. Ferris of this 
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laboratory during 1934 showed that these tubes had a negative input conductance 
which varied as the square of the frequency and which remained negative at low fre- 
quencies. The conductance appeared, therefore, to behave in the same way as the 
positive input conductance of ordinary negative-grid tubes, except for a reversal in 
sign. The data on the pentagrid were taken with an external oscillator voltage applied 
to the No. 1 grid. The work of Bakker and de Vries (Ref. 50) disclosed the possi- 
bility of a negative input conductance at small transit angles in a triode operated under 
current-limited conditions. They gave an experimental confirmation for a triode 
operated at reduced filament temperature. Data taken by the writer during 1936 
on a pentagrid converter showed that the negative conductance was present in this 
tube even when direct voltages, only, were applied and that it was accompanied by a 
reduction in capacitance. A fairly complete theory of the effect was developed in 
unpublished work by Bernard Salzberg, formerly of this laboratory, who extended 
the theory of Bakker and de Vries to the more general case of multigrid tubes with 
negative control grids in a current-limited region. Other experimental work was 
done on the effect during 1936 by J. M. Miller and during the first half of 1937 by 
the writer. In the meantime, the papers of H. Rothe (Ref. 51), I, Runge (Refs. 52, 53), 
and L. C. Peterson (Ref. 54) showed that independent experimental and theoretical 
work had been done on the negative-admittance effect in other laboratories. 

In a rough way, the negative admittance found under current-limited conditions 
may be explained as follows : The electron current in a tube is equal to the product 
of the charge density and the electron velocity. If this current is held constant, a rise 
in effective potential of the control electrode raises the velocity and so lowers the 
charge density. A reduction in charge density with increase in potential, however, 
results in a reduction in capacitance, provided no electrons are caught by the grid. 
Thus, the susceptive component of the part of the admittance due to the current 
through the grid, is negative. Because of the time lag due to the finite time of transit 
of the electrons, there is an additional component of admittance lagging the negative 
susceptance by 90 degrees, i.e., a negative conductance. The value of the negative 
conductance will be proportional to both the transit angle and to the value of the 
susceptance. Since both of these quantities are proportional to frequency, the 
negative conductance is proportional to the square of the frequency. 

The general shape of the curves of Fig. 25.10 may be explained as follows : At 
a No. 1 grid bias of about —20 volts, the cathode current is cut off and the electronic 
admittance is zero. At slightly less negative values of No. 1 grid bias, the electron 
current is too sm.all to build up an appreciable space charge ahead of the signal grid 
(No. 4 grid). The latter grid, although it exhibits some control of the plate current 
does not control the major portion of the current reaching it and is thus in a substanti- 
ally current-limited region. Its susceptance and conductance are, therefore, negative. 
Higher currents increase the negative admittance until, at some value of No. 1 grid 
bias, the electron current is increased to the point at which a virtual cathode is formed 
in front of some parts of the signal grid. At these parts, the current which reaches 
the grid is no longer independent of this grid potential, and as a result, a positive 
susceptance and conductance begin to coimteract the negative admittance of other 
portions of the grid. The admittance curves reach a minimum and for still higher 
currents approach and attain a positive value. The current necessary to attain the 
minimum admittance point is less when the signal-grid bias is made more negative 
so that the minima for increasingly negative No. 4 grid-bias values occur at increasingly 
negative No. 1 grid-bias values. 

It may be noted that the signal-grid-to-plate transconductance is at a maximum 
in the region just to the right of the admittance minima of Fig. 25.10 (compare Fig. 
25.8). The admittance of such a tube used as an amplifier remains negative, there- 
fore, at the maximum amplification point. 
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SECTION 2 : CONVERTER APPLICATIONS 

By E. Watkinson, A.S.T.C, A.M.I.E. (Aust.), S.M.I.R.E. (Aust.). 



(j) Broadcast frequencies (ii) Short waves (in) Types of converters. 

(i) Broadcast frequencies 

A. Spurious responses 

If a sinusoidal signal is applied to the signal grid of a converter and a sinusoidal 
oscillator voltage to the oscillator grid, harmonics of each signal appear in the mixer 
plate circuit, together with sum and difference frequencies between each of the applied 
voltages and their harmonics. There is a component of plate current at each of 
these spurious response frequencies and each could be selected by a suitably tvmed 
circuit. 

Alternatively when the plate circuit is fixed tuned to the intermediate frequency, 
undesired combinations of signal and oscillator harmonics can produce components 
of plate current at or near the intermediate frequency. These components heterodyne 
the desired difference frequency between signal and oscillator voltages. 

The most important spurious response is at the image frequency of the desired 
signal, i.e. removed from the oscillator frequency by an amount equal to the inter- 
mediate frequency but on the side of the oscillator frequency remote from the de- 
sired signal. Such a signal mixes with the oscillator to produce the intermediate 
frequency in the same way as the desired signal, and interference from it is not de- 
pendent on the characteristics of the converter. With other responses, produced 
hy a combination of signal and oscillator harmonics, the amount of interference is 
dependent on the operating conditions of the converter. Thus it is desirable to 
reduce the oscillator amplitude as far as possible without affecting sensitivity or low- 
voltage operation, with the object of decreasing the magnitude of the higher order 
components in the transconductance-time curve (B in Fig. 25.1) of the mixer. 

Spurious responses are also possible at the harmonics of the intermediate frequency 
but these are due to feedback from the output of the i-f amplifier rather than to the 
converter. 

For a discussion and chart of the various possible combinations of the signal, har- 
monics of the signal, the oscillator voltage and harmonics of the oscillator voltage 
see Ref. 78. 

B. The signal-frequency circuit 
1. Signal-grid loading 

The reason for positive and negative loading effects produced respectively by outer- 
grid and inner-grid oscillator injection converters is explained in Sect. 1 of this chapter. 

Converters with high capacitance between signal-grid and plate may also load the 
input circuit by feedback from the plate circuit, particularly at the low-frequency end 
of the broadcast band where the signal frequency approaches the intermediate fre- 
quency. 

The input loading has resistive and reactive components, and the value of the re- 
sistive component (Ref. 78) is 



where Gj, = l/r^ = anode slope conductance, 

G„ = conductance of the external anode-load admittance at the signal fre- 



B„ = susceptance of the external anode-load admittance at the signal fre- 



g„ = mutual conductance of the signal grid with oscillator operating, 
and B„ = susceptance of the grid-plate capacitance at the signal frequency. 
Since the resonant frequency of the plate circuit is so far from the resonant frequency 
of the grid circuit when tuned to any point in the broadcast band, the expression can 
be simplified to 




quency. 



quency. 



av 
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The grid-circuit loading is thus directly proportional to the grid-plate capacitance 
of the converter, and it is only in types in which this is high that input loading be- 
comes appreciable. For example the 6A8-G has a plate to signal grid capacitance of 
0.26 /xfiF and with an i-f transformer tuned by 85 (ij^F to 455 Kc/s the resistive com- 
ponent of the loading due to feedback across the valve is about 0.25 megohm at 600 
Kc/s rising to 0.45 megohm at 1000 Kc/s and 0.55 megohm at 1400 Kc/s. 

The resistive component of the loading is also proportional to the reactance of the 
capacitor tuning the plate circuit of the converter. This capacitor should be given 
as large a value as possible if grid loading is the main consideration. 

The reactive component of the input loading, which is always capacitive, appears 
in parallel with the tuning capacitor and can usually be ignored. 

Some converters have much lower plate-grid capacitance, e.g. the 6JS-G has a 
maximum of 0.01 nfiF, and in such cases the signal-grid circuit loading due to feed- 
back from the plate circuit is negligible. 

External coupling between oscillator and signal frequency circuits can cause another 
effect which may be mistaken for input circuit loading. This eifect occurs in triode- 
hexode and similar types of converters when a tuned-plate oscillator circuit is used, 
the loss of gain being most noticeably at the high-frequency end of the broadcast 
band. In such a case, conversion sensitivity over the broadcast band is reasonably 
flat, but aerial (or r-f grid) sensitivity shows poor gain at the high-frequency end even 
although the coil, checked separately, gives constant gain over the band. 

The coupling (capacitive or inductive) between the oscillator plate and the signal- 
grid causes an oscillator voltage to be applied to the signal grid which opposes the 
effects of the correctly injected oscillator voltage — -see Sect. l(iv)A of this chapter. 
In severe cases the coupling may even be sufficient to give an oscillator voltage on the 
signal grid in excess of the bias, leading to severe damping of the input circuit. Tuned- 
plate oscillator circuits are most likely to produce this effect because the required 
oscillator grid voltage is a constant whether plate timing or grid tuning is used and 
with a tuned plate circuit this voltage must be developed across the smaller untuned 
grid winding of the oscillator coil. At the same time the oscillator plate voltage, 
instead of being appreciably smaller than the oscillator grid voltage as in a timed- 
grid circuit, is appreciably greater. 

A mechanical re-arrangement of the layout to isolate the oscillator-plate circuit 
from the signal-grid circuit will usually cure the trouble. In a difficult case it may be 
possible to arrange the wiring so that an opposite coupling between oscillator-grid 
and signal-grid will produce the required result- 

2. Signal-circuit regeneration 

It is possible to use controlled regeneration in a converter stage to give improved 
gain, image ratio and signal-to-noise ratio. Various possibilities are given in Ref. 65. 



One practical and economical circuit is shown in Fig. 25.22. VI is a triode-hexode 
and its 0.01 fiF screen by-pass capacitor CI is returned to ground through the 0.05 /xF 
a.v.c. by-pass capacitor C2. The signal-frequency voltage from the screen circuit 
developed across C2 is injected into the grid circuit in the correct phase to give posi- 
tive feedback at signal frequencies. 




Fig. 25.22. Screen regeneration in con- 
verter stage. 



FIG . 25.22 
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The regeneration obtained with this circuit is proportional to the reactance of C2 
and is therefore inversely proportional to frequency. An improvement of about 
4 db in sensitivity and image ratio and 2 db in signal-to-noise ratio can be obtained 
at the low-frequency end of the broadcast band with sufficient stability margin for 
production purposes. The regeneration is negligible at 1400 Kc/s. 

In a small 3/4 valve receiver in which the aerial coil trimmer is connected from 
aerial to grid for maximum gain, sensitivity is greater at 1400 Kc/s than at 600 Kc/s, 
thus the circuit of Fig. 25.22 is useful in minimizing the sensitivity difference between 
the ends of the band. 

Regeneration always has the disadvantage that variations in gain e.g. with different 
valves, are emphasized, but this need not be serious so long as moderate amounts 
of regeneration are used — sufficient for instance to give an improvement of the order 
outlined above. The circuit is applicable to other outer-grid injection converters, 
although component values may need modification. 

C. Operating conditions 

Recommended conditions for all types of converters are published by valve manu- 
facturers and these are satisfactory for normal applications. However variations 
are often required, perhaps to use common voltage supplies for electrodes in the con- 
verter and other valves, or perhaps to obtain say maximum signal-to-noise ratio 
even at the expense of sensitivity. 

The usual design procedure in such cases is to supply screen, oscillator plate and 
bias voltages by means of variable resistor boxes and to control the oscillator amplitude 
by means of resistors shunted across the tmtuned primary. In some cases, to be 
mentioned later, the effect of varying the primary impedance may need investigation. 

The valve operating conditions are set approximately to those reconmiended and 
then each voltage in turn is adjusted for maximum performance. This may need 
to be done more than once as variations in, say, bias voltage will affect the required 
screen voltage. 

In a typical case, the requirement from a converter might be maximum sensitivity 
and as the bias voltage is reduced the gain might rise to a maximum and then fall. 
This is due to an increase in conversion transconductance as the bias is reduced, 
followed by a decrease in plate resistance which more than offsets the increasing 
transconductance. However, with the bias voltage set for maximum sensitivity the 
screen dissipation may be excessive. A decrease in screen voltage followed by a 
further decrease in bias may give a similar sensitivity with satisfactory screen dis- 
sipation. It is important that the bias should not be reduced to a point at which some 
valves may draw grid current. The contact potential of indirectly-heated types 
normally does not exceed — 1 .0 volt and the applied bias in such cases can be safely 
reduced to between —1.5 to —2.0 volts provided that electrode ratings are not ex- 
ceeded. In the case of battery types, the contact potential is normally zero or 
positive, so that it is not necessary to apply a negative bias voltage to avoid grid damp- 
ing. 

Increased oscillator amplitude is likely to improve sensitivity to a broad maximvun 
followed by a slight fall. However, as spurious responses increase rapidly with os- 
cillator drive, the amplitude should not be any greater than necessary. It is advisable 
to carry out checks at least at the limits of the tuning range to be covered. 

To obtain maximum signal-to-noise ratio a similar procedure would be adopted 
but the final operating conditions would probably differ, e.g. in the case of a triode- 
hexode the screen voltage might be reduced. On the other hand, if the converter 
noise is of the same order as the signal-grid circuit noise, as is possible on the broad- 
cast band, the effect of variations in converter conditions on the signal-to-noise ratio 
of the receiver would not be great. 

When operating voltages have been determined, resistor boxes may still be useful 
for obtaining a suitable screen voltage-divider circuit if a.v.c. design is at all critical. 
If a minimum amount of control is required on the converter, for example to avoid 
a rapid increase of noise as a.v.c. is applied, a single series resistor from B + will allow 
the screen voltage to rise in a triode-hexode type of converter and so decrease the 
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amount of control for a given a.v.c. voltage. Such a circuit will also minimize cross- 
modulation. However in converters without a suppressor grid the screen voltage 
must not approach the plate voltage because secondary emission from the plate will 
cause a large reduction in plate resistance and lead to damping of the first i-f trans- 
former, so that some bleed from screen to ground may be needed. The best com- 
promise can readily be determined with resistor boxes. 

If maximum a.v.c. control is required from a triode-hexode converterj for example 
when it is followed by a reflexed amplifier^ and play-through must be reduced to a 
minimum, a large screen bleed may be needed. 

Maximum a.v.c. control can be obtained in pentagrid converters by reducing the 
oscillator plate voltage to a mlnimiun consistent with satisfactory oscillator perform- 
ance. For example with 20 volts bias on the signal grid, the conversion transcon- 
ductance of a 6A8-G is reduced to less than- one half of the original figure when the 
oscillator plate voltage is changed from 200 to 100 volts, although at minimum signal- 
grid bias the oscillator plate voltage has little effect on the conversion transconductance. 

Final operating conditions should not be decided upon until the tests outlined above 
have been repeated with a number of valves, some of which should preferably have 
characteristics near the upper and lower acceptance limits for the type. 

(ii) Short waves 
A. Alignment 

Short wave aligimient of the converter stage is complicated by two factors, firstly 
by " pulling " of the oscillator frequency due to adjustments to the signal-grid circuit, 
and secondly by the fact that in many cases the range of the oscillator circuit trimmer 
is sufficient for it to be adjusted either to the correct response or to the image response. 

1. Pulling : Pulling is due to coupling, either in the converter valve or extern- 
ally, between the signal and oscillator circuits, and unless suitable precautions are 
taken it can result in faulty alignment at the high-frequency trimming point on the 
short-wave band. The effect is that as the signal^frequency trimmer is adjusted 
towards its correct setting, thus increasing the output, the oscillator is simultaneously 
detuned, which decreases the output when the signal is detuned from the peak of the 
i-f response. Thus the output rises to a maximimi and then falls again, as is normal, 
but the maximum, instead of being the correct setting, is the point at which the de- 
tuning of the oscillator causes the gain to fall more rapidly than the increase due to the 
approach towards resonance of the signal-grid trimmer. 

The true maximum can be foimd by alternately peaking the signal circuit and re- 
tuning the oscillator circuit to resonance (by means of the main tuning control on the 
receiver) or by carrying out the two operations simultaneously — i.e. by slowly moving 
the signal-grid trimmer and continually tuning through the signal, noting the amount 
of output on each occasion and continuing until a maximum is reached. This pro- 
cedure is known as " rocking " the tuning control. 

If there is a noise source available with constant output over a band of frequencies 
at the alignment point (e.g. valve noise in a sensitive receiver, or a noise diode) it is 
possible to trim the signal-frequency circuit without rocking as the wide-band signal 
source avoids the effects of detuning. The signal input should not be large enough 
to operate the a.v.c. 

2. Images : Some of the difficulty experienced in short wave alignment at the end 
of the band is due to confusion between the correct response and the image. This 
results from the fact that the correct signal appears to differ depending on whether the 
signal generator is tuned or the receiver is timed. For example, if a receiver with 
a 450 Kc/s intermediate frequency and with its oscillator on the high-frequency side 
of the signal frequency is correctly tuned to an 18 Mc/s signal the receiver oscillator 
is set to 18.45 Mc/s. The generator can then be tuned to a frequency 450 Kc/s 
higher than the oscillator i.e. 18.9 Mc/s and the image response will be found, or 
alternatively with the generator still set to 18 Mc/s the receiver can be timed to the 
lower frequency of 17.1 Mc/s when the local oscillator will be at 17.55 Mc/s, 450 
Kc/s from the signal, and an image will be heard again. 
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Whenever there is any doubt as to which is the correct response, the frequencies 
should be worked out — conditions will be reversed from the example above if the 
oscillator is at a lower frequency than the signal — but a simple rule is that if the re- 
ceiver is being tuned and the oscillator is on the high frequency side of the signal, 
then the higher frequency signal is the correct one. 

A similar effect to aa image response can also occur during signal-frequency trim- 
mer adjustment. With the oscillator on the high-frequency side of the signal it may 
be found that as the signal-frequency trimming capacitance is increased, the output, 
with rocking, rises to a maximum, falls and rises to a second maximum, which is the 
correct one. On the other hand if the receiver is left aligned at the first maximum it 
is found that the adjustment is approximately correct for the image frequency. 

This effect has no direct connection with the image response, but is due to the 
decrease in sensitivity which can occur when the signal-grid circuit is tuned to the 
oscillator frequency — owing to grid damping in a severe case, or out-of-phase os- 
cillator injection in other cases. Thus as the signal-circuit tuning initially approaches 
the correct setting the gain rises, decreases again when the separation from the os- 
cillator frequency is small, and then rises to the correct peak. In a sensitive receiver 
the illusion of correct alignment on the wrong peak is heightened by an increase in 
the level of the background noise due to the increased receiver sensitivity near the 
image frequency. 

B. Operating conditions 

Converters can be set up for operation on the short-wave band in a manner similar 
to that described for the broadcast band. However additional steps are also worth- 
while. Particularly when harmonic mixing — see C(4) below — is being used, 
it is advisable to investigate the effects of different values of oscillator-grid resistor. 
To avoid varying two quantities at the same time the oscillator voltage should be kept 
as constant as possible while the value of the grid leak is altered, and readings should be 
taken at least at each end of the short-wave band. After the optimum grid leak 
value has been chosen, previously selected operating potentials should be rechecked. 

When the converter is a type with itmer-grid oscillator voltage injection, improved 
sensitivity may be obtained with the oscillator operating at a lower frequency than 
the signal instead of under the more usual higher frequency condition. 

In Sect. 1 of this chapter it was explained that the space charge in front of the signal 
grid develops a voltage at osciUator frequency on the signal grid and that this voltage, 
depending upon its phase, increases or decreases the oscillator-frequency modulation 
of the electron stream. In a particular case with the oscillator at a higher frequency 
than the signal, the tvmed circuit connected to the signal grid would present capacitive 
reactance to the oscillator voltage. A positive increment of oscillator-grid voltage 
increases the current flow and thus increases the space charge in front of the signal 
grid, i.e. the space charge becomes more negative. Since there is capacitive reactance 
between the space charge and signal grid and between signal grid and ground, a 
negative increment of space charge potential results in a (smaller) negative increment 
of signal-grid potential. Thus a positive change in potential on the oscillator grid 
results in a negative change in potential on the signal grid, so that the effective os- 
cillator modulation is reduced with a consequent reduction in sensitivity. 

However when the oscillator is operated at a lower frequency than that of the signal, 
the signal-grid circuit presents an inductive reactance to the oscillator voltage and the 
phase of the oscillator voltage on the signal grid is reversed. Thus the effective 
modulation of the electron stream is increased and sensitivity is improved. 

In practice, if neutralizing is not used, an improvement in sensitivity of two or three 
times is sometimes obtainable by changing from high-frequency to low-frequency 
oscillator operation, with an increase of the image ratio in the same proportion. The 
improvement in sensitivity and image ratio decreases towards the low-frequency end 
of the short-wave band as the separation between signal and oscillator circuits (i.e 
the intermediate frequency) becomes a larger fraction of the oscillator frequency 

For correct tracking with the oscillator on the low-frequency side of the signal, 
the padder is moved from the oscillator to the signal-frequency circuit(s) but this 
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does not introduce serious complications. However, a large band coverage is more 
difficult with the oscillator on the low side because the oscillator circuit covers a greater 
frequency ratio than the signal circuit, whereas on the high side it covers a smaller 
ratio. 

It is possible for external coupling between oscillator and signal circuits to exceed 
that which occurs due to internal coupling in the converter itself and it is advisable 
to check that the external coupling is negligible before investigating the effects of 
low-side and high-side oscillator operation. A valve voltmeter can be used across 
the circuit and the variation of the indication as the signal circuit is tuned through the 
oscillator frequency, with the circuit connected to and discoimected from the signal 
grid, shows the relative amount of coupling due to internal and external sources. 

A further desirable step in the investigation of short-wave performance is the de- 
termination of the best sensitivity that can be obtained by adjustment of the magnitude 
and phase of the oscillator voltage on the signal grid. This can be done by using a 
very small capacitor, variable in order to adjust the amplitude of the oscillator voltage, 
and connected between either signal-grid and oscillator grid or signal-grid and os- 
cillator plate to vary the phase of the oscillator voltage. In the absence of appreciable 
coupling within the receiver, some increase in sensitivity is usually obtained with 
a particular value of neutralizing capacitor, because maximvun sensitivity is obtained 
not when the oscillator voltage on the signal grid is a minimum but when it is the 
correctly-phased maximum that can be present without signal-grid current flowing. 

Thus, when using a plate tuned triode-hexode converter, it may be foimd experi- 
mentally that sensitivity is improved at 18 Mc/s with a 0.5 /i/iF capacitor connected 
between oscillator grid and signal grid. In such a case it is usually possible to obtain 
a capacitance of approximately the correct value without using a separate component 
by a suitable arrangement of the wave-change switch wiring. 

However, when neutralizing is used, a measurement should be made of the effect 
of the neutralizing capacitance on the frequency stability of the receiver at 18 Mc/s. 
In general, sensitivity improvements due to oscillator voltage on the signal-grid must 
be offset against decreased frequency stability. The frequency shift in pentagrid 
converters of the 6SA7 type increases so rapidly with increased capacitance between 
signal-grid and oscillator grids that a neutralizing capacitance cannot be used in a 
normal short-wave receiver if a.v.c. is applied to the control grid. 

Unless special precautions are taken, grid current variations over the short-wave 
band are greater than desired. The increase at the high-frequency end of the band 
occurs because, although the coupling between primary and secondary of the oscillator 
coil which is required to maintain oscillation is reduced, the actual coupling remains 
unchanged. A small resistor (say 25 ohm J watt) wired between the tuned circuit 
and the oscillator grid is the usual method of obtaining reasonably imiform grid current 
over the band. The effective parallel circuit damping of the resistor in series with 
the capacitance of the oscillator grid is inversely proportional to the square of the 
frequency so that a large reduction in grid current can be obtained at the high-fre- 
quency end of the band without noticeably affecting the grid current at the low- 
frequency end. 

Such a resistor is sometimes also required to prevent squegging of the local oscillator 
when the amplitude of oscillation is high and the time constant of the oscillator grid 
circuit is much greater than the time required for one cycle of the oscillator frequency. 
For fimier information on squegging see Chapter 35 Sect. 3(vi)C and Ref. 73. 

C. Frequency stability 

All the problems of frequency stability experienced with a separate oscillator (see 
Chapter 24) occur when the oscillator section of a converter is used as the local os- 
cillator in a superheterodyne receiver and in addition there are further causes of 
instability due to interaction between the oscillator and mixer sections of the valve. 

1. Frequency variations due to the local oscillator 

Local oscillators are always self-biased triodes so that the only potential applied to 
the circuit from external sources is the plate-supply voltage. Two common types 
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of frequency instability are due to this link with the rest of the receiver. The first 
is " flutter " due to fluctuations in the B supply voltage as a result of the output-valve 
current varying at audio frequencies. These fluctuations vary the oscillator frequency 
so that the signal is continually detuned, giving a-f signals vsfhich make the " flutter " 
self-sustaining. The mechanism of " flutter " is more fully described in Chapter 35 
Sect. 3(vi)B and methods of overcoming it are given. 

The second detuning effect for which the B supply is responsible is due to the ap- 
plication of a.v.c. to the controlled stages of a receiver. This reduces the B current, 
causes the B voltage to rise, and thus produces detuning which will vary, for instance, 
with the instantaneous level of a fading station. 

Although in a particular case the detuning may not be sufficient to produce the 
symptoms described, it may still give unpleasant timing at the high-frequency end 
of the short-wave band, a typical effect being that the receiver does not tune smoothly 
but jumps from one side of a signal to the other. 

When testing for these effects, modulated and unmodulated signals of magnitudes 
varying from maximum to minimum should be used at the highest tuning frequency 
of the receiver and the volume control setting should also be varied. If equipment 
for measuring frequency shift is not available a useful test is to tune the receiver as 
accurately as possible to a large signal (perhaps 0.1 volt) with the volume control 
suitably retarded and then reduce the input to the smallest usable signal and turn 
up the volume control. If the signal is still tuned, frequency shift may be considered 
satisfactory. The test should be repeated with different signal inputs in case positive 
and negative frequency shifts should cancel over the range of inputs first selected 

If flutter occurs on a large vmmodulated signal there are circumstances under which 
it can be ignored. When the modulation is switched on it may be found that the 
output valve is severely overloaded, and that when the voliraie control is turned down 
to give no more than full a-f output the flutter may not occur. In such a case the 
flutter would not be noticed in normal use of the receiver and if a cure cannot be 
effected cheaply it may not be warranted. 

In practice it is found that frequency stability can often be improved by the simple 
expedient of increasing the oscillator grid current. In one particular triode-hexode 
the 18 Mc/s frequency shift for a given change in control grid bias was reduced to one 
tenth by increasing the oscillator grid current from 200 to 600 fiA. Frequency shift due 
to other causes, and with other types of converters can be improved in the same way, 
although in varying degrees. The improvement may of course have to be offset 
against a decrease in sensitivity and an increase in noise. 

A third type of oscillator frequency instability due to the B supply is experienced 
in F-M receivers. If there is a hum voltage superimposed on the B supply to the 
oscillator plate this will produce frequency modulation of the local oscillator, and the 
F-M detector will convert the resultant hum modulation of the signal carrier into 
a-f hum. 

2. Frequency variations due to the mixer 

The space charge adjacent to oscillator electrodes in a converter valve can be varied 
by altering the potentials on mixer electrodes. This, of course, gives rise to oscillator- 
frequency variations. The mixer screen voltage is particularly important because one 
of the two grids comprising the screen is adjacent to an oscillator electrode, so that it 
is desirable to keep this voltage as constant as possible. This frequently necessitates 
a separate decoupling resistor and capacitor for the converter screen because with a 
common supply to converter and i-f amplifier screens the application of a.v.c to the 
i-f amplifier (even if the converter stage is not controlled) alters the mixer screen 
voltage and thus causes frequency shift. On rare occasions this shift may be used to 
offset another in the opposite direction due to a different effect. 

When frequency shift is troublesome it is desirable to isolate each of the causes 
and determine its direction, as cancellation is sometimes possible even if a complete 
cure is not. 

The effects upon oscillator frequency of varying a.v.c. voltages applied to a signal- 
grid electrode are more complex. With either outer-grid or inner-grid oscillator 
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injection a space charge adjacent to tlie oscillator grid can be varied by altering the 
direct potential applied to the signal grid. That this is not always the main source 
of frequency drift can be seen in some receivers with this type of instability by measur- 
ing the frequency shift for a given change in converter a.v.c. voltage with the signal 
generator connected firstly to the aerial terminal and then to the converter grid. It 
may be found that the frequency shift in the former case is many times that with the 
signal generator connected to the converter-grid, and it may even be in the opposite 
direction. 

This type of instability is due to coupling between oscillator and control-grid 
circuits. In Sect. l(iv)B of this chapter it is explained that at high frequencies it is 
usual for oscillator voltage to appear at the signal-grid of the converter. Coupling 
between signal- and oscillator-grid circuits results in some of this voltage being 
returned to the oscillator circuit and, in a manner similar to the operation of a re- 
actance-tube modulator, this results in a modification of the effective capacitance at 
the oscillator grid. A constant variation of this capacitance would be of no signific- 
ance, but any alteration of converter operating conditions which resulted in a variation 
of oscillator voltage on the signal grid, e.g. the application of a.v.c. voltages, would 
alter the effective reflected capacitance at the oscillator grid and thus cause oscillator 
frequency shift. (Ref. 87). 

With a given set of conditions the simplest method of citting this type of fre- 
quency shift is usually to minimize the coupling between oscillator and signal grid 
circuits. In general, coupling is capacitive, partly within the valve and partly ex- 
ternal to it. In most modem valves the internal capacitance is not troublesome and 
to effect a cure it may be necessary to separate short-wave aerial and oscillator coils 
from each other, to separate the wiring from the two grids or from the two sections of 
the gang condenser, and to use wave-change switch contacts on the opposite side of 
the wafer. In the particular case of the 6BE6, it is desirable to reduce the external 
capacitance between the two grids of the valve to 1 fi/iiF or less. 

Another possible cure for this type of frequency shift is the use of harmonic mixing, 
in which the frequency difference between signal and oscillator circuits is so great 
that no significant amount of oscillator frequency voltage appears on the signal grid. 

3. Tuned-plate operation 

An analysis of timed-grid and tuned-plate oscillators (Chapter 24 Sect. 2) shows 
the differences between the two types of operation. However, it is mainly because 
of the structure of some types of converters that tuned-plate operation is preferable. 
When the oscillator section of a converter has a common electron stream with the 
mixer section, the oscillator-plate electrode is designed to modulate the electron 
stream as little as possible since modulation by the oscillator plate cancels that from 
the oscillator grid. It is also desirable in equipment design to keep the oscillator 
plate alternating voltage as small as possible. With a tuned-grid oscillator, the plate 
voltage is smaller than the grid voltage and the reverse is the case with a tuned-plate 
oscillator. Accordingly, tuned-grid oscillators are always used for converters having 
a common electron stream for the oscillator and mixer sections. 

Triode-hexode and triode-heptode converteirs have a separate triode for use as a 
local oscillator, and oscillator injection into the mixer section is carried out by a special 
injector grid which is in most cases internally coimected to the oscillator grid. The 
capacitance and coupling effects of the injector grid are thus introduced into the 
oscillator circuit, and if a tuned-grid oscillator is used they appear directly across the 
tuned circuit. 

However with a tuned plate oscillator these effects are coupled to the tuned circuit 
from the oscillator primary winding and their effect is thus minimized. An im- 
provement in oscillator frequency stability, with respect to the effect of a.v.c. applica- 
tion to the signal grid, of five times has been measured with a typical triode-hexode 
on converting from a rtmed-grid to a tuned-plate oscillator, while frequency shift 
for a given change in B supply voltage was halved under the same conditions. 

4. Harmonic mixing 

Many of the difficulties experienced in high-frequency applications of converters 
are due to the small percentage of frequency difference between the oscillator and 
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signal-frequency circuits. It was shown in Sect. 1 of this chapter that a sinusoidal 
oscillator voltage applied to the injector grid of the mixer section can also give mixing 
at harmonics of the oscillator frequency. By taking advantage of this inherent con- 
verter characteristic it is possible to separate widely the resonant frequencies of the 
oscillator and signal frequency tuned circuits and thus eliminate many difficulties 
in high-frequency converter applications. 

There are disadvantages to harmonic mixing but in some cases they are outweighed 
by the advantages to be obtained. Firstly there is some loss in sensitivity over a part, 
at least, of the tuning range and secondly there are spurious responses due to incoming 
signals mixing with the oscillator fundamental. 

With careful design the loss in sensitivity is small. In the normal 6 to 18 Mc/s 
short-wave range it will probably not be greater and may be less than 2 db from 10 
to 18 Mc/s. The maximum loss is usually at 6 Mc/s, and should not exceed 3 db, 
about 2 db or less being normal. Even when the converter is the first valve in the 
receiver no serious decrease in signal-to-noise ratio of the complete receiver should 
be experienced. 

Because o^ a number of secondary effects which occur with harmonic mixing, this 
performance is better than would be expected from an investigation of maximum 
second harmonic conversion transconductance alone, although it presupposes that 
the best conditions for harmonic mixing are used. It will be found that higher grid 
current is necessary, particularly at the low-frequency end of the band, and a lower 
value of grid leak than normal is often useful in obtaining maximum sensitivity. In 
general, it is desirable to investigate the converter conditions carefully, as described 
previously, and for satisfactory performance iimer-grid mixers should operate with 
the second harmonic of the oscillator on the low-frequency side of the signal. 

The reason for this is as follows. The modulation of the electron stream by grid 1 
gives a transconductance-time curve similar to Fig. 25.IB, and the space charge in 
front of the signal grid fluctuates at the same rate. This fluctuation, although of the 
same frequency as the local oscillator, has large harmonic components and since the 
space charge is coupled capacitively to the signal-grid circuit and this is tuned ap- 
proximately to the second harmonic frequency, most of the voltage induced into the 
signal-grid circuit is at the frequency of the second harmonic of the oscillator. This 
second harmonic voltage remodulates the electron stream with a phase which depends 
on whether the signal frequency circuit has capacitive or inductive reactance at the 
second harmonic frequency so that the re-modulation aids or opposes, depending on 
its phase, the original second-harmonic modulation by grid 1. For iimer-grid in- 
jection converters, the oscillator second-harmonic frequency should be lower than the 
signal frequency for aiding re-modulation. 

It will be found that with harmonic mixing the same padder can be used as that 
required for the same frequency coverage with fundamental mixing. 

Although the spurious responses which arise due to fundamental mixing are a 
disadvantage of harmonic operation, a tuned r-f stage ahead of the converter will 
reduce them to negligible proportions, not greater than —60 db in a typical case. 
Moreover, even when fundamental mixing is used there are responses, although 
smaller ones, due to signals mixing with the oscillator harmonics. Fundamental 
spurious responses 30 db below the signal could be taken as representative of receivers, 
without a r-f stage, using second-harmonic mixing so that these responses cause 
appreciably less interference than the normal image. 

The benefits to be obtained from harmonic mixing are evident when operating, 
for example, the 1R5 converter on the 6 to 18 Mc/s short-wave band. Because the 
1R5 has no separate oscillator-plate electrode, an oscillator circuit is often used in 
which the screen is coimected to the oscillator primary winding to operate as the 
oscillator plate. A neutralizing capacitor is then needed between signal grid and 
oscillator grid and the determining of a suitable capacitance and its tolerances, the 
minimizing of coupling between signal and oscillator circuits and the stabilizing of the 
oscillator with reference to supply-voltage variations involve a considerable amount 
of work, as does the duplicating of the results in production receivers. 
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However, with harmonic mixing neutralizing is not required. This is because a 
neutraUzing capacitor is used with a 1R5 to balance-out the grid 3 oscillator voltage 
due to internal capacitive coupling from grids 2 and 4 and not due to space charge 
coupling. Since the oscillator frequency voltage on grids 2 and 4 is developed across 
a tuned circuit the harmonic content is low, and thus with harmonic mixing the 
second harmonic voltage developed on grid 3 is low. Moreoverj no other voltages 
of any magnitude appear on grid 3 because, at frequencies other than those in the 
vicinity of the oscillator second harmonic, the impedance between grid 3 and ground 
is small. 

Thus a major difficulty experienced with fundamental oscillator frequency voltage 
on the control grid, is eliminated by harmonic operation. On the other hand the 
small amotmt of second-harmonic voltage that does appear on the grid 3 cannot be 
neutralized because no source consisting only of second harmonic voltages is available. 

Another feature of harmonic operation of the 1R5, and similar types of converters, 
is that sensitivity is increased by negative input impedance at high frequencies due 
to a negative transconductance between the signal grid and screen and to large capacit- 
ance between these electrodes. The oscillator primary winding acts as a capacitive 
load at signal frequencies and feedback through the inter-electrode capacitance 
produces negative resistance across the signal-grid circuit. 

In a normal case, the amount of regeneration is small, but if there is an unusually 
large impedance in the screen circuit, e.g. if a very large oscillator primary winding is 
used, the regeneration may become excessive. 

The regeneration is not usually noticed when the oscillator fundamental is used 
for mixing because, as the screen circuit impedance is increased, the feedback of 
oscillator frequency voltage from screen to signal grid becomes excessive before 
noticeable signal-frequency regeneration occurs. 

Another aspect of harmonic mixing, common to all types of converters, is that 
because the signal and oscillator circuits are timed to widely differing frequencies, 
coupling between the two circuits can be ignored and variations of coupling within 
the valve due to changing electrode potentials have little effect on the frequency of the 
local oscillator. The improvement in stability during alignment is very noticeable 
and in most cases the need for rocking the tuning control while aligning the short- 
wave aerial trimmer disappears. 

Frequency stability due to effects such as varying oscillator-input capacitance 
is not improved by harmonic oscillator operation because in general the oscillator 
tuning capacitance is unchanged at a given signal-frequency setting so that for a given 
capacitance change the frequency change is proportional to frequency. Although 
the oscillator operating on half the normal frequency has half the normal shift, the 
second harmonic will be no more stable than an oscillator fundamental on the same 
frequency. 

(iii) Types of converters 

A. Outer-grid oscillator injection 

Converters using outer-grid oscillator injection always have a separate oscillator 
section and are characterized by relatively good oscillator-frequency stability, re- 
lative freedom from interaction between oscillator and signal circuits on high fre- 
quencies and positive input loading of the signal-grid circuit, which increases in 
proportion to the square of the frequency. 

In the absence of imdesired coupling between signal and osciUator-grid circuits, 
improved sensitivity will be obtained on short waves with these types by operating 
the oscillator at a higher frequency than the incoming signal. 

(1) Type 6J8-G : The electrode arrangement of the triode-heptode type 6J8-G 
is shown in Fig. 25.23. This converter is very stable in operation which makes it 
useful in dual-wave receivers in spite of its low conversion transconductance. It 
has a high plate resistance (4 megohms) under recommended operation conditions 
so that the use of a high impedance first i-f transformer is more effective in increasing 
conversion gain than in the case of other converter types, for example the 6A8-G. 
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It is desirable not to apply a v.c. to the 6J8-G on short waves if this is possible, 
but if a.v.c, is used a tuned-plate oscillator circuit will greatly improve the frequency 
stability. 

(2) Types 6AE8, X79 and X61M : The electrode arrangements of these triode- 
hexodes is similar to that of Fig. 25.23 but there is no suppressor grid adjacent to the 
plate. Because of this it is necessary in circuit design to avoid conditions which may 
lead to secondary emission from the hexode plate to the screen. 

Frequency stability with respect to B voltage variations is good, although it is de- 
sirable to use plate tuning of the oscillator if a.v.c. is applied to the hexode section 
on short waves. The conversion transconductances are high (approximately 750 
micromhos with 2 volts bias and a screen voltage of 85) and few special precautions 
are required to obtain non-critical operation and good performance on the broadcast 
and short-wave bands. 




FIG. 25.23 FIG 25.25 



Fig. 25.23. Electrode Fig. 23.23. Electrode ar- 

arrangement of the triode- rangement of the petttagnd 

heptode type 6J8-G. type 6A8{G). 



The operating characteristics of most outer-grid injection triode-hexodes are similar 
to those of the above types. 

B. Inner-grid oscillator injection 

Converters using inner-grid oscillator injection, with the exception of the 6K8(G), 
have combined oscillator and mixer sections using a common cathode stream. In 
general the oscillator frequency stability is poorer than that of outer-grid injection 
types and coupling between control and signal grids is greater, although modern 
valves are much improved in these respects. Under maximum gain conditions the 
input loading of the signal grid is negative but becomes less negative and ultimately 
positive as the signal grid bias is increased. 

To obtain maximum short-wave sensitivity without neutralizing, the oscillator 
should operate on the low-frequency side of the signal. 

(1) Type 6A8-G : The structure of the pentagrid (or heptode) type 6A8-G is 
shown in Fig. 25.25. It will be noticed that the oscillator plate consists only of two 
side rods without a normal grid winding, and that there is no suppressor grid, which 
leads to a low plate resistance (0.36 megohm under typical operating conditions). 
Nevertheless the conversion transconductance of 550 micromhos is sufficient to give 
reasonable conversion gain. 

When used with high impedance i-f transformers the 6A8-G may introduce some 
grid loading at the low-frequency end of the broadcast band due to feedback (Miller 
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Effect) from the plate circuit to the control grid through the relatively high (0.26 ju^uF) 
plate-to-grid capacitance. This effect is normally only just noticeable but may be 
aggravated by locating the 6A8-G against the back of the signal-frequency section 
of the tuning condenser so that appreciable capacitance is present between the plate 
of the valve and the stator assembly of the gang- The effect shows up as apparently 
poor aerial coil gain so that the cause may not be suspected. It is not of course pecuhar 
to the 6A8-G but the already high plate-to-grid capacitance, the size of the valve and 
the lack of internal or external shielding make the effect more likely to occur with this 
type. The effect may be minimized by external shielding of the valve. 

Part of the oscillator plate (grid 2) current is due to electrons which have passed 
from the cathode through grids 1 and 3 and then been repelled by grid 4 back through 
grid 3 to grid 2 again. The oscillator characteristics and thus the oscillator frequency 
stability are therefore very dependent on the potentials applied to grids 2, 3 and 4 and, 
for short wave operation, a.v.c. should not be applied to the valve. In addition it 
may be necessary to decouple the oscillator-plate voltage supply with an electrolytic 
capacitor and even to obtain it directly from the rectifier output — suitably decoupled 
to eliminate hum — in order to avoid feeding a-f variations from the output valve back 
to the oscillator plate and thus causing flutter. 

To obtain consistent performance it is desirable to keep the oscillator-plate voltage 
higher than the screen voltage. 
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Pig. 25.26. Electrode ar- 
rangement of the triode- 
hexode type 6/C8(G). 



Fig. 25.27. Electrode ar- 
rangement of the pentagrid 
type 6SA7{GT). 



(2) Type 6K8-G : The structure of the inner-grid injection triode-hexode type 
6K8-G is shown in Fig 25.26. It was designed to provide more stable short-wave 
performance than the 6A8-G and has a higher oscillator transconductance and operates 
with lower oscillator excitation. Its lower conversion transconductance (350 mic- 
romhos) gives a lower conversion gain than that obtainable from the 6A8-G although 
the plate resistance (0.6 megohm) is higher. 

A.V.C. can be applied to the 6K8-G on short-waves but the frequency stability 
with respect to changes in other electrode voltages is only fair. 

(3) Types 6BE6 and 6SA7(GT) : The main point of interest in the structure 
of the pentagrid types 6BE6 and 6SA7(GT), Figs. 25.27, and 25.29 is that there is no 
electrode which functions only as an oscillator plate. 

By the omission of this electrode, it is possible to obtain a relatively high oscillator 
transconductance, without greatly increasing the total cathode current. 

The oscillator circuits employed with these types have certain unconventional 
features and Fig. 25.28 may be taken as typical. The lack of a separate oscillator 
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plate results in certain disadvantages in short-wave performance but because a voltage 
supply is required for one less electrode than usual the cost of components required 
is a minimum. The main difference between the 6BE6 and the 6SA7(GT) is the 
considerably higher oscillator transconductance of the 6BE6j due to the use of a 
formed No. 1 grid in this type. 

When the circuit of Fig. 25.28 is used, the oscillator provides peak plate current 
at the instant when the oscillating vohage (E^) on the cathode (with respect to ground) 
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' ^ FIG. 25.28 

Fig. 25.28. Typical self-excited converter circuit for type 6SA7(GT). 



and the oscillating voltage (E,) on the No. 1 grid are at their peak positive values. 
For maximum conversion transconductance this peak value of plate current should 
be as large as possible. The effect on plate current of the positive voltage on the 
cathode is approximately the same as would be produced by an equal voltage of 
negative sign applied to the signal grid. Hence the ampUtude of oscillator voltage 
on the cathode limits the peak plate current. This amplitude should therefore be 
small. 




Fig. 25.29. Electrode arrangement of 
pentagrid type 6BE6. 



During the negative portion of an oscillation cycle the cathode may swing more 
negative than the signal grid. If this occurs, positive signal-grid current will flow 
unless the oscillator grid is sufficiently negative to cut-off the cathode current. This 
signal-grid current flowing through the signal-grid circuit resistance will develop a 
negative bias on the signal grid and may also cause a negative bias to be applied to the 
i-f and r-f stages through the a.v.c. system. As a result, sensitivity will be decreased. 
In order to prevent signal-grid current, the d.c. bias developed by the oscillator grid 
sboviM be not less than its cut-off value. 
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Because the peak plate current depends on how far positive the oscillator grid 
swings with respect to the cathode, it is desirable that this positive swing be as large 
as possible. It follows that the oscillator grid-leak resistance should be low, but 
not so low as to cause excessive damping of the tank circuit. It has been found, 
for operation in frequency bands lower than approximately 6 Mc/s, that all these 
requirements are generally best satisfied when the oscillator circuit is adjusted to 
provide, with recommended values of plate and screen voltage, a value of of ap- 
proximately 2 volts peak, and a d.c. oscillator-grid current of 0.5 mA through a grid- 
leak resistance of 20 000 ohms. This will give a peak positive voltage of the oscillator 
grid with respect to cathode of about 4 volts 

On the normal short-wave band of 6 to 18 Mc/s, minimum grid current occurs 
at the low-frequency end of the band and the design procedure consists in adjusting 
the oscillator circuit so that sufficient grid current (200 /^.A minimum) is obtained at 
6 Mc/s without developing excessive cathode voltage (approximately 2.5 volts r.m.s. 
maximum) at 18 Mc/s. The oscillator-grid bias is then somewhat less than cut-oflf 
at 6 Mc/s, but the signal-grid current should not be so high as to cause trouble. 
Oscillation at the high-frequency end of the band however, may be greater than 
optimum unless a grid stopper is used, but over-excitation will improve frequency 
stability. 

If, for manufacturing reasons, the use of a tapped coil is not desirable, a normal 
primary winding can be used for the cathode connection, although it will be necessary 
to reverse the connections from those for a plate-tickler oscillator. This coil arrange- 
ment allows one side of the padder to be groimded. 

Another method of connection which is satisfactory for the broadcast band is to use 
a plate-tickler oscillator circuit with the screen electrode as the oscillator plate and the 
cathode grounded. This coimection can also be used on the short-wave band but 
the interaction between signal and oscillator circuits causes severe pulling and other 
associated troubles. A neutralizing capacitor between signal and oscillator grids 
will minimize these effects — neutralizing is not recommended with a cathode-coupled 
oscillator — and an alternative system is the use of harmonic mixing. 

Whenever the screen is coimected to an oscillator primary winding the oscillator 
voltage on this electrode must be kept to a mjnimum, i.e. primaries must have as few 
turns as possible with maximum coupling to secondaries. In addition, it is often 
desirable to use a small carbon resistor in series with the oscillator grid electrode to 
prevent the oscillator voltage on the screen from rising excessively at the high-fre- 
quency end of the band. The reasons are, firstly, that modulation by the oscillator 
voltage on the screen is out of phase with the modulation due to the oscillator grid, 
which decreases conversion sensitivity and, secondly, that as the signal grid is between 
the two electrodes forming the screen a large oscillator voltage on the screen results, 
through capacitive coupling, in a comparatively large oscillator voltage on the signal 
grid, particularly on short waves. This voltage can be neutralized, but normal 
neutralization is effective for only one frequency and set of operating conditions and 
when a large amount of neutralization is used and a balance between two large equal 
and opposite voltages is obtained, any small change in conditions results in a large 
oscillator voltage reappearing on the signal grid. 

The arrangement of shields on grid 2 and of the siderods of grid 3 make the oscillator 
section of these types much more stable with respect to electrode voltage variations 
than the 6A8-G, and it can be used satisfactorily with a.v.c. applied on short waves. 

Nevertheless in any short-wave application care must be taken to reduce to a mini- 
mum any coupling between signal and oscillator grids if frequency stability is to be 
satisfactory. In the case of the 6BE6, the external capacitive coupling between 
oscillator and signal grids should be limited to 1 finF for satisfactory short wave per- 
formance. 
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Fig. 25.31. Self-excited \R5 converter Fig. 25.32. Circuit for short-wave opcr- 
circuit. ation of \R5 convener. 

(4) Type 1R5 : The electrode structure of the 1R5 is similar to that of the 6BE6 
and 6SA7(GT) without the shields on grid 2, and with a filament instead of the heater 
and cathode. Circuits for use with the 1R5 are complicated by the lack of a separate 
cathode electrode but this may be overcome by using a choke as shown in Fig. 25.31 
Alternatively the choke may be omitted and a filament lead returned to A+ through 
a separate winding of the same number of turns as, and woimd over the tapped section 
ofj the oscillator coil. 

However, neither of these circuits is satisfactory on short waves if the full range — 
6 to 18 Mc/s — is to be covered, and even on the broadcast band there may be diffi- 
culty in obtaining sufficient grid current. The circuit of Fig. 25.32, with or without 
the padder feedback shown, is more suitable. 

Neutralizing is desirable on short waves if conversion is carried out with the oscillator 
fundamental. The neutralizing capacitor should be cormected across the short-wave 
coils only, because a different value is normally required on the broadcast band, and 
oscillator voltage on grid 3 is usually less with no neutralizing than with the capacitance 
(from 2i to 5 /^nF) required on short waves. 

The purpose of the neutralizing capacitor in a circuit such as Fig. 25.32 is not so 
much the balancing out of oscillator voltage due to the space charge in front of grid 3, 
but the neutralizing of a voltage due to capacitive coupling between grid 3 and grids 
2 and 4. Therefore, as previously mentioned, it is essential to reduce the oscillator 
voltage on the screen to the lowest practicable value. 

If there is a tendency for the 1R5 to squeg at the high-frequency end of the short- 
wave band it is often possible to save the small carbon resistor in the oscillator grid 
lead, which is the usual cure, by reducing the value of oscillator grid leak to say 30 000 
ohms or slightly lower. This frequently increases sensitivity, other conditions being 
unchanged, and it is worth trying even if there are no signs of squegging. In most 
receivers the oscillator grid circuit damping caused by the low value of oscillator 
grid leak or by the grid stopper is desirable to reduce the oscillator voltage on the 
screen of the converter at the high-frequency end of the band with a consequent im- 
provement in sensitivity. 

A very satisfactory way to operate the 1R5 is to use harmonic mixing as described 
previously. The increased freedom in layout, the increased stability in all respects — • 
which simplifies production aligiunent — and the removal of the need for neutralizing 
more than compensate for the slight disadvantages which in any case are of little 
importance if the receiver has a r-f stage. 
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SECTION S: SUPERHETERODYNE TRACKING 

By B. Sandel, A.S.T.C. 

(»') General {ii) (^A) Formulae and charts for superheterodyne oscillator design 
(B) Worked examples (m) ^A) Padded signal circuits (B) Worked exafnple. 

(i) General 

The problem of tracking (whether it be in a straight or a superheterodyne receiver) 
is to set, simultaneouslyj to some desired resonant frequency, each of a series of tuned 
circuits which are mechanically coupled together and operated from a single control 

In a superheterodyne receiver the problem is one of maintaining a constant fre- 
quency difference (equal to the intermediate frequency) between the signal circuits 
(such as the aerial and r-f stages) and the oscillator circuit. It is a relatively simple 
matter to make the difference between the signal and oscillator frequency equal to 
the i-f at two points in the tuning range. This condition is called two point tracking, 
and is applied whenever the error in frequency diflference between the circuits does not 
become a large percentage of the total pass band. Where the tuning error is likely 
to become excessive, it can be reduced by the addition of another component, in the 
form of a capacitor or inductor, into the oscillator or signal circuits. In this case it is 
possible to proportion the circuit components so that zero frequency error exists 
between the intermediate frequency and the difference between the signal and os- 
cillator circuits at three frequencies in the tuning range, instead of two ; furthermore 
the error at frequencies between the tracking points is appreciably reduced. 

The most usual application of three point tracking has been in receivers covering 
the standard long, medium and short wave bands, and where the tuning element is a 
variable capacitor. For this reason attention will be confined to this system of tuning 
and a suitable design method will be detailed. Those interested in tracking per- 
meability tuned circuits are referred to the articles of Refs. 107 and 111. These 
give a method of three point tracking using identical variable inductors in the signal 
and oscillator circuits. 



OSCILLATOR 




It is necessary to point out 
that the theoretical solutions, 
so far published, of the three 
point tracking problem are all 
idealized in so far that they 
ignore in part, or completely, 
the effects of primary wind- 
ings on the signal and oscilla- 
. tor coils. The best approach 
Fig. 2533. Circuits used for tracking analysts. ^^^j. conditions ap- 

pears to be to select a method of determining values for circuit components which 

(a) Does not involve an excessive number of arithmetical operations and will allow 
the use of a slide rule (or four figure logs) for all calculations, except in special cases. 

(b) Gives values for the components that fall within a few per cent of those actually 
required in the circuits. 

(c) Allows the change required in other circuit components to be rapidly estimated, 
when the value of one component in the circuit is changed by an amount which falls 
within a previously determined range of values. 

(d) Lends itself to graphical methods of estimating the component values. 
After the component values have been calculated it is usually advisable to build 

a pilot model receiver in which the values of all the elements (padder, coils and trim- 
mers) can be varied over a small range (say ± 10%). In this way it is a fairly simple 
matter to secure tracking at the three points required, and at the same time to de- 
termine what tolerances are permissible in the component values before mistracking 
becomes excessive. Fixed padders and coils can then be used for further models 
of the same receiver ; although production difficulties can be reduced by using 
" slug " inductance variation in the oscillator coils as well as the usual variable parallel 
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capacitance trimmers in the oscillator and signal circuits (many receiver manufacturers 
also use " slug " tuning of the signal circuits). 
A few points which may be of interest are : 

(1) The tracking error on the broadcast bands need not exceed a few Kc/s e.g. 
the error between tracking points need not exceed about 3 Kc/s on the 540-1600 Kc/s 
medium wave band using tracking frequencies of 600, 1000 and 1400 Kc/s. This 
error is negligible, in most cases, since the oscillator tuning takes charge and the lack 
of alignment affects the aerial and r-f circuits which are relatively uuselective. 

A typical curve of tracking errors is shown in Fig. 25.34. 

(2) High impedance primaries, on the aerial and r-f coils, are practically always 
used in modern receivers covering the medium waveband. The coefficient of coup- 
ling in aerial and r-f coils, and the location of the primary resonant frequencies have 
very important effects on tracking. Suitable values for these factors are discussed 
in Chapter 23, Sects. 2 and 3. 

(3) When a series capacitance (padder) is used in the oscillator circuit only, the 
operating frequency of the oscillator must be higher than the signal frequency if 
three point tracking is to be secured. 

Three point tracking is obtainable if both the signal and oscillator circuits use 
series padders, whether the oscillator frequency is higher or lower than the signal 
frequency provided, of course, that the component values are correctly proportioned. 
If only the signal circuits are padded the oscillator frequency must be lower than 
the signal frequency to obtain three 
point tracking. 

A typical example of padding of 
the signal and oscillator circuits oc- 
curs in band-spread receivers, where 
the short wave band is covered in a 
number of steps (e.g. 6 bands may be 
used to tune f'-^m 6-18 Mc/s), and it 
is required to have approximately 
straight line frequency tuning with a 
standard variable capacitor (i.e. one 
whose capacitance versus rotation 
approximates to a straight-line fre- 
quency law). The tuning law need 
not be linear, however, and the shape of the calibration curve is largely under the 
control of the receiver designer. 

(4) Care is necessary in the placement of components so as to minimize untracked 
stray capacitances. For example, the padder may be placed at the earthy end of the 
oscillator coil to assist in this regard. 

(5) The selection of the best tracking points to give minimum error over a band of 
frequencies has received considerable attention from a number of designers. It 
has been generally accepted that the tracking error is reduced by setting the two outer 
tracking points somewhat in from the band limits, and locating the third tracking 
point at the geometrical-mean frequency (or some frequency near this value) of the 
outer tracking frequencies. However, it has been shown by Green (Ref. 105) that 
the maximum tracking error is reduced by bringing the high frequency point in 
from the band limit, setting the low frequency tracking point at or very close to the 
band limity and making the third frequency the geometrical-mean of the two outer 
tracking frequencies. It has also been shown that the tracking errors are independent 
of the maimer in which the total trimming capacitance is distributed across the os- 
cillator coil and the variable capacitor ; although it should be noted that the manner 
in which these capacitances are distributed can have an adverse effect on the L/ C 
ratio, particularly at low frequencies, 

(6) Although the details set out in (5) are of interest they result in additional com- 
plication in the initial receiver design. A more suitable arrangement, for preliminary 
calculations, is to take the band limits as coinciding with the two outer tracking fre- 
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Fig. 25.34. Typical tracking curves. 
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quencies, and make the third point either the arithmetical-mean or geometrical-mean 
of the outer frequencies. This^leads to fairly simple design calculations, and gives 
values for the components which arc reasonably close to the optimimi. The small 
diflferences in component values required to set to the optimimi tracking frequencies 
(or whatever the designer chooses) can then be made experimentally. It should be 
observed that it has been usual to align receivers to tracking points on various bands 
which have been established by long practice as giving sufficiently satisfactory results 
e.g. on the mediimi wave band 600, 1000 and 1400 Kc/s are in common use, but 
these are a compromise, due partly to a lack of more exact knowledge, and also because 
of the frequency allocations of the main broadcasting stations. If a station were to be 
located at, say, 540 Kc/s then the loss in receiver sensitivity, due to mistracking, 
would be serious if 600 Kc/s were to be taken as the low frequency tracking point. 

(7) The feedback winding on the oscillator coil should be as small as possible, 
consistent with correct oscillator operation, if good tracking is desired. For minimum 
error the oscillator feedback winding should have its natural resonant frequency 
well above the highest oscillator timing frequency ; this means that stray capacitances 
across the winding should be kept as low as possible. The natural resonant frequency 
is important because the coefficient of coupling between the two oscillator coil wind- 
ings is usually large, and the amount of reactance reflected into the tuned circuit not 
only varies with frequency, but also sets a limit to the maximum possible tuning 
range. The limitation in tuning range is a particularly serious factor in receivers 
covering the short wave range in one band. 

An additional and important reason for making the feedback winding as small as 
possible, is that for good oscillator stability the highest possible coefficient of coupling 
should be used, consistent with the smallest possible value of mutual inductance 

(M = WlX,). 

(8) When tracking a superheterodyne receiver at three points in the tuning range 
(we will assume that the oscillator frequency is higher than the signal frequency) 
it often happens that the centre tracking (crossover) frequency does not fall at the 
frequency required. The question then arises as to how the oscillator series padder 
value should be altered. 

First the signal circuit trimmer capacitance (or inductance) is altered so as to give 
maximum output. If the capacitance was increased then the oscillator series padder 
should be increased. For a decrease in signal trimmer capacitance (or inductance) 
the oscillator series padder should be decreased. 

Complete re-alignmeht and re-checking is necessary after the padder value has 
been altered and it is important to remember that the oscillator inductance and trim- 
mer capacitance values will also require alteration. This is a simple process when the 
oscillator coil is " slug " tuned, and the trimmer capacitance is adjustable. 

Fig. 25.34 is also helpful in this regard, and the tracking error can be considered 
in terms of Lo if so desired. It should be clear that if the value of L„ is increased 
the padder value should be decreased (and vice versa) to retain the desired oscillator 
frequency coverage. 

A good alignment procedure is to set first the signal and oscillator circuits at the 
band limits. Tracking is then obtained at the required points by setting the signal 
generator to the required tracking frequency and rocking the receiver dial while 
altering the oscillator trimmer capacitance (at the high frequency tracking point) 
and the oscillator inductance (at the low frequency tracking point) until maximum 
signal output is obtained. Tracking at the centre frequency can be checked either 
by alteration of the signal circuit trimmers, which have not been altered after the 
initial adjustment at the band limits, or, alternatively, by leaving the signal circuit 
trimmers untouched and rocking the receiver dial while adjusting the oscillator 
inductance (or capacitance) for maximum output. It is preferable to track the os- 
cillator to the signal circuits since these give the required tuning law. A complete 
re-check is always necessary after the initial alignment procedure is completed Of 
course correct tracking can be obtained by a number of methods, but the procedure 
suggested above has proved very satisfactory for receiver development. 
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(ii) (A) Formulae and charts for superheterodyne oscillator design 

The equations quoted below are due to Payne-Scott and Green (Ref. 102) and 
Green (Refg. 103, 105). Design charts are available in the references for the cases 
of arithmetical-mean and geometrical-mean tracking. The charts shown in Figs. 
25.35 to 25.39 are for geometrical-mean tracking only. 

For the circuit arrangements used in the derivation of these equations see Fig. 25.33. 




FIG. 25.35 

Fig. 25.35. Charts giving Tr^^^ for geometrical-mean tracking. 
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Notation for the equations 

wi = 277- X low-frequency tracking point of the signal circuit (/i) 
= 27r X high-frequency tracking point of the signal circuit (/a) 
CO 3 = 271- X third tracking frequency for the signal circuit (/a) 
o); = 277 X intermediate frequency (/i) 
<"2 /a 



/l 



7 = 



+ '"i fl + fi 
fl 

L,Lo = signal and oscillator inductances 

G„ai = incremental capacitance of each section of the ganged capacitors (i.e. 

difference between the masimtun and minimum values of the capacitor) 
T = capacitance in signal circuit at signal frequency /a (includes gang min. 
cap.) 

Tj, = fixed capacitance in parallel with L„ 
Tc = fixed capacitance in parallel with G in the oscillator circuit 
P = oscillator padding capacitance. 

"When the extreme tracking points do not coincide with the band limits, the follow- 
ing additional notation is required. 

tuj' = 277 X low-frequency limit of signal band (//) 
Ma' = 277 X high-frequency limit of signal band (/j') 

a = — ^= — 

<5'„„it = total incremental capacitance of each section of the ganged capacitors 
between signal frequencies fi and f^' 
T' = T less the incremental capacitance of each section of the ganged tuning 

capacitors between signal frequencies /j and f^' 
Tc' = less the incremental capacitance of each section of the ganged tuning 
capacitors between signal frequencies /a and f^'. 

Signal circuits : 

For the tracking points coincident with the band limits. 

~ a' - 1' 

1 , , 25 330 
= r.. 2 ^ Tf 2 where T is in fifiF and / is in Mc/s) 

OscUlator circuit : 

For the tracking points coincident with the band limits. 

^ max 



P. 



and 



r - 1 

^ max 

rp^ - 1 

2 1 + 

1 + 



2(« - ffi 



(;8 - l)(a + y) 
2(a - ft 



- 1)(1 + y) 
For the case of arithmetical-mean tracking 
{. , /i + /2 ^ 

__ _ o;^" 3 -I- g 1 + 3^ 
For geometrical-mean tracking (i.e. /a = y'ftf^ 
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2/3 + (1 + ffiaJ 

)•=/? = 



^= 2 



2« -h (1 + j3)o£^ 

(a) General formulae for padding and trimming capacitances. 

(1) Tc given. 

P =! P — T = P 4- T — T 

max 

(2) given. 

T = P — P = P + T ~ P 

* c — max ^ mm 1 -* c ^ • 

Formulae when Tj^<^P 
P = P„i„ + 

max , J, . 2 

error in P is given by —\p^) 100 P^r cent. 

f 2 

error in Tc is given by _ ^ „ X 100 per cent. 

(b) Formulae for inductance of oscillator coil 

_ - .„ fPmax\ 1 P minP max ^ 

25 330 X P 
or L„ = YTj'Kf^ + fi)' 
(capacitances in lifiF, frequencies in Mc/s) 

(c) Relations between P„„„ Pmi„> T, , and T, 

min ^ -* c 
7 



max 



P T 

^ mm c 

(d) Relations between oscillator-circuit components. 
The effect of a change in value of one component of the oscillator circuit on the 
values required for the other components can be found from the following expressions : 
STc = - hP 



SP 



SI. SP 

where SLo, etc. means a small change in etc. These changes must give values 
of P, Tc etc. which lie between the limits of the maximum and minimtmi values 
(P,«ai) Pmim etc.) of the components considered, 
(e) Auxiliary formulae when the outer tracking frequencies do not coincide with 
the band limits 

('"'X tx' - 1 

■ i^'Y _ 1 ■ ^ 

T \uii / 
T, - T/ = T - T' 
(B) Worked examples 

To illustrate the application of the equations and charts, worked examples are 
appended. 

A timing capacitor is available having a capacitance range of 12-432 /ifxF. It is 
required to tune over the range of frequencies 530 to 1620 Kc/s, and the i-f of the 
receiver is 455 Kc/s. Determine the component values foi the signal and oscillator 
circuits. 
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For ease of working the outer tracking frequencies will be made coincident with 
the band limits, and the third tracking frequency (/a) will be taken as the geometrical- 
mean of the outer frequencies (Vfifz = 926.6 Kc/s). 
Signal circuits 

G„„, = 432 - 12 = 420 ^/nF 
, /1620\2 

420 

~ 0 -349 _ 1 = 50.24 fifiF (includes 12 /n/iF gang min. cap. so that 
^ actual trimmer would be 38.24 ft/xF) 

25 330 

^ = 50.24 X 1.62=== ^^^-^ 

Oscillator circuit 

/1620\2 

" ^ \53q) ^ ^ 

1620 + 455 
^ = ^50^ri^5 = 2.107; r = 4.440; 

(1 + ffioci = 5.431 

_ _ 9.342 r (2 X 2.107) + 5.431 1 _ 

~ 4.44 L(2 X 3.056) + 5.43lJ ~ 

432 - 12 

Pma« = J .^33 _ -^ = 554 ^l/xF 

(432 -- 12) 
= (Ttss^^S)"^ = "-^ '^^^ 
(a) A value for T^^ (about 8 /i/ip) will be assumed, after preliminary calculation, 
as this is the usual case. 
As obviously P (Compare 8 /n/xF with P„„j,) 

Pmif, = Pmax — = 492.3 /li/iF 

max 

554 X 61.7 

''■max 492.3 

From this it is permissible to estimate as 8 /x/iF since this is about the order 
of stray capacitances likely to be across L^. Any small error here is unimportant, as 
long as the value chosen for Tjr, is less than Tjr^ since this is taken up during circuit 
alignment. 

Hence P = 492.3 + 8 = 500.3 /x/xF 

!r„ = 61.7 — 8 = 53.7 fiinF (includes gang min. cap. of 12 fx/iF. 

Actual trimmer would be 41.7 fi/nF) 

25 33 0 X 492.3 X 554 _ 

^0 " 61.7 X 50073^ X il.62~+'~0A55y' ~ ^"^'^ ''^ 
(c) and (d) 

Suppose now that it is required to make a change in the value of one of the oscillator 
components. What should be the new values of the other components ? 

A good example is the padder ; a more suitable value may be 510 fifiF (which lies 
between the maximum and minimum values of 554 /xfiF and 492.3 fi/j-F). 
Then 

Sr, = -9.7 t^ixF 

[ 2 X 8\ 

2 X 103.9 X 9.7 
= 50073 -^-"^ 

So that the new values for the oscillator components are P = 510 /x^jF 
T, = 53.7 - 9.7 = 44 p^F 
= 8 + 10 = 18 p.i>¥ 



25.3 



(ii) (B) WORKED EXAMPLES 



1013 



/,„ = 103.9 - 4.03 = 99.87 ^a^ 
and these values all lie within the permissible range of values, set by the maximum 
and minimum values calculated for P, Tj^ and T, ; denoted by P„„m P„,„ etc. 

A table showing a series of values between the calculated maxima and minima is 
often very useftil. In this way the most stiitable component values can be selected, 
Also, three point tracking is still maintained at the selected frequencies with the range 
of component values determined, as the change in values is independent of the traclc- 
ing and intermediate frequencies provided these remain unaltered. 

The same design problem, previously solved algebraically, will now be carried out 
using the tracking charts. 

Signal circuits 

Procedure exactly as before. 

Oscillator circuit 

1620 

« = "530 = ^-o^e 

1620 + 455 
^ = 530 + 455 = 2.107 
G„„, = 432 - 12 = 420 /npF 
(a) From the charts : 
Tc 

= 0.15 ; therefore T, = 63 nnV 



max 

P^in 



= 1.2, therefore P„,„ = 504 pfiF 



^ max 



0.17, therefore = 71 fifiV 



max 



Pmax = 504 + 63 = 567 ix.fiF 
Using = 8 fx/iF (as previously) 
P = 504 + 8 = 512 i^imF 
r, = 63 - 8 = 55 )iiiF 

25 330 X 504 X 567 „ 
^0 = 63 X 512^ X (1.62 + 0.455T^ = 
(c) and (d) Any circuit component changes are made exactly as before. 
Suitable practical values are then selected after allowing for strays. 

(iii) (A) Padded signal circuits 

The case of the multi-band all-wave receiver is of interest to designers. It can 
hardly be said that the receiver covering the complete short wave band (6 — 18 Mc/s) 
in one step gives very satisfactory performance, particularly in the hands of an im- 
skilled operator. 

Consider first the case where bandspreading is obtained merely by loading additional 
parallel capacitance across the tuned circuits. The scale calibration will become non- 
linear with frequency and the scale will be crowded towards the low-frequency end 
of the band. If, instead of using parallel capacitance, a small capacitance is inserted 
in series with the timing capacitor so as to restrict the tuning range, the scale will be 
crowded towards the high frequency end. From this it should be clear that a com- 
bination of the two methods can probably be made to give very much improved scale 
linearity. The method is not restricted, however, to producing a linear scale cali- 
bration. 

The circuit arrangement for the padded signal circuit takes the same form as the 
oscillator circuit. The analysis of these circuits, due to Green (Ref. 103), is based 
on tracking the padded signal and oscillator circuits to a (non-existent) pilot circuit 
(which also determines the form of scale calibration) at three points, and thereby 
making the padded circuits track with one another at the same three points. The 
error at frequencies between tracking points is usually not serious as the range of 
frequencies to be covered is generally fairly small. 



1014 



(iii) (A) PADDED SIGNAL CIRCUITS 



25.3 



The design problem is to select values for the padder P and the two trimming capaci- 
tances Ti and Tc such that simultaneously the following conditions arc fulfilled ; — 

fa) The desired frequency ratio is attained. 

(b) The scale calibration is linear, or, more generally, corresponds to a desired 
form. 

(c) The L/C ratio is maintained at a high value in order to achieve adequate gain 
in the signal circuits. 

To simplify notation the virtual pilot circuit takes the same form as the original 
signal circuit shown in Fig. 25.33 and the same notation is retained, for both the padded 
signal and oscillator circuits, as was previously used for the oscillator circuit alone. 
The design equations are limited to the cases of arithmetical-mean and geometrical- 
mean tracking. Charts are available (in Ref. 103) covering the arithmetical-mean 
case. 

Summary of formulae 
Pilot circuit : 



(?)■ 



a- - 1 

G 

= 1 + (a^ - 1) 



Padded circuit : 

G, 

P + =^ 



r - I 

''max — 1 

rp ^max 



r(|82 -" 1) 

P -\- T c ■ P max ^ miti H~ -^e 

max 

where r is limited to the values given by p and R. 
specified : 

* max ^ c 

p 

Tl = n — Tc - 

Pmin 

where P is &st evaluated. 
T I specified : 

p . 

rT-. rp mm 

^' ~ ^'ma. ~ • ~P~ 

where P is first evaluated. 
When P 

max ^ 
P ~ Pmin ~f~ L 

Gain is proportional to the dynamic impedance Z of the circuit and 

z = 2_. 

pi G + Tc 

G = p • ^ p (effective capacitance across inductance). 

^ min O* "r max 

When G = Gmax then C = Cmax- The value of P is obtained from the appropriate 
equations, according to whether or Tj is specified. 
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Inductance 

1 P ■ ^ + 

J * * mm 



(wi + uyjY P^ J ^ T, 



or for numerical computation Lo = 



"""as 330 /'„,-„(G„„, + 



ma 



using fiHj jti/iF, Mc/s. 
in which (cuj + w^) is the known low frequency tracking point of the padded signal 
circuit. For a padded oscillator circuit replace (toj + u>,) by (wi + coy ± tu,). The 
value for P is derived from the appropriate equation according as to whether or 
Ti is specified. 
For an unpadded signal circuit 

L - ~ ^ 

The notation is identical with that given previously, with the addition of 
a> = 2?r X any frequency in the tuning range 
(u, = 27r X low frequency tracking point of pilot circuit 
= 2jr X high frequency tracking point of pilot circuit 
ai3 = arithmetical- or geometrical-mean tracking point of pilot circuit 
tu, = 27r X true intermediate frequency of receiver 

tu, = 2w X virtual intermediate frequency for the combination of a padded 
signal circuit with a virtual pilot cir^ lit 

a = — = ~r = frequency ratio of pilot circuit 
h 

<Oz + (Of 

/3 = ; = frequency ratio of padded signal circuit 

G = incremental capacitance of each section of the ganged tuning capacitors, 
measured from its value at oi^ 
G„am = value of Cr at 

C = total effective capacitance across 

= value of C when G = G„„, 
Q — mLJR where Lo and R apply to the signal circuit, and this R is the 
r-f resistance of the circuit. 

(B) Worked example 

The method will be applied to the design of a receiver tuning from 6 to 9 Mc/s, 
using an i-f of 455 Kc/s, with a capacitor having a straight line frequency characteristic 
and a capacitance range of 12-432 /x/iF. Arithmetical-mean tracking will be used. 
Pilot circuit 

For the pilot circuit assume that the required scale calibration is given by 

a = 2 (A sufficient range of values for most receiver calibration curves 
is from about 3 to 1 .5) 

= 4 

Signal circuits 

|3 = 9/6 = 1.5 



(3^ = 2.25 

4 3 + 2 1 + (3 X 1.5) 

= P - 2^25 ■ 3 + 1.5 ■ 1 + (3 X 2) 
432 — 12 

P =: P + T = = 760.8 umF 

432 - 12 „ ^ 

^'.ax. = (1.552 X 2.25) - 1 = 
432 — 12 

^'.™ax = 1.552 (2.25 - i r ^'^-^ '^'^'^ 



= 1.552 
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P„..„ = 760.8 - 
Take the case where 
select the most suitable 



168.7 = 592.1 fjhF 

Tc is specified. Draw up a table of component values, and 



To 




P 




50 




710.8 




100 




660.8 




150 


19.3 


616.8 


2.24 


200 




560.8 




250 




510.8 




300 




460.8 





From this it seems that a convenient padder value is 610.8 /i/^F. Then find T ^ 
and Lo to complete the table. If the values so found, using the first selection for P, 
are considered as being suitable, only those need be computed 
610.8 

Tl = c-T;^ [168.7 — 150] = 19.3 M/iF 



592.1 
25 330 



X 592.1 X (420 + 760.8) 



= 2.24 YiH 



" 6= X 610.8' X (420 + 168.7) 

So that the signal circuit components are 
!,„ = 2.24 /xH 
= 19.3 /i/iF 
P = 610.8 i^i^V 

Tt = 250 lifiF (which includes 12 /nfiF gang min, cap.) 
(Suitable practical values are selected after due allowance for strays). 

An estimate can now be made of the circuit dynamic impedance (Z), as this will 
serve as a guide to the possible circuit gain. Improvement can often be effected by 
a redistribution of the component values, and the most favourable L/C ratios can be 
determined by completing the table set out earlier. 

However the L/C ratio and the component values selected are usually a compro- 
mise forced on the designer by considerations of practical convenience. 
Oscillator circuit 

It will be taken that the oscillator frequency is higher than the signal frequency. 
9 + 0.455 

1.464 



/32 = 



6 + 0.455 
2.145 

4 

2.145 

- 12 



P = 
432 



3 + 2 1 + (3 X 1.464) 
■ 1 + (3 X 2) 



1.609 



- 1 
432 



3 + 1.464 
= 689.6 i^ixF 
- 12 



= 1.609 



(1.609 X 2.145) 
432 - 12 



1 



171.4 fifiF 



1.609 (2.145 - 
689.6 - 171.4 



1) 



228 fi/iF 



518.2 fifiF. 



Take the case, this time, where T ^ is specified and draw up a table of component 
values. T, is not necessarily very much smaller than P. 





T 


P 




50 




564.1 




100 


85.6 


604 


1.619 


150 




639.7 




200 




1072 
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Then for the tabiilated values of we have 
518.2 r / 47, 1 
^--^\} +51^2J 
These values are listed above. 

Taking the padder of 604 ^jiF as being suitable, then is 100 fifiF, and now 
find and L„. 

r, = 171.4 - 100(^^) = 85.6 mmF 

_ ^-5 330 X 518.2 (420 + 689.6) _ , 6,q h 
° ~ (6 4- 0.455)2 X 604= (420 + 171.4) ^ 
So that one suitable set of oscillator component values would be 
= 100 i^fiF, P = 604 ^ifiF, Z.0 == 1.619 mH 
and Tc = 85.6 i^fiF (including 12 jijaF gang min. cap.). 

The signal and oscillator circuits should track at 6, 9 and 7.5 Mc/s. 

References to superheterodyne tracking 

Refs. 101-114, 121, 123, 134, 135. 
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SECTION 1 : CHOICE OF FREQUENCY 

(i) Reasons for selection of different frequencies (ii) Commonly accepted inter- 
mediate frequencies. 

(i) Reasons for selection of different frequencies 

The choice of a particular intermediate frequency in a receiver is governed by a 
number of factors. 

(a) If the frequency is very low the circuits will be generally too selectivcj resulting 
in side-band cutting. Very high selectivity will also make a receiver more difficult 
to tune, and imposes severe requirements on oscillator, and other circuit, stability. 

(b) The lower the intermediate frequency the more difficult it becomes to eliminate 
image interference. This diliiculty becomes greater as the carrier frequency is in- 
creased. 

(c) The intermediate frequency should not fall within the timing range of the re- 
ceiver, as this would lead to instability and severe heterodyne interference. Also 
lower harmonics (principally second and third) of the i-f should not fall within the 
tuning range if this can be avoided. This requirement is not always easy to meet 
because of the other factors discussed in this section. 

(d) Too high a value of intermediate frequency should be avoided as it generally 
leads to a serious reduction in selectivity and, usually, gain. 

(e) The intermediate frequency should not be such that it approaches the range of 
frequencies over which the receiver is required to time. 

(f) If the intermediate frequency is made too high, tracking difficulties between 
the signal and oscillator circuits may be experienced. 

(g) In some cases, where the intermediate frequency is higher than the highest 
received signal frequency (as in single span receivers), it is possible to tune the os- 
ciUator only and use low-pass filters for the signal circuits. However, it io generally 
preferable to use tunable signal circuits. 
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(ii) Commonly accepted intermediate frequencies 

As a result of the experience gained over a number of years in addition to the con- 
siderations stated previously the values selected for the intermediate frequencies of 
most commercial receivers have become fairly well standardized. For the majority 
of broadcast receivers ttining the bands 540-1600 Kc/s and 6-18 Mc/s, an i-f of about 
455 Kc/s is usual. A frequency of 110 Kc/s has been extensively used in Europe 
where the long wa,ve band of 150-350 Ko/s is in operation. Receivers for use only 
on the short wave bands commonly employ an i-f of 1600 Kc/s or higher. Fre- 
quency modulation receivers covering the 40-50 Mc/s band generally use a 4.3 Mc/s 
i-fj and for the 88-108 Mc/s band they use 10.7 Mc/s. This latter value has been 
adopted as standard in U.S.A., and some other cotmtries, for v-h-f receivers. 



SECTION 2 : NUMBER OF STAGES 

The number of stages required in the i-f amplifier is generally a compromise be- 
tween the factors of selectivity, gain, and cost. For the usual broadcast receiver 
having a 455 Kc/s i-f, one stage employing two transformers is generally considered 
as being adequate (when using an i-f valve with a gm of about 2000 micromhos). 
The transformers in common use are two parallel tuned circuits coupled by mutual 
inductance and stray capacitance. The windings are arranged so that any capacitive 
coupling aids the mutual inductance. Care should be taken to keep capacitive 
coupling small as it alters the symmetry of the overall response curve of frequency 
versus attenuation. 

Common values of capacitance tuning the primary and secondary windings in 
commercial transformers are from about 50 f^/zF to 120 fjt.^F to which must be added 
valve and circuit stray capacitances. Values as high as 800 ti/iF are used in special 
circumstances, however. This point will receive further discussion in Section 7 of 
this chapter. Unloaded values for the primary and secondary Q's are from about 
70 to 130. The transformer windings are in most cases coupled from 0.8 of critical 
to critical. The amount of coupling when the transformer is wired into the receiver 
is the important factor as stray coupling (including regeneration and alteration of 
tuning slug positions) will often alter any value of k or conditions for critical k measured 
external to the receiver. 

It should be noted particularly that the second i-f transformer usually feeds into a 
diode detector and this will appreciably affect the selectivity and gain of the preceding 
stage because of the loading across the transformer secondary. This loading is com- 
monly taken as half the d.c. diode load resistance, which in most cases does not exceed 
0.5 megohm because of the detector circuit requirements. If improved selectivity 
is required then the secondary of the i-f transformer may be tapped and the diode 
circuit fed from this tapping point to reduce loading on the tuned circuit j but this 
generally involves a loss in stage gain. 

For small battery receivers of the portable type it may be advantageous to employ 
three i-f transformers (i.e. two stages) rather than a r-f stage and one i-f stage. Al- 
though there is some reduction in signal-to-noise ratio with this arrangement, ad- 
ditional gain is often the main requirement. Fiu:ther, it is possible to operate the 
two i-f valves in a very economical condition, e.g. by using reduced screen voltage, 
as the full gain available can seldom be utihzed without difficulties arising from in- 
stability. The Q's of the i-f's need not be more than 60 or 70 with this arrangement 
as the selectivity is more than adequate for ordinary reception. 

With receivers using higher intermediate frequencies at least two stages (three 
transformers) are often required to give improved selectivity. Another important 
consideration, however, is that the dynamic impedance of the load presented by the 
transformer to the valve is lower, and stage gain is decreased. Valves used in the 
i-f stages of receivers having a high value of i-f generally have a mutual conductance 
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(gm) of the order of 4000 micromhos to allow additional gain to be obtained to offset 
the loss due to the lower circuit dynamic impedance. These conditions apply par- 
ticularly in F-M receivers using an i-f of 10.7 Mc/s. Short wave receivers using 
1600 Kc/s i-f transformers commonly employ two stages (3 transformers) although 
one stage is often used and generally, but not always, the valves are similar to those 
used at lower frequencies and have a g„ of about 2000 micromhos or less. The pass- 
band and gain requirements will largely determine the values of the constants for the 
transformers. 

A 10.7 Mc/s transformer in a F-M receiver has to pass a band of frequencies about 
240 Kc/s wide and at the same time must not introduce such an appreciable amount 
of amplitude modulation (due to the selectivity of the transformers) that the limiter 
(or whatever device is used that is insensitive to amplitude variations) caimot give 
substantially constant output. To secure these results, some designers use com- 
binations of overcoupled and critically-coupled transformers, while others prefer to 
use only critically-coupled transformers because of the simplification in the alignment 
procedure. For the type of F-M receiver using a ratio detector, two i-f stages are 
generally considered as being adequate (although this may lead to difficulties because 
of insufficient adjacent channel selectivity) With the second i-f valve feeding into a 
discriminator transformer. For most F-M receivers using limiters, three 10.7 Mc/s 
i-f transformers are used in cases where one limiter stage is included ; or for two 
limiter stages an additional very wide band i-f transformer may be incorporated. 
The purpose of the additional i-f transformer is to provide interstage coupling, but 
at the same time the design must be such as to introduce no appreciable amplitude 
modtilation of the signal after it has passed through the first limiter stage. If a locked 
oscillator type of F-M detector (such as the Bradley circuit) is employed, then it is 
common practice to use three normal i-f transformers plus a fourth transformer giving 
a voltage step down of about 6 to 1 to provide a low impedance voltage source for 
driving the detector. An additional i-f stage is included in receivers using limiters 
for the purpose of giving the greater gain required to obtain satisfactory amplitude 
limiting with very weak signals ; the additional i-f stage also provides improved selec- 
tivity outside the required passband. 

The number, and type, of stages used in any i-f amplifier is decided, of course, 
by the various requirements of the particular receiver and the selectivity and gain are 
under the control of the designer. Discussion as to the number of i-f stages used in 
■ypical A-M and F-M broadcast receivers is meant only to serve as a guide to common 
praaice. However, it should not be overlooked that although gain and pass band 
reqtiirements can sometimes be met with fewer stages than suggested above, adjacent 
channel selectivity will generally call for additional transformers. It is important 
that both pass band and adjacent chaimel selectivity be considered during the design, 
and if this is done there is usually little difficulty in selecting the number of i-f stages 
required. 

Special i-f requirements can be fulfilled by making preliminary calculations for any 
nimiber of stages which a designer may consider necessary. In Section 4 it is pro- 
posed to carry out the complete design of several transformers showing the various 
factors to which attention must be paid to meet a given set of conditions. 

SECTION 3 : COMMONLY USED CIRCUITS 

(i) Mutual inductance coupling (ii) Shunt capacitance coupling (Hi) Composite 
i-f transformers. 

In this section it is proposed to confine attention, particularly, to the most commonly 
used i-f transformer arrangement which uses mutual inductance coupling. Shunt 
capacitance coupling is not very widely used, but is included here as being of some 
interest because of its occasional application in F-M receivers. Details of various 
coupled circuit arrangements are given in Chapter 9 ; the references should be con- 
sulted for a more comprehensive sturvey of circuit arrangements, and analysis of their 
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properties. Of course, almost any type of coupling can be used in i-f circuits but 
transformers other than those using two windings coupled by mutual inductance are 
the exception rather than the rule in ordinary broadcast and commvinications receivers. 

(i) Mutual inductance coupling 

Fig. 26.1 shows the most widely used circuit arrangement for an i-f coupling trans- 
former ; Cn Li and Ca, Li are the primary and secondary capacitances and induct- 
ances respectively. The two windings are coupled together by mutual inductance. 
The total capacitances tvining the circuits are due to valve input and output, wiring 
and coil capacitances as well as Q and Cj. 

The transformer is set to the required i-f by using powdered iron " slugs " which 
are moved inside the primary and secondary windings to vary the inductance values. 
Variable capacitance trimmers are often used as an alternative, and in some cases this 
may be advantageous since the inductance values can be pre-set fairly accurately and 
the capacitance, which is not known accurately because of additional strays, can be 
set to give the required resonant frequency j this arrangement also allows close control 
on the coefficient of coupling. However, capacitance trimmers are not always com- 
pletely reliable and it is often of greater practical convenience to use variable iron cores 
in transformer windings. Further, the fixed capacitors Ci and can be of high 
quality (e.g. silvered mica) to improve the circuit stability. 




nG.28-1 TYPICAL TRANSFORMER COUPLED FIG. £6 E SHUNT CAPACITANCE COUPLED I.F. CIRCUIT 

I.F. STAGE 



The type of circuit being considered is discussed also in Chapter 9 Sect. 6(iii), 
(iv), (v). Graphical methods of determining selectivity are given in Chapter 9 Sect. 1 0. 

Section 4 below gives detailed design methods and examples for several trans- 
formers of this type. 



(ii) Shunt capacitance coupling 

This type of coupling arrangement is illustrated in Fig. 26.2. Circuits of this type 
can be conveniently arranged to give a fairly wide pass band and are sometimes used 
in F-M receivers, in particular, to couple two cascaded limiter stages. Some dis- 
cussion of this type of circuit is given also in Chapter 9 Sect. 8(ii). 

The design of circuits of this type is carried out in a similar manner to those using 
mutual inductance coupling. Usually the values selected for Q and Cj are about 
50 fifF and the value for is determined by the required coefficient of coupling 
However, is generally fairly large, being of the order of 1000 to 2000 nfiF in typical 
cases. Li and (which usually have equal values) are determined from : 

1,1 = Z,2 = 25 330//2C 
where Li is in microhenrys 

C is in nfiF and is equal to — -~^[oi tt-itT^ ) + stray capaci- 

tance across the primary circuit 
and / is in Mc/s, and is taken as the intermediate frequency. 

The resistors Ri and are for the purpose of lowering the Q of the tuned circuits 
to the values required for the bandwidth desired. 
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The coeflBcient of coupling is given by 
k 



)(C, 4- C^) 

when > (C„ Q). 




ARRANGEMENT FOR 
A-M i-F STAGE 



(iii) Ckimposite i-f transformers 

Receivers used for F-M and A-M reception, on the 88-108 Mc/s and the 540-1600 
Kc/s bands respectively, generally have the i-f amplifiers arranged so that the inter- 
mediate frequency is 10.7 Mc/s for the F-M band and 455 Kc/s for the A-M range. 
For reasons of economy many manufacturers use the same amplifier valves for both 
i-f 's, and so it is necessary to find a solution to this problem which does not require 
elaborate circuit arrangements. 

— I One solution is the circuit shown in Fig. 26.3. 

t '^^\ The 10.7 Mc/s transformer is represented by C^, 
I \~ ~) Z-p etc. and the 455 Kc/s transformers by L^, C, etc. 

When the carrier output from the converter stage is 
10,7 Mc/sj the primary and secondary circuits of 
the 455 Kc/s i-f act as capacitances which allow the 
lower ends of the 10.7 Mc/s i-f to be effectively 
earthed. At 455 Kc/s the 10.7 Mc/s i-f transformer 
timed circuits act as inductances in series with the 
transformers in use. The effective inductance, in 
series with the 455 Kc/s transformer, tends to offset 
10 any loss in gain due to the voltage drop across it be- 
cause it reduces the loading on the valve input 
circuit. Any possible loss in gain is not important, however, as the ^ „ of the amplifier 
valves is about 4000 micromhos, and there are usually two i-f stages. The problem 
is generally one of getting rid of excess gain on the lower frequency channel ; it is 
for this reason that very low L/C ratios are used in the 455 Kc/s i-f transformers, 
in receivers for this purpose, and the primary and secondary capacitances are often 
of the order of 750 lifip. This system of gain reduction is sometimes preferred to 
tapping down on 455 Kc/s i-f transformers using the more conventional component 
values as discussed in Sect. 2. 

In receivers using a common converter, for F-M and A-M, it is usual to short out 
whichever transformer is not in use. It is not considered necessary, in most cases, 
to use switching with all i-f stages. Receivers adopting the method of using separate 
converters for improved oscillator stability on the v-h-f band, and a common i-f 
channel, do not require any switching in the i-f amplifier ; the converter not in use 
having the high tension removed. Switching of detector circuits is also urmecessary ; 
the last 455 Kc/s A-M transformer can be connected directly to a diode in the first 
a-f voltage amplifier valve, and a separate double diode, connected to the discriminator 
transformer, is used for detection in the F-M channel after F-M to A-M conversion 
has been carried out. Some valves, such as type 6T8, incorporate three diodes, a 
triode, and two separate cathodes, and so will allow all the detection and first a-f 
voltage amplification functions to be performed with one valve without switching 
being required. An alternative arrangement, common in receivers using ratio de- 
tectors, is to use the grid-cathode circuit of the last i-f valve (the driver stage) as a 
diode for A-M detection. When the receiver has a.v.c. applied to the driver stage, it 
is possible to select suitable values for the a.v.c. load resistor and the i-f by-pass 
capacitor to provide a satisfactory R-C combination for A-M detection. 

The two transformers may have all the windings in one can, or two cans may be 
used for each i-f, one for the 10.7 Mc/s i-f, and the other for the 455 Kc/s i-f. This 
latter arrangement has the advantage that it reduces interaction between the windings. 
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and also permits both transformers to be "slug" tuned without using elaborate 
mechanical arrangements. In some cases where the transformers are both mounted 
in one can, combinationa of " slug " and capacitance adjustment are provided ; an 
example of this is illustrated in Ref 12. 

Many arrangements have been suggested for combined i-f transformers, and some 
of these are described in Ref. 22. However, the circuit shown, or modifications of 
it, has received fairly wide acceptance as providing quite a good solution to the pro- 
blem. 



SECTION 4 : DESIGN METHODS 

(j) General 

(ii) Critically-coupled transformers 

{A) Design equations and table (B) Example 

(C) Design extension (D) Conclusions 

(E) k measurement 

(iii) Over-coupled transformers 

(A) Design equations and table (B) Example 

(C) k measurement {when k is high) 
{iv) Under-coupled transformers and single tuned circuits 

(A) Single tuned circuit equations (B) Example 

(C) Under-coupled transformer equations 

(D) Example 

(v) F-M i-f transformers 

{A) Design data (S) Example 

(vi) I-F transformer construction 

(vii) Appendix : Calculation of coupling coefficients. 

(i) General 

The design procedure for i-f transformers can be greatly simplified by the use of 
charts and tables. If certain assumptions are made, which approximate to practical 
conditions, the design procedure can be reduced to a few routine operations. Here 
we will consider only the two winding transformer using mutual inductance coupling ; 
the added capacitance coupling, which is always present, does not seriously affect the 
results particularly as its presence is taken into account when setting the coefficient 
of coupling (k). 

The methods given below can be applied to inductive or capacitive coupling pro- 
vided that the coefficient of coupling (k) is suitably interpreted [see appendix (vii) 
below for methods of calculating coupling coefiicients]. The practical two winding 
transformer, as previously mentioned, has mixed coupling but this does not cause any 
difficulty when the two forms of coupling assist each other [suitable coimections are 
given in (vi) below]. However, if the two forms of coupling are in opposition a 
rejection frequency is possible which can occur within the pass band of the trans- 
former. This effect is well known to receiver designers who have accidentally re- 
versed the connections of one of the i-f transformer windings, and found that the i-f 
stage gives practically no gain. This fact can also be made the basis of a useful method 
for measuring k, the capacitive coupling being increased (using a calibrated capacitor) 
until it equals the inductive coupling and zero voltage transfer then occurs at the 
working frequency. For further data on mixed coupling see Ref. 4. 

The initial assumptions will be that the primary and secondary inductances Z-i 
and Li are given by i. = V LiL^. Also, it will be assumed that the values of Q do not 
alter appreciably over the range in which the selectivity curves are taken. We will 
not always take the primary and secondary Q's as being equal, and the advantages 
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to be gained will become clear as we proceed. The magnification factor, or Q, will 
be defined as 

Q = VQiQa 

and provided the ratio of Qi/Qa or Q2/Q1 is not greater than 2, the error in the usual 
design equations is negligible for most practical purposes. 

As long as V QiQz {Qi + 22) /2 the error in any of the usual approximate design 
equations will be small. If and differ by large amounts then the exact design 
equations are necessary and can be obtained from Refs. 2, 3, 6 and 8, or the design 
can be modified by using the tmiversal selectivity curves to obtain the required results. 
It is of interest to note that the simplified equations given by Kelly Johnson (Ref. 1). 
Ross (Ref. 2) and Maynard (Ref. 6 and Figs. 9.17 and 9.18 of this book) are identical 
when it is assumed that Q = Qi = Qa and the various notations are made the same. 

It may be thought that writing Q = Q1Q2 and L = \/ L^L^ will be inconvenient 
since the i-f transformer, as constructed, will have its primary and secondary in- 
ductances and Q's equal. However, in the majority of cases L = = L^h applied, 
and the method is extended to fulfil the condition that the unloaded primary and 
secondary Q's should be equal while allowing the required Q — V Q1Q2 to be obtained 
in the receiver, without further adjustment. 

Critical-coupling, or a close approach to it, is most often employed in i-f trans- 
formers but there is little difficulty in designing transformers for almost any degree 
of coupling. All cases will be treated. 

Universal selectivity and phase shift curves are given in Chapter 9, Sect. 10 (Figs. 
9.17 and 9.18). Additional charts and tables are given, to be used as described in the 
appropriate sections. 

The design procedure generally consists of finding values of Q, k and stage gain 
for given bandwidths at some value of i-f j or of finding the required bandwidth for 
values of Q and k previously determined. For clarity the cases of critical-, over-, 
and under-coupled transformers will be dealt with separately. Single tuned circuits 
are also included as they are sometimes required in i-f amplifiers. Additional data 
for the design of F-JM transformers will be given in Sect.'4(v). 

Stagger tuning (Refs. 8, 13, 17 and 38) of i-f transformers (e.g. tuning primary and 
secondary to different frequencies) to give substantially the same bandwidths as over- 
coupled transformers, does not have a very wide application in F-M and A-M receivers 
(except in cases where variable selectivity is to be used) and will not be discussed in 
detail. 

Stagger timihg of single and double tuned circuits is widely used in television 
receivers, but this is a different application from the case where it is applied to the 
comparatively narrow bandwidths of ordinary sound receivers. In this case tRe trans- 
former primary and secondary are tuned to the same frequency, but this is not neces- 
sarily the intermediate frequency. 

■Since i-f transformers for television receivers involve special problems they are not 
treated here (see Refs. 27, 28, 94, 95, 96 and 97) Also, triple tuned transformers 
are not discussed, but the article of Ref. 26 gives an excellent treatment. 

Finally, the design methods do not make allowance for regenerative effects, nor 
should they be applied for finding the shape of resonance curves at frequencies far 
removed from resonance. The selectivity curve shapes are assumed to be perfectly 
symmetrical although in practice it will be found that this is seldom true. 

(ii) Critically-coupled transformers 
(A) Design equations and table 

In general the procedure given is similar to that due to Kelly Johnson (Ref. 1) and 
Ross (R ef. 2). However, these procedures assume that Q = Qi = Q2 5 we shall take 
Q = V QiQi. For most cases it is not advisable to use the equations given below for 
Qi/ Q2 or Q2/Q1 greater than about 2, unless some additional adjustment is made from 
the imiversal selectivity and phase shift curves. 
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V + T ) 



For A' critically-coupled transformers, 
. 2X 



(1) 

(2) 
(3) 



and 
where 



P 

N 
h 
Q 



2 ~ 

attenuation at Af c/s off resonance 

number of identical transformers used (N = 1 for one transformer) 
resonant frequency (the i-f in our case) 



(4) 



V QiQz = l/'^c (in which Qi and are actual primary and second- 
ary Q's ; kc is critical-coupling coefficient) 
2Af = total bandwidth for a given attenuation (p) 
and 6 = phase shift between secondary current at resonance and secondary 
current at Af c/s oif resonance. 
The required design information is given in equations (1) to (4). Usually either 
p is stated for a given bandwidth and a known i-f, or X can be found to allow p to be 
determined. Once these two factors have been found, the determination of k and/or 
Q is a simple matter. 

Table I lists various values of p and X. Suppose p is known, then X is read from 
the table and used in equation (3) to find Q (since 2Af/f„ is already known). The 
coefficient of coupling is then kc = 1/Q. 

If complete rcaonance and /or phase shift curves are required, then the universal 
curves of Figs. 9.17 and 9.18 (Chapter 9, Sect. 10) are used. These curves apply 
to one transformer only. For N identical transformers the attenuation in decibels 
is multiplied by N ; for transformers which are not identical, the individual attenua- 
tions (in db) are added. Resonance and phase shift curves can also be determined 
directly, by using table 1 and eqns. (1) to (4). 

In the application of the universal curves take D = X = Q2/l///o (this Q being 
VQiQj as determined) and b = k/kc = Qk (for critical coupling b = 1, in this case) ; 
which are the same as for Qi = Q^. If the values of Qi and Qa differ by more than 
about 2 to 1, then the more exact expressions for D and b" are applied to check how 
closely the required conditions are approached, it being carefully noted that in all 
expressions on the curves involving a that the Q shown is Q^. 

TABLE 1 CRITICALLY-COUPLED TRANSFORMERS 
For use with equations (1), (2) and (3) 
N = Number of Transformers 



Attenuation (p) 


N = I . 


AT = 2 , 


N = 3 


Times Down 


db Down 


X 


.X- 


X 


V2 


3 


1.41 


1.14 


l.OI 


2 


6 


1.86 


1.41 


1.25 


4 


12 


2.76 


1.86 


1.57 


7 


17 


3.73 


2.21 


1.81 


10 


20 


4.46 


2.46 


1.95 


20 


26 


6.32 


2.96 


2.26 


40 


32 


8.96 


3.54 


2.56 


70 


37 


11.9 


4.08 


2.82 


100 


40 


14.1 


4.46 


3.02 


1000 


60 




7.96 


4.46 


10 000 


80 




14.1 


6.66 
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The maximum stage gain is given by 

Gain = ^„2w„L/2 _ (5) 

where gm = mutual conductance of i-f valve (if conversion gain is required, con- 
version conductance (gf) is substituted for g^) 
aif, = 2rr X resonant frequency (/o) i.e. fo = i-f 
L = V ; ii and are primary and secondary inductances 
and 2 = -v/QiQz ; Qi and Qa ate primary and secondary magnification factors. 
A condition, not specifically stated in the equations, is that L^C^ = L^Ci in all cases. 

The maximum gain is usually converted to decibels, so that the gain at any point 
on the resonance curve can be found by subtraction of the attenuation, also expressed 
in decibels. 

(B) Example and additional design extension 

A 455 Kc/s i-f transformer, using critical-coupling, is required to give a total band- 
width of 20 Kc/s for an attenuation of 20 db (10 times). 

(a) fa/2Af = 455/20 = 22.75. 

(b) From table 1 we have X = 4.46 (since N = 1). 

(c) From eqn. (3), Q - 4.46 x 22.75 = 101. 

(d) = 1/Q = 0.0099. 

(e) Select a suitable value for C, (= C^) ; a capacitance of 100 f*/iF is satis- 
factory (made up of fixed + stray capacitances). 

^, , 25.33 25.33 
Then L ^ ^ = ois^^-^Tlw = ''^^ 
(/ in Mc/s ; C in /ifiF) 

and take L = = since this is convenient in this case. 

(f) The i-f valve (e.g. type 6SK7) has g„ = 2 mA/volt (= 2000 jiimhos). 

From equation (5), 

, . 2 X 10-=' X 101 X 2-n X 455 x 10^ x 1.22 x 10"^ 
Max. stage gam = 



2 

= 352 times (or 51 db). 
(g) Some designs might stop here and the magnification factor would be taken 
3s Q = Qx = Qz = 101. It would be realized that valve loading would 
have an effect although possibly nothing more would be done (or else some 
attempt would be made to allow for the plate and grid resistances by finding 
new values of Qi and Qa)- 

Let us proceed further and ask whether the transformer as it stands fulfils 
the design conditions in a radio receiver. The answer is that obviously 
it does not, since it would be connected in most cases between two i-f valves, 
a converter and i-f valve or between an i-f valve and a diode detector. Sup- 
pose the connection between two i-f amplifier valves (type 6SK7 would be 
representative) is considered since this appears a fairly iimocuous case. The 
plate resistance (r») of a type 6SK7 under the usual conditions of operation 
is 0.8 megohm. The short circuit input resistance, also under one set of 
operating conditions, is 6.8 megohms (this is calculated from the data given 
in Chapter 23, Sect. 5) ; other effects, which would alter this value, will be 
ignored for simplicity, although they may not be negligible. It is first 
required to determine what values of Qi and Qs are required to give <2 = Qi = 
Q. = 101. 

This is found from 

^" ' - Qu,,L 

where 2„ = unloaded Q 

Q = loaded Q 

R = parallel resistance across winding 

Wo = 27r/o ; (resonant frequency = /„) 

and L = inductance. 
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For the primary 

Q = m ; R = = 0.8 MQ ; 
cu„ = 277 X 455 X 10» ; £, = Li = 1.22 mH 
andQwoL = 101 x 27r x 455 x 10» x 1.22 x 10-» = 0.352 M.S3. 
nr,. ^ 101 X 0-8 

For the secondary 

101 X 6.8 
2" = 6.8 - 0.352 = 
(C) Design extension 

The value = 180 could not be obtained very easily, if at all, with a normal type 
of i-f transformer. In addition, the disadvantage of unequal primary and secondary 
Q's should be apparent. For values of Q only about 10% higher than that given, 
or where the transformer is coupled to a diode detector, the situation becomes so much 
worse that it is clear that a revised approach is necessary What is actually needed is 

(1) A transformer with equal values of primary and secondary Q's when un- 
loaded. These will be denoted by Q„ = Qui = Q»2- 

(2) The values of Qui and Qu2 to be such that when the transformer is connected 
into the i-f amplifier, and loaded by the valve output and input resistances, 
the desired value of Q = VQ^Qa will be obtained. 

(3) The required coefficient of coupling (k) (critical for this particular example) 
to be unchanged. It wiil be described later how k can be pre-set to any 
desired value for any two circuits coupled together. 

(4) Excessive values of Qui and Q^^ are to be avoided (see the previous method 
of determining Qui) as far as possible, because of the practical difficulties 
involved. 

(5) The response curve of frequency versus attenuation to be that specified (or 
very close to it). f 

All these conditions can be fulfilled very closely, provided the approximations 
made in deriving the design equations hold. A simple analysis of the circuits in- 
volved, and including the required conditions, gives 

Qu - - ^ w 

where Qu = Qui = Qui (unloaded primary and secondary Q) 

Q = -v/QT^ (in which Qi and Qa are loaded primary and secondary Q's) 
Ri = parallel resistance (r^ in our case) shunted across trans, primary 
i?2 = parallel resistance (grid input in our case) shunted across trans, second- 
ary 

« = Q(.Qo>oLXRi ^ Rd ; in all cases it will be taken that Z. = Li = Lj 
and j8 = 2[RiR^ - (Qa,„Z.)^]. 
For our example : 

Q = 101 ; Q'' = 1.02 X 10*; Ri = 0.8 Mf? ; i?8 = 6.8 MP 
Qtu„Z, = 0.352 U.Q (found previously) 

a = 101 X 0.352 X 7.6 = 270 ; = 7.29 x 10* 

P = 2[5.44 - 0.124] = 10.63 (Mfl)' 

270 + ^7^29 X 10* + 2 X 1.02 X 10* x 5.44 X 10.63 " 
2" = 10.63 
so that Qui = Qu2 = 131. 
To check that the transformer, when placed in the receiver, gives the desired value 

of Q = VaOl use 

Q ^ (8) 

from which 

131 X 0.8 
2' = 0.458 + 0.8 = 
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O = Sill (q\ 



131 X 6.8 
^' ~ 0.458 + 6.8 " 

and so 

Q = VQiGz = V83.4 X 123 = 101, which is the desired value (as 
determined previously). 

(D) Conclusions 

All that is required to design the specified transformer is to go through the simple 
steps (a) to (e) and, knowing and R^, apply eqn. (7). Overall response and phase 
shift are determined from the universal curves, as explained previously. 

It should be obvious that eqn. (7) will not hold under all practical conditions, but 
it is not limited by the ratio of QJQi or QJQu and failing cases can be checked 
by the condition for (3 = 0. It has been assumed for simplicity that L = = 
but this is not essential, and the design equation coxild be extended to the case of 
L = \/ LiL^. In some failing case, if it is essential to fulfil the specified conditions, 
Qi and Qa (and if necessary and L^) can be selected to give the desired values of Q 
and L ; this will be illustrated in the section on the design of variable bandwidth 
crystal filters. 

(E) h Measurement 

The coefficient of coupling, for two circuits resonant at the same frequency, can 
be set on a Q meter (provided Qj lies within the useful working range) using the 
relationship 

If Qui = Q„2 = Q„ 

1 +%.ky ^^A) 

where Q„i = primary Q (sec. o/c or detimed by large amount) 

Q„j = secondary Q (pri. o/c or detuned by large amount) 
Qb = Q to be obtained when primary and secondary are coupled and the 
secondary tuned to make the primary Q a minimum. 
(Usual precautions as to can and earthy side of aecondary winding being grounded 
to be observed — it is preferable to use the same order of coimections for measurement 
as those to be used in the receiver.) 

When the transformer has different primary and secondary Q's, it is often advan- 
tageous to use the higher Q winding as the primary when setting the coefficient of 
coupling ; this applies particularly when the coupling is very loose. 

The actual capacitance values timing the primary and secondary for Q meter meas- 
lurements should include the allowance made for stray capacitance otherwise incorrect 
slug positions (i.e. incorrect inductance values) will give rise to an error which can be 
avoided. 

In our example we desire a value for k = 0.0099 (for critical-coupling when Q = 

VQ^= 101); Q„ = 131. 
Then from (9A) 

2' = r+-SW = 

All that is required is to adjust the spacing between the two resonant circuits until 
the Q meter reads 48.9. The desired co-efficient of coupling has then been obtained. 
Alternatively, by transposing terms in the equation, k is given for any values of Qj, 
Q„i, and (2„s, 

- ' -Vfe^ 

The method applies directly to under-, over-, or critically-coupled transformers 
and is usefiil within the limits set by the usable range of the Q meter. For over- 
coupled transformers additional methods are sometimes required, and the procedure 
wiU be indicated in Sect. 5. 
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It is sometimes required to measure k in terms of critical or transitional coupling. 
In this case the circuits are loaded to give the values of Qi and Qa required when the 
transformer is connected into the receiver, and the following expressions can be 
applied : 



It might be noted that when Qi = the expressions (9C) and (9D) are identical, 
as would be expected. 

(iii) Over-coupled transformers 
(A) Design equations and table 

Here the method to be followed is based on that due to Everitt (Ref. 3). 

Fig. 26.5 illustrates the terms used regarding bandwidth. 

It should be noted that when the primary and secondary Q's differ appreciably, 
two peaks of secondary output voltage do not appear immediately critical-coupling 
is exceeded. The actual value of k, which corresponds to the condition for two 
peaks of secondary voltage, is called the transitional-coupling factor [see Chapter 9, 
Sect. 6(v)], and Ref. 8. 

In what follows we shall use Q = -v/giQa and L = V LjLj, as was done for critic- 
ally-coupled transformers, but this is not an approximation in the derivation of the 
design equations (10), (11) and (12) provided that L^Ci — L^C^. It will also be 
assumed, for simplicity, that the peaks of the response curve are of equal height and 
symmetrically placed in regard to /q. 

Q, ^ A + Va^^ (10) 

A - an 



I, A _ (12) 

, (13) 



1 - + (Qk) 
1 



where Q = V QiQa = T which and Qa are primary and secondary Q's 

respectively; kc is coefficient of critical-coupling) 
k = any coefficient of coupling equal to or greater than critical 
A = gain variation from peak to trough (i.e. difference in transmission level) 
2Af^ = bandwidth between peaks; \/2(2/l/^) is the total bandwidth for two 
other points on the resonance curve with the same amplitude as at /o 
i = phase shift between the secondary current at resonance and the secondary 
current at /)/ c/s off resonance 

X = (2zi///o)e 

and /o = resonant frequency of transformer (i-f). 

The universal resonance and phase shift curves of Figs. 9.17 and 9.18 (Chapter 9 
Sect. 10) are directly applicable, using the exact expressions if desired and taking Q 
as for all terms involving a. It is more convenient, and sufficiently accurate, to 
use the conditions for Qi = Qa when Qi/Qa or Qa/Qi > 2 ; in this case h = Qk 
(or k/kc), D = (2/l///o)Q and since these expressions do not involve a, the value 
Q = VQiQz as determined in the design problem is used. A check will reveal that 
it is difficult to read any difference from the curves whichever method is used. 

It should be observed that five points on the resonance curve are given directly 
from the design equations. 



1032 



(iii) OVER-COUPLED TRANSFORMERS 



26.4 



To find the maximum stage gain which occurs at the peaks, the equation (5) as 
given for critically-coupled transformers, is applied directly. Generally it is the 
average gain in the pass band (V^ x 2/1/) which is required and this is given by 
multiplying eqn. (5) by 

— ^ — ■ fl4') 

If the gain at/o (i.e. at the trough of the curve) is required, equation (5) is multiplied 



by 



2Qk 



{Qky + 1 ^^^^ 
which is the same as multiplying equation (5) by 1 /A, since equation (15) is equivalent 
to l/A. 

Equations (14) and (15) can be evaluated directly from Fig. 26.4 when Qk is known ; 
the dotted line being for eqn. (14) and the solid line for eqn, (15). Equation 5 is 
multiplied by the gain reduction factor so found. The gain reduction indicated by 
eqn. (15) can also be read directly from the l/A column in table 2. 




Qk 

riC.26 4 GAIN REDUCTION TACTORS FOR COUPLING 
OTHER THAN CRITICAL 

TABLE 2. OVER-COUPLED TRANSFORMERS 
For use with equations (10), (11), (12), (14), (15) 



A ('= peak to trough gain 
variation) 


Qk 




(Qky 


1 

A 


db 


Times Down 




0 


1.00 


1.00 


0.000 


1.00 


1.00 


0.25 


1.03 


1.27 


0.616 


1.61 


0.971 


0.50 


1.06 


1.41 


0.707 


2.00 


0.943 


1 


1.12 


1.73 


0.817 


3.00 


0.893 


1.9 


1.25 


2.00 


0.866 


4.00 


0.800 


2 


1.26 


2.02 


0.869 


4.08 


0.794 


3 


1.41 


2.41 


0.910 


5.81 


0.709 


3.1 


1.43 


2.45 


0.913 


6.00 


0.670 


4 


1.59 


2.81 


0.935 


7.90 


0.629 


4.4 


1.67 


3.00 


0.943 


9.00 


0.599 


5 


1.78 


3.25 


0.952 


10.56 


0.562 


6 


2.00 


3.72 


0.963 


13.84 


0.500 


6.6 


2.13 


4.00 


0.968 


16.00 


0.469 


7 


2.24 


4.24 


0.972 


17.98 


0.446 
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(B) Example 

A 455 Kc/s i-f transformer is required to pass a band of frequencies 16 Kc/s wide 
(i.e. ± 8 Kc/s). The variation in gain across the pass band is not to exceed 0.5 db. 

(a) From Fig. 26.5 it is reasonable to take the total bandwidth as 16 Kc/s and 

so the peak separation is 16/^/2 = 11.3 Kc/s. 

(b) 2Af/f, = 11.3/45 5 = 0.0248. 

(c) From Table 2, Vl - IKQk)" = 0.707. 

(d) From eqn. (12), k = 0.0248/0.707 = 0.035. 

(e) From Table 2, Qk = 1.41 

Q = 1.41/0.035 = 40.2. 

(f) Assuming a value for Cj (= Cj) of 80 /i/iF (including strays) 

L = 25.33/0.455^ x 80 = 1.53 mH 
and take L = Li = La = 1.53 mH. 

(g) To determine the average stage gain in the pass band. From Fig. 26.4 
(or eqn. 14), with Qk — 1.41, reading from the dotted curve, gain reduction 
factor equals 0.97. Assuming we use a type 6J8-G converter valve having a 
conversion conductance of 290 /xmhos (0.29 mA/volt), then from eqn. (5) 
and the gain reduction factor, 

Average stage gain = 0.97 X w x 0.29 x 40.2 x 0.455 X 1.53 
= 24.7 times (or 27.9 db). 

(h) Assume that the transformer is connected between a type 6J8-G converter 
and a type 6SK7 voltage amplifier and that both valves are working vmder 
a particular set of operating conditions. 

For type 6J8-G the conversion plate resistance = 4M.Q = and for 
the type 6SK7 the short circuit input resistance = 6.8 M.Q = (as de- 
termined from Chapter 23, Sect. 5). 
From Equation (7) 

a = 40.2 X 0.17 X 10.8 = 73.8 ; = 0.544 x 10* 
|8 = 2[27.2 - 0.172] ^ 4 approximately 



73.8 + Vo.544 X 10* + 4.76 x 10° 
54^4 



41.4, 



so that Q„ = Qui = Qua = 41.4 which is the unloaded value for primary and second- 
ary Q's before the transformer is coimected between the two valves ; the additional 
refinement in design is hardly necessary here, and it would be sufiicient to make 
Q = Qi = Qa = 40 (approx.). 




MAX. GAIN 

[variation 



fo 

FREQUENCY 

FIG.e6-5 ILLUSTRATION OF TERMS USED FOR OVER-COUPLED TRANSFORMFR^ 

It can easily be checked, using the procedure set out for critically-coupled trans- 
formers, that the geometrical-mean of the loaded values Qi and Qa is 40.2 as required. 
Complete resonance and phase shift curves are plotted as previously explained. The 
values for k can be set in exactly the same way as explained in the section on critically- 
coupled transformers, if this is convenient. If k is high it is preferable to apply 
one of the following methods. 
(C) k measurement (when k is high) 

When k is high, one of the following methods may be used 

The first of these uses the relationship 
zlC = C^k^/il - k'') 
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AC + Ci 

where = capacitance required to tune the primary to resonance with the second- 
ary open circuited. 
k = coefficient of coupling required (say k greater than 0.1 or so) 
and AC — increment in capacitance required to time the primary to resonance 
when the secondary is short circuited. 

As an illustration suppose k = 0.2 and Ci = 200 ij.ij.V (the exact working frequency 
may not always be convenient) then J C = 8.34 (ifiF. Using a " Q" meter, the spac- 
ing between primary and secondary is adjusted vmtil this increment in capacitance is 
obtained ; this gives the required value of k. 

With some transformers, neither of the two methods given previously will be con- 
venient, and a third method is required. In this case a " Q " meter is again used, 
and the two transformer windings are connected firstly " parallel aiding " and then 
" parallel opposing." Any convenient resonance frequency may be selected, and 
the two capacitance values (Ci and C2) required to resonate the coils with the two 
different connections are noted. The coefficient of coupling is then given by 



n + a' \( C, - 
A 2a J\Gr + Cj 



where = LJL^. (This result was determined by J. B. Rudd). 
For a pre-determined value of k the relationship 
AakC^ 

AC — ~ 

^ 1 + a(a - 2K) 
is applied ; where AC = change in capacitance = Ci — C^. 

As an example, suppose = Lj (i.e. = 1) the capacitance C^ = 100 /x/xF and 
k = 0.1 is required. Then 

4 X 1 X 0.1 X 100 ^ 
= 1 + 1(1 - 2 X 0.1) = 22-2 '^^F- 
This method should not be used for small values of k (say below about 0.02) as it 
does not take into accoxmt capacitive coupling. For k equal to 0.02 or less the method 
of Sect. (ii)E should always be used. For k greater than about 0.2 the short-circuit/ 
open-circuit method, given previously, is usually the most convenient. All measure- 
ments must be made with the transformer in its can, and the can should be earthed. 

In cases where a " Q " meter is not available, the operation of the transformer can 
be checked using a single stage amplifier and measuring the selectivity curve with a 
signal generator and a valve voltmeter. Alternatively, measurements can be made 
in the receiver, and a typical case is illustrated in Chapter 27 Sect. 2(iv) in coimection 
with measurements on ratio detectors (see also Chapter 14 of Ref. 17). 

(iv) Under-coupled transformers and single tuned circuits 

It is sometimes necessary to use combinations of single tuned circuits or under- 
coupled transformers in conjunction with over-coupled circuits to give a substantially 
level response over the pass band. Another application for the under-coupled trans- 
former often arises when an improvement in selectivity is needed, without an excessive 
loss in stage gain. It has been shown by Adams (Ref. 9) that the optimum conditions 
for selectivity and gain for a given Q, are obtained when the coefficient of coupling 
is approximately 0.82 of critical. However, it is readily Shown for a transformer 
having k equal to 0.5 kc that the loss in gain is only about 2 db (approx. 0.8 of maxi- 
mum gain). 

The design equations (Ref. 1) that follow are applicable to single timed circuits, 
which will be considered first : 
(A) Single Tuned Circuits 

P =-- (1 + X^)^/^ (16) 
X = (pV* _ l)i (17) 

Q = 2Af (18) 
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and e = tan-' — Q = tan-' X (19) 

Jn 

where p = attenuation at Af c/s off resonance 

JV = number of identical tuned circuits (for a single tuned circuit iV = 1) 

/o = resonant frequency 
and 9 = phase shift between current at resonance and the current at Af c/s off 
resonance. 

The design of the single tuned circuit presents no difficulty, and it is only necessary 
to use Table 3 in conjunction with eqns. (16), (17) and (18). Selectivity and phase 
shift can be found from the universal curves of Figs. 9.17 and 9.18 (Chapter 9 Sect. 10), 
or selectivity can be evaluated directly from eqns. (16), (17) and (18) used in con- 
junction with Table 3. 



TABLE 3, SINGLE TUNED CIRCUITS 
For use with equations (16), (17) and (18) 
N = number of identical tuned circuits 



Attenuation (p) 


N = 1 


N = 2 


N = 3 


Times Down 


db Down 


X 


X 


X 




3 


1.00 


0.644 


0.509 


2 


6 


1.73 


1.00 


0.767 


4 


12 


3.87 


1.73 


1.23 


7 


17 


6.93 


2.45 


1.63 


10 


20 


9.95 


3.00 


1.91 


20 


26 




4.36 


2.52 


40 


32 




6.25 


3.27 


70 


37 




8.31 


4.00 


100 


40 




9.95 


4.53 


1000 


60 






9.95 



(B) Example 

Two single tuned circuits are required to give an attenuation of 17 db for a total 



bandwidth of 10 Kc/s. The i-f is 455 Kc/s. 

(a) From Table 3, AT = 2.45 (since N = 2). 

(b) Q = 2.45 X 455/10 = 111.5 from eqn. (18). 

(c) Assuming C = 200 /i/xF (including all strays) 

L = 25.33/0.455'= x 200 = 0.611 mH. 

(d) The unloaded Q required depends on the combined effects of valve input 
and output resistance. Take the loading for the two transformers as being 
the same, for simplicity. 

Then suppose r„ = 0.8 iAQ and grid input resistance = 6.8 lAQ the 
effective shunt resistance is 0.715 Mfl. 
From eqn. (6) 

Q„ = 111.5 X 0.715/(0.715 - 0.194) = 153. 

(e) The gain of each stage (twice that for a critically-coupled transformer) is 
gjQwoL, so that taking g„ = 2 mA/voh (2000 /xmhos) in each case, stage 
gain = 25r X 2 X 111.5 x 0.455 x 0.611 = 390 times (or 51.8 db). 

(f) Suppose we have the loaded Q given as 111.5 (as in our previous problem 
using N = 2), and we require the bandwidth for 6 db attenuation ; from 
table 3 obtain X = 1.0 and from eqn. (18) the total bandwidth (2/1/) is 4.08 
Kc/s. In a similar maimer the attenuation can be found when the band- 
width is stated. The resonance curves could also be used to find X (= D in 
Chapter 9, in this case) and p. 

(C) Under-coupled transformers 

If the transformers use very loose coupling, the methods for single tuned circuits 
could be applied (N = 2 for each transformer) in conjunction with eqn, (7). This 
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approach does not lead to very accurate results since the values of cou{)ling are seldom 
less than 0.1 of critical and more often are of the order of 0.5 to 0.8 of critical. 

General design equations applicable to transformers having any degree of coupling 
are given beloWj but it will be seen that they are not quite as tractable as in previous 
cases unless an additional factor such as Q, k, or Qk (i.e. a given proportion of critical- 
coupling) is specified. However, this will offer little difficulty. 

X = [{(1 - a'Y + (p^/*' - 1)(1 + «-'Y}i - (1 - oc2)].v (20) 

Ri + - x^y + 4;^n*/2 
p = L (TTo^ J ^^^^ 

X = {2Af/h)Q (22) 

[X{ X' + jX' + 4)(p^/^ - l)}i - (X' + p'l'' - 1) 1* 
Qk = a. = ~2/,v _ 1 J (23) 

e = tan-i 2Xl[l - X^ + «2] (13) 
where p = attenuation at Af c/s off resonance 

a = Qk = k/k, 

Q —VQ1Q2 = l/^« (in, which Qi and Qa are the primary and secondary Q's 

and kc is critical coupling coefficient) 
k = any coefficient of coupling 
N = number of identical transformers 
/„ — resonant frequency 
and 9 = phase shift between secondary current at and off resonance. 

The restriction of Q1/Q2 or Q2/Q1 > 2 is applied, as previously explained. 
It may be observed that these equations are the most general ones, e.g. if Qk —■ 1 
the equations reduce to those for critical-coupling. 

Stage gain is given by evaluating eqn. (5) and multiplying by eqn. (15) (or reading 
the gain reduction factor from Fig. 26.4). 

The coefficient of coupling can be set as described for critically-coupled trans- 
formers. 

(D) Example 

A 455 Kc/s i-f transformer is required to give a total bandwidth of 20 Kc/s for an 
attenuation of 4 times. The transformer is to be connected between a voltage am- 
plifier, having a plate resistance of 0.8 MP (e.g. type 6SK7), and a diode detector 
having a load resistance of 0.5 M.O. 

In this case other loading effects due to the a.v.c. system etc. will be neglected. 
For a typical case where the a.v.c. diode plate is connected by a fixed capacitor to the 
i-f transformer primary, there will be appreciable damping of the primary circuit due 
to the diode circuit (approx. Ri/i when diode is conducting). This damping will 
not be constant for all signal input voltages, particularly if delayed a.v.c. is used. 

(a) The difficulty first arises in evaluating X. If we select a suitable value for 
Q the problem becomes quite straightforward. 

To select a value for Q it is necessary to realize that ap-.unloaded value of 
150 would be about the absolute maximum with normal types of construction, 
and even this figure-is-well on the high side unless an " iron pot " or a fairly 
large can and former are used. Assume Q = 150 for this problem (so far 
as the procedure is concerned it is unimportant if a lower value is selected). 

The next point is that circuit loading will set a limit to the value of QwgL 
(= Q/^oC). Now L will be set, normally, by the minimum permissible 
value of C. Suppose C = 85 ixfiF including strays, then L = 1.44 mH j 
and we will take L = Li = and C = Ci = for practical convenience. 
Better performance would be possible by making > L2 but the improve- 
ment is only small, and hardly worthwhile unless tlie secondary load is very 
small. 

(b) For our problem 

a)„L = l/a)„C = 4120 Q ; also i?, = 0.8 MQ and 
i?2 = 0.5/2 = 0.25 MQ (half the d.c. diode load resistance). 
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Then applying eqn. (8) 

150 X 0.25 




4^-1 J -0-^3 

0.0154. 

From eqns. (5) and (15) (the solid curve of Fig. 26.4) 
(2 X 60.5 X 4.12) 
Stage gain = 0.996 

= 249 times or 47.9 db. 

(f) The completed transformer has primary and secondary Q's of 150 (before 
coimection into the receiver), a coefficient of coupling equal to 0.0154 (which 
is 0.93 of critical-coupling when the transformer windings are loaded) 
primary and secondary inductances of 1.44 mH and tuning capacitances of 
85 /i/iF (including strays). The stray capacitances across the primary 
would be valve output (7 n/xF for type 6SK7) plus distributed capacitance of 
winding, plus capacitances due to wiring and presence of shield can ; across 
the secondary there would be diode input capacitance (about 4 /i/nF for a 
typical case), plus distributed capacitance of secondary winding plus wiring 
and shield can capacitances. The total capacitances can be measured in the 
receiver or estimated using previous experience as a guide ; typical values 
would be 10-20 fi/iF depending on the type of i-f transformer, valves etc. 
If the second valve is not a diode, the input capacitance should also include 
that due to space charge. Miller effect etc. as discussed in Chapter 2 Sect. 8 ; 
Chapter 23 Sect. 5 and Sect. 7 of this chapter. However, in most practical 
cases the total capacitance across the secondary is estimated by adding a 
suitable value to the valve input capacitance. Changes in input resistance 
which would affect the loading across the i-f transformer secondary, are also 
discussed in these same sections. Input capacitance changes with a.v.c. 
are considered in Sect. 7 of this chapter. 

(g) A complete resonance curve can be obtained from Fig. 9.17 (Chapter 9 
Sect. 10), by taking 

D = Q2Af/f„ (= X) and 6 = = k/k„ 
or directly from the design equations (20), (21) and (22). 

(v) F-M i-f transformers 
(A) Design data 

The design methods given so far are applicable to both F-M and A-M transformers, 
but there are additional data available which will be of assistance (see also Sect. 9(ii) 
of this chapter for an alternative design procedure based on permissible non-linear 
distortion). 

Bandwidth requirements are of importance, and it is fairly generally accepted that 
the i-f amplifier should be capable of passing all significant sideband frequencies 
of the frequency modulated wave ; where significant sidebands are taken as those 
having amplitudes which are greater than about 1% of the unmodulated carrier 
amphtude. The bandwidths for this condition can be found from Table 4 (see also 
Ref. 19) for commonly occurring values of modulation index. 
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TABLE 4. BANDWIDTHS FOR USE WITH F-M TRANSFORMERS 

AF carrier frequency deviation 



Modulation Index 
AF 

f 



Values for 



/ audio modulating frequency 
may be interpolated with sufficient accuracy 



AF/f 


0.01-0.4 


0.5 


1.0 


2.0 


3.0 


4.0 


5.0 


6.0 


Bandwidth = 


2/ 


4/ 


6/ 


8/ 


12/ 


14/ 


16/ 


•18/ 


AF/f 


7.0 


8.0 


9.0 


10.0 


12.0 


15.0 


18.0 


21.0 


Bandwidth = 


22/ 


24/ 


26/ 


28/ 


32/ 


38/ 


46/ 


52/ 



As an example, for the F-M broadcast band AF = ± 75 Kc/s and the highest 
audio frequency is 15 Kc/s, then AF/f = 75/15 = 5. 

Then the required bandwidth is 16 x 15 = 240 Kc/s. 

The highest audio frequency is chosen because this imposes the most severe re- 
quirements on bandwidth ; e.g. suppose we had taken/ = 7.5 Kc/s, then the modula- 
tion index would be 10, and the bandwidth = 28/ = 28 x 7.5 = 210 Kc/s. 

The bandwidths actually employed in a receiver should also make allowance for 
possible drift in the oscillator frequency. A reasonably good oscillator should not 
drift by more than about ± 20 Kc/s when operating around 110 Mc/s ; so that an 
additional 40 Kc/s should be added to the bandwidth. Of course, this is only a rough 
approximation, since the oscillator frequency variation is random and would intro- 
duce additional frequency modulation ; the determination of the true bandwidth 
would be quite a difficult problem, unless several simplifying assumptions are made. 

From what has been said, it appears that the receiver total bandwidth should be 
about 280 Kc/s to fulfil the most severe requirements. However, most practical 
receivers limit the total bandwidth to about 200 Kc/s, which is not unreasonable 
since the average frequency deviation is about ± 50 Kc/s. 

For such large bands of frequencies to be passed through tuned circuits which do 
not give transmission (for the bandwidth desired) without attenuation it is necessary 
to have some criterion which will allow the permissible amount of attenuation to be 
estimated. To eliminate non-linear distortion the circuits should provide a uniform 
amplitude and a linear phase characteristic over the operating range. Curvature of 
the phase characteristic of the tuned circuits will cause non-linear a-f distortion, while 
curvature of the amplitude characteristic may cause additional distortion if the ampli- 
tude happens to drop below the operating voltage range of the amplitude limiting 
device incorporated in the receiver. A suitable criterion can be determined from the 
phase angle /frequency characteristics of the tuned circuits (the phase angle being 
that between the secondary current at resonance to that at Af c/s off resonance). 
Inspection of universal phase shift curves will show that the greatest range of linearity 
of phase shift versus frequency change, is given by critically-coupled transformers 
(Ross, Ref. 2) ; but slight overcoupling does not lead to excessive non-linearity 
Overcoupling has some advantages, in particular slightly greater adjacent channel 
selectivity can be obtained ; but there is the disadvantage of more difficult circuit 
alignment. As an extension of this work, Ross (Ref. 2) has also shown that for a 
critically-coupled transformer a suitable criterion of permissible non-linearity is that 
X > 2 (24) 
where we will take 

X = (2/f///„)Q (this is the same X as previously) 

2Af = total bandwidth 
fo = central carrier frequency 

and Q =V QiQj (where Qi and are the primary and secondary magnification 
factors). 

The amount of introduced amplitude modulation can be estimated from 
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1 



(25) 




flG.26-6 PERCENTAGE OF INTRODUCED A'M 
IN AN F-M CURRENT FOR N 
CRITICALLY COUPLED TRANSFORMERS 



P + 1 

where m = amplitude modulation factor 

and p = attenuation at bandwidth of twice deviation frequency (i.e. 2df = 2dp). 

Fig. 26.6 shows directly values of m for various values of X. Values of m are of 
importance since they allow an estimate to be made of the amplitude limiting re- 
quirements demanded from whatever device is incorporated in the receiver to " iron 
out" amplitude variations. 

Many F-M receiver designs allow anything 
from 20% to 50% of introduced amplitude 
modulationj but these figures should always 
be considered in connection with the amount 
of non-linear distortion introduced by the 
tuned circuits [see Sect. 9(8)]. Good designs 
often allow considerably less than 20% of 
introduced amplitude modulation. 

It is also worth noting, before leaving this 
section, that the carrier frequency should 
be regarded as a reference point only, since, 
vmlike amplitude modulation, its amplitude 

varies and becomes zero under some conditions of modulation. This is the 
basis of a method due to Crosby (Ref. 25) used for measuring frequency deviation. 

(B) Example 

A F-M i-f amplifier is required using three critically-coupled transformers. The 
i-f is 10.7 Mc/s and the frequency deviation ± 75 Kc/s ; the highest a-f modulating 
frequency is 15 Kc/s (critical-coupling has been selected in this case but a combina- 
tion of critical and over-coupled transformers might lead to a better solution). 

The converter valve to be used has a conversion of 1.5 Mi? and a conversion con- 
ductance of 475 fimhos ; and the two i-f valves each have plate resistances of 2 Mf? 
and = 5000 /zmhos. 

(a) For simplicity it will be taken that any additional selectivity, due to the other 
timed circuits in the receiver, is negligible. Also, as will be illustrated, the 
dynamic impedances of the i-f transformers will be so low as to render ad- 
ditional damping due to plate and grid input resistances negligible j this is 
not true, however, if the final transformer is connected to a limiter stage 
because of grid current damping — some consideration will be given to this 
later. 

(b) From previous considerations regarding bandwidth, in coimection with 
Table 4, we will adopt 220 Kc/s as a compromise. 

If we design on the limit of X = 2, then from eqn. (3) 
2 X 10.7 X 10" 
^ 220 X 10' 

and kc = 1/Q = 0.0103. 

(c) Taking 2Jf = 2AP = 150 Kc/s, for maximum frequency deviation, since 
Q = 97.4 and N = 3, then, from eqn. (3), X - ^ 1.365 and, from equation (1), 
p = 2.55, whence from eqn. (23) or Fig. 26.6, 

2.55 - 1 

m = r = 0.436 or 43.6% amplitude modulation. 

2.55 -f- 1 

(d) This is a severe additional requirement for limiters etc., and could also lead 
to high distortion, although the condition for linearity of phase shift with 
frequency is fulfilled. The distortion can be found from eqn. (54) for each 
of the transformers. 

(e) Select suitable values for Cx and C^. To obtain the highest possible dynamic 
impedance these are usually made rather small. Take 

Ci = — 60 fi/xF (including strays) 
25 330 ^ ^„ 

L(= Lx = L.) = i-o:yr^ = 3.68 ^H. 
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There would be an advantage in making < Cj and > but this is 
awkward for winding i-f's on a machine. 

(f) The dynamic impedance of each winding (considered xmcoupled from one 
another) is 

/Jo = Qco„L = 97,4 X 27r X 10.7 x 3.68 = 24 000 Q 
which is very much less than the valve plate or input resistances in typical 
stages. 

(g) To find the overall gain of the i-f stages : — For the first stage, connected to 
the converter, we are concerned with conversion gain. 

From eqn. (5) and step (f), 

Conversion gain = 475 x lO""* x 24 000/2 = 5.7 times (15.1 db). For 
the second and third stages in each case, gain = 5.7 x 5/0.475 = 60 times 
(35.6 db). Hence the overall gain is 15.1 + (2 X 35.6) = 86.3 db. 

(h) If the third transformer connects to a limiter its design should be modified 
for best results ; however, this is not done in many receivers. Grid current 
will alter the effective input capacitance of the limiter valve and cause very 
appreciable detuning of the transformer secondary. To overcome this 
detuning it may be necessary to make the pass band of this transformer 
somewhat greater than for the other two, or else to use a very large capacit- 
ance (of the order of 600 fi/i.F) to tune the secondary (tapping down is also 
effective). It has also been suggested that Qi should equal in this case 
(Ref. 21). The important point, apart from possible distortion, is that the 
susceptibility to certain types of impulse noise is increased if the timed 
circuits are not accurately aligned to the centre frequency of the discrimina- 
tor. Further, when the i-f circuit is detuned, additional amplitude modu- 
lation will be introduced, and this increases the difficulty of obtaining effective 
limiting. Grid current damping, of course, would tend to offset the effect 
to some extent (see also Refs. 21, 24). Since this transformer would pro- 
bably be non-standard in any case, it would be advantageous to make as 
large as possible, to assist in keeping the stage gain high. This follows as 
a result of the stage gain being directly proportional to VLiLsQiQs = LQ. 

(i) It is important to check whether the i-f transformers will provide sufficient 
adjacent channel selectivity; This will depend on the frequency allocations 
of the various transmitters. In the U.S.A. local F-M transmissions are 
usually spaced 400 Kc/s apart, and the past experience of some designers 
has indicated that adjacent selectivity is adequate if the receiver bandwidth 
is not more than about 800 Kc/s for a relative attenuation of 60 db. 

In the example above there are three critically-coupled transformers each 
having a nominal Q of 97 : 

From Table I, X =^ 4.46 for 60 db attenuation. 

From eqn. (3) 

Xfa 4.46 X 10.7 X 10« 
^ = = ^7 = Kc/s. 

However, commercial F-M receivers have given reasonably satisfactory 
performance with two i-f transformers with Q's of about 75 leading to a band- 
width of 1140 Kc/s for 60 db attenuation. It might also be noted that larger 
commercial receivers generally use three transformers with Q's of about 
70 to 75 and not 97 as found in the worked example, which is not to be taken 
as indicating good design practice. 

Whether the selectivity performance is entirely adequate will depend very 
largely on the relative field strengths of the desired and undesired trans- 
missions at the point of reception, and it is to be expected that more exact 
figures will only be decided on after a number of years' experience with 
praaical operating conditions. The problem is similar to that of the A-M 
broadcast receivers (using 455 Kc/s i-f transformers) where it is usually 
taken that adjacent channel selectivity will be adequate if the overall band- 
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width does not exceed about 40 Kc/s for 60 db attenuation relative to the 
response at the centre frequency, although many commercial receivers have 
bandwidths of less than 30 Kc/s for the same attenuation. 

(vi) I F transformer construction 

The methods of (i) to (v) in this section will allow the necessary design data for an 
i-f amplifier to be collected together. The final step is to determine the winding 
details and physical arrangement of the transformers. It is not proposed to discuss 
the merits of various types of windings, but merely to give a few details which have 
proved helpful in practice. 

For transformers working at the higher frequencies, the windings are quite often 
solenoids and the determination of the number of turns required is a simple matter. 
Satisfactory results can be obtained by applying Hayman's modification of Wheeler's 
formula as given in Chapter 10. Methods are also set out for determining the number 
of turns per inch, and suitable wire diameters for obtaining optimum values of Q. 
Usually wire gauges between 18 and 28 s.w.g. are suitable as they are not so heavy 
as to be awkward to bend and they do not tear the usual type of coil former when the 
construction requires the leads to be passed through the inside of the former down to 
the base connections. Some error in the calculated number of turns will be apparent 
unless allowance is made for the inductance of leads. The number of turns required 
is finally determined experimentally in any case so that the calculated number of turns 
provides a good starting point. 

Measurements must always be made with the coils in the cans because the effects 
of the can, brass moimiing bosses, slugs etc. on inductance and Q are quite large. 

Powdered iron " slugs " are commonly used for setting the inductance values and, 
for 10.7 Mc/s in particular, the iron must be very finely divided if the coil Q is not 
to be seriously changed as the cores are moved through the windings. Sufficient 
inductance variation also requires that the " slugs " have a certain minimum size. 

Silvered mica fixed capacitors are to be preferred for good frequency stability with 
temperature changes, particularly at high frequencies such as 10.7 Mc/s, and tem- 
perature compensation using negative temperature coefficient capacitors is essential 
if the best results are to be obtained. Cheaper mica types are very often used at the 
lower frequencies around 455 Kc/s. If capacitance trimmers are to be used, care 
must be taken in their choice as pressure types are often mechanically unstable and 
sometimes have very low Q values. Suitable wax or other treatment should be 
applied to fixed capacitors to offset the effects of changes in humidity. 

Coils should be baked* to remove moisture and then given suitable wax or varnish 
treatment to prevent humidity changes altering their properties. The electrical 
characteristics of the coils will be altered by wax etc. and it is essential to check the 
final values for Q, k etc. after the treatment is complete. 

Typical former diameters for i-f transformers range from about | in. to } in., and 
the grade of material used for the former will affect the stability of the transformer 
directly when variations in temperature and humidity occur. 

The design of transformers with pie windings (a larger number of pies generally 
reduces distributed capacitance and increases Q) is not as simple as for solenoids since 
most equations require a knowledge of coil dimensions which are not always available. 
There are also optimum sizes of winding to give the highest possible Q — see Chapter 
10. A method which has proved satisfactory in practice is to make measurements 
on various types of coils which are likely to be used fairly often and apply the re- 
lationship 

N = bVl (26) 
where N = turns per pie 

L = inductance in |u,H 
and B = experimentally determined constant. 

As an example : A winding is to be made to have an inductance of 1.44 mH. Pre- 
vious experiments have show n that, in the frequency range of 300-900 Kc/s and for 
*See also~Chapter 11 Sect. 7. 
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an inductance of about 0.5-2 mH, a two pie winding on a 9/16 in. former (each pie 
5/32 in. wide, with 3/32 in. spacing between the pies and using 5/44 A.W.G. Litz 
wire) has the factor B = 4.33. Then from eqn. (26) 

N — 4.33\/ 1440 = 165 turns per pie ; 
the two pies each of 165 turns, being connected series aiding. The same method 
can be applied in cases where it is convenient, to any tjfpe of winding. 

Since the presence of the iron " slug " will affect inductance (and r-f resistance) 
it is necessary to determine its effect and also to calculate the variation in inductance 
which can be made. The turns required are found for the condition with the " slug " 
in the winding and in the position giving the mean inductance value. This means 
that the value of L used in eqn. (26) will be less than the calculated value by the in- 
crease due to the iron. 

The value of the inductance (L) using a powdered iron core (e.g. magnetite) can 
be found from 



where = inductance of air cored coil 
ri = radius of iron core 
= mean radius of coil 
/i = length of core 
4 = length of coil 
fi = effective permeability of iron core (Refs. 88 and 89 list values for fi 
and \i, a, for various types of iron powders y typical values for are 
from 1.5 to 3, depending on the type of iron) 
a = 0.8 when li < 4 
and a = 1 when 4 < h- 

The iron cores in common use are about f in. to f in, in diameter and range in length 
from about J in. to 1 in. An inductance change of about ± 10% when the " slug " 
is moved through the winding, is generally sufficient for most requirements. The 
dimensions required for solving eqn. (27) are available if the experimental procedure 
previously suggested has been carried out on air cored coils ; or the whole procedure 
can be carried out experimentally. 

Some manufactvurers make up 455 Kc/s i-f transformers completely enclosed in 
powdered iron pots. There is often little difficulty with this construction in obtaining 
Q's in the order of 150. Stray capacitances are often large, however, and sometimes 
lead to very unsymmetrical resonance curves. 

At the lower frequencies (up to about 1 or 2 Mc/s) Litz wire is advantageous for 
obtaining high Q values and 3, 5, 7 and 9 strands of about 44 A.W.G. (or near S.W.G. 
or A.W.G. gauges) wire are common ; Q values greater than about 120 will require 
some care in the transformer construction, and the size of can selected will materiaUy 
affect the value obtainable (see Ref. 91 for illustration). 

The required values of I-i, Lj, k, etc. for developmental purposes are conveniently 
found using a Q meter. Methods for setting k, using a Q meter, have already been 
outlined in this section. For an experimental transformer it is of assistance to place 
the windings on strips of gummed paper (sticky side outwards) wrapped around the 
former. In this way the windings can be moved quite readily along the former. 

It should be noted that some variation in k can be expected when the transformer 
is connected in the receiver because of alteration of" slug " position, added top capacit- 
ance coupling (this occurs for example because of capacitance between the a.v.c. and 
detector diodes) etc. Regeneration is also troublesome as it alters the effective Q 
values, and hence the conditions for critical k. To avoid overcouphng it is sometimes 
desirable to make the value of k somewhat less than is actually required (often about 
0.8 to 0.95 of the critical value depending on the receiver construction and i-f). If 
all added coupling is accounted for and the Q values are those specified then no diffi- 
culty arises. Some sUght increase in coupling, in the receiver, is not necessarily 
serious, because the loaded primary and secondary Q's are not always equal. In this 
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case a double hump In the secondary voltage does not appear until transitional coupling 
has been exceeded, and the k required for this to occur is always higher than k critical ; 
transitional and critical k are the same, of course, when primary and secondary Q's 
are equal. 

For the capacitance and mutual inductance coupling to be aiding, the primary and 
secondary windings are arranged so that if the plate connects to the start of the prim- 
ary, then the grid (or diode plate) of the next stage connects to the finish of the second- 
ary winding ; both coils being woimd in the same direaion. This method of con- 
nection also assists in keeping the undesired capacitance coupling to a minimum. 
The order of base connections is also important in reducing capacitance coupling and 
the grid and plate connections should be as far from one another as possible. 

The cans to be used with i-f transformers should be as large as is practicable. They 
are generally made from aluminimn, although copper was extensively used at one time. 
Cans should preferably be roimd and seamless. Perfect screening is not obtained, 
in general, and care is necessary in the layout of the various stages to ensure that the 
transformers are not in close proximity to one another. When mounting the trans- 
former into a can, if there is a choice as to the position of the leads (although this is 
largely determined by the valve type available) it is always preferable to bring the con- 
nections for each winding out to opposite ends, as this reduces stray capacitance 
coupling. The effects of the coil shield on inductance and r-f resistance can be cal- 
culated (see Chapter 10 and Ref. 4, p. 134) and the results serve as a useful guide, but 
direct measurement on the complete transformer is the usual procedure. Mechanical 
considerations generally ensure that the can is thick enough to provide adequate 
shielding (for considerations of minimum thickness see Ref. 4, p. 135). 

Methods for determining gear ratios, winding pitch and so on, for use with coil 
winding machines are discussed in the literature (Refs. 2Q, 30, 31, 32) ; see also Chapter 
11, Sect. 3(iv) in particular. 

Finally, the measure of the success of any i-f transformer design will be how closely 
the predicted performance approaches the actual results obtained when the transformer 
is connected into the receiver. 



(vii) Appendix : Calculation of Coupling CoefiScients 

For the calculation of the coefficient of coupling (see also Chapter 9) it is helpful 
to use the following rules of procedure : 

(a) If the coupling circuit is drawn as a T section, the coefficient of coupling is 
given by the ratio of the reactance of the shtmt arm divided by the square root of the 
product of the sum of the reactances of the same kind in each arm including the 
shunt arm, 

^ 

" V(xrT^j(x7T^)' 

(b) If the coupling circuit is drawn as a /7 section, the coefficient of coupling is 
given by the ratio of the susceptance of the series arm divided by the square root of 
the product of the sum of the susceptances of the same kind in each arm including 
the series arm, 

^ __ B„ 

A few examples will now be given to illustrate the procedure. From rule (a 
applied to Fig. 9.15, 

k = 



V(X^ + XJ(X, + X„) V(Lt + L„XL^ + Z,„) 
For Fig. 9.12 using rule (b) 



VCBi + Bj{B, + Bj V(crT*cj(c7+cj 

For Fig. 9.14 using rule (a) 
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k = ^Z*^- = / C1C2 

For Fig. 9.13 using rule (b) 

1/^" / ~" '" . 



k = 



It is sometimes helpful to make use of the obvious relationship in the form of k 
for the two types of circuit, by drawing dual networks and writing down the value of 
k for the duals as though capacitances were inductances and vice versa, e.g. the in- 
ductances of Fig. 9.13 are the duals of the capacitances of Fig. 9.14, and so the value of 
k is written down for, say. Fig. 9.14 and if k is required for Fig. 9.13 we merely sub- 
stitute the symbols Z-i La L„ for Ci C„. 

As a more difficult example the coefficient of coupling for Fig. 9 16(A) will be cal- 
culated. Firstly redraw the two coupled circuits as two T sections and then combine 
the two directly connected series arms. The complete coupling circuit now com- 
prises a scries arm Lj — Afi ; a IJ section made up from Mi, Li — Mi 
+ Lj' — M2, ; a series arm — M2. Transforming the 77 section to a T 
section and adding the two series arms of the previous circuit to the new series arms, 
we have a single T section in which the first series arm is 

MiiW - Ml + W - Af ,) , ^ Li(Li' + W) - Mi(Mi + M,) 
ZTTl? +Li-Mi = 

the second series arm is 

M,(Li' - Ml + L,' ^ M,) ^ ^ ^ La(Li' + L,') - M,(Mi + M^) 

Li L2' Li -I- L/ 

and the shunt arm is j—, — ■ — — ■ 

Applying rule (a), and writing L„ = Li' + L. 

k = 



MiM^ 



VLLiLm - Mi(Mi + M^) + MiM,][LiL„ - M,{Mi + M^) + MiM^] 

^ MiM^ 

V{LiL„ - Mi^XL,L„ ~ m7) 

Kk% 

" V(i - ki^w - k^^-) 
Ml 

where ki = , — and = 



As a further example a bridged T coupling section will be considered, made up 
from inductances bridged by a capacitance. This corresponds to the famihar case 
of a mutual inductance coupled transformer with added top capacitance coupling 
(e.g Fig. 9.16D) and also refers to any practical i-f transformer because of the presence 
of stray capacitance affecting the coupling between the primary and secondary wind- 
ings. 

The procedure in this case is to use rule (a) and determine the coupling coefficient 
due to mutual inductance (the inductances are considered as forming a T tietwork) ; 
call this km- Next use rule (b) to determine the coupling coefficient due to capacit- 
ance coupling (the capacitances form a 77 network) ; call this Then if the con- 
nections are such that the two forms of coupling aid each other, the resultant coupling 
coefficient is 

^ 1 "t" kmkc 

and if ^ 1 then 
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kj' = + kc (approximately). 
For the case of the two forms of coupling being in opposition 

^'^ = 1 - kjl, 

and if A„,/sc 1 then 

^7- ~ " i^c (approximately). 

The above expressions for kj, can be derived quite simply from data given in Ref. 
101, or directly using a similar method to that set out below. The results are most 
helpful in determining rapidly the effect of additional top capacitance coupling e.g. 
an i-f transformer is connected between the last i-f amplifier valve and a diode de- 
tector, and the a.v.c. diode is connected to the primary of the transformer in the usual 
manner. Then clearly there is top capacitance coupling added across the i-f trans- 
former due to the direct capacitance between the two diodes, and a knowledge of the 
.value of this capacitance will allow the added coupling to be taken into account when 
designing the transformer. If the capacitance value is not known its effect can be 
estimated when a response curve is taken. 

This method for finding kj can be applied in exactly the same way to a bridged T 
coupling network in which the two main series arms are inductances with mutual 
inductance coupling between them, the shunt arm is a capacitance and the T is bridged 
by a capacitance. 

An alternative procedure, and a most important one, for determining k will now 
be discussed. This method can be applied quite generally to determining coupling 
coefficients for J7 and T networks which have Z-iCi = L2.C1. The method is due to 
Howe and the reader should consult Refs. 99 and 100 for a more detailed explanation. 
This procedure uses the relationship 



where ajj is the higher angular frequency of free oscillation in the circuit and toj 
the lower angular frequency of free oscillation. 





<oi is calculated from Fig. 26.6A, which shows a symmetrical T network with mixed 
coupling, by considering the capacitors C to be charged as shown. During the dis- 
charge of the capacitors it is clear that Z-„C„ have no effect on the resonant frequency 
in this case, and 
= 1/LC. 

is calculated from Fig. 26.6B in which the capacitors C are charged as shown. 
In this case, when the capacitors are discharging, it is convenient to consider the 
shunt arm as being made up of two equal parts each carrying the primary and second- 
ary current alone ; the reactances of L„ and C„ being doubled to allow for the single 
current. Then 

1 



2L„) 



so that k = ^^^^ + LC + LC^ 

A somewhat similar procedure can be applied to a 77 network, or an equivalent T 
network can be found and the above procedure applied. 
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For cases where the sections are unsymmetrical some modification in the procedure 

is necessary. Taking the case of a T section using inductance coupling (with LiCj = 

LjCJ the shunt arm is replaced by two inductances (x^ and in parallel such that 

their combined inductance equals that of the shunt arm (L„) and such that the values 

selected will give equal res:onant frequencies for the two circuits 

Li + Xi d 
I.e. ~ ■ =-7^-- 

The case of capacitance coupling is treated in a similar way. The procedure is then 
exactly as before for the symmetrical coupling network. There would be little diffi- 
culty in extending this procedure to the case of the imsymmetrical T section using 
mixed coupling, but it is worth noting that numerical solutions are much easier to 
handle than a general algebraic solution even in the case of simple coupling. 

For the two mesh network just considered, using mixed coupling and in which 
LiCi F= LiCn it is usually simpler to use the relationship 

^ 1 i km^c 

as was done for the bridged T network. Taking the example just considered. 



and k-p = 



L 


+ L„ 
C 


C 


+ c„ 

Lm C 


L 


+ L„ C + C„ 


1 


L„C 


(L + L„)(C + C„) 



L„C„ + LC + LC 



exactly as before. 

It should be carefully noted that in all cases of mixed coupling the sign of I, „ is 
most important. For the example just given L„ was taken as being positive ; this 
is the case of the two forms of coupling being in opposition, and zero voltage transfer 
occurs when the shunt arm is series resonant. With /.„ negative the two forms of 
coupling aid each other and there is no series resonant frequency. The aiding con- 
dition, which is the one usually required, is possible only when the coupling between 
the two inductances is due to mutual induction, as a physical coupling inductance 
would act so as to oppose the capacitive coupling. 

The methods given so far, for determining the coupling coefficient, are useful for 
the types of circuit considered. However, it should be observed that they can be 
applied directly only to the following cases: 

(1) Circuits having coupling elements all of the one kind i.e. all capacitances or all 
inductances (simple coupling). 

(2) Ciroiits having mixed coupling in which the primary and secondary circviits 
are tuned to the same frequency. However, it is only necessary that Z-jCi = Z-aCj 
and the primary and secondary circuit elements need not be identical. 

Determination of k for the cases just stated usually presents little difficulty and is 
simplified by choosing one or other of the procedures outlined ; , these cases cover 
most practical requirements. A real difficulty does arise when the primary and 
secondary are tuned to different frequencies and the coupling is mixed. 

It may now be of interest to consider the procedure given below which makes use 
of the result obtained by Howe (Ref. 98) and follows from the definition that the 
coupling between two circuits is the relation between the possible rate of transfer of 
energy and the stored energy of the circuits ; by the possible rate of energy transfer 
is meant the rate of energy transfer in the absence of all resistance other than that 
utilized for coupling. 
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The definition leads to the relationship 
k 



where we have taken for our purposes that 

wi = 2n X resonant frequency of primary circuit with sec. o/c 

coj = Stt X resonant frequency of secondary circuit with pri. o/c 

£12 = voltage transferred from primary to secondary 

= Z„ for a primary alternating curreni of 1 amp. and angular frequency mi 
u 

E21 = voltage transferred from secondary to primary 

= Z„ for a secondary alternating current of 1 amp. and angular frequency 

21 

Wi = maximum energy stored in primary circuit for an alternating current 
of 1 amp. 

Wi = maximum energy stored in secondary circuit for an alternating current 
of 1 amp. 

This method can be applied to any two oscillatory circuits coupled together in any 
maimer, when all the elements are linear and bilateral. 

As a simple example consider the case covered previously of an unsymmetrical 
T section of inductances. Then 

Zm = '"l-i-m j -Zm = "'2-i'm 5 Wi = + Z,„ J = L, + L„ 

12 21 



and k = / 1 7z — -r^7^ 



exactly as before. 



It can be seen that the primary and secondary frequencies need not be considered 
in cases of this type involving simple coupling only. 

Now consider an unsymmetrical T section with mixed coupling, and different 
primary and secondary resonant frequencies : 



12 



a),C„ 

1 / IN 

Z„ — co^L^ — — ^ = <i>AL„ — — 77^1 
21 oi^C^ V w-^'v^y 

1^2 = La + L„ 

/(L.--^)(L„--vy 



and since 



Ci + Cm 



m 

the expression for k c an be rewritten as 



It should be carefully noted that the wi and £02 used here are not the same as found 
previously for the natural resonant frequencies of the coupled circqits. 
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If now we take = = L and Ci = C« = C, 

= (L + L J(C + CJ ■ 
Since this case corresponds to that used in connection with Figs. 26. 6A and 26.6B 
it would be expected that the results would correspond. However, it is seen that 
there is an additional term L„,C in the denominator of the second solution. This is 
explained by the method used for determining coj and ojj in the latter case, and so 
the method as given here cannot be considered exact. The approximation involved 
in this particular example is that the result is equivalent to 

km ± k, 

k-p = km i kc and not kj. = - — — ~t — - ■ 

This is seen quite readily because 

_ L. _ C 

~ Z. + Z.„ ' *° " C + C„ 

Z,„(C + CJ - C(L + _ L^Cm - LC 
and 5o ^ ^^^^^ ^ ^^^^^ ^ 

which is the result just obtained. 

A rather similar difficulty occurs when determining the central reference frequency 
for the transformer of Fig. 26.2. The angular frequency (cu) is determined exactly 
as above by considering the secondary on open circuit, and for this case 



-J 



2 

where oij and oj^ are now determined in the same way as for Figs. 26.6A and 26. 6B. 



SECTION 5 : VARIABLE SELECTIVITY 

(i) General considerations (ii) Automatic variable selectivity. 

(i) General considerations 

Any method giving variable-coupling may be used to provide variable selectivity. 

Variable-coupling by means of pure mutual inductance is the only system in which 
mistuning of the transformer does not occur without introducing compensation of 
other component values. As the coupling is increased above the critical valuei the 
trough of the resonance curve remains at the intermediate frequency (Ref. 8). 




fo 

FrG.26-7 



With any other type of coupling which has no mutual inductance component, one 
of the two humps remains at the intermediate frequency. The mistuning is then 
half the frequency bandwidth between humps. 

The method of switching tertiary coils approximates *far more closely to the curve 
for pure mutual inductance (M in Fig. 26.7) than it does to the other curve. The 
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tertiary coil may have no more than 5% of the turns on the main timing coil and less 
than 0.5% ratio of inductance. The symmetry of the overall selectivity curves is 
usually good. 

Variable capacitance coupling may be used and the coupling capacitor may be either 
a small capacitor linking the top end of the primary to the top end of the secondary 
or it may be a common capacitor in series with both primary and secondary circuits. 
This latter arrangement is commonly known as " bottom coupling." 

For " top coupling " very small capacitances are required and the effect of stray 
capacitances is inclined to be serious, particularly in obtaining low minimum coupling. 
It may be used, however, with a differential capacitor arrangement whereby con- 
tinuously variable selectivity is obtained (Refs. 41, 42). The differential capacitance 
in this case adds to or subtracts from the capacitance in the primary and secondary 
circuits to give the requisite tuning The disadvantage of this arrangement is that 
sufficiently low minimum coupling is very difficult to obtain and the capacitor is a 
non-standard type. 

" Bottom coupling " has results similar to " top coupling," but is easier to handle 
for switching and also has advantages for low coefficients of coupling. A two or three 
step tapping switch may be used to give corresponding degrees of bandwidth pro- 
vided that simultaneously other switch contacts insert the necessary capacitances in 
the primary and secondary circuits, for each switch position, to give correct tuning. 




TWO POSITION SCLECTIVITV FIG. 25. 7A 

One such bottom coupling method which requires the minimum of switching for 
two degrees of coupling is shown in Fig. 26.7A (Ref. 42a). The two coils Ly and 
should each be in a separate shield can. With switch Sy in the position shown, the 
selectivity is broad ; in the lower position the selectivity is normal. Capacitances 
as shown are only illustrative. The same principle can be used for three values of 
coupling, using seven capacitors. 

In most cases, the second i-f transformer is slightly under-coupled and its peak is 
used to fill in the " trough " between the peaks of the first transformer in its broad 
position. 

A wide variety of circuit arrangements for obtaining variable selectivity has been 
described in the literature. Design methods and practical constructional details 
for many of these can be found in the references listed at the end of this chapter. 
Further discussion is also given in Chapter 11, Sect. 3(iii). 

(ii) Automatic variable selectivity 

Automatic variable selectivity allows the bandwidth of the i-f amplifier to be varied 
with signal strength, the pass band being a maximum for the strongest signal. 

Many types of circuits have been developed using variable circuit damping, varying 
coupling reactance and circuit detuning. A number of the circuits are not very 
practical arrangements since they involve the addition of a number of valves whose 
sole function is to provide variable bandwidth. 

One interesting circuit arrangement (Ref. 46), which does not require any additional 
valves, is shown in Fig. 26.8. 

To understand the operation of the circuit it is first necessary to consider what 
happens in an ordinary mutual inductance coupled transformer. It is well known. 
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when two circuits are coupled together, that there is a back e.m.f. induced in the 
primary winding from the secondary which will have a marked effect on the magni- 
tude and phase characteristics of the primary ciurrent as a function of frequency. 
The primary current response curve exhibits a double peak at values of k even less 
than critical, because the back e.m.f. represents a voltage drop that decreases rapidly 
on either side of the resonant frequency. Double peaking of the primary current is 
masked in its effect on the secondary current by the selectivity of the secondary circuit. 
When the coupling exceeds critical (actually transitional) coupling the secondary 
current exhibits two peaks, but to a lesser extent than the primary current. 



If the magnitude of the counter e.m.f, is increased by increasing the mutual in- 
ductance, and at the same time a voltage of almost equal magnitude and opposite 
phase is added in series with the primary circuit, a single peak of output current can 
be obtained in the transformer secondary. The additional series voltage, so intro- 
duced, will increase the stage gain and selectivity from the condition which existed 
prior to its introduction ; in our case the prior condition is that the stage gain is less 
and the secondary current has two peaks, i.e. the transformer is initially over-coupled. 

In the circuit of Fig. 26.8 the valve performs the dual functions of amplification 
and production of the series voltage to be added to the primary circuit. A resistance 
in the cathode of produces an a.c. voltage drop, which is proportional to the 
of the valve and the secondary current of the transformer ; this voltage drop across 
the cathode resistor is the one applied back to the transformer primary. When a 
strong signal is being received a.v.c. will increase the bias on the grid of Fa and so its 
gm is reduced. When the ^„ (and consequently the voltage drop across the cathode 
resistor) is sufficiently small, peak separation is obtained ; the width between the 
peaks depending on the value of mutual inductance. Weak signals reverse the pro- 
cess and narrow down the overall response ciu've. 

A quantitive analysis (setting out design data and instability conditions) is given 
in the Ref. (46). For the circuit of Fig. 26.8 the peak separation is given as 8 Kc/s 
foi an i-f of 450 Kc/s. Other designs are shown for peak separations of 15 Kc/s 
and also for obtaining two position automatic selectivity ; the latter arrangement 
necessitates the use of a relay. 

Other types of automatic selectivity are discussed in the references listed. 



SECTION 6 . VARIABLE BANDWIDTH CRYSTAL FILTERS 



(0 Behaviour of equivalent circuit (it) Variable bandwidth crystal filters (Hi) De- 
sign of variable bandwidth i-f crystal filter circuits {A) Simplifying assumptions (B) 
Gain (C) Gain variation with bandwidth change (D) Selectivity (E) Crystal constants 
(F) Position of filter in circuit (G) Other types of crystal filters (iv) Design example. 

(i) Behaviour of equivalent circuit 

Fig. 26.9 shows the generally accepted equivalent electrical circuit for a quartz 
crystal of the type used in the i-f stage of a communications receiver. 




FIG.26-S 



AV.C. 

AUTOMATIC SELECTIVITY ARRANCEMENT 
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In this network suppose we consider that R is zero, then between terminals 1 and 2 
there is a reactance 

t}L — l/o>C 

(28) 



X = 



When «.L 
When 



4- - iih ^ h)] 

= 1/ wC the reactance is zero and the circuit is series resonant. 

= — ( -TT + —pr I the reactance is infinitely large, and the circuit is 

a> \Ci Go/ 



parallel resonant (anti-resonant). 
The difference in frequency between /, and /, is given approximately by 

'^ = S-j'- 

From the values of the 455 Kc/s crystal constants which are given in (iii)E below, 
it will be seen that Af is about 250 c/s in a typical case. 

The presence of R will slightly modify the conditions for which parallel resonance 
occurs. For our purposes the conditions given are near enough. 

It should be clear from the circuit that the parallel resonance frequency (/,) will be 
higher than the series resonance frequency (/,). For frequencies above /r the resultant 
reactance due to L and C in series is induaive, and this is connected in parallel with a 
capacitive reactance due to C,. A typical curve of output voltage versus frequency 
change, for this type of circuit, is shown in Fig. 26.10. 

If the value of Co could be altered as required, then the position ot f„ would be 
variable. Suppose by some means we are able to connect a negative capacitance 
Cjf (or a parallel inductance will give somewhat similar resxilts) across Co ; then the 
value of the capacitance shunted across the series circuit will be 

C = Co - C^. (29) 




3UT 



ELECTRIC CIRCUIT REPRESENTATION 




riG. 26.9 



OF QUARTZ CRYSTAL 



fr fp 

FREQUENCY — ^ 
FIC.26-10 RESPONSE CURVE FOR 
CIRCUIT or FIC. 



From this, it follows that C can be reduced from its initial value of Co (when Cf, is 
zero) tmtil it becomes zero, and Cf, has then exactly neutralized Co. The response 
curve would now be that for the series circuit (made up from L, R and C) alone, which 
behaves as a pure series resistance at If the magnitude of 

C^ is further increased, 

then C becomes negative and the series circuit is shunted by a negative capacitance ; 
which is equivalent to shunting an inductance across the series circuit (which behaves 
like a capacitive reactance for frequencies below /,). This means that the parallel 
resonance frequency (/p) will now be lower than the series resonance frequency (fr)- 
Any frequency above or below the series resonance frequency can now be chosen as 
the rejection, or parallel resonance, frequency and the current through the circuit, 
at this point, will be reduced ; the values for /„ and the current depending on the 
circuit constants. 

To achieve the variation in C the circuit of Fig 26.9 (i.e. the crystal) is incorporated 
in the bridge circuit of Fig. 26.11, in which Cjf is made variable to achieve the results 
discussed. In this circuit Zi is the load impedance ; Z, is the impedance of the 
voltage source ; Zi and Zi are any two impedances used to make up the resultant 
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bridge circuit. It will be realized that the presence 
of Z a and would have some modifying effect on 
our previous discussion, but the general principles 
remain unchanged ; these impedances will be taken 
into account when the design of the crystal filter 
stage is carried out. 

The arrangement of any practical circuit using a 
single crystal can be reduced to the general form of 
Fig. 26.11. 

Two typical circuit arrangements are shown 
in Fig. 26.12. Fig. 26.12(A) shows that Zj and 
Zi are obtained by using two capacitances and Cj for the bridge arms. Fig. 12(B) 
uses a tap on the i-f transformer secondary (Li and La) to obtain the bridge arms 
Z, and Z2. 

In any circuit arrangement such as those shown, the best overall selectivity is ob- 
tained when C is zero (i.e. = Co). Under this condition, if the circuit is de- 
signed with some care, the response curve of output voltage with frequency change 
will be reasonably symmetrical. If C^^ is varied to place/, above or below /„ although 
we may improve the selectivity (and so the rejection) against ari unwanted signal at 
/),, the resonance curve is no longer symmetrical and the selectivity is decreased on the 
opposite side of the curve. 



ric.26-ll CIRCUIT ARRANCEWCNT F.OR 
VARYING C'^-Cg-Cf^) 




-F TRANS. 




.-F TRANS. ^ Cm 

(a) (a) 

nG.a6.l2 PRACTICAL CIRCUIT ARRANGEMENTS FOR QUARTZ CRYSTAL 
FILTERS 

(ii) Variable bandwidth crystal filters 

It is often necessary, in practical receivers, to have means available for varying the 
bandwidth of the crystal filter circuit. This can be achieved in a number of ways, 
such as detvming the input and (or) output circuits or varying their resonant im- 
pedances. Also, as well as having variable bandwidth it is desirable that there should 
not be appreciable change in stage gain as the bandwidth is altered. Further, the 
overall response curve of voltage output versus frequency should remain as sym- 
metrical as possible with changes in bandwidth when the bridge circuit is arranged so 
that Co is neutralized by Cf^. 

To fulfil all of the conditions above, a simple solution is to use a tuned circuit as 
the load for the filter circuit, and to alter its dynamic impedance by switching-in 
either series or parallel resistors. Simple detuning of the input circuit, or the output 
circuit, is not very satisfactory and the best results can only be achieved by detuning 
both the input and output circuits in opposite directions by an amount depending 
on their relative Q's. (For a description of circuits using the latter method see Refs. 
48 and 63). To obtain constancy of gain it is necessary that the voltage source im- 
pedance be low, and this again suggests the switched output circuit when the band- 
width is to be varied. The choice of series or shunt resistors to alter bandwidths is 
largely bound up in stray capacitances across switch contacts and the resistors them- 
selves ; careful consideration here suggests that resistors in series with the inductor, 
or the capacitor, of the tuned load will probably give the least detuning effects. Un- 
less the values of the tuning capacitances for the input and load circuits are fairly 
large, alteration of Cjy will have some appreciable effect on the resonant frequencies 
of these circuits, giving rise to asymmetry of the response curve and loss in sensitivity. 
This effect can sometimes be overcome, partly, by the use of a differential type of 
neutralizing capacitor. However, circuits using this arrangement should be care- 
fully examined as usually there are still some detuning effects. For most practical 
cases it is sufficient to choose suitable values of tuning capacitance, particularly when 
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operation is confined to an i-f of 455 Kc/s, and to tap down on the circuit when this 
is possible. 

Two other points are worth mentioning. The first is that the crystal stage gives 
high selectivity around resonance, but the " skirt " selectivity may be quite poor ; 
for this reason the other stages in the receiver must provide the additional " skirt " 
selectivity required. In addition, good " skirt " selectivity is a requirement of the 
i-f amplifier to minimize any possible undesirable effects which may arise because of 
crystal subsidiary resonances. The other point is that having Cy as a variable control 
is not necessarily a great advantage, and simpler operation is obtained when Cj^ can 
be pre-set to neutralize Co. This cannot be done with all types of variable bandwidth 
circuits, since the conditions for neutralization may be altered as the bandwidth is 
changed. 

(iii) Design of variable bandwidth i-f crystal filter circuits 
(A) Simplifying assumptions 

From Fig. 26.11, when a capacitance balance is obtained as far as C„ is concerned, 
C,{ZJZ,). (30) 

Since Co is generally about 17 fi/xF it is convenient to make Z^ = Z^. Also, 
must have very low losses if the attenuation at the rejection frequencies is to be high. 
The general design will call for all capacitors to be of the low loss type. When the 
condition of eqn (30) is fulfilled, the equivalent circuit reduces to that of Fig. 26.13(A). 




EQUIVALENT CIRCUITS FOR CRYSTAL FILTER WHEN Cq-C^ 



For purposes of analysis it is convenient to rearrange Fig. 26.13(A) as shown in Fig. 
26.13(B), and, if we take Zj = Z^, the value of Z\ will be a quarter of the total dynaraic 
impedance of the secondary circuit of the i-f input transformer. will be half 
the voltage developed across the two series capacitors tuning the i-f transformer 
secondary. 
(B) Gain 

First we will derive an expression for the overall gain of the i-f stage. 
From Fig. 26.13(B), 

E„ 

E\ 

where 



h (3r, 

Z, + z\ + z, 

output voltage across load circuit applied to grid of following i-f am- 
plifier valve 



Z\ = 

z, = 



load impedance 

voltage source impedance 

crystal impedance (Co neutralized) 




FIG. 26 (4 CIP.CU\T FOR DETERMININO.ts 



= i? at resonance (i.e. i-f) 
and = available voltage developed at tap on input i-f transformer secondary. 

To compute the complete stage gain we must now consider Fig. 26.14. Here, 
since we requ're maximum gain, a critically-coupled transformer is connected to a 
voltage amplifier valve (Vj) whose grid to cathode input voltage is E ,. Then since 
H's is half the total voltage appearing across and C™ 

E'. ^ '''' 



1054 



(iii) DESIGN OF VARIABLE BANDWIDTH 



26.6 



where g„ = mutual conductance of Vi 
oiq = 27r X i-f 

and L, ='\/l]lI (always provided that LiCi = h^Ci). 

Combining eqns. (31) and (32), the gain from the grid of Vi to the grid of the next 
amplifier valve (Vj) is 

Stage gam = £"7; x — = =U, + Z'. + Z jl^" J ^''^ 

Eqn. (33) gives a great deal of information about the circuit. For constancy of gain, 
it follows that should be very much greater than (Z', + Zj,). Since Z^ (or R 
at resonance) cannot be altered by the receiver designer, it is necessary to make Z' , 
as small as possible. However, as Z', is made smaller the overall gain will be affected 
since it is a centre tap on the output of the input i-f transformer. The maximum value 
for Zj- will be limited by the maximum bandwidth requirements, and the permissible 
values of circuit constants. The other factors affecting gain are Q and L. For 
a given valve under a fixed set of operating conditions, is practically outside the 
designer's control ; the value of Z.(=V LiL^) is made as large as possible consistent 
with the requirements of minimum permissible tuning capacitance ; Q —■s/ QiQ^ 
is adjusted so that Qi is made as high as possible, and since we desire Z', to be low a 
suitable value is selected for Q^. The method of determining Q has a large effect 
on the stage gain which can be obtained, as will be seen later in the illustrative example. 

(C) Gain variation with bandwidth change 

For constancy of maximum gain at /o (i.e. the i-f) it has been suggested that Z', 
should be small. There is a limit, however, to the minimum gain variation that can 
be obtained for a given change from maximum to minimum bandwidth. From the 
preceding equations it may be deduced that the maximum stage gain (A„„i) is ob- 
tained when the bandwidth is greatest, and the minimum gain {A „j „) when the band- 
width is least. This limit in gain variation (since R for the crystal is fixed) is the con- 
dition for which the voltage source impedance (Z's) becomes zero, which occurs when 

A max ^tJJ^T^ ~ R^ ^^'^^ 

where R^,^ = total series resistance (at /o) when the bandwidth is least 

(= + Z', + Z^ ; in which Z^ has its smallest value) 
and Rj,^ = total series resistance (at /o) when the bandwidth is greatest 

( = R + Z's + Zj ; in which Z^ now takes up its largest value). 
To determine the voltage source impedance (Z',) for the usual condition where 
Z' g is not zero, we use 

Rr^(Rr^ - R) - a/?^ (i?^ - R) 

= Rr - ^Rr ^^'^ 

which, for convenience, is rewritten in terms of eqn. (34) as 

2-, ^ «o — a 

' "^0 °t (35A) 

Rr - R Rr ~ R 

where R^^ and Rj. have the values given immediately above, 
R = equivalent series resistance of crystal 

and a = — — — = gain variation desired, and must always be less than one. 

^ max 

If a value is selected for Z'^ then 
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(D) Selectivity 

Selectivity around resonance can be calculated by the methods to be outlined, but 
for most purposes it is sufficient to determine the bandwidth for a given attenuation 

at the half power points (3 db attenuation or 1/^/2 of the maximum voltage output) 
on each of the required selectivity curves. 

Considerable simplification in the design procedure is possible, if the bandwidths 
fcr 1 db attenuation (or less) are known. In this case it would be sufficiently accurate 
to take Zj^ and Z, equal to their dynamic resistances at resonance, at least for most 
practical conditions, without introducing appreciable error. The advantage obtained 
being that, in what follows, = R't and Rr = R'r for all conditions. The 

-'l ^ 1 -'2 -'2 

value of Q J. would be given by Qj, = f„/iAf for 1 db attenuation, and this expression 
would be used in place of eqn. (38). However, the procedure given is more general 
and there should be little difficulty in applying the simplified procedure, if necessary. 
Further the method given illustrates (in reverse) how the bandwidths near resonance 
can be calculated for various amounts of attenuation. 

To determine the bandwidth at the half power points proceed as follows : first 
it may be taken that the equivalent inductive reactance of the crystal is very much 
greater than the inductive reactance of the load and source impedances. Also, pro- 
vided the variations in gain are not allowed to become excessve, at and near resonance 
the value of Z', is very closely R\. For very narrow bandwidths, near resonance, 
it is also sufficiently close to take Z^ — Rj^; for large bandwidths the resistive com- 
ponent {Rj) of Z at the actual working frequency will have to be found. From these 
conditions, we have 

rTj^ + R', + R ^ ^ co,CR\ ^^'^^ 

where — the equivalent Q of the circuit of Fig. 26.13(B) 
L = equivalent inductance of the crystal 
C = equivalent series capacitance of the crystal 
R = equivalent series resistance of the crystal 
R^ = resistive component of Z^, the load impedance, at the frequency being 

considered (= at resonance) 
R' , = resistive component of Z', the voltage source impedance 
R'j. — R^ + R' s + R = total series resistance at frequencies away from/o 
(for very narrow bandwidths Rj^ ^ Zj^ and R'j. R^,^ 

and o),, = 2ir X /,, (where /o is the i-f). 

From the principles of series resonant circuits we know that the total bandwidth 
(2/1/) for the half power points (3 db atten.) is given by 

2Af = f,/Q,. (38) 

It follows from eqns. (38) and (37) that for large bandwidths should be small 
and so R'j, should be large. For narrow bandwidths the reverse is true, and the 
limiting case for the narrowest bandwidth would be when R'f = R (i.e for the crystal 
alone) ; a condition impossible to achieve in practice because of circuit requirements. 

Since (Z'j + R) for constancy of maximum gain at /», under conditions of 

varying bandwidth, it also follows that Q ^ will mainly be determined by the magnitude 
of the resistive component of the dynamic impedance of Z^. 

Some additional selectivity is given by the input i-f transformer, and for more 
exact results the attenuation for a particular bandwidth would be added to that found 
for the crystal circuit. This additional selectivity is usually negligible around the 
" nose " of the resonance ciurve, but can be determined from the universal resonance 
curves of Chap 9 Sect 10, evaluating D and b for unequal primary and secondary 
Q's (Qi and Qa) and noting that Q in these expressions is 

The resonance curve for the complete circuit is seldom necessary for a preliminary 
design. The procedure is rather lengthy but not very difficult. First it is necessary 
to find the resistive component of Z^ (i.e. Rj) at frequencies off resonance. This is 
carried out from a knowledge of \Zj \{= Z j) at resonance, and by determining the 
reduction factors from the universal selectivity curves. iVIultiplying |Z^ | by the 
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indicated attenuation factors gives the required magnitudes of load impedance ]Z'^|. 
To find the resistive component, values of 6 corresponding to the various bandwidths 
(and values of are read from the universal phase-shift curves of Chapt. 9 Sect. 10 

Then 

Rj^ == \Z'j^\ cos 9. (39) 
The resistive component oi Z\ can be found in a similar way from 

R\ — Z's cos <^ 

but since the impedance of Z'j is generally small, and the circuit relatively unselective, 
R\ can often be taken as equal to Z\ for a limited range of frequencies near resonance. 
When Z\ is very low, it can be neglected in comparison with Rj^ R. 

Then, since the resistance (i^) and the inductance (i) of the crystal are known, 
eqn. (37) can be applied to determine the values of Q^. corresponding to the various 
bandwidths. (Strictly /„ would be replaced by the actual operating frequency off 
resonance, but this is hardly necessary). 

Knowing the different values of and since the bandwidths corresponding to 
each Q j. value are known, the various points for the complete selectivity curve can be 
found from the universal resonance curve for a single tuned circuit (it is unimportant 
that this is for a parallel tuned circuit rather than a series tuned circuit, since the 
conditions for parallel and series resonance are practically the same provided the Q 
is not less than about 10 ; there is, however, a reversal in sign of the phase angles 
for the two cases). Additional selectivity due to the input transformer can be taken 
into account if this degree of accuracy is thought to be necessary. 
(E) Crystal constants 

Before a complete design can be carried out, some data on the equivalent electrical 
constants of the quartz crystal must be available. In most cases details can be ob- 
tained from the crystal manufacturer. 

Typical values for the electrical constants of 455 Kc/s quartz crystals widely used 
in Australian communications receivers are : 

R = 150013 ; C = 0.018 j Co 17 n^F. 

The crystals are a special type of X cut bar and have no subsidiary resonances for a 
range of at least ± 30 Kc/s from They are approximately 20 mils (0.02 in.) thick, 
J in. wide, |- in. long and are mounted between flat electrodes with an air gap not 
greater than 1 mil. (0.001 in.). 



(A) 









o- 

05C. 

o- 


_^ ^oi r- 

> VERY LOW < 
S'*^RCS15TANCE-^> 

^ -X 


-O 

VTVM 






-o 



FIG. 26-15 approximate: METHODS FOR DETERMINING EQUIVALENT 
CLCCTRJCAL CONSTANTS OF QUARTZ CRYSTALS 



If the required data cannot be obtained, then details of methods for measuring, 
firstly, the value of Q for the crystal, can be found in Ref. 65. The experimental 
set-up is shown in Fig. 26.15(A) and Q is found from 

O = /— (40) 

where /r = series resonance frequency 

/„ = parallel resonance (or antiresonance) frequency 
Er = voltage across terminating resistance at series resonance 
and = voltage across terminating resistance at parallel resonance. 

A knowledge of Q will allow the filter circuit to be designed, but if values for C 
and Co are required these can be readily measured (Ref. 64) by using the arrangement 
of Fig. 26.15(B) and the relations 

C ~ fv,\^ 
-\-^) (41) 



+ Co V 
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and 



where 



fv A 



series capacitance of crystal 



(42) 



and 



fr 

fnA 



Co = shunt capacitance across crystal due to holder etc. 
/p and/j, = parallel resonance frequencies of combined circuits. The com- 
bination has two parallel resonance frequencies, one above and 
one below 

series resonance frequency, measured with combined circuit, 
parallel resonance frequency of circuit i^C^ alone. 
Co is determined by disconnecting the crystal and adding capacitance to L^fC^ 
to retvme the circuit to the frequency/,. 

(F) Position of filter in receiver 

In most receivers using crystal filters at least two i-f stages are included, since the 
gain of the crystal stage is usually well below that for a normal i-f stage. Low stage 
gain immediately after the converter valve may have an adverse effect on signal-to- 
noise ratio, and it is sometimes preferable to place the filter between the first and second 
i-f voltage amplifier valves ; however, it is fairly common practice to place the selective 
crystal stage immediately after the converter to reduce the effects of spurious responses. 

It would not be satisfactory to place the filter between the last i-f valve and the 
detector because of the low impedance of the load in this case. 

Since it is common practice to incorporate at least one r-f stage in receivers of the 
type mentioned, it is unlikely that effects such as possible deterioration in signal-to- 
noise ratio would be of any consequence. However, good design suggests at least 
two i-f stages plus one or more r-f stages, depending on performance requirements. 

(G) Other types of crystal filters 

There are several types of crystal filters suitable for use in radio receivers other 
than the simple bridge circuit, to which attention has been confined. Typical ex- 
amples are double-crystal and bridged T filters. These circuits are characterized 
by having two rejection frequencies, usually placed with geometric symmetry about 
fr. Details can be found in Refs. 49, 54, 55 and 61. 

Resistance balancing is sometimes applied to the complex types of crystal filters 
to increase attenuation at the rejection frequencies. This method has also been 
applied to wave filters using LC circuits only. Details are given in Refs. 59, 60 and 61. 

(iv) Design example 

Using the constants for the 455 Kc/s crystal given in (E) above, it is required to 
design a crystal filter circuit to have a total bandwidth (2Af) for 3 db attenuation. 




fly 

ISELECTIVITY 
CONTROL 



V|,V£ TYPE 6SK7 

Rv'O-'^oan (rOR bandwidths stated) 

LL*0ba6mH Ql"I40 
L|='4-9TnH Q| = I40 

k(. = 0-234 ft5=24S0n 
Cp=25ppF (including 5TRAVS) 

nc 2516 CRYSTAL FILTtB CIRCUIT DESIGNED FROM ILLUSTRATIVE EXAMPLE 



which can be varied from 200 c/s to 3 Kc/s. The variation in maximum stage gain 
should not exceed about 2 db (± 1 db about the average gain) but it is desirable to 
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keep the stage gain as high as possible, consistent with stable operation with varying 
signal input voltages (i.e. large detiming of the i-f circuits should not occur when the 
signal voltages vary over a wide range). 

To make the problem completCj it will be assumed that the filter is connected be- 
tween two type 6SK7 pentode voltage amplifier valves. The complete circuit is 
shown in Fig. 26.16. 

(1') Since = and Co 17 let us select a suitable capacitance range 
for Cjf. The smallest residual capacitance for Cj^ will be about 3 /i/iF. From this, 
we have to increase a further 14 fi^tF to neutralize C^. In addition, it is desired 
to move the rejection frequency (/,) below /„ so that it is reasonable to allow Cj, to 
increase at least a further 14 /i/xF. The total increment in Cjy. is thus 28 /xfiF ; which 
gives a range of 3 to 31 /x/iF j for convenience this is made, say, 3 to 35 (or what- 
ever is the nearest standard capacitance range). 

(2') From eqn. (38) : 

for 200 c/s total bandwidth, and 3 db attenuation, 
= 455/0.2 = 2275 ; 

for 3 Kc/s, 

Q^^ = 455/3 = 151.6. 
(3') From eqn. (37) (and C = 0.018 ^^/nF) 

^1 ~ 2275 X 27r X 455 x lO'' x 0 018 ~ ^^^^ ^ 

8550 X 2275 
and R't = = 0.128 U.Q. 

So that (since K = 1500 Q) 

+ z\ = 8550 - 1500 = 7050 Q 

r' + Z', = 0.128 - 15 X 10-3 = 0.126 

For narrow bands of frequencies, jR^^ ^ Z^, and we may write 

R'r = Rt and 2, 4- 7.', ^ 7050 O. 
'1 ^1 

(4') To find Z^^. It should be clear, from the values just given (Z', remains 
unchanged) that for fairly large bandwidths 
Rl, > Z',. 

Assume that, for the load circuit, = 140. Then by calculation, or from the 
universal resonance curves, we have for a single tuned circuit and a frequency of 
455 Kc/s, 

at resonance 

= 1.37. 

Also, the phase shift 0 = 42° 43'. 

Using these factors in conjunction with eqn. (39), 

17' I = ^ = HHi 

' ■'z' cos 6 0.735 

and so 2, = -^^7r=5?^ = 0.235 U.Q. 
^2 0.735 

(If the maximum bandwidth required is too large it will be found that Z , cannot 

be obtained with ordinary circuit components). 
From this, since = Q^co|,L^, 

0.235 X 10' 

= i4^Tr^;ro:455 = "-^^^ 

. r> 25 330 

^ ^ 0.455 ^ X 586 ^ '^'^'^ ^^^^ below). 

(5') If it is possible to make Z^ higher than 0.235 megohm then a voltage step-up 
is possible using the arrangement of Fig. 26.17, which also reduces detuning effects 
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when Cff is varied. Good circuit stability (which requires a large value for Cj) is 
most important since the circuit bandwidth and gain are very critical to detuning. 
The main causes of detuning are capacitance changes at the input of V, due to grid 
bias variations, and resetting of ; this latter capacitance change is offset, to some 
extent, in the alternative circuit since it appears across only part of the tuned circuit 
capacitance. Any form of tapping down is helpful in reducing detiming variations 
due to Cjy, but this is limited by the impedance required for the filter load circuit. 



X 



Fig. 26.17. Alternative load circuit 
for crystal filter stage. 



FIG. 26.17 



Methods of reducing detiming effects are discussed in Sect. 7(ii), and could be 
applied here to offset changes in valve input-capacitance. Connecting the grid to a 
tap on the tuned load is an obvious means of reducing the effects of valve input- 
capacitance variation. This method involves a loss in gain, but this is not necessarily 
serious as in some receivers the total gain is more than can usefully be employed. 
The actual fixed capacitance for is found approximately as follows : 
Valve input capacitance = 6.5 n/iF 

Strays across coil + wiring etc. = 8.5 jt^xF 

Cjy + C„ = 2C„ = 2 X 17 =34 fijxF (when Co is neutralized by 

Total strays =49 /ifiF 
Fixed capacitance req. = 208 — 49 = 159 /x^F (say 160 m/^F)- 
(6') From eqn. (34) ; and since Rj. = 8550 Q and 

Rj. = 0.237 M.Q (approximately ; i.e. Z, + R), 



0.237 (7050) 



= 0.83 



» 8550 (0 235) 
(which shows that the gain variation is practicable). 

Then, since a = 2 db down = 0.794, we have from eqn. (35A) 
0.83 - 0.794 0.036 x 7050 



Z'. = 



0.83 



0.794 



0.83 



-= 306 O, 



so that Z, 



7050 
= 4Z', 



0.235 X 10" 
= 1224 Q. 



(7') To determine the approximate range of the selectivity control R«. For maxi- 
mum bandwidth /?« = 0. For minimum bandwidth, since Zj^^ (= -Rij) = '''•^^O — 
306 = 6744 Q, 



tlien Q. = 



and R\ = 



0^ T 



6744 _ [This is an approximation only ; see end of 
step (8')] 



= 420 Q. 



1680 
168 0 
4~ 

Resistance already in circuit when Q is 140, is 

= 12 Q. 

408 Q. 



Range of i? „ required is from 0 
This is the range if is connected in series with L^. If /? „ is to be connected in 
series with the capacitive arm of Z^ it should be realized that it would actually be in 
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series with the fixed capacitance of 160 fif^F only, and not the total capacitance, so 
that new values for the range of i?„ would have to be calculated in this case. 

(8') The design of the input transformer is the next step. For maximum gain the 
transformer will be critically-coupled (this term is hardly a correct one in the design 
which follows and for this particular case it might be preferable to use other methods). 

Consider first the secondary circuit. The total secondary capacitance, if we select 
100 fifiF capacitors (connected in series) for the ratio arms of the bridge circuit, will be 
100/2 + 14.5 = 64.5 fiiiF. The 14.5 ^l|^F represents the approximate total for 

— |- ^"^4 — ~ (since Cy = Co) = 8.3 /x/iF plus an allowance of 6 fi/iF 

for coil and circuit strays. 

Then the apparent secondary inductance required is 
25.33 

= 0.4553 X 64.5 = 1-9 mH. 
From step (6') above, Zg = 1224 S3. Since critical-coupling (see remarks above) 
will halve the actual value of Qj, we must use an uncoupled value for Z, of 2448 O. 
This allows us to determine the uncoupled secondary magnification factor 
2448 2448 

2^ = i;;!; = 5440- = 

Because of the low value for Q2, the condition of ojo^LsCj = 1 is no longer suffici- 
ently accurate. For cases such as this, where Q is less than about 10, proceed exactly 
as before but modify the value of L„ by a factor QV(1 + Q^)- This gives the true 
condition for resonance (unity power factor) if Q is assumed constant and Lj is variable 
as it will be in most i-f transformers of the type being considered. The actual value 
required for L2 is now 



r 0.452 1 

(actual) = ^■^Ir^f^.j = 0.32 mH. 



(9') Since the secondary Q is very low, and L2 is fixed by other considerations, it 
should be clear that if we require reasonably high stage gain the primary Q ( = Qi) 
and the primary in ductance Lj should be as high as possible ; since this will allow 
QL ='\/ QiQiLiL^ to be increased. 

As the minimum capacitance across will be about 25 njxF (valve output 4- strays, 
which will be fairly high for a large winding), then it is possible to make 
25.33 

^> = 0455^^^ = "^H. 
Of course, it may not be advisable to resonate the primary with stray capacitances 
only, but there are practically no detuning effects present (except those due to tem- 
perature and humidity variations). The possibihty of instability must not be over- 
looked, however, when the grid to plate gain is high, and for the case given it would 
probably be necessary to neutralize the i-f stage or to reduce the gain by increasing 
the capacitance value above 25 fif^F (and so reducing L^). However, will be made 
large here to illustrate the design procedure to be adopted in cases such as this, where 
Li is not equal to and also to bring out an additional useful point which could be 
overlooked in connection with the design of a.v.c. systems ; see Chapter 27 Sect. 3(xv). 

(10') Assume that unloaded Q values of 140 for the primary and secondary can be 
obtained. The plate resistance (r J for type 6SK7 is 0.8 MQ for a set of typical 
operating conditions. Then the actual value of is 

„ ^ gur, 140 X 0.8 _ 

Quo^t.L, + r, ^ 1.96 + 0.8 " 
(11') In order that the actual value of Z, shall be 1224 Q (and so Z', = 306 Q) the 
secondary circuit must be loaded with a resistance given by 
QUQ2OJ0L2 140 X 2448 
= ST^" 27 = liF^.4f = 2460 o 
where has the apparent value of 1 .9 mH, and not its actual value, so as to make 
allowance for the use of approximate expressions which are normally only applicable 
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when Q exceeds about 10. 
(12') Q = VQ&! =v'40.6 X 0.45 = 4.28. 
The coefficient of coupling = kc = 1/4.28 = 0.234. 

L =\/L^Li =V'4.9 X 0.32 = 3.06 mH. 
The actual value of is required here. 

(13') It is now proposed to estimate the gain. To find the true gain for the con- 
ditions selected it would be necessary to solve the complete equivalent circuit. It 
should also be noted that the condition for secondary circuit series resonance does not 
coincide with the condition for parallel resonance. Correct circuit matching (i.e. 
that the value of Z', is the required one) can be readily checked from the equivalent 
secondary circuit. This has been done to ensure that the previous modifications 
to the transformer constants are quite satisfactory. Here the original gain equation 
(33) will be used, and then a suitable correction factor (namely /^i^) will be 
applied for this special case where Xc ^ X, . The results show an appreciable 

2 2 

error, about + 20% in the worst practical cases, but the additional labour involved 
in a more exact analysis is hardly justified. 

For the valve type selected g„ = 2000 ^mhos (2 mA/volt). Gain from grid of 
Vi to grid of V2, using eqn. (33), is 



|' 2 X 4.28 X 27r X 0.455 x 1.25 J 

= 0.992 X 7.7 = 7.6 times (17.6 db). 
Gain (min. bandwidth) = 6744/8550 x 7.7 = 6.07 times (15.6 db). 

The factor XcJXi^ = 5470/917 = 5.95 and so the maximum gain is about 45 
times (33 db) and the minimum gain about 36 times (31 db). The calculated value 
from the equivalent circuit is 38 times. 

Thus the maximum total gain variation (including all approximations) is about 
2 db as specified i.e. d= 1 db about the average gain. Larger variations in gain, if 
permissible, would also allow increased overall gain ; the disadvantages have been 
discussed previously. 

(14') For some purposes a standard i-f transformer using fixed capacitances of 
about 100 |U.;^F, and the coupling increased to critical when the secondary and primary 
are correctly loaded, would give satisfactory results. The gain variation, and maxi- 
mum gain, are largely controlled by the value of the damping resistor connected 
across the secondary of the transformer. 

To control bandwidth it is necessary to increase Zj^ to increase the maximum band- 
width, R „ is increased to decrease the minimum bandwidth. If switched steps are 
required for bandwidth control, R „ can be calculated for each step ; the remainder 
of the design is exactly as before. 

The arrangement used for the input transformer is only one of many possible cir- 
cuits. For cases such as the one given here (where the total gain is not a prime re- 
quirement) it may be preferable to leave the secondary circuit untuned and to use a 
tapped resistor to provide the ratio arms for the bridge circuit. The design pro- 
cedure is readily developed from the usual coupled circuit theory. 



(0 Causes of detuning {ii) Reduction of detuning effects {A) General (B) Circuits. 

(i) Causes of detuning 

Detuning of i-f (and r-f) circuits is largely due to changes in valve input capacit- 
ance. The capacitance change is brought about when the grid bias on the valve is 



Gain (max. bandwidth) 
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altered; the bias change being due to the a.v.c. voltage altering with different signal 
inputs. This alteration in bias also leads to variation in the valve input conductance 
which will have to be considered in some circuits, since the conductance increases 
by about 2:1, from cut-off to normal operating conditions, with typical valve types 
operating at 100 Mc/s (see Ref. 68 ; also Chapter 2 Sect. 8 and Chapter 23, Sect. 5). 

If all the factors which cause valve input capacitance and conductance changes 
are considered the problem is rather involved as can be seen from the discussions 
given in Chapter 2, Sect. 8 and Chapter 23, Sect. 5. We will confine attention here, 
mainly, to input capacitance changes which are most troublesome in receiver design. 

One of the principal causes of change in valve input capacitance is the variation in 
position and density of the space charge distribution between grid and cathode, 
brought about by the change in grid bias. 

Variation in grid-plate transconductance (g^) is another principal cause of input 
capacitance change as will be seen later. 

Short-circuit input capacitance changes are not very much affected by frequency, 
although the change in capacitance with transconductance is slightly greater at low 
frequencies than at high. The slight variation with frequency will not usually be 
important when compared with the changes due to alteration of transconductance, 
so that the data given in Chapter 2, Sect. 8 can be used directly. From this data, 
it is seen that the short-circuit input capacitance alters by about 1 to 2 p^F in typical 
cases. It is interesting to compare these changes with that due to grid-to-plate 
coupling i.e. Miller effect (see Chapter 2, Sect. 8). 

Suppose, for simplicity, that the plate load acts as a pure resistance. Then the input 
capacitance change is given by 



(43 

Taking a type 6SK7, with a plate load of 0.25 megohm, as a typical example. Then 
since = 0.003 fi;^F, r,, = 0.8 MQ (this value is not constant, but it has been 
assumed so for simplicity) and ^„ changes from 0-2000 ;imhos,the input capacitance 
change is 

2 X 0.8 X 0.25 X 10^ 
AC = 0.003 = 1.14 i^iiF. 

If Cg^ is augmented by stray capacitances, such as those inevitably present due to the 
socket, wiring etc., this figure for AC will be very appreciably increased. The 
corresponding change in short-circuit input capacitance is 1.18 fi/iF (see table Chapter 
2 Sect. 8). 

The effects are additive and cause an increase in input capacitance as the grid bias 
voltage becomes more positive. 

(ii) Reduction of detuning effects 
(A) General 

There are a number of methods available for reducing the effects of valve input 
capacitance variations, and these methods (in most cases) also reduce input conduct- 
ance variations. Usually the reduction of these effects will lead to a loss in stage gain 
unless additional circuit changes are made. 

In the case of the ordinary broadcast receiver special circuits are not often used. 
The only precautions taken are : 

(1) The total capacitance tuning the i-f transformer secondary, in particular, is 
made as large as is practicable consistent with other circuit requirements. Values 
of 200 mmF, or so, should be used if possible, although values of the order of 100 ^i^Fj 
are generally used, since it is unlikely that the change in input signal will be such as 
to cause the maximum input capacitance change. Large values of tuning capacitance 
for the transformer are also helpful in increasing the attenuation at frequencies far 
removed from resonance. Also, with some types of converter valves (e.g. 6A8-G) 
a large tuning capacitance for the primary of the first i-f transformer can be of assist- 
ance in reducing degeneration in the signal input circuit connected to the converter ; 
this applies particularly to signal frequencies which approach the intermediate fre- 
quency. 
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(2) The receiver is aligned on small input signal voltagesj since detuning effects 
will be less serious when the input signal is large. 

(3) The circuit layout is such as to minimize stray grid-to-plate capacitance. 
The degree of circuit mistuning in terms of frequency shift can be determined by 

comparing the input capacitance change with the total capacitance across the valve 
input circuit. A number of helpful practical examples of circuit mistuning are given 
in Ref. 69. 

There are several additional factors which are of importance. 

(1) Detuning will cause sideband asymmetry and so lead to the possibility of in- 
creased distortion. This is of particular importance in high fidelity receivers. 

When the carrier is received on the side of the i-f selectivity curve, one set of side- 
bands is almost completely eliminated (or at least substantially reduced in amplitude), 
and the amplitudes of the carrier and low frequency components of the other set of 
sideband frequencies are reduced. The tuned circuits will introduce phase and. fre- 
quency distortion and the diode detector will give rise to non-linear distortion because 
of the absence of one set of sidebands. Experiment has shown that with the usual 
type of receiver the amount of detuning that can be tolerated before distortion becomes 
noticeable to a critical listener is about ± 1 Kc/s. 

(2) Detuning of the r-f and converter input circuits can lead to a reduction in 
signal-to-noise ratio. This effect is not often very serious, when compared with the 
deterioration in signal-to-noise ratio caused by the reduction in gain of the r-f stages 
as the a.v.c. bias is increased ; further discussion of this point will be given in con- 
nection with the design of a.v.c. systems in Chapter 27. 

(3) Detuning can result in considerable loss in adjacent channel selectivity. This 
is not particularly serious if the receiver has been aligned on small signal input, since 
the deterioration occurs when the desired signal is large. 

(4) The i-f stages lend themselves more readily to compensation methods than the 
r-f circuits ; in the case of the r-f circuits exact compensation can usually be obtained 
at one frequency only. Since the r-f stages are often relatively unselective, detuning 
is not often a very serious factor and it is usual to compensate only in the i-f circuits. 

(5) Even although exact compensation for input capacitance changes can be ob- 
tained at the resonant frequency, the compensation is not complete at frequencies 
removed from the i-f centre frequency, and there will always be some departure from 
symmetry on the " skirts " of the overall response curve. However, since compensa- 
tion is required mainly at the centre frequency, this is not serious. 

(6) The neutralization methods to be described in Section 8, in connection with 
stability, will affect input capacitance variations which are due to grid-to-plate coup- 
ling. If the amplifier is neutralized, then the input capacitance changes with grid bias 
Will be due, mainly, to space charge effects. 

(B) Circuits 

Attention will be confined to the circuits of Fig. 26.18 (some discussion of which 
has already been given in Chapter 23, Sect. 5), since these allow satisfactory results 
to be obtained with a small number of components. Other types of compensating 
circuits can be found in Refs. 67, 71, 72. 

In Figs. 26.18A and B, d is a by-pass capacitor and may be neglected in the dis- 
cussion which follows. It is possible to show that, for complete compensation of 
the input capacitance variation, the condition required is 

R,g, = ^C/C (44) 
where R,, = unbypassed cathode resistance 

gt = grid-to-cathode transconductance ; which is given by gmih/h) in 
which g„ is the mutual conductance ; /t is the total d.c. cathode cur- 
rent (for a pentode this is usually the sum of the plate and screen-grid 
currents) ; is the d.c. plate current 
AC — valve input capacitance change 
and Cgt = grid-to-cathode capacitance. 

For a typical case suppose AC = 3 /i/iF, C„i = 6 niiF andgt = 2000 (11.8/9.2) 
= 2560 (imhos, so that 
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= (3/6) X (10V2560) = 195 Q. 

Since AC/C„„ determines the value of i^j. for a particular valve, it is sometimes 
convenient to increase C„i artificially to obtain a more suitable value for R,,. This is 
done by adding a small capacitance between the grid and cathode terminals. How- 
ever, too large a total value for C , ^ can have an undesirable effect on the valve input 
conductance, particularly at high frequencies, and so it is not advisable to increase 
Cj). to more than about twice its usual value or even less, at high frequencies (say 
10 Mc/s or so). For typical results see Ref. 68. For 455 Kc/s i-f circuits it is often 
permissible to connect the whole of Ca in parallel with G ,],. 

Because of the presence of the unbypassed cathode resistor there will be a change in 
the effective mutual conductance (and consequently a loss in gain) given by 



a T»( eff ecu V e) j 

In our example : 



(45) 



2000 



1 + 195 X 2.56 X 10-3 



■ = 1330 fimhos. 



If is increased to 20 /n/xF then = 58.5 O and the effective^„ = 1740 fxmhos. 
The actual cathode bias resistor required is approximately 260 Q so that about 200 Q 
j) would be used and this is then by-passed in the usual manner by Ct, as shown 
in Fig. 26.18B. The increased value of C,^ would need some corresponding re- 
duction in Cj since the total capacitance tuning the i-f transformer secondary includes 
the resultant capacitive reactance due to C„i and in series if the reactances of Cj 
and C„ are neglected. 





fiG.2618 METHOD TOR REDUCING VARIATIONS OF INPUT 
ADMITTANCE 

The use of an unbypassed cathode resistor results in an increase of the short-circuit 
feedback admittance, and this effect can be used to increase the stage gain so as to 
offset the loss in g„ and, also, the reduction in Q of the input transformer due to the 
cathode resistor forming part of the tuned circuit. Two methods are available for 
increasing the feedback admittance ; the first is to connect the plate and screen by- 
pass capacitors back to the cathode ; the second is to add a small capacitance between 
plate and cathode, the plate and screen by-pass capacitors being connected to ground 
in the usual manner. These methods of increasing gain need to be treated with some 
care as they can easily lead to oscillation and particular attention is needed if instability 
is to be avoided. With some valve types (e.g. 6SG7, 6SH7, 9001, 9003, 6AG5, 
6AK5) the plate-to-cathode capacitance is already relatively high because of the in- 
ternal connections between the suppressor grid, beam confining electrodes, and the 
cathode ; this can lead to oscillation difficulties without external capacitance being 
added. 

In the majority of cases it is preferable to return plate and screen by-pass capacitors 
(also the suppressor grid) to ground, and add a capacitance from plate to cathode if 
this is thought to be desirable. 

With any circuit the capacitances can be measured and the value for R,, accurately 
calculated, but in a practical case it is generally much simpler to determine an approxi- 
mate value for R^ and then find the exact value experimentally. 
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SECTION 8 : STABILITY 

(i) Design data (it) Neutralizing circuits. 

(i) Design data 

The discussion of Chapter 23, Sect. 7 should be used in conjunction with the data 
to be given here ; also, the detuning effects discussed in the previous section are 
closely bound up with the data vi'hich follow. 

For stages using single tuned circuits the expression given in Chapter 23 is more 
conveniently arranged as 

Max. stable impedance = / r:^ — - (4^) 

from which it immediately follows that the 

Max. stable gain = 

/ (47) 

For double tuned circuits which are critically-coupled — ^the usual case — -Jaflfe 
(Ref. 74) has shown that 

V0.79 f.as 
— — . 
gm<"<l^gv 

and max. stable gain 



where g^ = mutual conductance of amplifier valve 

oin — 2iT X fo (and /,, is operating frequency ; i-f in this case) 
Cj,„ = total grid-to-plate capacitance made up from that due to the valve, 
wiring and valve socket etc. 

Additional data are given in Ref. 75 for cases where the input and output circuits are 
not identical. This reference also shows that greater gain is possible when the im- 
pedance of the input circuit is less than that of the output circuit ; a condition which 
is fulfilled only in special cases in practical i-f circuits. 

The equations given above, and in the references, are useful in forming an estimate 
of the possible maximum gain obtainable and in indicating some of the causes of 
instability ; but detailed calculations for various circuit possibilities hardly seem to 
be justified. 

It may be helpful to note that when selecting a particular type of valve for maximum 
gain combined with stability, the most suitable is that having the greatest value of 
gm/Cgp consistent with other circuit requirements (and cost). For an i-f valve, 
gra/C ,p is of considerable importance but for a r-f valve operating at v-h-f it is also 
very important to consider the factor g^-s/ /?„ as pointed out in Chapter 23, Sect. 5. 

(ii) Neutralizing circuits (See Supplement page 1498) 

A simple neutralizing circuit, which requires only the addition of one capacitor, 
is shown in Fig. 26.19(A), The equivalent capacitance bridge is shown in Fig. 
26.19(B). It is assumed that the cathode by-pass capacitance is large. 

The condition for the effects of the grid-to-plate capacitance to be neutralized is 

= (50) 

where C^, = neutralizing capacitance required 

C = a.v.c. by-pass capacitance (usually about 0.01 fiF) 
C„p = total grid-to-plate capacitance including strays 
and Cjs = total grid-to-cathode capacitance including strays. 

For a typical case C = 0.01 /xF, C,, = 0.01 nfiP and C„s = 15 nfiF. 
Then = 0.01 X 10-« (0.01/15) = 6.7 ,.mF. 

The exact value for is determined experimentally. For receiver production 
it is generally sufficient to use a fixed value for C^y which is reasonably close to the 
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nc. 26 19 l-F NEUTRALIZATION CIRCUIT 

value required. The neutralization is generally not sufficiently critical to require 
different capacitance values in different receivers of the same type, as even partial 
neutralization is helpful and often sufficient. 

Other circuits using various arrangements of inductance and capacitance for neutral- 
ization and stabilization can be found in the references, Ty/o interesting alternatives 
(Refs. 79 and 80) to that of Fig. 26.19 are shown in Fig. 26.20. 

Circuit (1) will be briefly discussed ; circuit (2) should be self-explanatory. In 
both cases all the components have their usual values except in circuit (1), and 
La is an added inductance (ih i-f and some r-f circuits) in circuit (2) ; the latter ar- 
rangement is of interest when the cathode is grounded for d.c. To obtain complete 
neutraUzation in circuit (1) it is required to make 

C3 = Ci(C,i/C„) (51) 
where Ci = i-f tuning capacitor 

C51, = total plate-cathode capacitance including all strays 
and C„ = total grid-plate capacitance including all strays. 

In a typical case for a 455 Kc/s i-f transformer = 100 /x^F, C^^ = 10 jn/tF, 
C„ = 0.01 tif-.F. 

Then Ca = 100 X (10/0.01) = 0.1 ^iF, which is used as the by-pass capacitor 
across the cathode resistor. Also, remember that exact neutralization may not be 
necessary. 




BOTH CIRCUITS ARE DEGENERATIVE , BUT ARE RE- 
GENERATIVE WHEN AA'. BB' ARE REVERSED 

riG.26 20 METHODS FOR STABILISING R-F AND I-F AMPLIFIERS 



This circuit requires no additional components and C3 is set to the value required 
for neutralization. It will be noted that the capacitance of C3 is somewhat larger 
than is generally used for a by-pass capacitor. The only disadvantage is that an 
additional lug is required on the i-f transformer base and care is necessary to keep 
critical leads as short as possible. The advantage of the circuit in a r-f stage should 
be apparent. 

Receivers which combine the detector diode in the i-f amplifier valve sometimes 
require additional neutralization because of feedback (which may be either regenera- 
tive or degenerative) caused by the grid-to-diode capacitance. A typical circuit is 
shown in Fig. 26.21. This requires two capacitors, Cj^i and C^ya, in addition to the 
usual circuit components. 
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Analysis of this circuit (Ref. 77) shows that sufficient accuracy can be obtained if 
two bridge circuits are used to find the values of Cjyi and C^j. Although there is 
interaction between the two circuits, which affects the values selected for Cf/i and C^j, 
the calculated values are sufficiently close to allow the practical circuit to be satis- 
factorily neutralized. The values of Cjyi and are adjusted in the circuit until 
complete neutralization is obtained. Fixed values can then be selected, since the 
circuit is not very critical to small changes in the values of the neutralizing capacitors. 



p 




nG.26-2l NEUTRALIZATION IN DIODE PENTODE 



The equations required are (50) above, which is used to determine Cffi, just as pre- 
viously, and 

C^z = C(C,,/C,,) (52) 
where C = a.v.c. by-pass capacitance (as before) 

C(,d = grid-to-diode capacitance including strays 
and C,t = grid to cathode capacitance (as before). 
For a typical case : 

C,„ ■-= 0.007 (ifiF (including strays), C„a = 0.009 fi/xF (including strays), 

C = 0,01 (xF, C,s = 15 jijiF (including strays), 
Cfii = 0.01 X 10-« X (0.007/15) = 3.3 fi/iV, 
= 0.01 X 10-« X (0.009/15) = 6 /x/nF. 
In an actual receiver, using a type 6SF7, the values required were C^i = 4 n/xF ; 
Cf)2 = 7 ftfiF. With wiring re-arrangement the values required were Cf/i = 3 fifiP 
and Cff2 = 5 lij^F. 

For methods of alignment and a suitable neutralizing procedure see Ref. 77. 



SECTION 9 : DISTORTION 

(i) Amplitude modulation i-f stages (ii) Frequency modulation i-f stages. 

(i) Amplitude modulation i-f stages 

In Chapter 23, Sect. 8(i) the causes of modulation envelope distortion were briefly 
discussed. These same factors apply, also, to i-f amplifier stages, but become more 
serious because of the larger signal voltages which must be handled by the valves. 

The most severe conditions for non-linear distortion will be obtained in the voltage 
amplifier preceding the detector stage, and the worst condition is given when the 
grid bias, due to a.v.c, is large. To reduce the distortion due to non-linearity of the 
valve characteristics, the final amplifier valve is sometimes operated with fixed bias, 
but this also affects the a.v.c. characteristic (see Chapter 27 Sect. 3). As an alter- 
native, partial a.v.c. may be applied to the last stage. If the screen voltage is supplied 
by means of a series resistor (as is common practice) instead of a voltage divider, 
appreciable reduction in distortion is possible. The screen voltage rises as the grid 
bias voltage is increased and, although there is some loss of efficiency in the a.v.c. 



1068 DISTORTION— (i) AMPLITUDE MODULATION I-F STAGES 26.9 



system, the distortion is materially reduced ; this can be confirmed experimentally. 
As a compromise between distortion and a.v.c. action, the screen supply voltage can 
be obtained by means of a high resistance voltage divider arrangement if so desired. 
Detailed measurements of distortion have been made on typical i-f voltage amplifier 
valves for various methods of screen voltage supply and some of the results can be 
foimd in Ref. 83. In cases where the range of bias voltage is limited, a high resistance 
voltage divider can be arranged to give less distortion than that given by the series 
feed arrangement. A total increase in non-linear distortion of the order of 2% for 
90% amplitude modulation is to be expected in typical cases using a series screen 
resistor. Because of the internal construction of remote cut-off valves, such as those 
used in i-f and r-f amplifiers, the screen current is often rather variable and this sug- 
gests a voltage divider in cases where variations in screen voltage are important (see 
Ref. 84). 

For methods of measuring the signal handling capabilities of i-f amplifier valves 
and the non-linear distortion from this cause, the reader is referred to Ref. 4 (page 
335) and Ref. 83. 

Frequency distortion, caused by sideband cutting due to the selectivity of the tuned 
circuits, is always present to some extent ; this should be obvious from the discussion 
on the design of i-f transformers and it is not proposed to treat the matter further here. 

(ii) Frequency modulation i-f stages 

With frequency modulation receivers, distortion of the amplitude (in itself) of the 
frequency modulated wave is generally not of great importance, provided the ampli- 
tude limiting device is capable of smoothing out the variations. Non-linearity in 
i-f and r-f valve characteristics are of secondary importance, with this system of 
reception, and the non-linear distortion appearing in the receiver output from this 
cause is usually negligible ; this is the reverse of the case for amplitude modulation. 

The amount of distortion caused by the non-linearity of phase shift/frequency 
characteristics of the tuned circuits is of considerable importance, however, and 
poorly designed i-f transformers will lead to non-linear distortion in the receiver 
output. If the criterion for non-linearity given in eqn. 24 [Sect. 4(v) of this chapter] 
is fulfilled, then the distortion in the receiver output due to the i-f circuits preceding 
the discriminator (or whatever detection system is used) will be quite small, and in 
most cases less than that introduced by the detection and audio systems. 

When a F-M receiver is accurately tuned to the centre frequency of the carrier, 
the non-linear distortion of the modulating signal introduced by the tuned circuits 
will consist mainly of odd order harmonics. Of these the third harmonic (H^). is 
the largest and a method of estimating its magnitude is helpful when i-f transformers 
are being designed. The required expression is (Ref. 82), 

= ^ (1 + ^vL"7r^Qi^i)^ — ]• (53) 

For a critically-coupled transformer Qk = 1 and so 

= y a + A'm - 2A^) (54) 
AF 

where A = i. — Q 

Jo 

AF = frequency deviation 
ff, == central carrier frequency 
Q — magnification factor (Qi = Qj) 
(3 = modulation index = AF/f 
f = a-f modulating frequency 
and k = coefficient of coupling (the coupling may be inductive or capacitive 
and either shunt or series). 

For 1 db attenuation it is known that, for a critically-coupled transformer with 
identical primary and secondary circuits, Q = /o/total bandwidth. From this we 
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may write A = /total bandwidth. If it is taken that the total frequency deviation 
(2AF) is equal to the total bandwidth for 1 db attenuation, then we obtain 

^ = i and H3 = ^ = ^ %. (55) 

The Q required for this condition is given from the previously stared relationship 
Q = /o/total bandwidth. 

Suppose Q = 71 is obtained, for a critically-coupled transformer, with /„ = 10.7 
Mc/s, 2AF = 150 Kc/s and P = 5. Then the third harmonic audio distortion intro- 
duced by each transformer is 1.4% (approx.) ; using either eqns. (54) or (55). 

If Q = 80 is obtained from the procedure of Sect. 4, then eqn. (54) gives H3 = 
1.57% ; eqn. (55) is not applicable in this case. 

It should be clear that a simple approximate design procedure can be developed 
from the conditions leading to eqn. (55). 

The distortion given in the examples is somewhat higher than that experienced 
under normal operating conditions. The third harmonic of 15 Kc/s will hardly 
trouble the listener, but harmonics of the lower audio frequencies would be serious 
if their amplitudes are appreciable, and the possibility of intermodulation effects 
should not be neglected. 

Applying eqn. (54) for Q — 71, AF ~ 50 Kc/s (more nearly the usual operating 
condition) and a modulation frequency of 5 Kc/s, then H3 = 0.074%. (See also 
Chapter 27, Sect. 2 under heading " Non-linear distortion "). 

It should be carefully noted that eqn. (55) applies only for the special conditions 
under which it was derived. Distortion is normally calculated from eqns. (53) and 
(54). 

Only a few of the significant factors have been mentioned here, and for more de- 
tailed information the reader is referred to Refs. 82, 85, 86 and 87. 
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SECTION 1 : A-M DETECTORS 

(i) Diodes (A) General (B) Diode curves (C) Quantitative design data (£)) Miscellaneous 
data (ii) Other fprms of detectors {A) Grid detection (B) Power grid detection (C) 
Plate detection (D) Reflex detection (B) Regenerative detectors (F) Superregenerative 
detectors. 

(i) Diodes 
(A) General 

A diode has two electrodes namely plate and cathode. It is therefore identical in 
structure with a power rectifier but the term is generally restricted to valves which are 
used for detection or a.v.c. as distinct from rectifiers which are used for power supply. 
The operation of diodes with a.v.c. is considered in detail in Sect. 3 of this chapter, 
The operation of a diode on a modulated wave is rather different from the operation 
of a power rectifier, and it is necessary to consider the characteristic curves of a diode 
valve if a full understanding of the operation is to be obtained. The operation of 
diodes on a modulated input is considered in (B) below. Fig. 27.1 shows typical 
distortion curves for a diode operating firstly under ideal conditions with no a.c. shunt- 
ing (curve B) and secondly the distortion resulting when a load of 1 megohm is shimted 
across a diode load resistance of 0.5 megohm (curve A). The respective percentages 
of harmonic distortion at 100% modulation are approximately 6% and 12% so that the 
presence of such shunting has a very marked effect on performanc;; ; these curves 
apply only for the particular conditions under which they were derived. 

The design of a diode detector for low distortion is based on the following require- 
ments : 

(1) That the input voltage should not be less than 10 volts peak. 

(2) That no appreciable a.c. shunting should be present. 

The first of these two requirements is easily met for local stations and a voltage 
from 10 to 20 volts is quite common in receivers fitted with a.v.c. The second re- 
quirement is one which is difficult to satisfy. Shunting of the diode load may be 
due to ; 
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pjQ 27 I Modulation 

(1) The a.v.c. system. 

(2) The following grid resistor. 

(3) An electron ray tuning indicator. 

The circuit of a typical diode detector is shown in Fig. 27.2 in which the diode load 
resistance is R2 together with jRi ; the latter, in conjunction with Ci and Cj, form a 
r-f filter so that the r-f voltage passed on to the a-f system may be a minimum. i?i 
is generally made about 10% of and typical values are 50 000 ohms and 0.5 megohm. 
The capacitances of Ci and Cj depend upon the frequency of the carrier ; for an inter- 
mediate frequency of 455 Kc/s they may both be 100 iifj-F. 

If the volume control (R,) is turned to maximum the shunting effect due to R3 
will be appreciable, since R3 cannot exceed 1 or 2 megohms with most types of valves. 
If, however, grid leak bias is used on a high-mu triode valve, R-, may be approximately 
10 megohms and the input resistance of the valve will then be of the order of 
5 megohms. This is sufficiently high to be imimportant but for lower values of R3 
the distortion with the control set near maximum may be severe. It is found in most 
conventional receivers that the a-f gain is considerably higher than that required for 
strong carrier voltages and under these conditions the control will be turned to a low 
setting. The a.c. shunting effect due to R, is practically negligible provided the control 
is below one-fifth of the maximum position, A good method of overcoming the 
a.c. shunting due to the audio amplifier is shown in Fig. 27.3. The diode may be 
in the same envelope as the i-f amplifier valve. Negative feedback is applied across 

part of the cathode bias resistor for the a-f 
voltage amplifier valve. For the component 
values shown, the measured input resistance 
between points A and B is in excess of 10 
megohms for frequencies up to about 10 Kc/s. 
A possible disadvantage is the reduction in 
overall gain because of the negative feedback, 
although this is not generally serious. In- 
creasing the feedback resistance R increases 
the overall gain, but reduces the input re- 
sistance. Intermediate values of gain and 
input resistance may be selected as desired. 
For further details of receivers using this 
arrangement see Refs. 6 and 7. 
FlC.27-2 DIODE DETECTOR CIRCUIT 
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Another useful method of reducing a.c. shunting effects is to use a cathode follower 
stage between the detector and the a-f voltage amplifier. This is often conveniently 
accomplished by employing a double triode valve, one section serving as the cathode 
follower and the other as an a-f voltage amplifier. 

Distortion due to the a.v.c. system will be discussed in detail in Sect. 3 below. One 
type of distortion often encountered is caused by delayed a.v.c. systems at the point 
where the a.v.c. diode just starts to conduct. This form of distortion is called differ- 
ential distortion and may be kept to low values by making the delay voltage small. 
The conventional arrangement for obtaining a.v.c. voltage from the primary of the 
last i-f transformer is generally preferred, as it reduces the a.c. shunting effect across 
the detector diode circuit. 

The a.c. shunting due to the addition of an electron ray tuning indicator to the diode 
detector circuit is serious and difficult to avoid. In order to reduce the distomon to a 
minimum the resistor feeding the grid of the timing indicator may be made 2 megohms 
and the effect will only then be apparent at high percentages of modulation. If the 
tuning indicator is coimected to the a.v.c. system it will not operate at low carrier 
levels unless the delay voltage is extremely small. One possible method, where the 
utmost fidelity is required, is to use the same circuit as for delayed a.v.c. but with a 
delay voltage of zero, and to connect the tuning indicator to this a.v.c. circuit. With 
this arrangement a.c shunting due to the a.v.c. circuit and the tuning indicator is 




eliminated, 
loading no 

An 

(Ref. 8) for 



while differential 
longer occms. 

interesting arrangement 
counteracting the 



COMPENSATED DIODE DETECTOR. 



effect of a.c. loading, and so in- 
creasing the maximimi percent- 
age of modulation which can be 
handled without excessive dis- 
tortion is accomplished by the 
use of the circuit of Fig. 27.4. 
In this arrangement a positive 
bias is applied to the diode plate 
in such a way as to be propor- 
tional to the carrier input. A 
fixed positive bias would not be 
satisfactory since it would only 
give low distortion at one carrier 
level. 




(B) Diode curves 

Typical diode characteristics are shown in Fig. 27.5. Each- curve corresponds to 
the peak voltage of a constant unmodulated carrier voltage. On this graph may be 
drawn loadlines corresponding to diode load resistances in a similar manner as for 
triodes. The intersection of the applied leadline (OA) with the peak input voltage 
curve indicates the d.c. voltage developed by the diode and available for a.v.c. As 
the load resistance increases, so the d.c. voltage approaches the peak input voltage. 

For example, if the carrier input is 10 volts peak and the diode load resistor 0.5 
megohm, the diode current will be 17 /xA, and the d.c. voltage — 8.7 volts. If 100% 
modulation is applied to the carrier, the operating point will move at audio frequency 
along the loadline from the intersection with the " 0 " curve, through X to the inter- 
section with the 20 volt curve. The distortion over this excursion is small (about 
5% second harmonic) and may be reduced still further by operating with a higher 
carrier input voltage. 

Typical diode curves with loadlines already drawn are shown in valve data books. 
Average curves are shown in Fig. 27.6 and these are applicable to the diodes incorpor- 
ated in standard types of Radiotron diode-triode and diode-pentode valves. It has 
become the usual practice to show the signal input voltages in r.m.s. values rather than 
the peak voltages indicated in Fig. 27.5. 

If the d.c. load resistance of 0.5 megohm, represented by OA in Fig. 27.5, is shunted 
by an a.c. load (such as would occur due to the grid resistor of the following valve) 
the dynamic loadline will be similar to BC, which passes through the static point X 
but which has a slope corresponding to the total effective a.c. load resistance. This 
loadline (BC) reaches cut-off at about 75% modulation and the distortion at higher 
percentages of modulation will consequently be severe. For any combination of 
d.c. and a.c. loads it is possible to draw the loadlines and determine the limiting 
percentage of modulation before distortion becomes excessive. It should not be 
overlooked that there will be some distortion present even before the limiting per- 
centage of modulation is reached. The evaluation of this distortion is discussed below. 

(C) Quantitative design data 

Design formulae will be set out below so that the performance of the diode detector 
circuit can be assessed. These expressions are used in conjunction with the diode 
curves of Fig. 27.6. The design procedures are necessarily a series of compromises 
but the results form a useful practical guide. For a more detailed discussion the 
reader is referred particularly to Ref. 1 (p. 339), Ref. 2 (p. 413) and Ref. 5 (p. 553). 
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(a) Diode detection efficiency 

This can. be found from curves such as those shown in Fig 27.6. The efficiency 
(assuming a sine wave input) is 

Suppose the d.c. load is 0.5 megohm and the signal input (i?,„s) is 15 volts (r.m.s.). 
Then from the curves E^, = 16.8 volts. 

77 = -yJ^^ = 0.793 or 79.3%. 
■V2 X 15 

Actually the a.c. load should be determined and used for all calculations. The 
a.c. load is, from Fig. 27.2, 

= + i?rfi^; 

The d.c. load for the diode detector is 

R,, R, + R^. (3) 

If simple a.v.c. is used the effect of additional a.c. shunting due to this circuit should 
be taken into account. In this case the effects of additional capacitive reactance are 
usually neglected for simplicity. 

(b) Critical modulation ratio 

The highest percentage of modulation which can be handled by the detector, before 
serious distortion of the modulation envelope occurs, is given by 



1 



7jF 



(4) 



where F 



Ra, + RJF 
fraction of across which is tapped 
Ri Ri 

Rl + R2 Rdc 

If Ri, = 0.5 MD, made up from i?i = 50 000 Q and R, = 0.45 Mi3, then 

F = 0.45/0.5 = 0.9. Taking = 0.793 as before, and R3 = 1 M.Q we have, 

m = 1 - 0.793 X 0.9 Q~YTTjQg = 0.78 or 78%. 

It should be noted that the smaller F is made, the higher the critical modulation 
ratio. If F is fixed, then R, is made as large as possible but is usually limited to 
about 1 or 2 megohms unless special circuit arrangements, such as those discussed 
previously, are made. 

The critical modulation ratio can also be increased by applying a positive d.c. 
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bias voltage to the diode plate. This arrangement is only satisfactory if the bias can 
be changed for each i-f input voltage see Ref. 1 (page 348). 

For this case 

The circuit of Fig. 27.4 shows a practical arrangement for increasing the critical 
modulation ratio by applying positive bias to the diode plate, as mentioned previously 
in Sect. (A) above. 

(c) Equivalent damping across i-f transformer 

The secondary circuit damping is found approximately from 

2?„.(VT- -n^ ~ ri COS-'^ ) 

= 77 „, - ■ (6) 

■^(COS ^Tj — i;Yl — 7]^) 

R^/R„c can be read directly from Fig. 27.7 for various values of -r). 

Suppose Rac = 0.36 M.Q and i) = 0.793 then, since R^/R^^ = 0.7, the equivalent 
damping resistance is iig = 0.7 x 0.36 = 0.25 M.Q. 

It is often taken in practice (as a " rule of thumb ") that the equivalent damping 
resistance is half the d.c. diode load resistance. This gives an equivalent damping 
resistance of Rac/2 = 0.5/2 = 0.25 MQ in this case. However, it should be realized 
that if the diode efficiency is taken as unity, the equivalent damping resistance which 
appears across the timed circuit is half the a.c. load resistance ; this is indicated by 
Fig. 27.7. 
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F>G.27-7 DETECTION EFFICIENCY (jf) 

Damping of the i-f transformer primary is serious when the a.v.c. voltage is 
derived from a diode detector connected to this voltage source. The usual arrange- 
ment is a capacitor (100 n^iF or less) taken from the plate connection of the trans- 
former primary to the diode plate. The additional primary damping from this source 
is approximately one third of the d.c. load resistance for the a.v.c. diode. This also 
follows fairly readily if it is considered that R^c shunts the primary of the transformer, 
and in addition the diode conduction current also adds damping equivalent to a parallel 
resistance of approximately Rac/2. From this 
Rac{Rdc/2) ^ R^, 
- R^^ + R^J2 3 ' 

For a typical case, the a.v.c. resistance would be 1 megohm, and so the equivalent 
damping resistance would be approximately 0.33 megohm. If the i-f amplifier valve 
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has a plate resistance of 0.8 megohm the primary damping resistance would be 0.23 
megohm. 

This means that, with detector and a.v.c. diodes conducting, both the secondary 
and primary circuits of the i-f transformer are heavily damped and this damping must 
be taken into account when the i-f transformer, connected between the last i-f voltage 
amplifier valve and the diode detector, is being designed. Delayed a.v.c. will, of 
course, affect the primary circuit damping and three conditions arise : the diode not 
conducting, the diode just starting to conduct, and the diode conducting when the 
applied voltage is reasonably large. When conduction just starts the damping de- 
pends very largely on the diode detection efficiency and will vary quite appreciably 
for a small range of input voltages. It is usually sufficient, however, to know the 
tuned circuit damping for the two conditions, diode not conducting, and diode con- 
ducting with a reasonably large input voltage. For the diode not conducting the added 
damping is approximately R^o > Rcic should not be used here. With the diode con- 
ducting the added damping can be taken as RaJ^ with sufficient accuracy in some 
cases since in this case the fact that the diode detection efficiency is not unity offsets 
to some extent the increase in damping which is obtained when i?ac is used in place 
of Rac. 

Damping of the transformer tuned circuits as determined above assumes linear 
diode plate-voltage — plate-current characteristics. For parabolic diode detection 
the damping differs by only a small amount from that given by the linear characteristics 
and so, in practice, it is seldom necessary to treat the two cases separately. In any 
case the order of accuracy to be expected in the final results from the procedures set 
out, would hardly justify any additional refinements in the design calculations. 

(d) The actual degree of modulation 

The degree of modulation applied to the detector is always less than the modulation 
of the incoming carrier. The actual value of m which the detector will be required to 
handle is given approximately by 

' -RsCi^... + 2Z£) 
*" ~ R„R, + 2Z;_(R,, + R,) 
where m' — original modulation percentage 
i?,. = i?i -h i?2 (see Fig. 27.2) 
i?3 = grid resistor of following stage (see Fig. 27.2) 
and Zj = load impedance presented to the i-f voltage amplifier preceding the 
detector stage ; including the effects of all damping on the primary 
and secondary of the i-f transformer. 
In addition, at higher audio frequencies the reduction of side band amplitude by 
the selectivity of the earlier stages in the receiver results in a further decrease in depth 
of modulation. 

(e) Audio frequency output voltage and response (frequency distortion) 
The approximate r.m.s. audio frequency output voltage can be determined for a 

particular arrangement by using the equivalent circiut of Fig. 27.8. It is often as- 
sumed that all capacitive reactances are negligible, for simplicity in carrying out gain 
calculations. However, the circuit is readily modified to include Q, and C3 as 
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shown by the dotted lines, and any additional capacitances in the circuit can be in- 
cluded if necessary. For this diagram 
m = modulation factor 
Ermt = i-f input voltage 

1) = detection efficiency determined from curves of Fig. 27.6 
Z = total load impedance connected between the terminals AB. (This is 
equal to i?,,^ over the middle audio frequency range) 

and R'a = internal equivalent resistance of diode at audio frequencies. This is 
given by the inverse slope of the curves of Fig. 27.6. 
Ri and are as shown in Fig. 27.2. 
It should be noted that R'a is not the diode conduction resistance but is related 
10 it by 

R'i = 7- ■ (8) 

cos~'i7 ^ ' 

Also R' d and 7?^ are not constant for all operating conditions. For our previous 

example we see from the 15 volt (r.m.s.) curve of Fig. 27.6j and taking the diode load 

as being 

Ri + Ri = 0.5 MiJ, for simpUcity, 
(17 - 16.5) X 10« 
= =31 200 ^3. 

It will be seen that R' ^ is determined in a rather similar manner to that used for 
fitlding the plate resistance of multi-element valves. The diode conduction resistance 
in this case is (approximately) 6500 ohms. 

It is sometimes required to find the audio frequency response and this can readily 
be determined from the complete circuit of Fig. 27.8. A suitable procedure would 
be as for r.c. amplifiers in which the capacitances are ignored over the middle fre- 
quency range (say around 400 to 3000 c/s), and the audio voltage output is calculated 
for the resistance network only. At low frequencies the effects of C, and can 
be ignored since they are usually about 50 to 100 fijiV each, and only the effect of 
Ca would be considered. At high frequencies C3 would be neglected and the effects 
of Ci and considered. Often only the maximum output voltage is required plus 
the total output variation from say 50 c/s to 10 Kc/s, and this simplifies the calcu- 
lations. If Fig. 27.8 is inspected it will be seen that it is a simple matter to apply 
the generalized low frequency response curves given in Chapter 12. The high fre- 
quency curves can also be applied directly if R^ can be neglected (this is usually per- 
missible) and Ci and are considered as being in parallel. 

When using the circuit of Fig. 27.8 it is more convenient to determine the voltage 
s is given 

It follows that, over the middle frequency range. 



, E„ut ^ou( E^g Rac — Rl 

and = — X 



E' E^B E' R^, + Ri 
If 2?i can be neglected in comparison with R^ and R^ in parallel, then = E 
over the middle frequency range. 

It is more accurate to determine'S^^ from the curves of Fig. 27.6, since rj is not 
constant for a modulated carrier voltage and the effects of contact potential are in- 
cluded in the measured data. The procedure is to draw the a.c. leadline on the graph 
and note the d.c. voltages E^c^ and E^c^ given by the maximum and minimtmi values 
of Ernt during modulation. From this 

Eab = 7=- '■^"'i ~ 

*^ 2 V 2 
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The simplified graphical procedure is only suitable when the amplitudes of harmonics 
higher than the second are negligible [see also (h) below]. More accurate graphical 
methods are required if this is not true. 

To compare the results obtained by the two methods, assume E^^, = 15 volts 
and the percentage modulation is 50% (i.e. m = 0.5). As determined previously 
7) = 0.793, and it will be taken that R^, = Rn. = 0.5 megohm. Then 

E^g = r,m = 0.793 X 0.5 X 15 = 5.95 volts (r.m.s.). 

From Fig. 27.6, E^a = 26.5 volts and E^ci = 7.5 volts so that 

E,„ = —V (26.5 - 7.5) = 6.7 volts. 
2V2 

The discrepancy between these two results is easily explained, as an examination of 
typical diode circuits giving the d.c. voltage developed by the diode in the absence 
of signal input shows that there is about —0.5 to —1 volt developed across a diode 
load of 0.5 megohm. This difference is also illustrated by the curve of Fig. 27.5, 
which shows that —1 volt is developed for the conditions being considered. It is 
also seen that the variation in detection efficiency (ij) over the range of voltage used 
does not have a large effect on the final result. The presence of d.c. voltage across 
the load resistor, in the absence of signal input voltage, is due to contact potential 
in the diode. 

(f) Effect of shunt capacitance on detection efficiency 

Too low a value for and will affect the detection efficiency. Provided the 

12.72 

total shunt capacitance across the diode load is not less than t^t — fijaF the ef- 

feet can be neglected where 

/ = frequency (expressed in Mc/s) 
R R 

Rac = Ri + (expressed in M.Q). 

For our previous example of R^c — 0.36 M-Q, and i-f of 455 Kc/s, the capacitance 
due to Ci and should not be less than about 78 iJ-jiF ; this includes all stray capacit- 
ances. In the circuit of Fig. 27.2 typical values of Ci and are 100 /x/xF each and 
if Ri is neglected it is seen that the total capacitance is more than twice the value 
required even when strays are neglected. It would be feasible to reduce Cj and Cj 
to 50 ft/nF respectively with a reduction in attenuation at the higher audio frequencies^ 

(g) Non-linear distortion 

If the value of total capacitance across the diode load resistance is too large, the 
discharge time constant will be too long and the voltage across the diode load 
will not follow the modulation envelope. This will give rise to non-linear distortion 
and suggests that the rate of discharge of the load circuit should not be less than the 
maximum rate of change of the modulation envelope. It can be shown that non- 
linear a-f distortion due to this cause can be almost completely avoided provided that 

> m. (9) 

Suppose we neglect the decoupling resistance (R^ in Fig. 27.2, as this unnecessarily 
complicates calculations when its value is about 1/10 of R^ (the usual case). 

^3Phat is required, is to determine a value for CtRic which will allow m = 1, i.e. 
the incoming signal to be 100% modulated. However, it should be clear from pre- 
vious discussion that the modulation percentage is generally a good deal lower than this 
figure, and it seldom happens that very high modulation percentages occtir at high 
audio frequencies. 

Take R^c as 0.5 megohm, then l/coCj = mRi,, = 1 x 0.5 x 10". 

Assume that the highest audio frequency is 10 Kc/s, then to = 27r x 10* and so 

10^2 

^' 2^ x 10^ x 0.5 X 10^ = ^^-^ ^f- 

This is the largest value C, should have if the detector is to be capable of handling 
audio frequencies of 10 Kc/s and 100% amplitude modulation. 

It will be noticed from (e) above that the detector efficiency will be reduced if C, is 
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given the value determined. A suitable practical compromise would be to make 
Ci = Ca — 50 pijiF and retain the values of Ri> and R, given in the example. If 
improved decoupling is required then Ri could be increased to say 0,1 megohm 
This also permits a higher critical modulation ratio at the expense of some reduction 
in available audio output. The difficulty with non-linear distortion is not encountered 
when C, is charging, since the diode is conducting and the charging time constant is 
approximately C,R\ which in our example is, taking C, = 100 fitiF, 100 x 10-^" 

X 3.12 X 10^ = 3 12 n sees. The discharge time constant is approximately 100 

X 10-12 X 0.5 X 10" = 50 sees. 

(h) Estimate of magnitude of non-linear distortion 

The distortion can be found from the curves of Fig. 27.6 in the same way as for power 
amplifiers (Ref. 3, p. 100). The operating point corresponding to a given signal 
input is marked on the a.c. loadline. The maximum and minimum excursions of 
the modulation envelope are now marked on this same line. If only second harmonic 
distortion is required (and higher order harmonic distortion is very small) these points 
are sufficient. For distortion calculations which involve harmonics higher than the 
second the methods detailed in Chapter 13 should be used. The expression to be 
used here is 

2nd harmonic percentage = ^(^^^p"]) ^ 100%, (10) 
positive cvirrent swing 

where A — 



negative current swing 
Voltage swing would give the same results, since the load is taken as being a pure 
resistance. 

Suppose we take Ra, = Rdc and use the 0.5 MQ loadline. The carrier input 
voltage is 15 volts (r.m.s.) and is modulated 50%. The voltage swing is thus ± 7.5 
volts (r.m.s.) about 15 volts. 

From Fig. 27.6 this gives (approximately) 
53 - 33.5 
^ = 3-3^^6 = 



2nd harmonic percentage = ^(^^) ^ '^0 = 2.6. 



The true a.c. loadline would indicate somewhat more distortion than is given by 
this simple example. 

(D) Miscellaneous data 

(a) With radio receivers using diode-triode or diode-pentode valves as combined 
detectors and a-f or i-f amplifiers several effects require consideration. Where the 
combined valve is used in the a-f application, difficulty is often experienced with 
residual volume effect (" play-through "). This eifect is quite distinct from the 
minimum volume effect experienced with receivers using a reflexed amplifier. The 
residual volume is heard in the receiver output when the audio voltmie control is 
turned to zero (the grid may also be earthed as a further check). The cause of the 
effect is capacitive and electronic coupling between the detector diode and the plate 
of the a-f voltage amplifier. 

In some cases there may be direct coupling at audio frequencies, but usually the 
important factor is coupling of modulated i-f currents which are detected in the audio 
amplifier. 

A complete cure for the trouble is to combine the detector diode with the i-f voltage 
amplifier. However, this can sometimes lead to difficulties with regeneration or 
degeneration at i-f due to coupling between the detector diode and signal grid. When 
the valve is retained as an a-f amplifier it is necessary to keep all stray coupling to a 
minimum by careful layout and wiring. Diode pentodes are often helpful, particularly 
when series screen feed is used, as adequate screen by-passing gives a marked improve- 
ment. Adequate cathode circuit by-passing is essential in all cases. Neutralization 
to reduce the effect is almost useless unless rather elaborate circuits are used. In 
some cases different types of sockets offer an improvement. If simple a.v.c. is used. 
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earthing, or even leaving disconnectedj the second diode will often effect an almost 
complete cure. Obviously the diode connection nearest the plate of the voltage am- 
plifier is the one which should be earthed. 

A second effect which is less frequently encountered is residual volume due to 
capacitance between a diode and the control grid of a combined detector and a-f 
amplifier. Normally this capacitance is unimportant because with the volume control 
turned right down the control grid is grounded through the grid coupling capacitor 
(see Fig. 27.2). However if the audio amplifier is grid leak biased it may have a 10 
megohm grid leak, and in this case a 0.001 jitF grid coupling capacitor would give 
adequate bass response for a small receiver. Under these conditions a voltage of the 
order of one thousandth of the i-f input to the diode could appear on the control grid 
and with a high gain receiver this is ample to give aimoying minimum volume. The 
remedy, of course, is to increase the size of the grid coupling capacitor. 

(b) In general, diodes do not start to conduct at precisely the point where the plate 
voltage exceeds zero. Contact potentials and other effects will sometimes allow 
the valve to conduct when the diode plate voltage is slightly negative (this is usual 
with valves having indirectly heated cathodes), but in other cases (e.g. some battery 
valves) conduction does not occur until the plate voltage is appreciably positive. This 
point can be appreciated by an examination of typical diode ciurves. The effects of 
the contact potentials will be further considered in Sect. (3) below when automatic 
volume control is being discussed. 

For a discussion of the effects of positive and negative start of plate current (which 
may be deliberately introduced as mentioned in (C)(b) above) in diode detectors the 
reader is referred to Ref. 1, Chapter 8. 

(c) There are distinct advantages in having the a-f volume control as the diode 
load. For the usual operating conditions on local signals the setting of the control 
is fairly well down, and so the effects of a.c. loading are very iniich reduced. This 
advantage is lost when the control is in the grid circuit of the a-f voltage amplifier. 
The disadvantage is that many controls become noisy, usually after a fairly short 
period, when they have the diode current passing through them. A compromise 
arrangement may be best with the control in the grid circuit {R3 in Fig. 27.2) and 
Ri about 0.1 megohm and say 0.5 megohm. 

(d) As 3 summary of the characteristics of the diode detector, it may be stated that 
its performance as regards frequency and non-linear distortion is excellent provided 
the input voltage is high and the factors discussed above regarding a.c. shunting etc. 
are incorporated in the detector design. All forms of detectors suffer from distortion 
at low input levels, but the diode has the particular advantage that the input maybe 
increased to a very high level with consequent reduction of distortion, without any 
overloading effect such as occurs with other forms of detectors. 

(e) Crystal diodes are described in Section 7. 



(ii) Other forms of detectors 
(A) Grid detection 

Leaky grid or " cumulative detection " has been used for many years and is still 
widely used for certain appUcations. The theory of its operation is essentially the 
same as that of the diode except that a triode is also used for amplification. The 
derivation of a leaky grid detector from the combination of a diode and 
triode is shown in Fig. 27.9. Whether the grid capacitor and resistor are inserted as 
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shown (as is usual with the diode) or at the point X is immaterial from the viewpoint 
of operation. The diode is directly coupled to the triode and therefore the audio fre- 
quency voltages developed in the diode detector are passed on to the triode grid, but at 
the same time this grid is given a d.c. bias through the d.c. voltage developed in a 
similar way to that by which a.v.c. is obtained. Consequently the operating point of 
the triode varies along the e^-i, curve from zero towards more negative grid bias 
voltages as the carrier voltage is increased. This is the same effect as that obtained 
when the diode is omitted (Fig. 27.10) since the grid and cathode of the triode act as a 
diode and produce the same results. The illustration given was purely to demonstrate 
the derivation of the one from the other and not to be a practical form of detector 
since no advantage is gained by retaining the diode in the circuit. 




- B + 

FIG. 27-10 GRID LEAK DETECTOR WITH 
TRANSFORMER COUPLING. 



It will be seen that the operating point varies along the ep-i^ characteristic curve 
between zero bias and the cut-off point (Fig. 27.11). There will be a certain strength 
of carrier at which the detection will be most satisfactory, and at lower or higher 
levels detection will not be so satisfactory on account of improper operating conditions. 
If with a certain carrier input voltage the d.c. bias on the grid is OA, then the point 
corresponding to peak modulation is B where OB equals twice OA. If the point 
B is on the curved part of the characteristic, or in the extreme case actually beyond 
the cut-off, the distortion will be severe. A valve having low and low gmis capable 
of operating with a higher carrier voltage than a valve with improved characteristics, 
but the gain in the detector stage will be less. There is a further difficulty in that 
the plate current at no signal, or at very weak signal, may be excessively high. If 
transformer coupling is used this may, in extreme cases, damage the valve, or pass too 
much direct-current through the transformer, unless the plate supply voltage is re- 
duced. If resistance coupling or parallel-feed is used the efficiency of the detector 
is decreased. As with diode detection there is distortion at low levels due to the 




" diode characteristics " but as distinct 
from the diode, the overload point 
occurs at quite a low carrier voltage. 
This method of detection is therefore 
very much limited in application. 

With battery type valves used as 
cumulative grid detectors it is often 
advantageous to coimect i?i (Fig. 27.10) 
to filament positive ; remains as 
before. The advantage obtained is 
that larger modulation percentages can 
be handled and detection will start 
with smaller input voltages. The 
arrangement is equivalent to supplying 
the grid, which is acting as the plate 
of a diode, with a positive bias voltage 
(see Ref. 1, p. 357) and moving the 
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A typical circuit for a grid leak detector as used in radio receivers is shown in 
Fig. 27.12. 

Damping of the input circuit occurs in the same manner as for a diode but additional 
damping occurs because of grid-plate coupling. The arrangement shown in Fig. 
27.12 for the grid resistor further increases the loading on the input circuit. Detailed 
discussions of this type of circuit can be found in Refs. 2 (p. 414), 1 (p. 377) and 10. 



(B) Power grid detection 

Power grid detection is a modification of leaky grid or cumulative detection and the 
circuit is identical in form, but the operating conditions are so chosen that the valve 
will operate on higher carrier voltages without overloading. In order to obtain a 
short time constant from the grid capacitor and resistor combination the capacitance 
and resistance are reduced, thereby improving the high audio frequency response. 
Under optimum conditions the distortion is at least as high as that of a diode together 
with increased distortion due to the curvature of the e ,-i.„ characteristic. The over- 
load point, even though higher than that of ordinary leaky grid detection is at a much 
lower level thaii "that with diode detection. 

All forms of grid detection, particularly " power grid detection," involve damping 
of the grid circuit due to grid current, and this damping causes loss of sensitivity and 
selectivity. Grid detection is thus similar to diode detection in that it damps the input 
circuit. It has the advantage over diode detection in that gain is obtained in the de- 
tector which can be still further increased if transformer coupling is used between it 
and the following stage. Transformer coupling can, of course, only be used when 
the valve has a low plate resistance. 

The foregoing comparison between a diode and a grid detector is on the basis of the 
detector alone. In modern practice the diode detector is frequently in the same 
envelope with a voltage amplifier and the total gain is quite high. 

(C) Plate detection 

Plate detection or " anode bend detection " involves operation towards the point 
of plate current cut-off so that non-linearity occurs, thereby giving rectification. 
Owing to the slow rate of curvature the detection efficiency is small, but there is an 
advantage in that the amplification which is obtained makes up, to a certain extent, 
for the poor detection efficiency. Due to the gradual curvature the distortion is very 
great with low input voltages, and even with the maximum input before overload 
occurs the distortion is rather high with high percentages of modulation. An im- 
portant advantage of plate detection is, however, that the grid input circuit is not 
damped to any great extent, and the detector is therefore sometimes spoken of as being 
of infinite impedance, although this term is not strictly correct. 

With pentode valves it is possible to use either " Bottom Bend Rectification " as 
with triodes or " Top Bend Rectification " peculiar to pentodes. This " top bend " 
in resistance coupled pentode characteristics can be seen on valve data sheets e.g. 
type 6J7 dynamic — characteristics provide a good illustration (Fig. 12.14A). 

A similar effect occurs with triodes, but only in the positive grid region, and for this 
reason it is incapable of being used for plate rectification. For top bend rectification 
with a pentode valve it is desirable to operate the valve with a plate current in the region 
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of 0.95 (Eg/R£). The exact operating point for optimum conditions depends upon 
the input voltage. 

Pentode valves are particularly valuable as plate detectors since the gain is of such 
a high order. If resistance coupling is used the gain is reduced very considerably, 
and in order to eliminate this loss it is usual to adopt choke coupling using a very high 
inductance choke in the plate circuit, shunted by a resistor to give a more uniform 
frequency response. If the shunt resistor were omitted the high frequencies would 
be much greater than the low frequencies in relative level. 

With all forms of plate detectors the bias is critical and since different valves of the 
same type require slightly different values of bias the use of fixed bias is not recom- 
mended. A very high value of cathode resistance is usually adopted to bias the valve 
very nearly to cut-off, and in such a way that if valves are changed, or vary during life, 
the operating point maintains itself near optimum (Fig. 27.13). 



Screen grid and pentode valves with self-bias have been used as plate detectors 
very satisfactorily for a number of years, although the distortion with the usual arrange- 
ment is too high for them to be used in any but the cheapest radio receivers at the 
present time. Such a detector is, however, permissible for some types of short-wave 
reception and for amateur communication work where its high grid input impedance 
results in higher sensitivity and selectivity. 

With the usual plate detector the cathode bypass capacitor (Cj, Fig. 27.13) has 
customarily been made sufficiently large to by-pass both audio and radio frequencies. 
Often Ca is a 25 nF electrolytic in parallel with a 500 fifiF mica capacitor. This 
arrangement, although widely used in the past, is not a correct one and leads to dis- 
tortion when the modulation factor is at all high. The effect is similar to that de- 
scribed in connection with diode detectors having the a.c. loadline appreciably different 
in slope from the d.c. loadline. The correct procedure calls for the resistor to be 
by-passed for radio frequencies only, and although this results in a very considerable 
loss in gain because of negative feedback, the results obtainable are excellent. In a 
typical case might be taken as 10 000 to 100 000 ohms and as 500 to 100 ^^F 
respectively, the plate load resistor would be about 0.25 megohm ; additional r-f 
decoupling is usual in the plate circuit, although this is not shown in Fig. 27.13. This 
circuit is often called a reflex detector, although this term is sometimes reserved for 
cases where 100% negative feedback is used with a plate detector, and the audio out- 
put is then taken from the resistor in the cathode circuit ; the plate is earthed for 
a.c. in this case. The results obtainable from the modified plate detector are ex- 
cellent, and are comparable with those given by the diode arrangement. The reflex 
detector is further discussed below. 
(D) Reflex detector 

The reflex detector is essentially a plate detector with negative feedback. Any 
amount of feedback may be applied from zero to 100%, and as the feedback increases, 
so the distortion decreases and the stage gain decreases until in the final condition 
with 100% feedback the gain is less than unity. The reflex detector has an even 
higher input impedance than the usual type of plate detector, and is therefore valuable 
in certain applications. Under certain conditions the input resistance is negative 
and can lead to instability troubles. The increased selectivity can also result in side- 
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band cutting. The degree of feedback may be adjusted to give any required gain 
(within reasonable limits) by altering the size of cathode by-pass capacitor and the 
relationship between the plate and cathode load resistance, but the distortion increases 
with gain and if low distortion is required the maximum gain is limited to about three 
or foiu: times even with a pentode valve. With maximum degeneration and stable 
operating conditions, the distortion (see Ref. 11) is about the same as for a diode 
operating imder similar input voltage conditions, while the reflex detector has the 
distinct advantage of high input impedance. One application which appears to be 
of importance is in high fidelity t.r.f. receivers, but even here the reflex detector has 
not shown any very marked improvement over the diode from a consideration of 
distortion alone. Input voltages in the order of 10 volts (r.m.s.) are usually most 
satisfactory when low distortion is desired and in a typical case using 100% feedback 
about 3% total harmonic distortion can be expected when the modulation depth ap- 
proaches 100%. This assumes that the a.c. shunting is high (say 10 : 1 or so) com- 
pared with the d.c. load. Some useful discussion is given in Refs. 14 (pages 51-55) 
and 15. These performance figures can be compared with those stated previously 
for the diode detector under similar operating conditions. Reflex detectors do not 
provide a.v.c. and so are not used in normal broadcast receivers. They could be used 
in combination with amphfied a.v.c. to provide a receiver with good characteristics. 

Typical circuit component values have been discussed in (C) above in connection 
with modified plate detectors. For the case of 100% negative feedback (i.e. the load 
resistance is in the cathode circuit and the plate is earthed for a.c.) the cathode 
resistance is made large compared with and a typical value is 25 000 ohms. 

The by-pass capacitance across this resistance can be about 500 ft^tF. There is 
seldom any difficulty with a.c /d.c. ratios as the grid resistance of the following a-f 
stage is generally about 0.5 megohm. Additional components required are a blocking 
capacitor, to prevent the d.c. cathode voltage from being applied to the grid of the 
a-f amplifier, and a series resistor and shimt capacitor to provide additional r-f de- 
coupling between the two circuits, 

A limitation of the reflex detector is that there is a definite maximum for the input 
signal voltage for freedom from grid current. A further increase of input causes 
rectification at the grid, with added damping of the grid input circuit, and a steady 
increase in distortion. An increase in the supply voltage raises the threshold point 
for grid current. Further data are available in Refs. 11, 12, 13, 14 and 15. 
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FIG. 27-14 REGEfJERATIVE DETECTOR. 



(E) Regenerative detectors 

A common arrangement for this type of detector is shown in Fig. 27.14. The 
amotmt of positive feedback is adjustable, by means of Q, to allow increased sensi- 
tivity with various signal input voltages. Oscillation will occur when the degree of 
feedback is suificiently large, and the circuit can then be used for the detection of CW 
telegraph signals. For battery operated valves it is usual to return the grid resistor 
to filament positive. 
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Best results are generally obtained using pentode valves and resistance-capacitance 
coupling to the following audio stage. This arrangement minimizes " threshold 
howl." 

Feedback control is possible with a variety of circuits but least difficulty is usually 
experienced with the variable capacitor arrangement, or the use of a variable resistor 
in the screen circuit. The latter arrangement is advantageous as regards the rc- 
duaion of detuning effects, 

Further details of this type of detector can be found in Refs. 1, 5, 16, 17, 18, 19 
and 20. 

(F) Superregenerative detectors 

The superregenerative detector is a regenerative circuit in which the detector is 
automatically switched in and out of oscillation at a very low radio frequency rate 
(usually about 15 to 100 Kc/s). This switching frequency is called the " quench- 
ing " frequency. In general the quenching frequency is increased as the carrier 
frequency becomes greater, but sensitivity and selectivity are improved by using the 
lowest permissible value of quenching frequency. For many cases it is usual to 
make the quench frequency about twice the highest audio frequency contained in the 
modulation envelope, and it is not considered good practice for the quench frequency 
to be lower than this value. The amplitude of the quench voltage is also important 
and it will have a very appreciable effect on the selectivity characteristic. In general 
if the quench voltage amplitude is increased in a separately quenched circuit, the 
selectivity is reduced. 

The advantage of this circuit is the extremely high sensitivity which is possible 
using a single valve. The disadvantages are the high noise level in the absence of a 
signal, the poor selectivity, and the high distortion. 

The circuit of Fig. 27.14 can be made to operate as a superregenerative detector 
by increasing the time constant of the grid resistance and capacitance combination, 
and making the amount of regeneration very large. The quenching frequency can 
be simply adjusted by altering the value of the grid resistance. 

A separate quenching oscillator is often used with the regenerative detector arrange- 
ment, but as this requires additional circuit components and sometimes an additional 
valve, it is not so popular as the simple arrangement previously mentioned. The 
development of suitable types of double triode and convertei valves largely overcomes 
this objection, however, and many modem circuits use separate quenching. 

Several other points of interest arise with this detector. Amplitude limiting occurs, 
so there is less interference from car ignition and similar noises than when other 
detectors are used ; the output on strong signals is not much greater than for weak 
signals. Noise quieting and limiting are improved however, by using low quench 
frequencies. A r-f stage should be incorporated in receivers using this type of de- 
tector to reduce radiation. This additional stage will not materially alter the signal- 
to-noise ratio obtainable with the detector alone. Circuits incorporating the prin- 
ciple of superregeneration have been used in cheap F-M receivers ; this point will 
receive some further consideration in the section on F-M receivers in Chapter 36. 

The method to be adopted for measuring the selectivity of a superregenerative 
receiver requires some consideration. Conventional methods are usually inadequate 
since in most cases the problem is similar to that of taking the selectivity curve of 
a receiver having a.v.c, but in this case the a.v.c. caimot be disconnected. A suitable 
procedure (Ref. 26) is as follows. 

With no input signal applied the audio noise output is measured. A signal is ap- 
plied at the resonance frequency and its amplitude adjusted until the noise is sup- 
pressed by about 10 to 20 db (or any convenient amount). The selectivity is then 
found by timing the signal generator to various frequencies around resonance, in the 
usual maimer, and the input voltage is adjusted until the same degree of quieting is 
obtained as at resonance. The difference between the two signal inputs off and at 
resonance for the same degree of quieting, gives the attenuation at the particular fre- 
quency being considered. 

Further details of this detection system are available in page 622 of Ref. 5, page 
148 of Ref. 20, Refs. 21, 22, 23, 24, 25, and 26. 
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SECTION 2 : F-M DETECTORS 

(0 Types of detectors in general use {ii) General principles (m) Phase discrimina- 
tors {A) General (B) Design data (C) Design example (iv) Ratio detectors {A) General 
(B) Operation (C) Types of circuit (D) Design considerations (E) Practical circuits 
(P) Measurements on ratio detectors. 

(i) Types of detectors in general use 

Although many ingenious methods have been suggested for the detection of fre- 
quency modiHated signals, only a few circuits have found general acceptance by re- 
ceiver manufacturers. Of these detectors a form of locked oscillator (the Bradley 
detector) has been used by one large manufacturer, but does not appear to have been 
employed to any extent outside of this organization. Amplitude discriminators 
have been used to a very limited extent with duo-diode triode valves having a separate 
cathode for the two diodes. However, the generally accepted method of F-M de- 
tection has been the phase discriminator. A modification of the basic phase 
discriminator circuit has been used for the ratio detector, and this arrangement 
has achieved wide popularity because it allows a satisfactory F-M receiver to be con- 
structed without the use of an additional amplitude limiting stage. Simple detuning 
of the signal circuits has been employed in one type of receiver (the Fremodyne) 
to give frequency to amplitude conversion, but this is only satisfactory in a very cheap 
receiver where cost is more important than quality. 

In what follows attention will be confined, mainly, to the design procedures to be 
adopted for phase discriminators and ratio detectors. References are listed at the 
end of this chapter, and can be consulted for details of a number of the alternative 
detection systems available. The amplitude and phase discriminators used in con- 
nection with Automatic Frequency Control Systems are further considered in Chapter 
29. 

(ii) General principles 

The circuits which will be considered here utilize tuned circuits to convert fre- 
quency changes to amplitude changes. The amplitude modulated carrier is then 
applied to detectors (usually diodes) to recover the intelligence contained in the re- 
ceived signals. 

Although the amplitude modulated carrier applied to the detectors is also frequency 
modulated, the detectors are only sensitive to amplitude changes, and so it is only the 
resultant amplitude variations which appear at the output of the detector stage. It is 
because the detectors are sensitive to amplitude changes, that some method of limiting 
is required to overcome undesired amplitude variations. 

The tuned circuits to be described are called discriminators, although this name is 
often taken to include the diode detectors as well. If distortion is not to be introduced 
by the discriminator it is essential that the amplitude variations produced be directly 
proportional to the frequency variations i.e. the circuit must be linear over the full 
range of applied frequency deviation. The usual precautions for reducing distortion 
in the detector circuits must also be applied, just as for any other A-M detector. 
These precautions have been discussed previously, and those given for diode detectors 
should be carefully observed here. One big advantage does appear, however, the 
percentage amplitude modulation is likely to be quite small, depending on the fre- 
quency-amplitude conversion efficiency of the discriminator circuit, and so the possi- 
bility of non-linear distortion is considerably reduced. 

(iii) Phase discriminators 
(A) General 

The basic circuit arrangement, together with the voltage distribution at the resonant 
frequency, for a phase discriminator is shown in Fig. 27.15. The name arises be- 
cause the operation is dependent on the 90° phase shift which occurs at resonance 
between the primary and secondary voltages of a tuned transformer. "When the 
frequency of the applied primary voltage Ej (the magnitude of this voltage will be 



27.2 



(iii) PHASE DISCRIMINATORS 



1089 





nG.271S 



BASIC PHASE DISCRIMINATOR CIRCUIT. 



assumed constant for the moment) alters, the phase angle between Ej and Eu changes 
from that at resonance. This leads to a change in the relative magnitudes of E ^ 
and Eg. 

The vector relationship between the primary and half secondary voltages, for the 
phase discriminator, are shown in Fig. 27.16. This assumes constant primary voltage 
E,. 

If the primary voltage Ei has its 
amplitude varied in a suitable man- 
ner (e.g. by setting the coupling 
between the transformer windings, 
for given primary and secondary 
Q's, so that two primary voltage 
humps of the required amplitude 
appear as the frequency is varied) 
the linearity and sensitivity of the 
discriminator can be very appreci- 
ably improved. 

This statement, regarding line- 
arity and sensitivity, refers, of 
course, to the relationship between 
voltage output and frequency-devia- 
tion from the central reference fre- 
quency (i.e. the nominal intermedi- 
ate frequency). 

Analysis of the phase discrimina- 
tor for F-M applications has been 
made by K. R. Sturley (Refs. 27 
and 28), and the results of this 
analysis will be used below It 
might be mentioned that a number 
of discriminator circuits for a wide variety of applications have been designed using the 
data derived by Sturley and very satisfactory results have been obtained in practice. 
Before proceeding to set out the design data, the circuit of Fig. 27.17 will be briefly 
discussed. 

The voltages applied to the plates of the double diode valve will be E' ^ and 
E' g respectively. The output voltages from the diodes are developed across i?, 
and Ri, and the circuit is arranged so that the available output voltage is equal to the 
difference between the two separate voltages. This means that when the frequency 
of the carrier voltage is exactly equal to the intermediate frequency, no output will be 
obtained from the detector. Reference to Fig. 27.16 should help to make this point 
quite clear, since the rectified voltages across and R^ in Fig. 27.17 are given by the 
peak voltages applied to the diode plates multiplied by the detection efficiency of the 
diodes. As the signal deviates from the central reference frequency (i.e. the inter- 
mediate frequency), a voltage (!?„„() will appear between the points P and N (Fig. 
27.17), and its polarity will depend on the relative magnitudes of the voltages across 
i?3 and Ri ; e.g. point P will be negative with respect to point N when the voltage 
across Rz is less than that across R^. It follows that it should be possible to calculate 




. . a = .|icos^sin^ 



FIG.27 I6 VOLTAGE RELATIONSHIPS IN PHASE 
DISCRIMINATOR WITH CONSTANT 
PRIMARY VOLTAGE. 
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the relationship between output voltage and frequency change from 

Eo.t = r,{E\ - E's) (11) 

where i) = the diode detection efficiency, and is assumed to be the same for both 

diodes of V^. 
(B) Design data 

For most designs it is usual to take the total secondary voltage as being twice 
the primary voltage E^ i.e. 

EJEi = 2. (12) 
Primary and secondary Q's are made equal, so that 

Q = Qi = Qa. (13) 
The value for Q is determined from 

Q = /,/(2Zl/) (14) 
where = intermediate frequency 

and 2Af = total frequency range for which substantially linear operation is re- 
quired. 

The coefficient of coupling for the transformer is found from 

Qk = 13 _ (15) 

when a good compromise between sensitivity and linearity is required (the usual case). 
For special cases where linearity is the main requirement it is suggested that 
Qk = 2 (16) 
be used. The loss in sensitivity in this case is about 1 .54 times as can be seen by 
comparing eqns. (20) and (21). 

From the principles of coupled circuits it is possible to show that 

and for our particular cases with Ei/Ei = 2 and Qk 
between Lj and Lii IS 

LJL^ = 1.77 (for Qk = 1.5) 
and L^/Li = 1 (for Qk = 2). 

The discriminator sensitivity at f, is given by 

^{Qk = 1.5) ~ 5.465 X lO^^^Q^Z-i-^Uj volts per kilocycle deviation, 
■S(-Q^ _ = 3.554 X l0^g„Q'Li7iEg volts per kilocycle deviation, 
where = mutual conductance of Vi 

Q = magnification factor determined from eqn. (14) 
Li = primary inductance of transformer 
1) = diode detection efficiency 
and E, = peak voltage between grid and cathode of Vi. 

It should be apparent that the sensitivity, given by eqns. (20) and (21), is directly 
proportional to E, and so the output from the discriminator is dependent on the input 
voltage. - To overcome this difficulty the valve Vi is arranged as a limiter in such a 
way that the product g^E, is kept almost constant, and thus the output voltage is 
no longer directly dependent on the magnitude of the signal input voltage. 

Curves of discriminator output voltage versus frequency deviation can be found 
from vector diagrams similar to that of Fig. 27.16, and then introducing suitable cor- 



1.5 or 2, the relationship 

(18) 
(19) 



(20) 
(21) 
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rection factors to allow for variations in deliberately introduced by the transfomaer 
design. However, it is possible to determine two generalised curves for the design 
conditions previously imposed, one curve for Qk = 1.5 and the other for Qk = 2. 
The curves are shown in Fig. 27.18A, and relate the quantity X (which is a function 
of bandwidth) to the relative output voltage Erd- Only the positive halves of the 
curves are shown since the negative halves have substantially the same shape. To 
determine the output voltage against frequency, it is only necessary to multiply 
the horizontal scale by a factor determined by eqn. (14), and the vertical scale by a 
factor determined by eqn. (20) or eqn. (21) (depending on whether Qk = 1.5 or 2 
is used). 




nC. ZTIS(a) CENERAUStO PHASE DISCRIMINATOR CURVES Of RELATIVE VOLTAGE OUTPUT (tfel) VERSUS X 

WITH E^/Ei-Zj QJL»I-S AND 2. 

The two curves shown in Fig. 27.18(A) are calculated from the following equations. 
For Qk = 1 .5, the relative voltage output is 

E , = 3.25^ (22) 

' V'(3.25 - X'y + iX' 
and for Qk = 2, 

5A 

Erel — 



(23) 



V'(5 - X^'Y + 
where A ^VTT~Xi\_^ (l + r^O' + ClTx^) ^ 

sj^' - n^0'+(iTx01 

X = Q 2Zl///r 

Q = magnification factor determined from eqn. (14). Equation (14) is the 

condition for X = 1 
Af = frequency deviation from /, 
and fr = intermediate frequency. 

To illustrate the design procedure, and to bring out additional points, a worked 
example is appended. 
(C) Design example 

A phase discriminator is required for use with a 10.7 Mc/s F-M i-f chaimel. The 
maximum frequency deviation of the carrier is ± 75 Kc/s. To make the problem 
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complete it will be taken that the highest audio frequency is 15 Kc/s and the de- 
emphasis time constant is 75 micro-seconds. 

(a) The majority of applications call for reasonable discriminator sensitivity and 
so the condition Qk = 1 .5 (see eqn. 15) is practically always used. Also, high primary 
dynamic impedance will increase the sensitivity of the discriminator. However, 
since Q is fixed by other considerations (see eqn. 14) should be large, but Lx is 
limited by which in turn is limited by the permissible minimum secondary capacit- 
ance Ca. A value is selected for d and the design can then proceed. 

(b) A suitable value for Cj, including all strays, is 50 ^tjxF. Then 
25 330 

4.41 



U = 



50 



10.7=^ X 
From eqn. (18), 

U 4.41 

Z.1 = 



1.77 



1.77 



= 2.5 ixH. 



From this 

C, = 



25 330 



y2 X 2 5 ^^'^ (including all strays). 

(c) If the discriminator frequency — voltage characteristic were exactly linear then 
it would be sufficient to make the total frequency range 2Af = 2 x 75 = 150 Kc/s. 
To this would be added an allowance for frequency drift due to the oscillator and the 
discriminator tuned circuits. Since the discriminator characteristic is not exactly 
linear (it is linear for about 80% of the total curve using the data given as can be seen 
from Fig. 27.18) and the frequency drift is not always small it has become common 
practice in broadcast F-JVl circuits (of the type being considered) to make 2/1/ from 
200 to 400 Kc/s. 

As a practical compromise we will take the total bandwidth {2Af) as 250 Kc/s, but 
the design procedure is the same irrespective of what bandwidth is selected. 

With 2Af = 250 Kc/s we have from eqn. (14) 
Q = 10.7/0.25 = 42.8. 

From eqn. (15), Qk = 1.5 
and so * = 1.5/42.8 = 0.035. 

(d) Summarizing, for the discriminator transformer (see also Fig. 27.17) 

/-I = 2.5 fiH ; Z-a = 4.41 j Ci = 88.5 f^^F j Q = 50 mxF ; Q = = 
42.8 ; k = 0.035 ; M = 0.116 /iH. Secondary winding to be centre-tapped. The 
capacitance values include all strays. 
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(e) The discriminator sensitivity at /, is given by eqn. (20). Assume Eg = 1 volt 
(peak), = 5 mA/voIt and y) = 0.7. Then 

^{Qk = 1.5) = 5.465 X 10= X 5 X 10-= x 42.8^ X 2.5 x 10"" x 0.7 x 1 
= 0.0875 volts per kilocycle deviation. 
This also allows the vertical scale factor to be determined for the complete dis- 
criminator curve as shown on Fig. 27 18(B), The horizontal scale factor is found from 



X = 



Jr 



Therefore Af = 



I [i.e. eqn. (14)]. 
Xf, _ 10.7 X 1 0= 
2Q 



= 125 Kc/s. 



2 X 42.8 

The procedure for finding the plotted points on the curve of Fig. 27.18(B) is as 
follows. Draw up a table, as shown below, with values of X corresponding to values 
of Erei read from the curve of Fig. 27.18(A). Since it has just been determined that 
Af = 125 Kc/s when ^ = 1, the column for Af can be filled in (e.g. when X = 0.8 
then Af — 125 X 0.8 — 100 Kc/s, and so on). The sensitivity has been determined 
as 0.0875 volts per kilocycle deviation, and so for 25 Kc/s deviation £■„„< = 0.0875 x 
25 = 2.19 volts (the lowest deviation frequency in the table should be used to find 
E„ut in this case). It is now seen that the value of = 2.19 volts corresponds to 
Erei = 0.28, and so the scale factor is 2.19/0.28 = 7.82. If 7.82 is now multiplied 
by Erd in each case, the column for iJ„„i can be filled in. The complete curve for 
E„^f versus Af can now be plotted. 



X 


^/ 


Erei 


^ out 


0.2 


25 


0.28 


2.19 


0.4 


50 


0.56 


4.38 


0.6 


75 


0.84 


6.56 


0.8 


100 


1.12 


8.76 


1.0 


125 


1.36 


10.61 


1.2 


150 


1.52 


11.9 


1.4 


175 


1.6 


12.5 


1.5 


187.5 


1.62 


12.7 


1.6 


200 


1.6 


12,5 


1.8 


225 


1.52 


11.9 


2.0 


250 


1.31 


10.5 



(f) It now remains to determine suitable values for the other components in the 
circuit of Fig. 27.17. 

Cj is for the purpose of connecting the transformer primary to the secondary 
centre-tap, and providing isolation of the secondary from the h.t. on the plate of Vi. 
A suitable value is 100 a»/xF. The capacitor should have high insulation resistance. 

C^ is a by-pass capacitor ; a value of about 0.01 mF is usual. 

i?3 and Ri are made equal, and are generally about 100 000 ohms each. 

Cj acts as a by-pass for i-f but must not appreciably affect the audio frequency 
response. The usual value is about 100 /x/^F. 

The de-emphasis network consists of and Cs. For 75 microsecond de-emphasis 
the nominal values would be 75 000 ohms and 0.001 fiF respectively. If an improved 
a.c./d.c. ratio is thought to be necessary then suitable values would be say, 0.25 M.O 
and 300 /j-^iF. The grid resistor in the following a-f stage should not be less than 
1 MQ if excessive Joss in gain is to be avoided. However, the actual values used in a 
receiver will generally deviate from these nominal figures if the overall audio frequency 
response of the receiver is made to follow the 75 microsecond de-emphasis curve to 
15 Kc/s, because of the presence of stray capacitances etc. and in some cases to help 
compensate for the overall a-f response. 

To determine R^ : — the transformer primary damping due to a single diode circuit, 
cormected as shown, is R^c/'i- For this circuit R^, = i?3 = i?, = 100 000 ohms. 
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Also, because of the circuit arrangement, and are in parallel. The total damping, 
due to diode conduction currents in addition to i?3 and is then 
100 000 

2 = 16 600 Q. 

o 

If R-i is not equal to R^, the damping resistance is given by R^/S and Ri/3 in parallel 
i .e. 

RsRi/3{R3 + Ra). (When R, = Ri = Rae the value R^,/6 is obtained as 
above). 

Take the undamped primary Q (vi^ritten as Q„) as being 100, and neglect the ad- 
ditional damping due to the plate resistance of Vj. Then the total damping resistance 
(R) required to obtain a primary Q of 42.8 is 

QuQmLi _ 100 X 42.8 X 27r X 10.7 x 2.5 
^ ^ Qu ~ Q 100 - 42.8 

= 12,500 Q. 

From this 

12 500 X 16 600 
^^=a6W^:i2500) = 5°^°°^- 
To determine R^ : The transformer secondary damping is given by 

i?3 = ^4 = Rdc = 100 000 Q. 
(This follows because the damping across each half of the secondary is Rs/2 and 
Ri/2 respectively, and in each case there is a step up, due to the transformer being 
centre tapped, of 4 times. From this, across the vyhole of the transformer secondary 
there are two resistances 4i?3/2 and 4:Ri/2 in parallel, and since Rs = Ri = R^^ the 
above result is obtained immediately). 

The total damping resistance (R') required to make Qz — Qi = 42.8 is 

R' = 12 500 X 1.77 = 22 100 Q. 
From this 

22 100 X 100 000 „ ^ 
^- =(100 000 --22T00r^ 

The design of the limiter stage will be discussed in Chapter 29. 

(g) Some causes of discriminator unbalance will be mentioned, before leaving this 
section, and it is helpful to consider the circuit as a bridge in which unbalance has to be 
eliminated. Even when the transformer secondary is centre-tapped accurately, un- 
balance can occur because the capacitive coupling between the two halves of the second- 
ary winding and the primary winding is not necessarily equal. This calls for care in 
the method of arranging the windings. Two methods are in common use. The 
first uses a bifilar method with the two halves of the secondary wound side by side. 
The second method arranges the secondary into two halves, placed on either side of the 
primary winding, and the coupling of both sections, including that due to stray capacit- 
ances, is made equal. 

Capacitive imbalance will also occur when the input capacitances of the diodes 
are not equal. Suitable arrangement of stray capacitances can often be used to help 
in offsetting this effect. 

The use of a small capacitance connected across one of the diodes is helpful in re- 
ducing capacitive unbalance effects. 

Balancing of the conduction resistances of the two diode units is largely outside 
the control of the receiver designer, but variation in the value of R^ and R^ can be 
made to assist in cases where a very high degree of balance is thought to be necessary. 
Additional precautions of this nature are seldom carried out in commercial receivers. 

It should be noted in Fig. 27.17 that, if the resistors R^ and jRj are shunted by 
two separate capacitors, an additional series resistor or r-f choke will be required be- 
tween the junction of R^ and R^ and the centre tap on Lj. Connecting the junction 
of Rs and R^ through a by-pass capacitor to ground would also effectively short- 
circuit the i-f primary voltage to groimd, if the additional component is not used. 
For most circuits the arrangement shown is applicable, since it requires a minimum 
of components consistent wfth satisfactory performance. The alternative arrangement 
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is shown in Fig. 27.19. The design procedure to be used is exactly as before, except 
that the primary circuit damping due to the diode circuits (the damping is actually 
across the r-f choke) will be approximately RdJi instead of i?dc/6 ; the secondary 
circuit damping is R^c as previously, where Ra,, = jRj = R^. If a resistor is sub- 
stituted for the r-f choke then the circuit damping is again modified depending on 
the value of resistance used in the circuit. Considerations leading to the choice of 
a suitable value for the inductance of the r-f choke will be given in detail in Chapter 29 
Sect. 2, in connection with the discussion on a.f.c. discriminators. 

It is perhaps worth mentioning that hum due to heater-cathode leakage is some- 
times troublesome in discriminator circuitSj particularly with miniature diodes, and 
a simple and effective cure for this trouble is to make the cathode positive with respect 
to the heater. This can be readily effected, for example in Fig. 27.19, by connecting 
a 10 000 Q resistor by-passed by, say, a 0.01 /j-F mica capacitor between the earthy 
end of Ri and ground ; the junction of R^ and the 10 000 Q resistor is then connected 
to B-f- via a series resistor whose value is selected so that about 10 to 15 volts appears 
across the 10 000 Q resistor (which now forms one arm of a voltage divider). In a 
typical case the series resistor would be about 0.16 MQ for a B-t- of 250 volts. 

(iv) Ratio detectors 
(A) General 

Many of the details given below, regarding ratio detectors, have been taken from 
Refs. 34, 35 and 36. Practical experience with several of the arrangements shown 
has confirmed much of the data given in the design sections. However, a number of 
additional factors will warrant discussion. 

The principle underlying many circuits for F-M detection is the peak rectification 
of two i-f voltages, the relative amplitudes of which are a function of frequency, to- 
gether with means for combining the rectified voltages in reversed polarity. The 
output is then equal to the difference between the two rectified voltages. This state- 
ment is directly applicable to the phase discriminator circuits of Figs. 27.17 and 27.19, 
the two i-f voltages being those applied to the diode plates, and the rectified voltages 
combined in reversed polarity being those which appear across the load resistors 
R3 and Ri. The way in which the two i-f voltages, applied to the diode plates, are 
dependent on the instantaneous intermediate frequency has been discussed in con- 
nection with Figs. 27.15 and 27.16. It was mentioned previously that, with the phase 
discriminator, changes in the magnitude of the input signal will give rise to amplitude 
changes in the resultant output voltage, and the need for some form of amplitude 
limiting was emphasized. 

In an attempt to eliminate the necessity for a limiter, a ratio type of detector has been 
developed from the basic phase discriminator circuit. In this modified circuit the 
rectified voltages are split into two parts in such a way that their ratio is proportional 
to the ratio of the instantaneous i-f voltages applied to the detector diodes, and the 
sum of the two rectified voltages is kept constant. It has been found in this type of 
circuit that the useful output voltage, which is proportional to the difference between 
the two rectified voltages developed by the diode detectors, tends to be independent 
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of amplitude variations superimposed on a frequency modulated voltage applied to 
the discriminator circuit input terminals. 

A basic ratio detector circuit is shown in Fig. 27.20(A). It can be seen that this is 
similar to the conventional phase discriminator but one of the diodes is reversed, and 
so the total voltage between the points P and N is equal to the sum of i?i and E^. 
The sum of and E^ is held constant by means of a battery or a large capacitance. 
This point will be further discussed as we proceed. The audio output voltage is 
taken from the jtmction of R^, and C5, C, and is equal to (ZJi — i?2)/2. The 
voltage output with frequency change is seen from Fig. 27.20(B) to be similar to that 
for a conventional discriminator circuit. 

The sum voltage {E^ + E^ can be stabilized by using either a battery or by shunt- 
ing a large capacitance across the load resistors i?3 and R^. A battery would limit 
the operation in such a way that the input signal would need to be at least strong 
enough to overcome the fixed bias due to the battery voltage. A better solution is to 
use a capacitor, since the voltage across it will vary in proportion to the average signal 
amplitude and thus automatically adjust itself to the optimum operating level. This 
allows amplitude rejection to be secured for a wide range of input signal voltages, the 
lowest useful signal being determined by the ability of the diode rectifiers to conduct 
with small input voltages. 

When a capacitor is used to stabilize the rectified output voltage its capacitance 
must be sufficiently large so that the sum of Ei + E^ cannot vary at an audio frequency 
rate. This calls for a time constant in the circuit made up from R3, R^ and the 
additional capacitance C of about 0.2 seconds. The effects of C5 and C, on the time 
constant can be neglected, since the value of the capacitance C will be of the order 
of microfarads (usually about 8/j.F). 




FIG.27-20 (a) basic CIRCUIT OF RATIO DETECTOR. 

(b) typical OUTPUT CURVE. 
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(a) constant normal input voltage e-Co 



STABILIZING CURRENT iA.=0 



DIODE CURRENT J-d- 



R3+R4 

EFFECTIVE DIODE LOAD RESISTANCE^. R3+R4 



(bIiNCREASE in INPUT VOLTAGE e>eo 
STABILIZING CURRENT 
DIODE CURRENT 

EFFECTIVE DIODE LOAD RESISTANCE<Cr3+R4 



(C) DECREASE IN INPUT VOLTAGE e<eo 
STABILIZING CURRENT j-jC>0 

<E|+'E? 

EFFECTIVE DIODE LOAD RESISTANCE^ R3+R4 



E.+ E? HELD CONSTANT AT VOLTAGE 
EQUAL TO RECTIFIED OUTPUT WHEN 

*-|C.a7-21 RATIO DETECTOR CIRCUIT SHOWING CONDITIONS FOR DIFFERENT SIGNAL 

INPUT VOLTAGES. 



It is worth noting that the a.v.c. voltages available from ratio detector circuits have 
values which are not always directly suitable for application to controlled stages. 
Some form of voltage divider arrangement is often necessary to obtain suitable volt- 
ages for securing the desired a.v.c. characteristic. 

(B) Operation 

A brief qualitative description of the operation of the ratio detector will be given 
here. A complete quantitative analysis has not been made, although many of the 
significant factors have been investigated (see Refs. 34, 35 and 36). 

Fig. 27.21 shows the same basic circuit as Fig. 27.20(A), rearranged in a more 
convenient form for discussion. The main details of operation are also indicated, 
and show what happens in the circuit when the amplitude of the signal input voltage 
changes. For the case (A) where the amplitude of the signal input voltage is con- 
stant, the stabilizing current is zero and the circuit has essentially the same output 
characteristic as a phase discriminator. When the signal amplitude increases (B), 
the average diode current also increases, and resultant direct current 0ows into the 
stabilizing voltage source (i.e. the battery is being charged). From this since + 
remains constant, it is seen that the effective diode load resistance must decrease 
and so the primary and secondary circuits are more heavily damped than for the case 
(A) where the input voltage has a fixed value. The increased damping on the trans- 
former circuits will tend to offset the increase in the amplitude of the input voltage, 
and so the output voltage will also tend to be constant. 

Similarly, when the signal amplitude decreases — case (C) — the stabilizing voltage 
source supplies additional current (i.e. the battery is being discharged) to offset the 
reduction in diode current, so as to maintain Ei + E^ constant ; the effective diode 
load resistance is now increased, and so the circuit damping is reduced. 

From this it is seen that stabilizing the rectified voltage results in the equivalent 
load resistance varying in such a way as to offset changes in the amplitude of the signal 
input voltage. It also follows that there must be optimum circuit conditions which 
will allow the undesired amplitude variations to be offset most effectively (although 
these conditions are not necessarily the same for ail input voltages). The conditions 
for obtaining the most satisfactory operation will be summarized below when dis- 
cussing the design of the ratio detector. 
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(C) Types of circuit 

There are two types of ratio detector circuit in common use. The first of these is 
the so called balanced circuit and is illustrated by Fig. 27.22. At first glance this 
does not seem to be the same as the basic circuit previously discussed. However, 
if the tertiary winding is considered as Lj for the moment (its presence will be ex- 
plained presently), and it is taken that Ca has a high reactance at audio frequencies 
and negligible reactance at i-f, then a simple re-arrangement of the circuit will show 
that it is the same as that of Figs. 27.20 and 27.21. Whether the junction of C5 
and C^ is connected to ground, as shown in Fig. 27.22, or Cs is connected from the 
junction of C5 and C, to the junction of i?3 and R^ as would be expected (since 
is part of the audio load circuit) is unimportant, as can be seen by redrawing the cir- 
cuit. C is the stabilizing capacitor. 




F(G.27-22 BALANCED TYPE OF RATIO DETECTOR CIRCUIT. 



The second type of circuit in common use is the unbalanced arrangement of Fig. 
27.23. The operation is similar to the balanced arrangement but it obviously cannot 
be redrawn directly into a balanced arrangement. The A-M rejection is the same 
whether the centre-tap of i?3 and or any point along the load is grounded, provided 
that the stabilizing capacitor can hold the voltage across its terminals constant. This 
condition is not easily met, however, at very low audio frequencies because very long 
time constants for the diode load circuit have undesirable effects when the receiver 
is being tuned. 

In general the balanced circuit will give better amplitude rejection at low frequencies 
than the unbalanced arrangement, when the time constants of the two circuits are the 
same. 

Additional advantages of the balanced ratio detector are that the ratio of a.v.c. 
voltage to audio voltage is comparable with that obtained in conventional A-M de- 
tector circuits, and also a voltage is available which is zero at the centre frequency 
and can be used for a.f.c. purposes if so desired. 

The presence of the tertiary winding in the discriminator transformer is readily 
understood when it is considered that it provides a simple method of tapping down 
on the transformer primary without the use of bloclcing capacitors and a choke, and 
at the same time allows the overall sensitivity of the detector to be increased by per- 
mitting a high primary circuit dynamic impedance. This is particularly helpful since 
the value of the total diode load resistance is generally small (usually less than 50 000 
ohms total). 

Because of the low value of load resistance it should be clear that high detection 
efficiencies arc not easy to obtain, and so high perveance diodes are of considerable 
assistance in this regard because their internal impedance will be comparatively small. 
However, it is often found that high perveance diodes are more susceptible to hum 
pick-up than the medium perveance types and so are not necessarily the best choice 
in all circuits. 

Before leaving this section an additional point of interest will be discussed. In 
Fig. 27.24 are shown typical curves of output voltage against signal input voltage for 
a ratio detector. It can be seen from these curves that the output is not constant 
with input voltage for a given frequency deviation. This effect can be offset to a 
large extent by using the valve preceding the ratio 'detector as a partial limiter. For 
weak signals the driver valve can be used as a straight voltage amplifier, but if a grid 
register and capacitor are included which have a fairly short time constant (say 10 
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microseconds or so) they can be used to derive a bias voltage for the grid of the valve 
when the signal exceeds some pre-determined level, and the valve can then be used 
to provide a degree of limiting. In this way the use of an additional valve is still 
avoided, since most ratio detectors operate satisfactorily with as litt'e as 10 millivolts 
(or less) applied to the grid of the driver valve, but the advantages of additional am- 
plitude limiting can be obtained on strong signals. Of course, satisfactory results 
are obtainable with a ratio detector alone and the application of a.v.c. bias to the 
earlier stages is helpful but improvement is possible with the arrangement suggested, 
and with very little additional trouble. With the partial limiter arrangement a.v.c. 
is sometimes applied to the first i-f voltage amplifier, the a.v.c. bias being derived from 
the ratio detector circuit as indicated in Figs. 27.22 and 27.23. Some receiver manu- 
facturers do not use a.v.c. at all, but use suitable grid resistor-capacitor arrangements 
with both i-f valves to provide additional bias when the signal is sufficiently large. 
Some care is necessary with the limiter arrangements, since detiming of the i-f trans- 
former can have adverse effects particularly with some types of noise interference. 
This point received consideration in Chapter 26 when the design of the F-M i-f 
transformers was being discussed. , 




Unbolancea' Type of Ratio D«t«tor FIG. 27.34 Typicol Input-Ourput Voltage Cur. 

for Ratio Detector 



(D) Design considerations 

The data given below are quite general, but the circuit constants suggested are 
based on a centre frequency of about 10.7 Mc/s and a peak separation of approxi- 
mately 350 Kc/s. Most of the information which follows (with certain modifica- 
tions) is taken from Ref. 34, where a more detailed explanation is available. 
Diode characteristics 

Good ratio detector performance can be obtained with either high perveance diodes 
such as type 6AL5, or medium-perveance diodes such as type 6H6. 

The circuits used will differ with high and medium perveance diodes in the extent 
to which the rectified output voltage is held constant. They will also differ with 
respect to the compensation used to minimize the residual unbalanced component 
of amplitude modulation in the output. The unbalance is brought about by secondary 
transformer detuning effects caused by input reactance variations due to the diodes. 
The magnitude of the effect is generally less for diodes having lower perveance. 

Because the diode rectification efficiency, and hence the diode circuit loading, 
varies with signal level, optimum A-M rejection is obtained for a particular input 
voltage. The level at which optimum A-M rejection is obtained can be altered by 
varying the circuit constants, particularly the fraction of the total rectified voltage 
which is stabilized, or the ratio of secondary and tertiary voltages. 
Secondary Inductance 

The secondary L/C ratio should be as high as possible consistent with circuit 
stability. This suggests capacitance values from 25-70 /i/xF. Also, the secondary 
Q should be as high as possible, depending on the required peak separation. Suit- 
able Q values are 75 to 150, with the higher values giving improved sensitivity, for 
a given A-M rejection, but less peak separation. 
Load resistors 

The value R of the diode load resistors is generally selected to reduce the operating 
secondary circuit Q to a value of approximately one-fourth or less of its unloaded 
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value. Smaller values for R will increase the downward modulation handling capa- 
bilities of the detector, but will also reduce its sensitivity. 
Primary L/C ratio and Q 

The primary L/C ratio should be as large as possible to increase the sensitivity. 
The limiting factor is the maximum stable gain between the grid and plate of the ratio 
detector driver valve (i.e. the last i-f valve preceding the detector). When determin- 
ing the maximum gain it should be remembered that the gain may increase during 
downward amplitude modulation, particularly on either side of the centre frequency. 

If the primary Q is high enough so that the operating Q is determined mainly by 
the diode loading, the grid-plate gain will rise during the A-M cycle. This is advan- 
tageous since it increases the ability of the detector to reject downward modulation. 
The primary Q is made as high as possible consistent with peak separation and stable 
gain requirements. 
Coupling 

The value of coupling used, together with the number of turns in the tertiary wind- 
ing, is the principal factor in determining the ratio of the tertiary voltage to the half 
secondary voltage. This ratio should always be close to rmity. The coupling is 
generally adjusted to half critical in the actual circuit, since the degree of coupling is 
dependent on the other circuit component values and these are selected before the 
coupling is finally set to the desired amount. 
Tertiary inductance 

The number of turns on the tertiary winding is adjusted so that the required ratio 
of tertiary voltage to half secondary voltage is obtained (see imder Coupling). 
Reducing unbalanced A-M component 

There will always be some residual amplitude modulation in the detector output 
because of the variation in the effective diode input capacitance during the A-M cycle, 
and because of the rmbalance introduced by the transformer and other circuit com- 
ponents. Several methods are useful in overcoming this effect. One is to vary the 
effective centre-tap on the secondary winding (this method is shown in Fig. 27.26) 
and another is to make the resistors and R^ shown in Fig. 27.25 unequal. In 
addition a resistor R^ is used in series with the tertiary winding (see Fig. 27.25) to 
modify the peak diode currents, which has the effect of appreciably reducing the un- 
balanced A-M component particularly at high input voltages. The methods using 
resistors to reduce imbalance also reduce the detector sensitivity. 

The reduction of unbalance effects is carried out by observing the condition for 
minimum A-M output when a signal which is simultaneously amplitude and frequency 
modulated is applied to the detector. 
Time constant of stabilizing voltage 

The discharge time constant of the stabilizing capacitance and the load resistance 
should be about 0.2 second. Larger time constants will give better amplitude re- 
jection when the undesired modulating frequency is low, but have undesirable effects 
on the tuning. The tuning effect is similar to that given by an ordinary A-M receiver 
when the a.v.c. time constant is too long. 

Experiments with the time constant of this circuit give some interesting effects. 
If the stabilizing capacitance is made very large, say 100 ixF or so, and the receiver is 
tuned rapidly across a signal, it will be foimd that the point of maximum output is 
very easily determined, and there is no effect from the usual side responses. When 
the receiver is detuned the noise level rises, as the capacitor discharges, and the side 
responses again become evident until the receiver has been tuned once through the 
point of maximum output. 
Additional details 

It is not particularly easy to achieve a good balance with the ratio detector circuit, 
and usually more care is required in this respect than with the conventional phase 
discriminator. However, the better the balance obtained the better will be the 
rejection of undesired amplitude modulation. 

Although the side responses are normally well down on the response at the main 
tuning point, with this type of circuit, considerable improvement has been noticed 
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when the bandwidth of the discriminator is fairly large (say 300 to 400 Kc/s) and the 
i-f response is such as to give steep sides to the overall selectivity curve. With re- 
ceivers using two i-f transformers (each critically-coupled and both having primary 
and secondary Q's of about 75) the side responses are still sufficiently large to be notice- 
able, although they are 12-15 db down on the main timing position. Receivers using 
three transformers (each critically-coupled and having Q's of about 70) give a very 
marked improvement, and the two undesired side responses can only be foimd after 
careful searching. If the transformers are made more selective the side responses 
are reduced, but the additional non-linear distortion introduced by the tuned circuits 
may no longer be negligible, as can be determined from the data given in Chapter 26. 
Further, the amount of amplitude modulation on a carrier goes up as the selectivity 
of the transformers is increased, and this undesired A-M has to be removed by the 
ratio detector thereby reducing its effectiveness to other undesired external noise. 
Even in the case of the receiver with only two i-f transformers, the undesired side 
responses are very much less noticeable than with receivers using the usual limiter 
and discriminator combination 
(E) Practical circuits 

Two circuits which have been constructed and tested imder working conditions 
are shown in Figs. 27.25 and 27.26. The intermediate frequency is 10.7 Mc/s 
Constructional details and performance data can be found in Refs. 34 and 37. 
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De-emphasis is obtained in the circuit of Fig. 27.26 by adjusting the value of the 
capacitor marked C^. The time constant (0.4 second) of the diode load circuit is 
about twice as long as that previously recommended for typical cases, but the per- 
formance is quite good, and, as suggested in Ref. 37, the individual designer can set 
the constants to suit his own requirements. 

The secondary winding for the circuit of Fig, 27.25 is a bifilar arrangement, while 
that of Fig. 27.26 has the secondary split into two sections placed on either side of 
the primary. In the latter case slug tuning is used for one half of the secondary so 
that the effective centre tap can be set to any desired position. 
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(F) Measurements on ratio detectors 
Primary and secondary Q's 

To measure the unloaded primary Q, the double diode valve is removed from its 
socket and the secondary is detuned. The primary Q is then determined by the 
selectivity of the primary tuned circuit. The loaded primary Q is measured in the 
same way but with the double-diode valve in the circuit. 

To measure the secondary Q the primary is heavily loaded by a shvmt resistor. 
The secondary Q is then determined from the selectivity of the secondary winding 
as indicated by the rectified voltage variation with frequency. When measuring the 
unloaded secondary Q, the diode load resistance should be replaced by a resistance 
of about one megohm. When measuring the loaded secondary Q, the normal load 
resistors should be used. For these measurements the centre-tap of the secondary 
winding should be disconnected from the tertiary winding, to prevent the tertiary 
voltage from contributing to the rectified voltage. 

Coupling 

The percentage of critical-coupling can be measured by noting the change in prim- 
ary voltage as the secondary is varied from a tuned to a detuned condition. With all 
circuit conditions normal, and the signal input voltage set to the intermediate fre- 
quency, the primary voltage (£1) is noted. With the same input signal level, the 
secondary is dettined so that the primary voltage rises to E^. The percentage of 
critical-coupling can then be expressed in terms of the ratio between the primary 
voltage with the secondary detuned and tuned using the relationship 
k ^ Ie, _ ^ 

For example, if the signal voltage at the plate rises 25 per cent. (i.e. = 1.25 E^) 
when the secondary is detuned, the coupling is 50 per cent of critical. 

The ratio between the secondary and tertiary voltages can be measured indirectly 
in terms of the rectified output voltage which is obtained (a) with the secondary tuned 
and (b) with the secondary dettmed. In both cases the input signal is adjusted so 
that the primary voltage remains constant. If the ratio between the voltages read in 
(a) and (b) is r, that is if 

Rectified voltage (tuned secondary) 

Y — . ^ . 

Rectified voltage (dettmed secondary) 
then |- ^Vr* - 1 

where 5 = half secondary voltage at centre frequency 

P = " primary " (i.e. tertiary) voltage effective in the diode circuit at the 
centre frequency. 
The ratio S/P is usually made equal to unity. 
Signal generator 

It is convenient to have available a signal generator of good quality capable of 
being simultaneously frequency and amplitude modulated. Undesired amplitude 
and frequency modulation should not be present in the generator output. 
Alignment procedure 

The ratio detector may be aligned by using either an unmodulated signal set to 
the centre frequency and a d.c. vacuum-tube voltmeter, or by using a F-JVl signal 
generator and an oscillograph. 

If an unmodulated signal generator is used, the procedure is to set the signal to the 
intermediate frequency, and with the d.c. vacuum-tube voltmeter coimected to measure 
the rectified output voltage (this is usually the a.v.c. take-off point), the primary 
tuning being adjusted for maximum voltage output. 

The procedure used for adjusting the secondary tuning depends upon whether the 
centre-tap of the stabilizing voltage is earthed or whether one end is earthed. If 
the centre-tap is earthed, the secondary tuning is adjusted so that the d.c. voltage at 
the audio take-off point is equal to zero ; the d.c. vacuum-tube voltmeter is shifted 
to the audio take-off point for this measurement. If the detector is of the tmbalanced 
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rype the secondary timing is adjusted so that the d.c. voltage at the audio take-off 
point is equal to half the total rectified voltage. Aa an alternative an amplitude 
modulated signal can be used, the primary trimmer is adjusted for maximum d.c. 
output voltage and the secondary trimmer adjusted to give minimum audio output ; 
the residual output is measured in the conventional manner. Circuit unbalance is 
indicated if the two methods do not give the same secondary trimmer setting. 

If sweep alignment is used, the primary can be accurately aligned by using a com- 
paratively low deviation, and adjusting the primary trimmer for the maximum am- 
plitude of output voltage. The secondary may be adjusted by using a deviation such 
that the total frequency swing (twice the deviation) is equal to the peak separation. 
This procedure makes it possible to adjust the secondary tuning so that a symmetrical 
detector characteristic is obtained. 
Peak separation 

The separation between the peaks on the F-M output characteristic of a ratio de- 
tector may be measured by applying a frequency modulated signal and increasing the 
deviation imtil the response is just observed to flatten at the peaks. When this is 
done, the peak separation is equal to twice the deviation. 

If an attempt is made to measure the peak separation by plotting the output charac- 
teristic point by point, the peak separation obtained will usually be considerably less 
than that obtained imder dynamic conditions with the output voltage stabilized. The 
F-M detector characteristic may be plotted point by point provided a battery of the 
proper voltage is connected across the stabilizing capacitor. The voltage of this 
battery must be equal to the rectified voltage which exists at the centre frequency. 
In practice it is convenient to use a 7.5 volt " C " battery and to adjust the signal 
input so that the capacitor-stabilized voltage at the centre frequency is equal to the 
battery voltage. 

It is worth noting that the peak separation is not constant for all values of input 
voltage, and measurements should be made for several representative voltages of the 
magnitude likely to be encountered under practical conditions of reception. The 
peak separation is wider for larger input voltages, as a result of the increased diode 
loading on the tuned circuits. Similarly the peak separation is less for smaller input 
voltages because of reduced circuit damping. 
Measurement of A-M rejection 

The measurement of A-M rejection can be carried out using a signal generator 
which can be simultaneously frequency and amplitude modulated. 

Ref. 34 shows a number of the typical wedge-shaped patterns which are obtained 
when visual methods are used for determining the amplitude modulation present 
in the audio output. A pattern of the type to be expected is shown in Fig. 27.27. 

The measurement of the A-M rejection 
of a ratio detector can be described in terms 
of the pattern obtained for a given frequency 
deviation and a given percentage of amplitude 
modulation. 

The measurements should be made for 
several different values of input voltage. 
Ideally the pattern obtained should be a 
diagonal line regardless of the presence of 
amplitude modulation. The amount by 
which the pattern departs from a straight 
line indicates the extent to which the de- 
tector fails to reject amplitude modulation. 

To measure A-M rejection with a genera- 
tor which can only be frequency modulated 
the procedure is as follows. A frequency 
modulated signal fully deviated (±75 Kc/s 
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in the usual case) is applied, and a battery of which the voltage is equal to the rectified 
output is shunted across the stabilizing capacitor. The magnitude of the input 
signal is now reduced until the output becomes distorted as a result of the diodes 
being biased by the stabilizing voltage, and finally the F-M output drops to zero. 
The ratio between the initial input signal and the minimum input signal for which 
the F-M output becomes distorted is then a measure of the amount of downward 
modulation that the detector can reject. For example if the voltage ratio is r, then the 
percentage of downward amplitude modulation which can be handled is 100 (r — l)/r. 
To determine the rejection of the detector for upward amplitude modulation the 
same set-up is used and the change in output is noted as the input signal is increased. 
Since the amplitude of the input signal is not varied dynamically, this method will 
not indicate any tmbalanced component which may be present in the output. The 
latter is more conveniently measured using simultaneous F-M and A-M as discussed 
previously. 

Another method which can be applied to measure the amplitude rejection pro- 
perties of any type of detector for different signal input voltages may be worth dis- 
cussing. The input signal is simultaneously frequency and amplitude modulated. 
Any audio modulating frequencies can be selected which are not harmonically related, 
and suitable values are say 400 c/s for F-M and 30 c/s for A-M. The percentage 
A-M can be taken as 30% (or any value desired) and the deviation as :t 22.5 Kc/s 
(or any otheJii value). The ratio of the desired and undesired audio outputs can then 
be measured on a frequency selective voltmeter such as a wave analyser. Measure- 
ments can be made at the centre frequency to indicate residual A-M, and for various 
frequencies off the centre frequency to determine the rejection capabilities of the 
detection system under operating conditions ; e.g. those which occur when oscillator 
and other frequency drift occurs. Low audio frequencies are preferable for this 
test (and also for the previous methods), particularly with ratio detectors, since the 
amplitude rejection is least for this condition. Tests on a number of ratio detectors 
have indicated similar performance when high audio modulating frequencies are 
used, but considerable variation occurs in the amount of amplitude rejection obtained 
for the lower audio frequencies using balanced and unbalanced circuits. This is 
readily understood when the function of the stabilizing capacitor is considered. 

Standard test procedures have been devised for F-M receivers, and Standard methods 
for evaluating the degree of A-M rejection, downward modulation handling capability, 
and the effects of mistuning are described in Chapter 37. 

Non-linear distortion 

Distortion measurements are usually quite difficult to carry out with any degree of 
accuracy because of the inherent non-linear distortion present in the signal source 
and test equipment. Tests on typical F-M receivers using limiter-discriminator 
combinations and ratio detectors have been made, using the low power stages of a 
F-M broadcast transmitter as the signal source. The non-linear distortion in the 
transmitter signal was less than 0.5% for frequencies from 100 c/s to 15 Kc/s, and 
less than 1% from 30 to 100 c/s ; the frequency deviation was set to ± 75 Kc/s in 
all cases. 

Both types of receiver indicated a measured overall distortion of the order of 2 to 
2.5% in the frequency range 100 c/s to 7.5 Kc/s, 3 to 5% at 50 c/s and 5% at 15 Kc/s 
although this latter case was a visual check only. Above 10 Kc/s the non-linear 
distortion with ratio detector receivers is generally somewhat higher than with limiter- 
discriminator receivers. The input in all cases was approximately lO'O /xV and the 
output was adjusted to 0.5 watt. The test frequency was 97.2 Mc/s and the i-f of 
all receivers was 10.7 Mc/s. The measured distortion for the a-f amplifier alone was 
0.5% for the range 100 c/s to 7.5 Kc/s and 2% at 50 c/s ; above 7.5 Kc/s, observa- 
tion was made using an oscillograph and as there was no visible distortion it was as- 
sumed that distortion was less than 3%. 

The non-linear distortion is increased with ratio detector receivers when the magni- 
tude of the input voltage is made very large. With the other type of receiver the input 
signal must be sufficiently large to ensure satisfactory limiter operation. Receivers 
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using a combination of partial limiting and a ratio detector give excellent results for a 
wide range of signal input voltages, and do not require extra valves. 

The test conditions used are very severe, as it is unlikely that a 15 Kc/s audio signal 
will cause 75 Kc, s deviation ; although it should not be overlooked that pre-emphasis 
in the transmitter will cause a 15 Kc/s modulating signal to be increased in magnitude 
by about 17 db. Listening tests indicate that excellent results are obtainable with 
any of the receiver arrangements. It will be appreciated that the possibility of errors 
in the distortion measurements are very large, and the results are given to serve as an 
indication of the magnitude of the distortion to be expected with typical F-M receivers 
which do not include elaborate design features, but conform to good engineering 
practice. 



SECTION 3 : AUTOMATIC VOLUME CONTROL 



(i) Introduction (ii) Simple a.v.c. (iii) Delayed a.v.c. (iv) Methods of feed 
(a) Series feed (b) Parallel feed (v) Typical circuits {vi) A.V.C. application (vii) 
Amplified a.v.c. (viii) Audio a.v.c. {ix) Modulation rise (x) A.V.C. with battery 
valves {xi) Special case with simple a.v.c. {xii) The a.v.c. filter and its time constants 
(xiii) A.V.C. characteristics (xiv) An improved form of a.v.c. characteristic (xv) 
Design methods. 

(i) Introduction 

Automatic volume control is a device which automatically varies the total ampli- 
fication of the signal in a radio receiver with changing strength of the received signal 
carrier wave. In practice the usual arrangement is to employ valves having " remote 
cut-off" or " variable-mu " grids and to apply to them a bias which is a function of 
the strength of the carrier 

From the definition given, it would be correctly inferred that a more exact term to 
describe the system would be automatic gain control (a.g.c). The older term a.v.c. 
has been retained here as the name is not likely to lead to any confusion, and is widely 
used throughout the radio industry. 

(ii) Simple a.v.c. 

In order to obtain simple a.v.c. it is only necessary to add resistor Ri and capacitor 
Ci to the ordinary diode detector circuit shown in Fig. 27,28. In any diode detector 
there is developed across the load resistor and in series) a voltage which is 
proportional to the strength of the carrier voltage ai the diode. The diode plate end 
of the load resistor is negative with respect to earth (Fig. 27.28) and therefore a nega- 
tive a.v.c voltage is applied to the controlled grids. Ri and C, form a filter to remove 
the a-f component and any residual i-f and leave only the direct component of voltage. 

Since a capacitor in series with a 
resistor takes a finite time to charge 
or discharge, the a.v.c. filter circuit 
has a " time constant." The time 
constant of Ri and C4 is equal to 
RiCf. For example, if R, is 1 meg- 
ohm and C4 is 0.25 microfarad the 
time constant will be 0.25 second. 
In this circuit the time constant is 
also influenced by Ri during charge 
and by R^ during discharge, but since 
Rj is small compared with R^ it will be 
sufficiently close for practical purposes 
Pig 27 28 to regard R,C, as giving the time 
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constant during charge, and Ci(Ri + R2) as the time constant during discharge. 
It is seen that the charge time constant is shorter than the discharge time constant. 
Time constants in a.v.c. circuits will be discussed in detail in (xii) below. 

For 100% rectification efficiency the a.v.c. voltage would equal the peak i-f voltage 
applied to the diode. Because of losses the a.v.c. voltage is always somewhat less 
than the peak carrier voltage (this is readily seen from Figs. 27.5 and 27.6), and since, 
in general, a higher voltage is required for the a.v.c. than for deteaion, this will be a 
limitation to the use of simple a.v.c. 

The design of the i-f transformer to couple the i-f voltage into the diode circuit is 
quite straightforward. The damping to be expected across the windings due to the 
diode circuits has already been discussed in Sect. l(i)Cc of this chapter. Methods 
of i-f transformer design are detailed in Chapter 26. 

In the circuit of Fig. 27.28 the d.c. diode load consists of Ri and R^ in series, i?, 
being used in conjunction with capacitors and to form a filter to prevent the 
major part of the imdesired i-f voltages from appearing across R^. The volume 
control is R^ in this circuit, and the advantages and disadvantages of using the control 
in this position were discussed in Sect. l(i)Dc above. At audio frequencies R^ is 
shunted by Ri and by when the setting for is at the maximimi. It follows that 
the diode load for a.c. is considerably different from that for d.c, and, as previously 
discussed in Sect. I(i), considerable non-linear distortion of the a-f output will result 
when the modulation percentage is high. R^ and C4 will substantially remove all 
audio frequency variations from the a.v.c. bias applied to the controlled stages, as well 
as any residual i-f voltages which may be present across R^. 

Fig. 27.28 shows i?, connected to the jimctioh of Ri and i?2, but in some cases Rt 
is connected to the top of R^. This latter arrangement will give a slightly higher 
a.v.c. voltage, the amount depending on the size of but the amount of i-f filtering 
for the controlled stages is reduced. With the usual component values it is not very 
important which arrangement is used. 

Owing to the effects of contact potential in the diode, together with rectification 
due to unavoidable noise voltages, there is a voltage developed across R^ even with 
no carrier input. Even with a weak carrier input this voltage is increased. Conse- 
quently it will be seen that with the weakest carrier likely to be received there is an 
appreciable negative voltage applied to the controlled grids. If no means were taken 
to compensate for this, the overall sensitivity of the receiver would be decreased. 
Compensation for the initial standing bias, before a carrier is received, can be carried 
out by applying a lower minimum negative bias to the controlled stages. However, 
a very real disadvantage of simple a.v.c. is now apparent in that the sensitivity of the 
receiver may decrease as soon as a carrier is received. To overcome the loss in sensi- 
tivity on weak signals a delayed a.v.c. system is used and this gives very much improved 
control. 

A special case of the effects of contact potential with zero bias valves is worth noting 
before leaving this section. Suppose a negative bias voltage exists between the grids 
and cathodes of the controlled valves due to positive grid current. This current can 
be sufficiently large to cause an appreciable negative bias voltage to appear across the 
resistance common to the controlled stages and the detector, and so give rise to a 
negative bias voltage between plate and cathode of the diode. Under this condition, 
if simple a.v.c. is being used, there will be no output from the receiver until the signal 
is sufficiently large to overcome this delay bias on the detector. If a separate diode is 
used for a.v.c. the effect will be to increase the delay bias. Typical ejfamples of the 
effect have occiu:red in practice with type 1P5-GT voltage amplifiers used in con- 
junction with the diode section of a type IH5-GT. An obvious remedy is to apply a 
small positive bias voltage to the diode plate, but the grid current can often be ap- 
preciably reduced by increasing the screen voltage. 

(iii) Delayed a.v.c. 

The " delay " in delayed a.v.c. refers to voltage delay, not time delay. A delayed 
a.v.c. system is one which does not come into operation (i.e. it is delayed) imtil the 
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carrier strength reaches a pre-determined level. The result is that no a.v.c. voltage 
is applied to the grids of the controlled stages until a certain carrier strength is reached, 
and the receiver will have its maximum sensitivity for signals vi^ith an amplitude below 
this pre-determined level. 

The circuit used for delayed a.v.c. also makes possible improved rectification 
efficiency in the a.v.c. circuit, thus producing slightly greater a.v.c. voltage for the 
same peak diode voltage. This is due to the higher value of a.v.c. diode load resistance 
(i?7 in Fig. 27.29) permissible in this circuit. With the a.v.c. arrangement shown the 
a.c. loading on the detector circuit is reduced when compared with the arrangement of 
Fig. 27.28 and this reduces the distortion of the audio output voltage. Some non- 
linear distortion of the modulation envelope does occur at the primary of the trans- 
foniier but this is considerably less than that introduced when the a.v.c. voltage is 
obtained from the secondary circuit. In addition, the overall selectivity up to the 
primary of the i-f transformer is less than that at the secondary, and the a.v.c. will 
start to operate further from the carrier frequency than if fed from the secondary. 
The advantage here is that the tendency to give shrill reproduction is reduced as the 
receiver is detuned from a carrier. 




Differential distortion, caused by variable damping of the a.v.c. diode input circuit, 
is frequently mentioned as an inherent disadvantage of delayed a v.c. because of the 
distortion which is introduced when the diode bias line cuts the modulation envelope. 
Careful measurements have shown that the additional distortion occurring just as 
the a.v.c. diode starts to conduct is quite small provided that the delay voltage is 
small and the average depth of modulation is not large (say 50% or so). With a delay 
voltage {Ejj, Fig. 27.29) of 3 volts the total harmonic distortion was found to increase 
from an average level of about 2.5% to a peak of 4%. Not only is the amount of 
distortion fairly smaU, with the usual depth of modulation, but it only occurs over a 
limited range of input signals, which, with a small delay voltage such as 3 volts or 
less, occurs at such weak signal strengths as to be relatively unimportant. However 
with 100% modulation this type of distortion will always occur. Of course, when the 
input voltage is too small for the a.v.c. diode to conduct there is no distortion. From 
the evidence available, it appears that the effect of differential distortion is a com- 
paratively minor one when the circuit is correctly designed, and a small delay voltage 
is used. Detailed discussion of the distortion produced by delayed a.v.c. can be 
found in Refs. 44 (p. 189) and 46. 

If it is desired to apply full a.v.c. voltage to certain controlled stages and a fractional 
part only to another stage, this may be done by tapping i?, at a suitable point and by 
adding a filter circuit similar to that made up from i?4 and Cj. 

Staggering* of the a.v.c. is sometimes advantageous, as a considerable improvement 
in signal-to-noise ratio is often possible by controlling mainly the i-f amplifier valves. 
*By staggering oflhe a.v.c. is meant the application of different values of a.v.c. voltage to various stages 
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However, in some cases this leads to difficulties with cross modulation. When cross 
modulation is a serious problem it is preferable to control the r-f amplifier valves 
fully. Often no great care is taken v?ith broadcast receivers in the method of applying 
a.v.c. With high quality communications receivers precautions are necessary, and 
it is helpful if the r-f and i-f valves to be controlled by a.v.c. can be selected by the 
operator. In this way optimum performance can be obtained under all conditions. 
The usual arrangement, however, is to design an a.v.c. system with compromise 
characteristics and fit manual switching for the selection of suitable time constants. 
The signal-to-noise ratio of the receiver should be measured when the a.v.c. charac- 
teristic is being determined, to ensure that the performance of the receiver is not 
seriously impaired when the signal input voltage is increased. Cross modulation 
tests are also necessary when the receiver performance is being determined. Further 
discussion of these problems can be found in Ref. 43 (pages 169 and 179). A dual 
a.v.c. system which has interesting possibilities is described in Ref. 50. Further dis- 
cussion on a.v.c. and noise is given in Chapter 35 Sect. 3(i). 

When a duo-diode triode (or pentode) valve is used with cathode bias, the value of 
the bias is usually between 2 and 3 volts. Such a voltage is suitable for use as a.v.c. 
delay bias ; a very simple arrangement is possible by returning i?, to earth as shown 
in Fig. 27.34. Alteration of the delay bias because of the presence of contact potentials 
must be considered, and this effect has already been discussed in (ii) above. 

A circuit which eliminates differential distortion, even with large delay voltages 
and high modulation levels, is shown in Fig. 27.38B. Signal detection and a.v.c. 
detection are carried out as before, but a diode, D^, and the three resistors R^, Rs 
and Rio are also used. jf?9 and R^o form a voltage divider from B+ to ground, the 
junction of these resistors and R^ having a potential of, say, -|-50 volts. Typical 
values for R^ and i?g could be 1 megohm and 5 megohms respectively, and it will be 
seen that Rt and R^ form a voltage divider between +50 volts and the source of 
a.v.c. potential. 

The operation of the circuit can be explained most simply if the diode Dj is ignored 
initially. Under these conditions, with no signal input to the receiver, point X will 
be practically at ground potential since there will be no i-f input to the diode Dj. and 
the voltage at Y will be approximately 

+ 50 X = + 8-1/3 voks. 

Now as an increasing signal is applied to the input of the receiver, the available a.v.c. 
voltage at X will increase, and when this voltage reaches —10 volts, the potential across 
the voltage divider RJis will be 50 — ( — 10) volts, and the potential at Y will be 

-10 + (50 + 10) = 0 volts. 

A still larger voltage of —40 volts at X will give at Y 
R 

-40 + (50 + 40) ^—-,5 = -25 volts 

Thus in the absence of the diode D^, point Y would have a potential with respect 
to groimd which was positive in the absence of a signal and became less positive, zero 
and then more negative progressively as the signal input increased. 

However the diode modifies this voltage variation by conducting whenever 
point Y tends to become positive. The result is that imder no signal and small signal 
conditions point Y, from which a.v.c. is applied, is substantially at ground potential 
but as the signal input increases above some critical value, Y becomes progressively 
more negative. Thus the requirements of delayed a.v.c. have been met, although 
the loading of the diode £>2 on the primary tuned circuit is near enough to being con- 
stant whether a.v.c. is being applied or not. 

After the delay has been overcome, the increase in negative potential at Y is not so 
rapid as the increase at X, the ratio being the same as that of the voltage divider formed 
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by R4 and Rg. However by using a large value of resistance for and a high positive 
voltage the ratio can be made as close to unity as required by any practical considera- 
tions. 

The cost of the resistors Rg and Rn, can often be avoided by using a source such 
as the screen of a valve which has no a.v.c, applied, or a voltage divider used for some 
other purpose, for the positive potential. To save the cost of a valve having an ad- 
ditional diode for D3 it is quite possible to use the signal diode as the source of 
a.v c. voltages, and as the " sinlsing " diode. Alternatively Di and D2 can be used 
as in Fig. 27.38B and the suppressor grid of say the i-f amplilier can be used as D3, 
although in this case with no signal applied the a.v.c. line will take up the potential 
of the cathode of the i-f valve. 

This method of providing delay either to the first stages or to all controlled stages 
of a receiver is of course equally applicable whether manual or automatic volume 
control is used 

(iv) Methods of feed 

The a.v.c. voltage may be fed through the secondary of the r.f. transformer to the 
grid of the valve (sometimes called " Series Feed ") or directly to the grid (some- 
times called " Shunt or Parallel Feed "). In the latter case it is necessary to use a 
blocking capacitor between the top of the timed circuit and the grid to avoid short- 
circuiting the a.v.c. voltage to ground through the comparatively low resistance of 
the timed-circuit inductor. Actually the second term is a misnomer, since cither 
circuit arrangement leads to the r-f and d.c. bias voltages being applied, effectively, 
in series with one another between grid and cathode of the controlled valve. This 
may not be immediately obvious in the case of so called " parallel feed," but can be 
readily seen by drawing an equivalent circuit consisting of a r-f voltage generator in 
series with a capacitor and in parallel with these a resistor in series with a battery. 
The capacitor charges to some value q because of the battery, and the r-f voltage due 
to the generator then acts in series with the resultant voltage across the capacitor, 
varying the total charge and consequently the voltage across the output terminals 
of the circuit 

It should be noted that the terms " Series Feed " and " Parallel Feed " have no 
bearing on the type of a.v.c. filter circuit, which may be series, parallel or a com- 
bination of both. The two types of a.v.c. feed circuits will now be considered in 
greater detail. 



(a) Series feed 

One arrangement of series feed is shown in Fig. 27.30. It will be seen that in 
each r-f tuned circuit a blocking capacitor (Cs, C) is used so that the rotor of the 
ganged tuning capacitors may be earthed and the a.v.c. voltage fed to the lower ends 
of the coils. In the r-f stages the use of this blocking capacitor will reduce the fre- 
quency coverage, and may also affect the tracking of the tuned circuits. To reduce 
these effects the same capacitance value should be used in each of the i-f stages, and the 
value selected should be fairly large consistent with other considerations. Also, if the 
capacitors are not to affect the Q of the tuned circuits adversely, they must be of a 
low loss type. A disadvantage of a high capacitance is that it increases the time con- 
stant of the a.v.c. circuit. 

For typical cases C5 and Cs would be about 0.05 /xF if the maximum capacitance 
of the tuning capacitor is about 400 /xixF. The effect on the tuning range is easily 
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determined by considering the reduction in total capaeitaHOe due to the capacitors 
being connected in series. Resistors JR5 and are used in conjunction with the 
capacitors to provide decoupling between the various stages ; typical fesistance values 
are 100 000 ohms. 

Since the tuning capacitors in i-f transformers need not be connected directly to 
earth, blocking capacitors are not necessaiy. In these circuits the capacitor C4 
(Fig. 27.29) serves to by-pass all high-frequency components of current from the 
earthy Sides of the secondaries of the tuned circuits of the i.f stages to earth, as well as 
being part of the a.v.c. filter. 



With the r.f. stages an alternative arrangement is to insulate the rotor of the ganged 
capacitors, and to by^pass it to earth by a single capacitor (C, Fig. 27.31). This 
enables the a.V;C. voltage to be applied without using any blocking capacitors in the 
ir-^f tuned circuits, and Mi the fUfther advantage that the time constant of the a.v.c. 
circuit may be made small. The arrangement also has obvious disadvantages and is 
little used. 

(b) Parallel feed 

The " parallel (or shuilt) feed " citcuit is shawa in Fig. 27.32. In this arrangement 
a blocking capacitor is necessary to prevent a low resistance d.c. path being formed 
from grid to earth by the fttaiflg iaductof , The resistors R^, i?<, and i?x„ provide part 
of the d.c. path from the vaiv'6 grids back to the cathodes. Since the individual resis- 
tors are shimted across their cofrespondfdg tuned circuits, the values selected must not 
be too low as otherwise appreciable damping occnirs. A 0.5 megohm resistance in 
parallel with a typical r-f tuned circuit geflerally is not serious, but could appreciably 
reduce the dynamic resistance of an i-f circuit. For these reasons " parallel feed " 
is sometimes used with r-f stages, but it is seldom applied to i-f stages, and receivers 
are often designed to use both systems of a.v.c. feed. 



" Parallel feed " for the r-f stages is sometimes more convenient than " series feed," 
and appears to be satisfactory in most respects, although it has been foimd that grid 
blocking is more likely to occxur with " parallel feed " than with " series feed." 

With any method of feed it is important that the total resistance in the grid circuit 
should not exceed the maximum for which the valves are rated. Depending on the 
characteristics of the particular valve type and the effects on electrode dissipations 
and total cathode current, as determined by equation (6) on page 82, the 
following maximum values of grid resistor may be used as a general guide. 

For one controlled stage 3 megohms 
For two controlled stages 2.5 megohms 
For three controlled stages 2 megohms 




FIG. 27.31 
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These resistances are to be measured between the grid of any valve and its cathode. 

The values above assume that the receiver is normally tuned to a station and that 
the controlled valve or valves are operating at reduced cathode currents and trans- 
conductance, as determined by the a.v.c. bias. 



(v) Typical circuits 

A typical circuit of a simple a.v.c. system, with three controlled stages, is shown in 
Fig. 27.33. In order to provide the simplest arrangement the cathode of the duo- 
diode valve is earthed and grid bias is obtained for the triode section by the grid leak 
method using a resistor of 10 megohms. This method of biasing reduces the a.c. 
shimting across the diode load resistor. The cathodes of the controlled stages are 
normally returned to a point of positive voltage to ensure that the recommended nega- 
tive grid bias is obtained for conditions where the input signal is very small ; cathode 
bias is the usual arrangement. 




The circuit values shown are typical for an intermediate frequency of 455 Kc/s. 
An a.v.c. resistor of 1.25 megohms is used so that the total resistance to earth from 
any grid does not exceed 2 megohms. If there were only two controlled stages this 
could be increased to about i.75 megohms with a consequent decrease in the a.c. 
shunting. 

A typical delayed a.v.c. circuit is shown in Figs. 27.34. Cathode biasing is used 
for the pentode section of the duo-diode pentode valve, and since the bias will usually 
be about two or three volts this also provides a suitable a.v.c. delay voltage without 
any further complication. With circuits using delay voltages on the a.v.c. diode the 
bias due to automatic volume control on the controlled valves is zero imtil the peak 
voltage on the diode exceeds the delay voltage. The controlled stages are arranged 
to have a self-bias voltage equal to the recommended minimum grid-bias voltage. 



(vi) A.V.C. application 

Automatic volume control is normally 
applied to the converter on the A-M broad- 
cast band, irrespective of valve type. On 
the short-wave band some types of con- 
verters give very satisfactory operation with 
an a.v.c. bias voltage applied to the signal 
grid, while others introduce difficulties be- 
cause of the appreciable shift in oscillator 
frequency caused by the changing signal 
grid bias. When no r-f stage is used it is 
often necessary to apply a.v.c. to the con- 
verter, but when a r-f stage is incorporated 
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it is frequently advantageous to operate valve types 1A7-GT, lC7-Gj 6A8, 6D8-G 
on fixed bias. Valve types 6J8-Gj 5K8, 6BE5, 6SA7 and all triode hexodes may 
be used with a.v.c. on A-M broadcast and short wave bands*. For receivers operating 
in the 88-108 Mc/s F-M broadcast band, a.v.c. bias is not applied to the signal grid of 
the converter valve ; very often on this band fixed bias is used for the r-f stage, and 
a.v.c. is applied to the i-f stages only. Whether a.v.c. is used at all with these receivers 
often depends largely on the type of detector, but it is advisable to avoid overloading 
of the early stages so as to reduce the possibility of the generation of undesired spurious 
responses ; this often calls for a.v.c. bias to be applied to the r-f stage. 

Some oscillator frequency shift occtirs v^rith all types of converters when the signal 
grid bias is altered. With valve types such as the 6A8 operating on the short wave 
band the reception of a fading signal is difficult since the variations caused by a.v.c. 
bias may cause the signal to swing in and out of the pass band of the receiver. An 
even greater difficulty occurs when the receiver is being tuned to a strong signal, 
since the magnitude of the output will be different when tuning in from either the 
high frequency or the low frequency side of the signal. Very careful adjustment is 
required to obtain the best tuning position. A rather similar effect has been noticed 
on both the broadcast and short-wave bands, but in this case the eflfect is generally 
due to faulty gang wipers. When this is the cause it can occur with any type of 
receiver (t.r.f. or superheterodyne), but with superheterodynes the oscillator section 
of the ganged capacitor should be checked first, as this is generally the one causing 
most of the difficulty. 

With ordinary broadcast receivers having a r-f stage, converter, and a single i-f 
stage, automatic volume control is normally applied to all three stages. If decreased 
modulation rise is required it is preferable to operate the i-f stage with about one-half 
of the full a.v.c. bias or, alternatively, to supply the screen voltage by means of a series 
resistor ; the latter arrangement is the more usual one in practice. Negligible modu- 
lation rise is possible, with effective a.v.c. action, if all control is omitted from the 
i-f stage, but difficulties such as those due to decreased signal-to-noise ratio must 
not to be overlooked when this system of a.v.c. is used on a number of tuning ranges 
(see (iii) above). 

In a receiver without a r-f stage it is difficult to avoid overloading with large input 
signals, and a.v.c. is applied to both stages even though modulation rise may be 
objectionable with very high inputs. In order to obtain maximum control the screen 
voltage for the i-f valve should be obtained from a voltage divider. The degree of 
control must, however, be weighed against the possibility of non-linear distortion ; 
this factor has already been discussed in Chapter 26 in connection with distortion in 
i-f amplifiers. 

For a receiver having two i-f stages the second stage should preferably be operated 
at fixed bias in order to prevent modulation rise. It is possible that better overall 
performance at high input signal levels will be obtained when the second i-f stage is 
operated at a negative bias somewhat greater than the minimimi bias. Removal 
of control from the last i-f valve will often reduce the possibility of overloading this 
stage, although this is not always a good solution as will be discussed in (xv) below. 

(vii) Amplified a.v.c. 

There are a number of methods available whereby the a.v.c. voltage to be applied 
to the controlled stages can be amplified, either before or after rectification. 

(a) One or more stages of amplification may be used to form an a.v.c. amphfier 
chaimel operating in parallel with the signal channel, and having a separate diode 
rectifier. If the total gain of the a.v.c. amplifier chaimel is greater than the total 
gain of the equivalent section of the signal chaimel, there is effectively a system of 
amplified a.v.c. This is more effective than the usual arrangement with a single 
chaimel, since it retains the full amplification of the a.v.c. channel under all conditions. 
It also has advantages in flexibility due to the isolation of the two channels, and the 
a.v.c. channel may be designed to have any des ired selectivity characteristics. 

•See also Chapter 25 Sect. 2 pages 990-1001. ~ 
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(b) If a common i-f channel is used, it 
is possible to add a further i-f stage with 
fixed bias for a.v.c. only, followed by a 
separate a.v.c. rectifier. By this means 
it is possible to avoid the distortion due 
to shunting of the diode load resistor, or 
to " differential loading " at a point 
where the a.v.c. delay is just being over- 
come. 

(c) A d.c. amplilier may be used to 
amplify the voltages developed at the 
rectifier. A typical circuit arrangement 
giving d.c. amplified a.v.c. is shown in 
Fig. 27.35. Design methods are given 
in Refs. 44 and 45. 




FIG. 27.35 



Circuit Arran«cmcnr for Obuining D.C. Amplified A.V.C 



See also Fig. 27.43 and the description given in Sect. 4(ii) later in this chapter. 

(viii) Audio a.v.c. 

Audio a.v.c. is sometimes used in radio receivers in conjunction with a.v.c. applied 
to the r-f and i-f stages to flatten out the overall a.v.c. characteristic. Whole or part 
of the a.v.c. bias voltage is applied to an audio frequency voltage amplifier valve 
having a grid with a variable-mu characteristic. 

It should be clear that conventional a.v.c. systems cannot give a perfectly constant 
a-f output with a varying input voltage, because conventional a.v.c. is a " back-acting " 
device in which the effect on the controlled stages must follow the change occurring 
at a later stage in the receiver. Audio a.v.c. is " forward-acting " and so a constant 
or even a drooping characteristic is possible for increasing signal input voltages. 
Simple audio a.v.c. systems tend to introduce a considerable amount of non-linear 
distortion into the audio output voltage when the signal input voltage is large. This 
is due to the curvature of the — characteristic of the controlled valve. 

The amount of distortion can be reduced to negligible proportions by the use of 
elaborate circuits, but as these systems generally require an additional a-f amplifier 
valve they are not used to any extent in commercial radio receivers. 

If it is decided that audio a.v.c. is desirable, the usual procedure is to obtain the 
best possible a.v.c, characteristic, apart from the a-f amplifier, and then tO add just 





enough a.v.c. bias voltage to the a-f amphfier to give the required overall results. 
The improvement in the overall a.v.c. characteristics, when audio a.v.c. is used, can 
be seen from Figs. 27.36 and 27.37. 

An example of combined a.v.c. occurs in receivers using a reflexed voltage amplifier 
stage (see Chapter 28). In this case the a.v.c. bias voltage applied to the valve control 
grid is effective in controlling both the i-f and a-f gain, and if properly used the system 
can be made to assist very materially in obtaining good a v.c. characteristics from a 
receiver having only one other controlled stage, namely the converter stage in the usual 
receiver. Another example of a circuit using audio a.v.c. is shown in Fig. 27.45. 

(ix) Modulation rise 

When a modulated carrier voltage is applied to a voltage amplifier stage in which 
the valve has a curved g,„ — characteristic, the modulation percentage will increase. 
This modulation rise is noted in the output as audio frequency harmonic distortion 
(non-linear distortion), mainly second harmonic. Practically all of the modulation 
rise occurs in the final i-f stage. 20% modulation rise is equivalent approximately 
to 5% second harmonic. Modulation rise with fixed bias is extremely small even 
with remote cut-oif valves, but there is a slight advantage in using a valve having a 
sharp cut-off characteristic. Modulation rise may be decreased by operating the 
i-f stage on a fraction of the a.v.c. voltage, but this adds to the expense of the receiver. 
Alternatively, a noticeable improvement may be made by supplying the screen from 
a series dropping resistor coimected to B + . This is recommended for circiiits 
having one r-f and one i-f stage. Modulation rise can sometimes be reduced by 
increasing the gain from the grid of the final i-f valve to the a.v.c. diode. Improving 
the amount of control on the earlier stages by reducing the screen voltage (this pro- 
vides cut-off with lower grid voltages) will help in reducing modulation rise, but is 
likely to lead to difficulties with cross modulation when the receiver is used in close 
proximity to a powerful transmitter. 

(x) A. v.c. with battery valves 

When battery valves operating at zero bias are used, it is possible to obtain delayed 
a, v.c. by incorporating a duo-diode-triode or duo-diode-pentode valve having a diode 
plate situated at each end of the filament. A delay of between 1 and 2 volts (depend- 
ing on the filament voltage) is obtainable by this means, and makes a very simple and 
satisfactory arrangement. The diode at the positive end of the filament is used for 
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a.v.c. and its return is taken to filament negative. The diode at the negative end of 
the filament is used for detection and its return is taken to filament positive. 

It sometimes happens that the filaments of battery valves are operated in series or 
series-parallel arrangements. Under these conditions it becomes more difficult to 
design an efficient a.v.c. system than when parallel filament operation is used. In 
the usual type of a.v.c. circuit the grid returns from the several controlled stages are 
brought to a common point, and the zero signal grid voltage on these stages is the same. 
With series or series-parallel operation, however, the filament voltages differ with 
the result that the zero signal bias on one or more stages may differ from zero by a 
multiple of the filament voltage. Circuit arrangements which allow the bias on the 
grids to be zero for no signal input generally allow only a reduced proportion of the 
a.v.c voltage developed by the diode to be applied to some of the controlled stages ; 
full a v.c. bias can only be applied to one or two stages in most cases. Fig. 27.38A 
shows a typical circuit arrangement for the case where the filaments are connected 
in series and operated from the H.T. supply. The a.v.c. voltage divider is made up 
from the resistors Ra, R9, Rm and R^. A value of about 2 megohms is usual for 
Rio while i?n is made about 2 megohms per 1.3 volt drop, in the case of 1.4 volt valves 
(which are operated with 1.3 volts as a recommended value for the series filament 
connection). In the circuit shown a higher proportion of the a.v.c. control voltage is 
applied to valve than to valve V^. The purpose of the resistors R,, R^, R^, R, 
and i?5 is to allow the correct filament voltage to be applied to each of the valves, since 
it should be obvious that the valve Vi, at the negative end of the chain, carries the 
total cathode current for all the valves, and each of the other valves carries the cathode 
currents for all the other valves which are nearer to the positive end of the chain than 
the valve being considered. This statement is modified when R^ is used, because 
this provides an alternative path for the cathode currents. From this it follows that 
no shunting resistor is required for Ve 




Ri — Filomtnt dropping rtiliter 
RiRjRlR? tothodt current" ihuntinq rtiiitors 



Rs Filamtnt currtnt ihuntin? rtfltwr 

Bior rtfiftor 

Rg Diodt load 

H, A.V.C. filttr rtiiltor 

FIG. 27.38A Rn I'm l'^'' <>'""' rtiittor 

(xi) Special case with sim|>le a.v.c. 

If a simple a.v.c. circuit, such as that shown in Fig. 27.28, is used in conjunction 
with a diode-pentode (or triode) operating with cathode bias, the diode load return 
will be two or three volts above earth. It is necessary, in this case, to provide addi- 
tional negative bias voltage on the controlled stages if the correct minimum bias 
voltage is to appear between grid and cathode in each case. 

(xii) The a. v.c. filter and its time constants 

There are several reasons why filter circuits, such as those shown in Fig. 27.33, are 
required. One important reason is to prevent r-f and a-f voltages which appear 



1116 (xii) THE A.V.C. FILTER AND ITS TIME CONSTANTS 27.3 



across the a.v.c. diode load from being applied back to the grids of the controlled stages. 
If r-f or i-f voltages are applied back to the grids then instability troubles are certain 
to arise. A-F applied to the grids can lead to a reduction in the percentage of modu- 
lation present on the carrier. Inter-stage filtering is also necessary because imdesired 
coupling can lead to instability and spurious whistle responses. From this it can be 
seen that the prime function of the filter circuits is to allow only the d.c. voltage de- 
veloped across the diode load to be applied as additional bias on the controlled valves. 
The components making up the filter also serve the necessary function of completing 
the r-f and i-f circuits through low impedance paths and, furthermore, the resistors 
serve to complete the d.c. return path between grid and cathode of each controlled 
valve so that the correct negative bias voltage can be applied. 

It is not permissible to choose values of resistance and capacitance at random if 
satisfactory circuit operation is to be obtained. Several conflicting factors must be 
considered when the component values are being selected. The time constant (de- 
fined below) of the filter network, must be low enough so that the a.v.c. bias voltage 
can follow the changes in signal input voltage with sufficient rapidity to offset the 
effects of fading. Limiting values for the total circuit resistance have been stated in 
(iv) above, and the choice of suitable values for i? and C will be discussed as we pro- 
ceed, but first the expression " time constant " will be defined. 

The " time constant " of a resistance-capacitance network is the time in seconds 
required for the capacitor to acquire sufficient charge for the voltage between its plates 
to be equal to 63.2% of the total voltage applied to the circuit. Alternatively, it is 
the time taken for a charged capacitor to lose sufficient charge for the voltage across 
its plates to fall to 36.8% of the initial voltage existing between the plates in the fully 
charged condition- It is a simple matter to show that, for the conditions stated, the 
time constant (T) is given by 

T = RC seconds 
where R = circuit resistance in ohms 
and C = circuit capacitance in farads. 

(It is usually more convenient to write 

T = resistance in megohms X capacitance in microfarads = seconds). 

If the total resistance in the circuit is altered in any way from its value during the 
charging operation to a different value during the discharge of the capacitor, then it is 
helpful to use the terms " charge time constant " and " discharge time constant." 
In a.v.c. circuits there is always a difference between the charge and discharge time 
constants, because during charge the diode is conducting and its conduction resistance 
effectively short-circuits the d.c. diode load resistor. This also means that the " charge 
time constant " is always more rapid than the " discharge time constant " in these 
circuits. 

Suitable values for " charge time constants " are 

Broadcast good fidelity receivers 0.25 to 0.5 second 

Broadcast receivers 0.1 to 0.3 second 

Dual wave or multi-band receivers 0.1 to 0.2 second 

For the reception of telegraphy longer time constants are often required to ensure 
silence between signals, and a value of about 1 second is often used. In any good 
quality communications receiver it is usual to provide facilities for selecting any one 
of a number of a.v.c. time constants. This enables the operator to select the most 
suitable condition to offset the particular type of fading being encountered. Too 
rapid a time constant is not selected for high quality broadcast reception as rapid 
fading Would cause bass-frequency anti-modulation and so reduce the audio frequency 
bass response. See also Chapter 35 Sect. 3(i)B2, page 1233. 

In broadcast receivers the charge and discharge time constants are often very nearly 
equal. However, for some types of reception it may be preferable for the charge time 
constant to be rapid to prevent the beginning of a signal from being unduly loud, 
but the discharge time constant is made comparatively slow to prevent a rapid rise 
in noise output during intervals between signals (see also Ref. 43, p. 181). 
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The procedure for calculating charge and discharge time constants is as follows. 
Consider Fig. 27.30 in conjunction with Fig. 27.28, then 

For 2 stages 

Charge time constant = 

RiiC: + C, + C,) + RtiC + Cs) + R,C, 
Discharge time constant = 

C,{R, + R, + R,) + CiiRt + R2) + Ci(Ri + R,) + C,R^. 
These follow readily when it is considered that the diode is conducting during 
charge, and Ri <^ ; the diode is non-conducting during discharge. 
For 3 stages 

Charge time constant = 

R^(C, + C, + a + Ce) + R,CC, + C, + C«) +R,C, + i?«C«. 
Discharge time constant = 

C,(R,+ Rt + R,) + Cs(Rs +Rt+ R2) + C^(i?, + Rs) + C,(R, + R^} + C^R^. 
If the circuit of Fig. 27.28 were considered alone the charge time constant would be 
Ri^Ci + Ct) + RiC, (assuming >■ R,), and the discharge time constant 
Ci(i?i + Ri) + + Ci(Ri + R^). The way in which the total time constant 

is built up for the more complicated cases will be readily seen, and the addition of 
extra controlled stages should offer little difficulty when the new time constants are 
to be determined. 

For a more detailed discussion of time constants in a.v.c. circuits the reader is 
referred particularly to Ref. 47. 



(xiii) A.V.C. characteristics 

A.V.C. Characteristic Curves may be plotted on 6 cycle log-linear graph paper as 
shown in Fig. 27.36, The input is usually taken from 1 /xV to 1 volt. The output 
is usually shown in decibels, with an arbitrary zero reference level. The complete 
curves are useful not only for demonstrating the effectiveness of the a.v.c, but also 
to indicate modulation rise. 

To facilitate the developmental work on the complete receiver it is helpful to draw 
on the same graph 

(a) A cvirve of distortion against input voltage for 30% modulation at 400 c/s. 

(b) A curve of the developed a.v.c. voltage against input voltage. 

(c) Curves of the total bias voltages on the controlled stages against input voltage. 

(d) A curve of noise output against signal input voltage*. This allows the signal- 
co-noise ratio, for any input voltage to be determined. 

If fixed minimum bias is used, curves (b) and (c) will differ only by the bias voltage. 
If self-bias is used they will differ by the minimum bias voltage present with no input 
voltage, and will tend to run together at high input voltages. For methods of con- 
ducting the experimental measurements see Chapter 37. 

•See also Chapter 35 Sect. 3(i) pages 1229-1234! 




Fig. 27.38B. Circuit for " sinking 
diode " arrangement which reduces 
differential distortion. 
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Fig. 27.36 shows several a.v.c. curves, each corresponding to a particular condition. 
In taking these cvirves two separate diodes were used to maintain constant transformer 
loading and other conditions. Contact potential in the diode results in a slight in- 
crease in the standing bias voltage on the controlled stages ; this effect has been dis- 
cussed in (ii) above. 

Curve A is the " no control " characteristic and is the curve which would be fol- 
lowed, with the a.v.c. removed from the receiver, up to the point at which overloading 
commences. This characteristic is a straight line and the slope is such that an increase 
of ten times in the input voltage gives a 20 db increase in output. 

Curve B is the a.v.c. characteristic for a delay of —9 volts. For inputs of 3 to 
18 /iV the experimental curve follows the no control line exactly, and then deviates 
sharply for inputs above 18 jxV. From 18 to 500 000 ^tV the slope of the curve is 
fairly constant, the output increasing by about 3.25 db for each 10 times increase in 
the input voltage. Above 500 000 /iV (i.e. 0.5 V) input the curve tends sharply up- 
ward, indicating severe modulation rise. 

Curve C is the a.v.c. characteristic for a delay of —3 volts. The a.v.c. comes into 
operation at a lower input voltage, as would be expected, and the average slope is 
steeper than for the higher delay voltage. In both cases, however, the " knee " of 
the curve as it leaves the no control line is very clearly defined. 

Curve D is the a.v.c. characteristic for a delay of 26ro voltage, with due compensa- 
tion for the effect of contact potential on the standing bias of the controlled valves. 

Curve E is typical of the characteristics obtained when audio a.v.c. is added to a 
receiver. Over the range of inputs from 100 to 500 000 /xV the total rise in output 
is only 3 db. 

Curve B has been drawn according to the conventional method whereby the output 
is adjusted to half the maximum undistorted output of the receiver for an input signal 
of 1 volt. Cxurvcs C and D were then taken directly, without any further adjustment 
to the volume control. Owing to a slight effect on the gain of the receiver when the 
delay voltage is varied. Curves C and D fall slightly below the datum line at an input 
of 1 volt. Curve E has been drawn to correspond to Curve C, since both have the 
same delay voltage. The volume control, however, was advanced considerably for 
Curve E. It should be noted that no conclusions should be drawn from the relative 
venical positions of a.v.c. characteristics drawn according to the conventional method 
since the volimie control settings are unknown. 

(xiv) An improved form of a.v.c. characteristic 

The conventional method of obtaining a.v.c. characteristics does not give all the 
information which is available, and an improved method yielding additional data has 
been suggested by M. G. Scroggie (see Ref. 51). This method will now be described. 

Instead of commencing at an input of 1 volt and adjusting the volume control to 
give one-quarter or one-half of the maximtun imdistorted power output at 30% modu- 
lation, Scroggie's method is to commence at a low input voltage with the volume 
control set at maximum. The input is increased until the output is approximately 
one-quarter of maximum, and the volimie control is then set back to reduce the power 
output to one-tenth of the reading. This process is repeated until an input of 1 volt 
(or whatever is the maximum available from the signal generator if this is less than 
1 volt) is reached. 

This method is illustrated by the curves shown in Fig. 27.37. The scale 
of power output represents the output ("at 400 c/s) which would be obtained with the 
volume control at maximimi and 30% modulation, provided that no overloading 
occurred in the audio amplifier. A number of interesting facts may be obtained from 
an examination of these curves. 

1. The residual noise level of the receiver may be shown. 

2. The sensitivity of the receiver in microvolts input for any selected output level 
(e.g. 50 mW or 0.5 W) may be read directly from the curves. It should be noted 
that the output includes noise 
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3. The power output corresponding to any selected input voltage and any position 
of the voliime control may be obtained. For example, with a delay of —3 volts 
(curve Bl) the delay voltage is overcome at an output level of slightly less than 2 watts 
with the volume control set at maximum. As a further example (again assuming 
400 c/s and 30% modulation) take the same curve at an input of 1000 fiV, where the 
output is shown as approximately 10 watts with the volume control at maximum. 
The setting of the volume control to give 4 watts output and using 100% modulation 
instead of 30% is 

V(30/100)2l< (4/10) =0.11 
of the maximum resistance of the control. The actual amount of rotation will depend 
on whether the volume control resistance is related to rotation by a linear or a logarith- 
mic law. 

4. The voltage at the detector may be calculated from a knowledge of the a-f gain 
and the detection efficiency. The a.v.c. bias voltage can also be determined in- 
directly by calculation from the data obtained. 

5. The slope of the initial part of the curve can show up an under-biased valve in 
the receiver. Cheap receivers frequently use a common source of bias for two or 
more valves, and under these conditions it can happen that one of the valves has too 
little bias and gives less than its maximum gain when there is no signal input to the 
receiver. As the input is increased, a.v.c. is applied to each controlled valve and this 
gives a comparatively rapid increase in gain from the under-biased valve. Such an 
increase shows up as an early section of the a.v.c. curve With a slope more vertical 
than it would otherwise be — usually with a slope in excess of 6 db per octave — and 
with a noticeable bend towards the horizontal at the point at which the valve receives 
the bias required for maximum sensitivity. 

To operate a valve under these conditions is of course undesirable, and in use the 
receiver will emphasize the fading of any signals which fade through the range of 
signal inputs over which the effect operates. 

6. The signal-to-noise ratio for any input can be read directly from the graph, as 
mentioned previously. In addition, the increments of signal-to-noise ratio with 
increasing input can be checked. An ideal receiver would give a 20 db improvement 
of signal-to-noise ratio for each 20 db increase in input, and it is possible for a normal 
receiver to approach this value, at least over the first decades of the a.v.c. graph. 
Any significant departure from the ideal can usually be traced to the application of 
a.v.c. to the first valve in the receiver [see Chapter 35 Sect. 3(i)] and care should be 
taken to keep the signal-to-noise ratio improving as rapidly as possible until it has 
reached a value of at least 45 db. 

Scroggie's method makes possible the measurement of ratios ^s great as this, or 
much greater, because although one reading, the power output, may be beyond the 
range of the output meter used, the volume control of the receiver is in effect used as 
a multiplier. 

7. The noise curve of the receiver might be expected to decrease indefinitely with 
increasing a.v.c. voltage, but there are two reasons why it may not do so. The first is 
that although the object of the test is to measure the signal-to-noise ratio of the re- 
ceiver, in practice the signal-to-noise ratio of both the signal generator and the re- 
ceiver are being measured. A 50 db ratio between 30% modulation and residual 
noise with no modulation is a representative figure for a signal generator of reasonable 
quality, and it is generator noise which causes the no»se curve in Fig. 27.37 to become 
approximately horizontal shortly after 1000 /xV input. 

The second reason for the noise curve not decreasing indefinitely is that in most 
receivers in which power supply filtering has been kept to a minimum, for reasons 
of economy, there is some modulation hum with high inputs. This hum shows up 
as an increase in the level of the noise curve, and by plotting the curve over the full 
range of inputs expected to be applied to the receiver the designer can assure himself 
that the level of modulation hvrai does not become objectionable. An increase in 
modulation hum can be seen in Fig. 27.37 as the input approaches 1 volt. 
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The a.v.c. characteristics in Fig. 27.37 can be taken as typical of curves taken by 
this method. Bj and Ba show the signal and noise curves respectively for a 5 valve 
receiver without audio a.v.c. and Ci and C2 show the results for the same receiver 
with audio a.v.c. It will be seen that the delay is overcome at about 15 /xV input 
and that at say 0.1 volt input there is 8i db of audio control by the a.v.c. The noise 
ratio (Bi — B2) should be identical with the ratio (Cj — C2) since the only difference 
between the B curve and the C curves is that due to modified audio gain. Thus 
the curve would become approximately horizontal at 2000 ^^V input and at —25 db. 

This method enables greater accuracy to be obtained for very small input signals 
since the power output reading will be well up on the scale of a typical output meter. 
With the conventional method the output is too small to measure accurately with a 
standard type of output meter. 

At extremely low input voltage levels the noise fluctuations make accurate output 
measurements very difficult to carry out. 

(xv) Design methods 

One of the difficulties faced by a receiver designer in making a preliminary calcu- 
lation of the a.v.c. performance of a receiver is often the lack of complete data on some 
of the valve types he is expected to use. If a completely satisfactory preliminary 
design is to be made it is necessary to have available, firstly, data on the maimer in 
which mutual or conversion conductance varies with grid bias voltage ; this data 
must be for conditions of fixed screen voltage, and also for the case where the screen 
voltage is applied by means of a series dropping resistor. The second requirement 
is to know for a given percentage of non-linear distortion the signal handling capa- 
bilities (input and output) for various grid bias voltages, of the valves to be used in the 
controlled stages ; this loiowledge is required particularly in the case of the last (and 
sometimes an earlier stage, as will be discussed below) i-f voltage amplifier valve when 
a large delay bias is used on the a.v.c. diode. Diode characteristics are also required, 
but these are usually available. The requirements of valve data are partly fulfilled 
in some cases, and for later valve types some additional information is available. 

Because of the time required to carry out measurements to obtain the additional 
data, receiver designers, in the majority of cases, make only a few preliminary calcu- 
lations to determine the desired time constants etc., and then proceed to achieve 
suitable a.v.c. characteristics by experimental procedures. As an example, with 
broadcast receivers it is usual to take the cathode bias voltage used for control grid 
bias on the multi-element valve containing the a.v.c. diode as providing sufficient 
a.v.c. delay bias (this bias is generally about —3 volts) and with the usual series of 
valves (e.g. 6SK7, 6J8-G etc.) and transformers a reasonably satisfactory a.v.c. charac- 
teristic is obtained ; this assumes that component values are used which are of the 
order of those discussed in previous sections inconnection with Figs. 27.33, 27.34 etc. 
For the type of receiver where improved a.v.c, characteristics are called for, a fairly 
large delay bias may be used on the diode. In general, the higher the delay voltage 
the flatter will be the a.v.c characteristic (over the range of a.v.c. operation) and this 
is illustrated by Fig. 27.36. The limitation on the allowable amount of delay bias 
is set, however, by the magnitude of the signal voltage appearing at the grid and 
plate of the last i-f amplifier valve, and it is for this reason that, when large delay 
bias voltage is used, the i-f valve is sometimes operated with reduced or zero a.v.c. 
bias. However, as this reduces the nimiber of controlled stages it is not neces- 
sarily a satisfactory solution, and a better arrangement is to use an additional stage to 
obtain the necessary control. 

Design examples 

Attention will be confined mainly to simple delayed a.v.c. systems of the more 
common types. For additional design information and discussion the reader is 
referred to Refs. 45, 44, 43 and 53. A good practical approach to the problem is 
given in Ref. 43. 

(1) A receiver is to have one r-f and two i-f stages controlled by a.v.c. ; the con- 
verter operates with fixed bias. It is required to estimate, roughly, the diode delay 
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bias required if the detector output voltage is not to change by more than 6 db for a 
change in signal input to the aerial stage of 50 db. 

Assume first that the a.v.c. and signal detectors are linear, that equal signal voltages 
are applied to the detector and a.v.c. diodes, and that the detection efficiency is 
unity. Since stage gain varies with change in mutual conductance {gm) it can be taken, 
with typical voltage amplifier valves, that the gain alters by about 1.5 db for each ad- 
ditional volt of negative grid bias (this can be determined with greater accuracy from 
similar methods to those given later). Since there are three controlled stages using 
similar valves, the total gain decrease is 4.5 db per volt of bias. (Suppose similar 
valves are not used, one valve giving a gain change of 2 db per volt of bias and two 
others giving 1.5 db per volt, then obviously 1 volt of a.v.c. bias change alters the re- 
ceiver gain by 5 db). 

The total decrease in receiver gain which is required equals 50-6 = 44 db. To 
achieve this the additional a.v.c. bias needed is 44/4.5 = 9.8 volts. That this is also 
equal to the delay bias required for the stated conditions, can be appreciated because, 
at the threshold of a.v.c. operation, the voltage on the detector diode will be 9.8 volts 
peak, and for a further 9.8 volts (peak) increase in signal input the total voltage applied 
to the detector is 19.6 volts giving an increase in a-f output voltage of 6 db. The 
effect of 19.6 volts (peak) signal applied to the a.v.c. diode is to produce the required 
9.8 volts d.c. bias since half the peak input voltage is required to overcome the delay 
voltage. 

To illustrate a further point, suppose it had been taken that an 80 db input change 
should only give 6 db output voltage change. Then the delay bias required would be 
(80-6)/4.5 = 16.4 volts. This also means that the stage preceding the detector 
must deliver 32.8 volts peak when the carrier is constant. During modulation of the 
carrier the peak voltage delivered by the last i-f stage can reach 65.6 volts, and if 
distortion is to be avoided the valve preceding the detector must be capable of de- 
livering this amount of output voltage when the total bias is 16.4 volts plus the stand- 
ing bias. Whether this is possible can be determined from curves of the signal 
handling capability of the valve in question, or by direct measurements using a mod- 
ulated carrier. It will be found, usually, that the maximimi output voltage which can 
be handled without severe distortion is very much reduced when the grid bias voltage 
is large. This then suggests that reducing the a.v.c. bias on the last i-f amplifier 
valve will allow the permissible plate voltage swing to be increased. Reducing the 
bias voltage also results in the stage gain being increased, and so the same a.v.c. bias 
voltage is produced with a smaller signal input voltage. However, the amount of 
total control is reduced, and so partial or zero a.v.c. bias on the last i-f valve is not 
necessarily a satisfactory solution in every case. 

It should be observed that the last i-f stage is not necessarily the one in which over- 
loading will occur first. In Chapter 26, when discussing the crystal filter stage, 
it was pointed out that the grid to plate gain of the valve preceding the filter was yery 
high with the arrangement shown. Suppose the grid to plate gain of the first valve 
is 400 times, but the gain from the grid of the first to the grid of the second valve 
(into which the filter feeds) is 5 times, then if the grid to plate gain of the second valve 
is less than 80 times it becomes immediately apparent that the first i-f valve will be 
overloaded before the second one. Extreme cases this type are not likely to occur^ 
but they present possibilities which should not be ovetlooked. 

(2) A detailed design for a single controlled stage is to be carried out from valve 
data. Simple a.v.c. is to be used. 

The valve type selected for this example is the 6SK7 remote cut-oflF pentode. 
The average characteristics are shown in Fig. 27.39. The standing bias is —3 volts 
and the mutual conductance (,g„) for this condition is 2000 micromhos. For a 
total grid bias of —35 volts the ^ „ is 10 micromhos. If cathode bias were used some 
additional error would be introduced, although this is usually neglected. 

The first step is to convert the g„ — Eg curve of Fig. 27.39 to a curve showing the 
change in gain of the controlled stage with variation in grid bias. The actual value 
of stage gain is not required since it is assumed to be directly proportional to g„. 
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The change in g„ is expressed in decibels, taking as the reference level (0 db) the 
value of for maximum gain, i.e. the ^„ with only the standing bias (—3 V) applied 
to the grid. In this case the gm used for zero reference level is 2000 micromhos. 
Then using 

g„(En = -3 V) 2000 
Change in gain (db) = —20 logio • = -20 logio— — 

S m 6 m 

the following values are obtained (the values for are taken from Fig. 27.39). 
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*= — (3 + a.v.c. bias). 
These results are plotted in Fig. 27.40 as 
00 curve 1. It might be noted that the aver- 
age slope is 1.4 to 1.5 db per volt. 

It is next required to determine the 
amoimt of a.v.c. bias voltage developed by 
the diode circuit, for various input voltages 
applied to the diode. In a typical case the 
^ d.c. diode load resistance would be 1 meg- 
ohm, and the d.c. voltage developed for 
various signal input voltages can be taken 
directly from Fig. 27.6. The developed 
d.c. voltages are tabulated in column (2) below against r.m.s. signal applied 
to the diode. 
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It is now necessary to relate the total bias (a.v.c. + standing bias) to the change 
in diode input voltage ; the change is conveniently expressed in decibels. Any signal 
voltage applied to the diode may be taken as zero reference level (0 db), and in our 
case i'ruu = 2 volts will be convenient. Then the change in diode input voltage is 
given by, 

db change in diode input = 20 log.o f, t? tt^^ Tr-^rv^ 

^ Er„, (for total bias = —5.2 V) 

= 20 logio 



The results are tabulated in column (4) of the table given above, and the total bias 
versus diode signal input change is plotted as curve (2) in Fig. 27.40. 

Finally, it is required to find the way in which the output changes with changes in 
signal input to the amplifier. If we assume various values for the change in signal 
voltage applied to the diode, it is a simple matter to determine the total grid bias, and 
from this the change in stage gain, by using curves (2) and (1) Fig. 27.40. Also from 
the curves, it is seen that, with zero change in diode input (0 db), the amplifier stage 
gain is 3 db down on the maximimi possible gain. (This is because we selected 
E,„s = 2 volts as being the zero reference level). If now we assume, say, 2 db change 
in diode input, the actual change in stage gain is —4.3 — ( — 3) = —1.3 db. Because 
voltage input applied to the diode has increased 2 db, and the amplifier stage gain has 
decreased 1.3 db, it follows that the signal voltage applied to the amplifier grid must 
have increased 2 + 1.3 = 3.3 db. 

The direct output voltage change across the detector load, for 3.3 db change in sig- 
nal input, is from —2.2 volts to —2.9 (i.e. from cturve (1), Fig. 27.40, the total bias vol- 
tage change is from —5.2 to —5.9 volts, which correspond respectively to —2.2 volts 
and —2.9 volts across the diode load, when the standing bias is —3 volts). Ex- 
pressing the direct output voltage change in decibels, we have 

a.v.c. bias 

Output change (db) = 20 log.„ " . bias for E,„, = 2 V 

a.v.c. bias 
= 20 log.o — 
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From this we have for 3.3 db change in signal input voltage (2 db change in diode 
input) a corresponding output change of 2.4 db. The complete a.v.c. characteristic 
is tabulated below and plotted in Fig. 27.41. 
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It is seen that a change of 60 db in signal input gives an increase of 22.5 db in output. 
It should also be observed that in most cases it can be taken that the diode input is 
directly proportional to diode output, and the additional set of calculations need not 
be made — e.g. 60 db change in signal input gives 22 db change in diode input or 22.5 
db change in diode output. For three similar controlled stages the output change 
would be reduced to 7.5 db. If the valves to be controlled are not of the same type, 
then individual input-output curves must be drawn and the results combined to give 
the complete a.v.c. characteristic. 




O 10 so 30 40 so 60 70 

Ch<in9« Signal Input (CalculoRd for MiniRiuja 
FIG. 37.41 Dloita Input Enns 'IVoIti) 



Fig. 27,41. Calculated a.v.c. characteristic/or a single controlled stage using type 6SK7. 

The a.v.c. characteristic for diode input voltages smaller than = 2 volts can 
be readily plotted, but as the useful range of signal input voitages, where control is 
mainly required, is ustwlly greater than this value in a reasonably sensitive receiver 
(and because of the limitations of the diode curves) this value has been taken as afford- 
ing a satisfaaory example. 
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The variation in gain given by simple a.v c. is limited, and for very strong signals 
a local-distance switch or some other method to prevent overloading of the receiver 
is required. 

(3) The voltage amplifier and diode detector used for the previous example are to 
be used in a delayed a.v.c. circuit, in vfhich the delay bias applied to the diode is 
— 10 volts. 

If they are not available, the diode characteristics relating r.m.s. input voltage to 
d.c. output voltage, for various delay bias voltages, can be measured directly. The 
rectified voltage, used for a.v.c. bias, is not completely independent of modulation 
when a delay bias is used, and there is an increase in the available d.c. when the per- 
centage modulation is increased. Usually the a.v.c. comes into operation for lower 
carrier input voltages than would normally be expected, particularly when the per- 
centage of modulation approaches 100%. 

The complete design procedure now follows that given previously for simple a.v.c. 
using the data derived by the method given' in the last paragraph. It should be clear 
that curve (1) in Fig. 27.40 remains unchanged, but curve (2) must be replotted. The 
resultant data are then available for plotting the a.v.c. characteristic. For signal 
input voltages of which the peak value does not exceed the diode delay bias, the re- 
ceiver operation is the same as for one which does not incorporate a.v.c. (this is clearly 
shown in Fig. 27.36). 

The slope of the no control line is readily determined since it is taken that the output 
is directly proportional to the input. 

SECTION 4 . MUTING (Q.A.V.C.) 

(i) General operation (ii) Typical circuits (iii) Circuits used with F-M receivers 

(i) General operation 

When a sensitive receiver which incorporates automatic volume control is being 
timed from one signal to another there is an objectionable increase in noise output. 
This effect can be overcome by using a circuit arrangement which will make the re- 
ceiver silent in the absence of a signal. Arrangements of this nature are known by 
various names such as muting, interstation-noise suppression, quiet automatic volume 
control (Q.A.V.C.), or squelch systems. 

It is desirable, with these circuits, for the receiver to come into operation with the 
weakest possible useful signal voltage. Since the useful signal voltage may be variable 
for different conditions of reception, communications receivers are usually fitted with 
a variable threshold control which can be adjusted to give the best results. For 
broadcast receivers variable external controls are not used, the muting range being 
pre-set by the manufacturer. 

Most systems of muting depend for their operation on the application of a large 
bias voltage to an i-f amplifier valve, the detector or an a-f amplifier valve. A wide 
variety of circuits has been used by receiver designers, but attention will be confined 
here to a few typical arrangements, since the general principles are much the same in 
all cases. 

(ii) Typical circuits 
(a) Biased diode detector 

A simple type of biased detector muting system is shown in Fig. 27.42. It is seen 
that the circuit arrangement for the detector is quite conventional except that the diode 
load is retiuned to a tap on the cathode resistor. This makes the diode plate negative 
with respect to cathode, by the voltage developed between the cathode and the tapping 
point on the bias resistor R k and so detection cannot occur until the peak signal input 
voltage exceeds this negative bias voltage. The components are marked to corres- 
pond to those in Sect. 1 of this Chapter. 
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It should be apparent that there will be a range of signal input voltages around the 
threshold point over which the audio distortion will be severe. 




FIG. 27.42 Biased Detfctor Muting Systtm 

A more elaborate muting system, giving improved results over the simple system 
of Fig. 27.42 has been described by K. R. Sturley (Ref. 44). This uses a negatively 
biased diode and at the same time the circuit is arranged to provide d.c. amplified 
delayed a.v.c. The operation of this circuit can be readily understood from Fig. 27.43. 
The diode marked D3 acts as the automatic volume control detector, and the d.c. 
voltage developed across the load resistor i?2 is applied to the grid of the triode section 
of V3 and amplified. The diode will only come into operation when the cathode 
of Ks becomes negative with respect to the diode plate, and the a.v.c. bias is delayed 
until this condition occurs. Considering now the double diode V^, it is seen that A 
acts as the detection diode, but it can only detect when the signal input voltage exceeds 
the negative bias voltage developed across the cathode circuit i? C^. This negative 




A.F, Amplifier 

FIG. '27.43 Biajfd Dttictor Muting Syltfm 
witb 

D C Amplified « Delayed A.V.C. 

bias voltage only exists when the diode Da is conducting, which occurs when the 
cathode of F3 is positive. As soon as the cathode of Vg becomes negative, the a.v.c. 
comes into operation, the diode jDj no longer conducts, and the negative bias is re- 
moved from the plate of the detection diode which then begins to function in the 
usual manner. Part of the detected voltage output will appear across Rt, but 
this is not serious if the value of i is very much less than the resistance of i?i (say 
about one tenth or less). It is recommended that CicRi, be made equal to CiR,. 
(b) Inoperative audio amplifier 

A typical arrangement of this type (Ref. 57) is shown in Fig. 27.44. Vj is any double 
diode, such as type 6H6, and is a pentagrid mixer, such as the type 6L7, in which 
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grid 1 has a remote cut-ofF and grid 3 a sharp cut-off characteristic. Some systems 
use two valves in place of Fa to effect muting and audio frequency amplification. 
Improved systems are also available (Ref. 54) which use a duo-diode pentode to elimin- 
ate the separate double diode valve, the pentode section being used as the intermediate 
frequency voltage amplifier. Audio a.v.c. is readily applied in this latter case. 



From Fig. 27.44 it is readily seen that the diode detector and simple a.v.c. arrange- 
ments are quite conventional. The audio output from the detector is applied to grid 1 
of the valve V^. Only part of the cathode bias is applied to grid 1 by using a tap on 
the cathode resistor. In the absence of conduction through the diode there is a 
large negative bias applied to grid 3 due to the total cathode bias voltage developed 
across /?, and in series. The d.c. path to grid 3 is via R^, Rs and R,. R^ has a 
high value of resistance to prevent the plate of D-i from being coimected to ground 
through the comparatively low impedance of the cathode circuit of (which includes 
the muting control as shown). The circuit made up from Rn, Cj and C, is merely 
a filter to allow the application of direct bias voltage only to the muting grid (3) of 
F2 ; however, R, also performs the useful fimction of stabilizing the voltage applied 
to grid 3 in the event of the anti-muting bias being sufficiently large to cause grid 
current. R^ is the diode load resistor for Dj, and C5 allows the application of i-f 
voltage to the plate of the diode D^. When a signal is received the voltage developed 
across R^ is sufficiently large, and of the correct polarity, to reduce the total negative 
bias on grid 3 and so allow the valve V-i to perform the fimction of voltage amplifier 
for a-f voltages applied to grid 1. 

An interesting arrangement (Ref. 54) is shown in Fig. 27.45, in which a duplex- 
diode pentode and its associated circuit combine the functions of muting, detection, 
conventional and audio a.v.c, and audio frequency amplification. The valve Vi is 
a duo-diode pentode in which grid I has a remote cut-off characteristic (the circuit 
was developed around the Australian-made type 6G8-G). The operation of this 
circuit is somewhat different from those previously discussed. The maximum gain 
obtainable from a resistance-capacitance coupled audio frequency amplifier occurs 
when the negative grid bias has a particular value. For a negative bias less than the 
optimum value (and for a particular screen voltage, which is generally made fairly 
low), g„ will drop and the stage will effectively be muted. When the negative bias 
is made larger than the optimum value the gain of the stage will decrease at a com- 
paratively slow rate. This principle is used in the circuit of Fig. 27.45 and the signal, 
muting, and audio a.v.c. voltages are all applied simultaneously to the control grid. 
The cathode resistors Rio and i?u are used to set the bias voltage to give the optimum 
value for maximum gain. Rn is then adjusted to a lower value to reduce the total 
bias voltage, and to cause the gain to drop to such a low value that muting has effec- 
tively occurred. It is necessary to select the values of bias and screen voltage so that 
the maximum screen dissipation is not exceeded. When a signal voltage is applied 
to the a.v.c. diode, the rectified voltage developed across R^ increases the grid bias 




B+ 



FIG. 27.44 Inoperative Audio Amplifier Muting System 
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in a negative direction which increases (and so the stage gain) and the valve un- 
mutes. For further increases in signal voltage the a.v.c. comes into operation, and 
the gain of the audio stage (and also the other controlled stages) begins to fall off 
in the usual manner. It is seen that only part of the total a.v.c. bias is applied to the 
grid of Vi. 




AV-C. 

FIG. 27.45 aingk valvt Acrangcnunt to Provide 

Muttng^Audio A.V.C, Detection arMl A.F.Ampl(ficatio« 

(iii) Circuits used with F-M receivers 

The general principles for muting circuits used in F-M receivers are much the same 
as for the circuits previously discussed. However, many of the circuits are novel 
and a few typical arrangements will be discussed. 

One typical arrangement (Ref. 59) is shown in Fig. 27.46(A). Valve types F„ 
and V, are those normally employed for limiting and detection. Valve K, is a double 
triode with separate cathodes such as the type 6SN7-GT. Section (1) is used as a 
d.c. amplifier for the muting control bias voltage which is applied to the grid of Section 
(2). The triode of Section (2) is used as an audio frequency voltage amplifier in the 
usual manner. 

The operation of the circuit is as follows. In the absence of a signal the limiter 
valve draws full plate cvirrent, and the positive voltage applied to the cathode of 
triode (1) of V, (from the voltage divider R^, R^, R^) is a minimum. At the same time 
there is a positive voltage on the grid of (1) which is sufficiently large to ensure that 
there is a resultant positive voltage on the grid with respect to cathode. This allows 
the plate of (1) to draw full current and makes point A negative with respect to point 
B across the resistor i?^, and so a negative bias is applied between grid and cathode 
of triode (2). This bias is made sufficiently large to cut off the plate current of (2) 
and so prevents any a-f output from being obtained. 



Limiter Limiter Discriminator 




FIG. 27.46(A) Muting Syitem for F-M Reccii 
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When a signal voltage is impressed on the limiter the plate current is reduced, 
and so the positive voltage applied to the cathode of triode (I) (V^) is increased. When 
the signal input is sufficiently large the positive cathode voltage will exceed the positive 
voltage on grid (1) by an amount which is sufficient to cut off the plate current. This 
puts the points A and B at the same potential and so removes the negative bias from 
the grid (2). Triode (2) of Fj then acts as an ordinary a-f voltage amplifier, and its 
normal bias is obtained from the voltage drop across the cathode resistor Rc,. 



Fig. 27.46(B) shows a simple but effective arrangement for muting. Noise voltages, 
in the absence of a signal, which appear in the screen circuit of the second limiter 
valve, are applied to the control grid of the triode section of the muting valve (e.g. 
type 6AV6) and the amplified noise voltage is applied to the diode detector circuit. 
The d.c. voltage across the diode load is applied as additional negative bias to the grid 
of the a-f voltage amplifier valve and cuts off this stage. When a signal is received 
the noise voltages are reduced and so the additional bias on the a-f valve falls and the 
stage begins to function in the normal manner. 

Another useful arrangement is shown in Fig. 27.46(C). In this circuit noise 
voltages from the screen circuit of the second limiter are applied to the grid of the 
muting valve (which could be a type 12AT7) via the high pass filter Q C2 R^. Triode 
section (1) operates as an anode bend detector and the direct voltage developed across 
/?2 cuts off triode section (2) ; the relay is then in the unoperated condition. When 
a signal is received the noise voltages are reduced due to the receiver quieting, and 
at the same time additional bias is applied to triode (1) by the rectified voltage appearing 
at the first limiter grid. The voltage across R^ is now insufficient to cut off triode (2) 
and the relay is operated by the plate current. The relay can operate a contact to 
short the grid of the output valve to earth : additional contacts can also be utilized 
should the receiver be used for special purposes. The circuit can readily be re- 
arranged so that the relay is not required, and an additional control bias is made 
available to cut off the a-f voltage amplifier by increasing the voltage in the cathode 
circuit in the absence of a signal. The coupling network R^ R^ C3 has a suitably 
selected time constant, and the circuit arrangement is such as to prevent amplitude 
modulation or over deviation of the frequency modulated signal from muting the 
receiver. 

Both of the circuits of Fig. 27.46(B) and (C), or variations of them, have been widely 
used in f-m mobile and V.H.F. link receivers. In some cases additional negative 
bias is applied to both the a-f voltage amplifier valve and the a-f output valve ; this 
has the advantage in the case of mobile receivers that the battery drain is reduced very 
appreciably during stand-by periods since a large proportion of the battery drain is 
due to the H.T. current drawn by the output valve. 





ir Limittr 2n(J Limirtr Diicrimtnoror 



FIG. 27.46(B) 
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If muting ON-OFF is required it is usual to switch an additional resistor into the 
cathode circuit of the muting valve. This resistor is made sufHciently large to cut 
off the valve and so render the muting inoperative. 

A number of other useful circuit arrangements can be obtained from Refs. 58 and 
59. Many circuits have appeared in the patent literature, but have not been generally 
published. One of particular interest uses the two limiters (which are resistance- 
capacitance coupled) as a multivibrator unit, the output of the second valve being 
coupled back to the input of the first by means of resistance and capacitance con- 
nected in series. In the presence of signal input voltages the relatively low ampli- 
fication between the valves prevents the feedback network from being effective. 
In the absence of a signal the grid biases are such that noise voltages will be amplified 
sufficiently until the circuit operates as a multivibrator. One of the two valves is 
then always in a non-conducting condition and there is no audio output. This system 
is described by J. A. Worcester in G.E. Patent Docket 68743. Another useful circuit 
is given by R. A. Peterson in R.C.A. Patent Docket 21,998. This incorporates d.c. 
amplification and also requires the use of an additional double diode with separate 
cathodes. The diodes rectify noise output (which contains A-M) from the limiter. 
The d.c. voltage developed across the diode load is amplified and applied as a muting 
bias on the a-f amplifier valve. Unmuting occurs in the presence of a signal by using 
a negative voltage from the limiter grid to oppose the rectified voltage appearing 
across the diode load. 

Muting circuits are generally applied only to F-M receivers using the limiter and 
discriminator combination. The noise level between stations with receivers using 
ratio detectors or locked oscillator arrangements is generally fairly low, and muting 
is not usually considered to be so necessary in these cases. However, it is a relatively 
simple matter to utili2e the rectified d.c. voltage available at the output of a ratio de- 
tector (or also in a conventional discriminator, see Ref. 62 p. 120) to operate a muting 
system, since the rectified d.c, voltage is proportional to the strength of the incoming 
signal. 



SECTION 5 : NOISE LIMITING 

(0 General (it) Typical circuit arrangements. 

(i) General 

The purpose of a noise (or crash) limiter in a radio receiver is to assist in the reduction 
of noise pulses, such as those due to ignition interference and crashes of static, so that 
their effects may be minimized at the receiver output. The difference between muting 
systems and noise limiters should be carefully distinguished, as they perform quite 
different functions in connection with the type of noise which they are meant to 
eliminate. 

Noise limiters in general follow two trends. One group " pimches a hole " in the 
signal so that the receiver output is momentarily cut off. The other main group 
functions by limiting the maximum output to a value which is not appreciably greater 
than some pre- determined level. 

It can be shown fairly readily (Ref. 63) that the best results for noise reduction can 
be obtained by placing the limiter in the receiver at a point of low selectivity. The 
Lamb silencer (Ref. 65) for example, is usually placed after the first i-f stage and its 
operation is such as to cut off the plate current in the second i-f amplifier valve, 
momentarily. 

For many purposes elaborate noise limiting circuits (Refs. 65, 71) are not essential, 
and the tendency in the usual commtmications receiver is to use simple diode limiting 
to remove noise peaks. For amateur work sixfficiently good results are often possible 
using audio output limiters (see Refs. 66, 67, 68). With the A-M receivers used in 
mobile communications systems a very elaborate noise limiter may be incorporated, 



27.5 



NOISE LIMITING— (i) GENERAL 



1131 



See also Chapter 16 Sect. 6 for speech clippers and Sect. 7 for noise peak and output 
limiters. 

The threshold of operation for noise limiters can be arranged for either automatic 
or manual setting for different signal input voltages. Good results are possible using 
autotnatic setting, but the more elaborate circuits practically always make some pro- 
vision for manual control. 

(ii) Typical circuit arrangements 

The Lamb silencer can be made to give excellent results, but because it is rather 
elaborate it is not extensively used in commercial commimications receivers. For 
a description of its operation, together with complete circuit data, the reader should 
consult Ref. 65. 



' — ML I — A *' series " type of diode limiter is shown in Fig. 27.48. 

jJf. ~ 'B riG. 37.4T The diode Di is used for detection in the usual manner 
*si«if>t'Dio<i. Noit. umittt Diode D2 is biased to be conducting with normal 
signal voltages applied to the detector circuit. For bursts of noise there is an in- 
stantaneous negative voltage applied to the plate of Dj, and when this negative voltage 
exceeds the positive bias the diode stops conducting and so opens the audio output 
circuit. A large amount of audio gain is required when this type of circuit is used, 
because of the low audio voltage available. 

These simple circuits have several disadvantages. Firstly they are both susceptible 
to hum because of heater-cathode leakage when the cathode of Da is above earth. 
For example this limits the size of the resistor R which can be used in the circuit 
of Fig. 27.48, and so results in a loss in audio output. (An increase on the value shown 
would be permissible however). A further disadvantage is that stray capacitances will 
allow some of the high frequency noise components to appear in the receiver output, 
even though the diodes are operating in the prescribed maimer ; this can be largely 
overcome with care in layout and wiring to minimize stray capacitances. 

Automatic threshold control may be arranged with simple " series " and " shunt " 
limiters. Suitable methods are given in the references (particularly Refs. 62 A, 64 and 




Fig. 27.47 shows a typical example of the " shunt " type 
of diode limiter. It is seen that the circuit to the left of 
the dotted line AB is the usual diode detector circuit and 
the component values are identical with those normally 
selected. The negative direct bias voltage is set to prevent 
the diode from conducting until the peak input voltage 
exceeds the bias. When this occurs the diode D2 acts as 
a virtual short circuit, and there is practically no output 
from the detector circuit. 




'Srriei* Diode Noise LlmiUr 
FIG. S7.48 
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70). However, a much more satisfactory circuit (Ref. 44) is shown in Fig. 27.49. The 
diode D, is incorporated in the usual detector arrangement and this circuit provides a 
variable bias voltage for the noise limiting diodes and D^. A short burst of noise 
voltage having a positive polarity will cause the diode to conduct and so flatten 
out the audio waveform. A noise voltage having negative polarity causes to con- 
duct which then flattens out the negative peak of the audio output. In the absence 
of noise the positive and negative half cycles are equally damped and so distonion 
is reduced. 

Additional methods used for noise limiting in radio receivers are given in Chapter 16 
Sect. 7 ; methods of noise reduction for use with reproduction from records are 
described in Chapter 17 Sect. 7. 



SECTION 6 : TUNING INDICATORS 

(t) Miscellaneous (ii) Electron ray tuning indicators (Hi) Null point indicator 
using Electron Ray tube (iv) Indicators for F-M receivers. 

(i) Miscellaneous 

A timing indicator is a device which indicates, usually by means of a maximum 
or minimum deflection, when a receiver is correctly tuned. These indicators have 
taken a number of forms, particularly before the advent of the Electron Ray tuning 
indicator, originally called the " Magic Eye," and a few of these will be briefly dis- 
cussed before considering the Electron Ray Tube in detail. 




FIG. 27.50 Saturated Reactor Tuning Indicator 

One arrangement is to use a milliammeter coimected in the plate circuit of a voltage 
amplifier valve which is controlled by a.v.c. Circuits of this type can also be arranged 
to indicate relative signal strength, and the meter scale may be calibrated in arbitrary 
" S " units. Another form is the saturated reactor or dimming lamp indicator. 
This uses a pilot lamp, in series with a special form of iron-cored inductance, which 
is excited from a suitable winding on the power transformer. A second winding on 
the inductance (or transformer) carries the plate current of one or more valves which 
are controlled by a.v.c. In this simple form the maximum plate current is sufficient 
to saturate the core and so reduce the impedance in series with the pilot lamp, which 
is then at full brilliance. When a signal is being timed the plate current is reduced and 
the lamp dims. In order to make the pilot lamp reach full briUiance when the re- 
ceiver is tuned to a station instead of dimming, a " bucking " current can be passed 
through another winding so that saturation occurs when the plate current is very 
small, instead of it occurring when the plate current is large. Both arrangements 
can be understood by studying Fig. 27.50. 
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A ftirther arrangement is to use a neon tube in which the length of the illuminated 
column is proportional to the d.c. voltage obtained from a resistance connected in 
series with the plate of an amplifier valve controlled by a.v.c. 

(ii) Electron Ray tuning indicators 

Electron Ray tuning indicators are the most popular of all the arrangements being 
considered. These indicators operate from either the signal diode or the a.v.c. diode 
circuit. The Electron Ray tube is not limited to use in receivers with a.v.c, since 
it operates to indicate a change of voltage across any part of the circuit. For example 
it may be connected to the signal diode circuit irrespective of the presence of a.v.c, 
or it may be connected across the cathode bias resistor of an anode bend detector. 
The correct type of Electron Ray tube to be selected for any position depends on the 
controlling voltage available. 

The most popular types of Electron Ray tube (e.g. 6U5/6G5) have a triode am- 
plifier incorporated in the same envelope, so that the voltage necessary to obtain full 
control is decreased. In most types this amplifier has a remote cut-off characteristic 
so that the sensitivity may be high for weak signals and yet not cause " overlapping " 
on strong signals. Type 6E5 has a linear characteristic and is occasionally used for 
special applications. Type 6AF6-G has two independent Ray-Control Electrodes, 
one of which may be used for strong signals and the other for weak signals, but has 
no amplifier incorporated in the same envelope. 

In a typical receiver with delayed a.v.c. the Electron Ray tube may be connected to 
either the signal or the a.v.c. circuit, but since it will give no indication until the diode 
starts to conduct, it will not operate on weak signals when connected to a delayed 
a.v.c. circuit. Consequently most receivers using delayed a.v.c. employ the signal 
diode circuit for operating the tuning indicator. The disadvantage of this latter 
arrangement is that it introduces additional a.c. shunting effects on the detector diode 
load resistance and so leads to increased distonion at high modulation levels (see 
Sect. l(i) above). The a.c. shunting effects are minimized by using a high resistance 
in the grid circuit of the tuning indicator, a value of about four times the diode load 
resistance being typical. In order to prevent flicker due to modulation, adequate 
decoupling between the diode load and the indicator grid is necessary. A capacitance 
of about 0.05 /iF is usually connected from grid to ground, and this, in conjunction 
with the grid resistor previously mentioned, should lead to satisfactory operation (see 
Fig. 27.51). If simple a.v.c. is used (i.e. no delay voltage) it is preferable to operate 
the tuning indicator from the a.v.c. line to reduce a.c. shunting (see again Fig. 27.51). 
From the diagram it can be seen that with the switch in the " Det." position the grid 
of the tuning indicator is connected through a 2 megohm resistor to the detector diode 
circuit. With the switch in the " a.v.c. " position the indicator is connected directly 
to the a.v.c. line. This shows the two alternative coimections just discussed. The 
cathode of the tuning indicator is returned to a suitable tapping point on the cathode 
bias resistor of the power valve as discussed below. 
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The cathode of the Electron Ray tube should be, as closely as possible, at the same 
potential as the cathode of the diode. If its cathode is more negative than that o£ 
the diode, grid current may occur thereby increasing the initial bias on the controlled 
stages and reducing the sensitivity of the receiver. Consequently if the diode cathode 
is earthed, the indicator tube cathode should also be earthed, but if the diode cathode 
is positive then the indicator tube cathode should also be positive by an approxi- 
mately equal amount. One satisfactory method of obtaining this positive voltage, 
which however may only be used with a Class A power valve, is to connect the cathode 
of the Magic Eye to a tapping on the cathode bias resistor of the power valve. With 
this arrangement it is advisable for the tapping to be adjusted to make the cathode 
of the Electron Ray tube about 0.5 volt less positive than that of the diode in order to 
allow for contact potential in the indicator tube, the " delay " due to this small voltage 
being negligible. 

Alternatively, the cathode return of the Magic Eye may be taken to a suitable tap- 
ping point on a voltage divider across the " B " supply. Due to the fairly heavy and 
variable cathode currents drawn by the older types of indicator valves it is essential 
that the voltage obtained from any voltage divider, or other source of voltage, should 
not be affected appreciably by a current drain of from 0 to 8 mA. It is for this reason 
that it is not satisfactory to tie the cathode of the indicator tube to that of the diode. 
With the newer " space charge grid " construction the cathode currents remain more 
nearly constant throughout life, and this allowance for change of current need not be 
made. However, it is not advisable to base calculations for cathode bias resistors 
on the published values of cathode currents since in some cases with valves of the newer 
construction, these are higher than the average currents. 



Overlapping of the two images is possible on very strong signals, whatever type 
of indicator tube is selected, but it is generally found with a remote cut-off type (such 
as the 6U5/6G5) that this is not often experienced under field conditions. Certain 
arrangements have been devised to reduce the tendency to overlapping, but none is 
free from criticism. Desensiti2ation of the timing indicator is readily applied, but 
affects indications on weak signals. The use of two separate tuning indicators, or 
a single type 6AF6-G with two separate amplifiers, one for weak and one for strong 
signals, is excellent but expensive. If the grid of the indicator tube is excited from 
the moving contact of the volume control the deflection will depend upon the setting 
of the control, and " silent tuning " will not be possible. 

Wide Angle Tuning with a maximum angle of 180° is practicable if an external 
triode amplifier is added (see Ref. 73). With this circuit (Fig. 27.52) the edges of 
(he pattern are sharp from 0° to about 150° to 180°. 

(iii) Nvill point indicator using Electron Ray tube 

A Magic Eye tuning indicator may be used in many applications as an indicating 
device, one of these being as a null point indicator for use with a.c. bridge circuits. 
Such an arrangement is preferable to the use of head phones or sensitive instruments, 
since it may be used without disturbance from external noises and is capable of with- 
standing considerable overload without damage. The sensitivity of the type 6E5 
is 0.1 volt (r.m.s.) for a very clearly marked indication. When used as a null point 
indicator the 6E5 grid is biased approximately 4 volts negative, and the a.c. voltage is 



Ri + R," 16,700/1 
FIG. 27.52 Circuit for Wid^-Angle Tuning 
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applied between grid and a cathode. Any suitable pre-amplifying stage may be used 
to increase the sensitivity of the device if desired. When an a.c. voltage is applied 
the sharp image will change to a blurred half-tone and as the null point is reached the 
image will again become sharp. A heavy overload may cause overlapping of the 
pattern, but this is not detrimental to the tube. 

(iv) Indicators for F-M receivers 

The usual types of electron ray tuning indicator such as the 6U5/6G5 and 6E5, 
have been adapted for use as tuning aids in F-M receivers, and several systems using 
these tubes will be described A special electron ray indicator designed for use in 
F-M receivers has been described by F. M. Bailey (Ref. 76), and has been commercially 
released as type 6AL7-GT. Data on the application of the type 6AL7-GT can be 
found in Ref. 77 and in the R.C.A. HB-3 Tube Handbook. 

A method that immediately suggests itself for connecting a tuning indicator to a 
F-M receiver using a limiter is shown in Fig. 27.53. This method of obtaining a 
control voltage, from the limiter grid circuit, for operating the indicator tube is by 
no means the best arrangement available. The disadvantage of the circuit is that, 
when a strong signal is being tuned-in, the maximum voltage at the limiter grid is 
not sharply defined, and exact tuning is almost impossible under this condition. 
The resistor R and capacitor C are used to provide decoupling, as the presence of 
a.c. components of voltage at the indicator grid will prevent the fluorescent pattern 
from being sharply defined. 



A much more satisfactory tuning arrangement is shown in Fig. 27.54. This is 
similar to the Philco Circuit shown in Ref. 75 but the two components R and C have 
been added. The additional resistor appears to be necessary if the d.c. voltages 
applied to the diode plates of the balanced rectifier are to be equal when the receiver 
is detimed by an equal amount above and below the centre frequency. Actual ad- 
justment of R could be made to achieve more exact symmetry, but it is probable that 
in most cases the tuning operation would not be seriously impaired by leaving R 
and C out altogether. The operation of the circuit is straight forward. Assume 
firstly that the receiver is tuned to the centre frequency. The balanced rectifier has 
no voltage output, and the negative voltage developed across the resistor in the limiter 
grid is applied to the control grid of the tuning indicator, this voltage causing the 
pattern to close. When the receiver is detuned there is a voltage developed across 
R^, of the polarity shown, due to the operation of the balanced rectifier. This voltage 
plus that developed in the limiter grid are added algebraically and the resultant voltage 
is applied between grid and cathode of the tuning indicator. Since the net bias 
voltage will always be less than that obtained when the limiter voltage alone is applied 
(the correct tuning position) the pattern on the tuning indicator opens. The indica- 
tions given by this circuit are sharply defined, and in addition the indicator opens and 
closes in the same manner as for indicator circuits used in conventional A-M receivers 




FiG. 27.53 SimpU Tuning Indicator Arn]n9«mfnt 
for F-M Receiver 
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FIG. 27 , 54 Tuning Indicator Operating from Diacriminotor Output ~ - B+250V 



This latter feature is not available with similar arrangements operating from the dis- 
criminator output alone. 

Tuning aids are sometimes used in receivers with ratio detectors. The simplest 
arrangement in this case is to take the control bias voltage from the a.v.c. take-off 
point, or to use whatever fraction of this total voltage that is thought to be necessary 
for operating the tuning indicator. 



SECTION 7 : CRYSTAL DETECTORS 

(t) Old type crystal detectors (it) Fixed germanium crystal detectors (Hi) Fixed 
silicon crystal detectors (iv) Theory of crystal rectification (v) Transistors. 

(i) Old type crystal detectors 

Crystal detectors of the " catswhisker " type have been used for many years, but 
are very touchy, require frequent adjustment, and are affected by even slight vibration. 
However, when correctly adjusted, they make quite efficient detectors. Crystal sets 
are briefly mentioned in Chapter 34 Sect. l(ii). 

(ii) Fixed germanium crystal detectors 

These have the advantages of small size and of needing no heater supply, thereby 
avoiding the possibility of introducing hum into high impedance circuits. Their 
main disadvantages are that the impedance presented to negative voltages is com- 
paratively low and dependent upon the applied voltage, and that the characteristics 
from unit to unit show comparatively large variations. 

Reverse resistance in a typical case varies from 2 megohms with 20 volts applied 
to 0.2 megohm at about 100 volts. In some circuits, e.g. a F-M ratio detector, this 
reverse conductance affects the operation and modifications are required to obtain 
satisfactory performance. The forward resistance is very low e.g. 200 ohms with one 
volt applied, falling below 100 ohms at somewhat higher voltages for a typical unit— 
and this feature can be valuable in some applications. 

In this type of rectifier (see Ref. 79 from which this description is taken) as distinct 
from silicon rectifiers, the outstanding advantage lies in an ability to handle large 
voltages in the reverse direction, while in the forward direction, the slope (measured 
at + 1 volt) may be of the order of 100 ohms (10 mA at 1 volt). 

The slope in the reverse direction reaches a maximum resistance value at the order 
of —2 volts, beyond which the resistance falls slowly until, at a particular voltage 
known as the " turnover voltage," the slope resistance falls to zero and then becomes 
negative. 
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Measurements of rectification efficiency at various frequencies up to 100 Mc/s 
indicate that the efficiency falls with frequency by an amount which depends upon 
the " turnover voltage," the higher the " turnover voltage " the lower the rectification 
efficiency. In view of this, crystals intended for use at very high frequencies have a 
maximum as well as a mimimvmi " turnover voltage " rating. 

A typical current/voltage characteristic is shown in Fig. 27.55. 

Rectification occurs at the junction between a metallic point and the surface of 
crystalline germanium. During manufacture this junction is treated to obtain opti- 
mum impedance characteristic and time stability. After assembly, the metal point 
is cemented to the germanium to prevent dislodgment by vibration, and the complete 
assembly is sealed to prevent ingress of moisture. 

A characteristic of fixed germanium crystal detectors is their remarkable property 
of withstanding severe mechanical shock or vibration. The estimated life of the 
rectifier is indefinite — in excess of 10 000 hours. 




There is little change in rectifier characteristics from 15°C to 50°C, but above this 
temperature up to 100°C, both forward and tack slope resistances decrease slowly. 

The characteristics of germanium crystal diodes vary considerably, depending on 
the application and the manufacturer, but the following data are representative of 
the majority of types. 

Allowable direct current 20 to 60 mA. 

Allowable surge current 100 to 600 mA. 

Allowable reverse voltage 25 to 250 volts 

Turnover voltage (reverse voltage for zero dynamic resistance) 40 to 275 volts 



Minimum current with +1 volt 



Reverse current with —50 volts applied 

(this only applies to types having an allowable reverse 

voltage of 50 volts) 
Capacitance 

Maximum ambient temperature 
Minimum ambient temperature 
Maximirai frequency 



2.5 to 15 mA 
(some are less 
2.5 mA). 
40 to 1660 /lA 



than 



References to germanium detectors 



0.8 to 3.0 fi^iF. 
+ 70° to +85°C. 
-40° to -55°C. 
up to several hundred 
Mc/8. 

78, 79, 80, 81, 83, 84, 85, 85A, 85B. 



(iii) Fixed silicon crystal detectors 

The fixed silicon crystal detector is principally used as a frequency converter at 
frequencies above 100 Mc/s. Some designs go up to 1000 Mc/s, while others go 
as high as 5000 or 10 000 Mc/s. The silicon detector is liable to damage by transient 
voltage overloads in the reverse direction. The conversion loss is about 6 to 8 db. 

References to silicon detectors : 82, 83. 
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(iv) Theory of crystal rectification 

The modem theory of crystal rectification is given in Ref. 83 : See also Ref. 79. 

(v) Transistors 

Transistors are crystal devices with three or more electrodes, which are capable 
of amplifying A good introductory article is Ref. 86. See also Refs. 87, 88, 89, 90, 
91, 92, 93, 94, 95, 96. 
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SECTION 1 : GENERAL DESCRIPTION 

(i) Description (ii) Advantages and disadvantages of reflex receivers. 

(i) Description 

A reflex amplifier is one which is used to amplify at two frequencies — usually 
intermediate and audio frequencies. 

Reflex radio and audio frequency stages have also been used in very small T.R.F. 
receivers (see Sect. 5). 

Reflex receivers were fairly common in U.S.A. and Australia in the period 1934 
to 1937, but suffered from serious distortion and high play-through. These re- 
ceivers usually had high a-f plate load resistors giving comparatively high a-f gain, 
low i-f gain and low operating plate voltages and currents. A.V.C. was not applied 
to the reflex stage which was frequently a sharp-cut-off valve such as the 6B7 or 
6B8. A considerable advance was made in Australia by the use of the remote cut-ofiF 
type 6G8-G with a.v.c, and a further advance was made in the adoption of a com- 
paratively low a-f plate load resistor. The latter enabled nearly full i-f gain to be 
obtained with normal voltages on the electrodes, thus increasing the maximum plate 
voltage swing for a limited distortion. The most common application of a reflex 
amplifier in Australia* at the present time is in a 3/4 valve receiver comprising con- 
verter, reflex stage, power amplifier and rectifier. The reflex stage in such a re- 
ceiver amplifies at intermediate frequency, provides detection and a.v.c. from its 
diode or diodes, and then amplifies at audio frequency. It may be compared with 
a straight receiver in which the second valve is used as i-f amplifier and detector, 
the output from the detector being used to excite the power stage. Using the same 
valves and components in both cases, the reflex receiver may have a sensitivity up 
to 10 times that of the straight set. 

(ii) Advantages and disadvantages of reflex receivers 
Advantages of the reflex receiver 

1. Higher sensitivity. 

2. Greater flexibility in design, permitting use of negative feedback either with or 
without tone compensation (bass boosting) for small cabinets. 

♦Reflex receivers do not appear to be in commercial use in either U.S.A. or Great Britain at the time of 
writing. 



1140 



28.1 (ii) ADVANTAGES & DISADVANTAGES OF REFLEX RECEIVERS 1141 



Disadvantages of the reflex receiver 

1. Increased cost due to additional components. 

2. Increased tendency to overload on strong signals. 

3. More complicated design, although once a satisfactory design has been evolved 
there are no outstanding production difficulties. 

4. Somewhat increased distortion at high modulation percentages at medium and 
high input levels than for a well-designed straight receiver, although both are still 
in the same class. 

5. Play-through — that is the occurrence of a-f output with the volvime control at 
its zero setting. This leads to a further defect known as the " minimum volume 
effect " whereby minimum volume from the receiver is obtained with the volume 
control at some setting slightly above zero setting At the point of minimum volume 
the signal is very badly distorted since there is a balancing-out of the fundamentals 
between the normal signal and the out-of-phase play-through signal. Both play- 
through and the minimum volume effect may be reduced by good design so as not to 
be objectionable. See Sects. 2, 3 and 4. Perhaps a fairer comparison is between a 
3/4* valve reflex receiver and a 4/5 valve straight set. In this case the reflex re- 
ceiver will be more economical to produce, through the saving of one valve, while 
there will be a slight saving in space, heat dissipation and current consumption. The 
4/5 receiver is capable of being designed to have negligible play-through and may 
have slightly greater sensitivity. 

The design of reflex receivers must necessarily be a compromise, with juggling of 
inter-acting characteristics. However, by reflexing it is possible to achieve an ac- 
ceptable performance which would not otherwise be obtainable with the same number 
of valves. The fact that reflex receivers form a substantial percentage of the Aus- 
tralian market for 3/4 valve sets indicates that their performance is acceptable. 

On accotmt of the complicated inter-action which occurs in a reflex receiver, it is 
impossible to design the reflex stage alone ; the whole receiver must be treated as a 
single design tmit. If any change is subsequently made in any other stage, it is 
usually necessary to make consequential modifications to the reflex stage for the best 
results. 

So far as sensitivity is concerned, a straight 3/4 receiver using modem valves can 
give 15 fiV broadcast sensitivity!, and 30 tiV short-wave sensitivity t, which for most 
applications is adequate. Nevertheless the higher a-f gain of the reflex receiver 
removes the problem, which is experienced with straight 3/4 sets, of preventing the 
a.v.c. from limiting the a-f output before the output valve is fully loaded. 

The advantages to be obtained at audio frequencies from reflexing a 3/4 valve 
receiver are considerable. A straight 3/4 valve set without an a-f stage almost in- 
variably suffers from " bubbling " at high a-f outputs on strong signals, and to pre- 
vent this the low frequencies are reduced as much as possible without making the 
reproduction too thin. With the additional stage of a-f amplification provided by 
reflexing, the regenerative effect which causes bubbling becomes degenerative, and 
the bass can be boosted to any desired extent without bubbling being experienced. 

In addition it is not possible in straight 3/4 valve sets to use negative feedback 
for any purpose other than mild frequency correction because any reduction in the 
mid-frequency gain of the outpuj stage makes i-f overloading probable before the 

output valve is driven to full output. With reflexing an appreciable amotint of the 

added a-f gain can be used for any desired form of negative feedback. 

Reflex superhet. receivers may be divided into two principal groups, those employ- 
ing plate reflexing (see Sect. 3), and those employing screen reflexing (see Sect. 4). 



•A 3/4 valve receiver is one having three amplifying valves and a rectifier, 
tFor 50 millivvatts output. 
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SECTION 2 : SOME CHARACTERISTICS OF REFLEX 
SUPERHET. RECEIVERS 

(0 Play through (residual volume effect) (it) Over-loading (Hi) Automatic volume 
control (iv) Reduction in percentage modulation (v) Negative feedback (vi) Opera- 
ting conditions of reflex stage. 

(i) Play-through (residual volume effect) 

This effect has been briefly described in Sect. 1. Play-through in a reflex receiver 
is due to the rectification caused by the curvature of the valve dynamic characteristics. 
Play-through increases as the input signal is increased, and may be measured with a 
large signal input — preferably with a high modulation percentage and with the volume 
control at zero. During design it may be fovmd that play-through increases rapidly 
when the signal input to the reflex stage passes some critical level. In such a case 
the a.v.c. system must be designed to prevent signals of this magnitude from appear- 
ing at the grid of the reflex stage. Since play-through is a function of rectification 
and therefore of the curvature of the characteristic, it is a variable depending on the 
bias. By plotting play- through for varying bias voltage on the reflex stage with a 
constant input signal to the reflex stage, it is possible to determine the range of a.v.c. 
voltages which may be applied to the stage without resulting in serious play-through. 
This may entail using only a smafl fraction of the developed a.v.c. voltage on the 
reflex stage. 

(ii) Overloading 

It is practicable to design a reflex receiver to handle input voltages up to 1 volt 
without serious distortion (of the order of 10% at 100% modulation). 

(iii) Automatic volume control 

The a.v.c. system should be designed so that high peak i-f plus a-f voltages are not 
built-up in the plate circuit of the reflex stage. There are three principal a.v.c. 
systems in use ; 

1. Full a.v.c. applied to both converter and reflex stages. 

2. Fractional a.v.c. applied to both stages, although the two fractions may be 
different. 

3. Full a.v.c. is applied to the converter and fractional a.v.c. to the reflex stage. 

The choice of converter valve has considerable bearing on the a.v.c. design. The 
use of a converter with a not-too-remote cut-ofF (e.g. 6BE6) assists in the reduction 
of play-through by limiting the maximtun signal voltage applied to the grid of the 
reflex stage. 

If the fraction of the a.v.c. applied to the reflex stage is reduced too much, or omitted 
entirely, the reflex stage may run into grid current and cause " bubbling " with the 
volume control at maximimi because the rectified a-f signal returned to the grid from 
the plate of the reflex stage may exceed the bias on the valve. If the fraction of a.v.c. 
applied to the reflex stage is increased too much, the a.v.c. characteristic will tend 
to reach a maximum output and then to fall with increasing input voltages. The 
worst effect of excessive control is the inability of a receiver to give full a-f output 
on strong stations even with the volume control at maximimi. Also, in such a case 
the effect of tuning to a powerful signal is to produce less output when the receiver 
is tuned directly to the carrier than when it is tuned to one side, so that there are 
two adjacent tuning positions of maximum volume. A further effect of too large a 
fraction of a.v.c. voltage is the increase in play-through referred to above. 

As a criterion of good a.v.c. design, the volume control should be approaching its 
maximum position for maximum undistorted a-f output at any signal level. The 
minimum volume effect may be reduced by using a tone control which gives severe 
treble attenuation. 
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(iv) Reduction in percentage modulation 

With a large signal input and with the volume control at maximum, a reduction 
in the percentage of modulation occurs due to the curvature of the characteristics. 
Under laboratory conditions this can be quite considerable, for example 30% modu- 
lation may be reduced to 10%, but it is usually unimportant with ordinary listening 
because it only occurs under conditions which would also cause overloading of the 
power stage. However, where a Scroggie-type of a.v.c. characteristic indicates 
serious a-f overloading with the volume control at maximum, the actual overloading 
with a strong input signal may be appreciably less than that indicated, owing to the 
reduction in percentage modulation. 

j(v) Negative feedback 

If full a.v.c. is applied to the reflex valve, a strong signal will then reduce the a-f 
gain, which in turn will reduce the a-f feedback, if any. Under these conditions 
feedback is available on weak signals where it is not needed, but it is very much re- 
duced on strong signals where it is most needed. As a consequence, negative feed- 
back is only practicable with a small fraction of the a.v.c. voltage on the reflex stage. 

Negative feedback, in addition to its use for the reduction of distortion and for tone 
compensation, also assists very considerably in the reduction of play-through (e.g. 
Fig. 28.3). 

(vi) Operating conditions of reflex stage 

The reflex stage should be biased, with a very small signal, to give maximum gain 
unless this bias is insufficient to prevent the valve from drawing grid current due to 
a-f signals in excess of the bias voltage being applied to the control grid at input 
signals such that the a.v.c. has not yet become fully effective. 

Adequate r-f filtering of the demodulated signal is necessary before returning it 
to the grid of the same valve again, to avoid regeneration or actual i-f oscillation. 



SECTION 3 : DESIGN OF PLATE REFLEX SUPERHET. 
RECEIVERS 

(i) General considerations (ii) Full a.v.c. applied to both stages (iii) Fractional 
a.v.c. applied to both stages (iv) Full a v.c. on converter, fractional a.v.c. on reflex 
stage. 

(i) General considerations 

The majority of reflex receivers are in this class. Plate reflexing is less critical in 
relation to valve operating point and less critical so far as design is concerned. How- 
ever, under some conditions, screen reflexing will give less play-through. With 
high i-f gain in any receiver it is difficult to eliminate regeneration entirely without 
some filtering, but in a plate reflex receiver i-f decoupling is an inherent feature due 
to the plate circuit components, and no other i-f filtering is necessary. 

(ii) Full a.v.c. applied to both stages 

With suitable valve types, this very simple system is capable of handling an input 
of 1 volt (30% modulated) with distortion as low as can be obtained from any other 
a.v.c. arrangement. Current designs of reflex receivers employing this a.v.c. arrange- 
ment have fairly high play-through but this may be due to factors other than the a.v.c, 
system. 

(iii) Fractional a.v.c. applied to both stages 

A typical example is Fig. 28.1 in which a large fraction of the a.v.c. voltage is 
applied to the converter stage and a small fraction to the reflex stage. As a result 
of reduced a.v.c. voltage on the reflex stage, the play-through is considerably reduced. 
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(iv) Full a.v.c. on converter, fractional a.v.c. on reflex stage 

An example of a receiver in this class is Fig. 28.2 in which one ninth of the a.v.c. 
voltage is applied to the reflex stage. The receiver has a sensitivity of 40 ,i.V (for 
50 mW output), the comparatively low sensitivity being due principally to the use of 
low Q i-f transformers. It is capable of handling an input up to 1 volt with complete 
stability under all conditions, and has several interesting features. The plate load 




Fig. 28.1. Reflex superhet. receiver imth plate reflexing and fractional a.v.c. on both 
controlled stages {A.W.A. Radiola Model 517-M). 




Fig. 28.2. Reflex superhet. receiver with plate reflexing, full a.v.c. on converter and 
fractional a.v.c. on reflex stage {Ref. 1). 
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resistor was selected to provide optimum operation together with minimum hum ; 
a certain amount of hum neutralization is possible between the reflex (a-f) and power 
amphfier stages. Feedback in the reflex stage is neutralized by the very small fixed 
capacitances C.Vi and C.Vj, while a small degree of negative feedback is provided on 
the output stage. 

Considerably improved performance is obtainable by the use of type 6AR7-GT 
in the reflex stage, together with high Q i-f transformers. This avoids the necessity 
for neutralization and gives higher gain. Still higher gain is obtainable with a high- 
slope output valve, although the play-through is increased thereby. This circuit 
arrangement has considerable merits and there are prospects that, by suitable choice 
of valve types and a.v.c. design, the play-through may be reduced to a low level. 

A possible alternative form of the circuit would be to use type 6BE6 converter, 
6BA6 reflex amplifier and a duo-diode-output pentode. 

SECTION 4 : DESIGN OF SCREEN REFLEX SUPERHET. 

RECEIVERS 

(i) Screen reflex receivers (ii) Comparison between plate and screen reflexing. 

(i) Screen reflex receivers 

In a screen reflex receiver the screen of the reflex stage is by-passed to earth for 
intermediate frequencies only, and the screen is coupled to the grid of the power 
stage for audio frequencies. For the same number of components and the same 
economy, screen reflexing permits the use of separate screen dropping resistors for 
the converter and reflex stages, thus giving greater flexibility in design and less inter- 
action. The play-through is less than with plate reflexing and may be made quite 
small with the application of negative feedback. It is necessary for the diode-screen 
capacitance to be low, and in this respect the Australian type 6AR7-GT is satisfactory. 
The screen dropping resistor and grid bias must be designed for optimum i-f gain ; 
in the 6AR7-GT this also provides satisfactory a-f gain. Screen reflexing requires 
good hum filtering. 

With screen reflexing, careful design is necessary for optimum results to be ob- 
tained. An example of a well designed screen reflex receiver is Fig. 28.3. This 
has been designed for high sensitivity with reasonably low distortion and low play- 




Fig. 28.3. Reflex superhet. receiver with screen reflexing {Ref. 4). 
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through. The aerial sensitivity is approximately 5 /iV for 50 mW output, and the 
signal to noise ratio is 10 to 13.5 db at 5 fiV input. The distortion is 6.9% with an 
input of 1 volt, 30% modulated, but 12% with an input of 0.5 volt, 100% modulated. 
An output of 0.5 vi^att is obtained vi^ith 20 /iV input, 30% modulated. With an input 
of 1 millivolt to the aerial terminal, 30% modulated at 400 c/s, an output of 2 watts 
is obtained with 10% overall distortion. 

Feedback is applied by returning the lower end of the volume control to the voice 
coil. Maximum bass boosting is provided when the volume control is at the tap, 
which is adjusted for the lowest listening level. The high frequency peak and bass 
boosting are reduced as the volume control setting is increased towards maximum. 
The response above 5000 c/s is cut sharply by a combination of shunt capacitances 
together with negative feedback. The overall result is an automatic high frequency 
tone control which gives a " mellow " tone with weak signals and a normal radio 
tone on strong stations. The gain reduction due to feedback is 14 db with 1 mV 
signal input and with the volume control at its minimum position. The gain re- 
duction decreases as the volume control is advanced. 

The conventional i-f filter in a reflex circuit ia a series resistor from the volume con- 
trol slider, connected to a by-pass capacitor at the cold end of the first i-f transformer 
secondary. These two components give phase shift at some high frequency with 
the volimie control at its minimum setting, additional to the phase shifts already in 
the circuit and may thus cause oscillation when heavy feedback is applied with the 
volume control at zero. However if the resistor is wired in series with the hot end 
of the volume control, as in Fig. 28.3, with the voliraie control at its zero setting there 
is no series resistor in the feedback path, phase shift is reduced and high frequency 
peaks (or oscillation) are avoided. 

Resistance-capacitance filtering is used here for economy. The plate supply 
voltage is 185 volts. One ninth of the a.v.c. voltage is applied to the reflex stage. 
The play-through is as low as in some commercial receivers that do not use reflexing. 

(ii) Comparison between plate and screen reflexing 

Plate reflexing is capable of higher a-f gain than screen reflexing, since the latter 
is limited by the " triode mu " of the reflex valve. For this reason, types 6AR7-GT 
and 6BA6 with grid-to-screen mu factors of 18 and 20 respectively are quite suitable 
for use in screen reflex receivers. However, plate reflexing gives more play-through 
than screen reflexing for similar conditions in both cases. 

Type 6AR7-GT as a screen reflex amplifier allows a higher gain in the output 
stage than a lower gain valve (e.g. 6G8-G) with plate reflexing, for the same play- 
through performance in both cases, and similar converter conditions. 

SECTION 5 : DESIGN OF T.R.F. REFLEX RECEIVERS 

In such a receiver the r-f amplifier is reflcxcd and used also as an a-f amplifier. 
The only application at the time of writing is to 2/3 valve receivers having a diode- 
pentode as a reflexed r-f, a-f amplifier and diode detector, followed by a power pentode 
(e.g. 6AR7, KT61). A sensitivity of the order of 1000 /mW (for 50 mW output) is 
practicable. A limited degree of regeneration assists gain and selectivity. 

SECTION 6 : REFERENCES TO REFLEX AMPLIFIERS AND 
REFLEX RECEIVERS 

1. " Radiotron Receiver RD31 : Four valve a.c. reflex circuit " Radiotronics No. 120 (July /Aug. 1946) 
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2. A.R.T.S. and P. Bulletins Nos. 56, 57, 60, 63, 65, 66, 78, 84, 89. 

3. Beard, E. G. " Some dangers in the use of negative feedback in radio receivers " Philips Tec. Com. 
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4. Design by Amalgamated Wireless Valve Co. Pty. Ltd. Applications Laboratory. 
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SECTION 1 : LIMITERS 

(0 General (ii) Typical circuits for F-M receivers (a) Single stage limiter (h) Cas- 
caded limiters. 

(i) General 

In this section it is proposed to discuss only the conventional type of amplitude 
limiter using a pentode valve operating as a saturated amplifier. Other circuits, 
which combine the dual functions of detection and the removal of amplitude variations, 
such as the ratio detector and locked oscillator, wrill not be treated here. The ratio 
detector has been discussed in detail in Chapter 27 Sect. 2. Details of several other 
alternative systems can be found in Refs, 2, 5, 6, 7 and those at the end of Chapter 27. 

The need for some form of amplitude limiting was stressed in Chapter 27 Sect. 2, 
when the phase discriminator was being discussed. It was pointed out that the diodes 
in a phase discriminator are amplitude modulation detectors, and if undesired ampli- 
tude variations are not to appear in the receiver output the amplitude of the voltage ap- 
plied to the discriminator should be constant. This was emphasised by reference to 
eqns. (20) and (21), where it was seen that the product gmEa should be held constant 
if the discriminator sensitivity is to remain fixed for a given frequency deviation. 

Circuit arrangements for limiters in F-M broadcast receivers have become quite 
stereotyped. Sharp cut-off pentodes having fairly high values of ^„ are the usual 
choice, and typical of these are types 6SJ7, 6SH7 and 6AU6. The limiting action 
is brought about by a combination of grid-leak bias and low values of plate and screen 
voltage. Grid-bias limiting is obtained by adding a resistor and capacitor, of suit- 
able value, to the grid circuit and using zero or very small values of cathode bias. 
The grid circuit arrangement is the same as for a grid-leak detector, and the operation 
is almost identical since the average negative bias on the grid is determined by the 
e, — i, characteristics of the valve in conjunction with the associated circuit. The 
value of the average grid bias, together with the low screen voltage, determine the 
condition for which plate current cut-off occurs. Any signal input voltage whose 
amplitude is sufficiently large will cause the average negative bias to increase and so 
tend to hold the output voltage constant. Because of the low values of plate and 
screen voltage the plate voltage swing is limited to a comparatively small value and, 
for an input signal of sufficient magnitude, there will be practically no corresponding 
increase in output voltage when the signal input voltage is increased. 

The added damping on the i-f transformer secondary, which connects to the limiter 
grid, is given approximately by RJ2 or Rg/3, depending on the circuit arrangement, 
in exactly the same way as discussed previously for a diode detector ; i?„ being the 
value of resistance selected for the grid leak. This should be taken into account (as 
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well as circuit detiining caused by changes in the valve input capacitance) when the 
i-f transformer is being designed. 

The necessity for high gain in the receiver stages preceding the limiter stage will 
be appreciated when it is realized that a minimum of about 2 volts peak is required 
at the limiter grid to obtain satisfactory operation with a typical circuit arrangement ; 
it is preferable to have voltages of the order of 10 to 20 volts peak for best results 
vinder adverse condition of reception. Since this limiter input voltage must be 
obtained with the smallest signal input voltage likely to be met in the field, the gain 
of the preceding stages in the receiver should be sufficient to give satisfactory limiter 
operation with signal voltages as low as 2 or 3 juV ; in F-M mobile commimications 
applications the limiter should saturate with signals of less than 1 ftV. Also, because 
the conversion from F-M to A-M in the discriminator usually results in a low equival- 
ent value of percentage amplitude modulation, it is necessary for the limiter output 
voltage to be large if the detected audio voltage is to be stifficient to drive the audio 
ampliiier to full output 5 this means that something in excess of 10 volts peak is 
desirable at the plate circuit of the limiter. 

For completely satisfactory amplitude limitation two limiter stages are necessary. 
However, because of the cost factor, commercial domestic type receivers seldom use 
more than one limiter stage. When two stages of limiting are used, it is essential 
that the coupling circuit between them should not introduce any appreciable ampli- 
tude modulation due to its selectivity characteristic. The selectivity should be suffici- 
ent to attenuate harmonics of the intermediate frequency generated by the limiter, 
although this is also accomplished by the primary of the discriminator transformer ; 
with single stage limiters the discriminator transformer is relied upon to give the 
necessary attenuation of the i-f harmonics. Transformer coupling between the two 
limiter valves is the most satisfactory arrangement, but single tuned circuits are often 
used. 

The choice of the time constant for the grid resistance-capacitance combination 
is important. It must be sufficiently short for the grid bias to be proportional to 
changes in amplitude, but not so short as to prevent the bias change from being suffici- 
ently large to control the amplification of the limiter stage, so as to offset any change 
in signal input voltage. For a single stage, limiter time constants of 2.5 microseconds 
are usual, although 10 to 20 microseconds and even higher have been used in some 
receivers. For two stages the first limiter grid circuit uses a time constant of 1.25 
to 5 microseconds and 2.5 to 10 microseconds or longer in the second stage, in typical 
cases. The longer time constants of 10 to 20 microseconds are suitable for most 
types of noise impulses, but some forms of motor car ignition noise are more com- 
pletely suppressed when the shorter time constants are used. A careful choice of 
the time constants is necessary if the noise is not to be heard in the receiver output 
because the bias on the limiter valve must be able to follow the changes in the ampli- 
tude of the input voltage. 

No matter how effective the amplitude limiters may be and how carefully their 
time constants are chosen it will often be found that the F-M receiver will not effec- 
tively suppress btursts of noise such as those emitted by car ignition systems. To 
obtain the best results it is most important that the pass band of the receiver be sym- 
metrical and that the centre frequency of the i-f amplifier coincides exactly with the 
centre frequency of the discriminator. A useful test is to align the receiver on an 
umnodulated carrier at the signal frequency and then to switch off the carrier ; if 
the alignment is correct, and the circuits synmietrical, a d.c. vacuimi tube voltmeter 
coimected across the discriminator output will give a reading of approximately zero 
(of course the usual noise will be heard from the receiver output). Small inaccuracies 
often arise when the receiver is aligned so as to give maximum grid current at the 
limiter stage, or stages, even though the signal (unmodulated carrier) frequency is 
such that zero d.c. output voltage is obtained from the discriminator. The grid 
current reading is usually rather broad, and it will be found that the i-f and limiter 
circuits, in particular, can often be realigned to give zero d.c. output voltage at the 
discriminator on noise without reducing the limiter grid current on signals. As a 
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further check on alignment and symmetry the receiver is tuned very carefully to an 
unmodulated carrier so that the a.c. voltage at the output transformer is a minimum 
(i.e. for maximum quieting) and for this condition the reading of the d.c. voltmeter 
at the discriminator is noted ; then it vsrill usually be found that this latter reading is 
the same as that obtained from noise alone. (A casual reading of the text may not 
bring out the full significance of this test;, but a practical trial will lead to a better 
appreciation of its possibilities). If minimum noise output, zero d.c. discriminator 
output voltage, and maximum limiter grid current do not all occur at the same carrier 
frequency, then in general the optimum conditions for impulse noise rejection have 
not been obtained. 

For applications other than domestic receivers the above factors require very care- 
ful attention. 

(u) Typical circuits for F-M receivers 

(a) Single stage limiter 

A typical single stage limiter is shown in Fig. 29.1, and an alternative arrangement 
is shown for the input circuit in Fig. 29.2. The time constant for R,C„ is 2.5 micro- 
seconds in each case. 




The operation of both circuits is identical, but the damping of the i-f transformer 
due to grid current is less with the arrangement of Fig. 29.1, being approximately 
50 000/2 = 25 000 ohms. The damping in the alternative arrangement is 50 000/3 
= 16 600 ohms. Whichever circuit is used will depend, largely, on the additional 
damping required on the transformer to achieve the required bandwidth or, perhaps, 
upon considerations of practical convenience. The general method of operation 
has been discussed in (i) above. 

If complete valve characteristics are available then a preliminary design can be 
made, but the work involved is hardly worth the effort because of the ease with which 
the practical circuit can be made to give satisfactory results using experimental pro- 
cedures. For a calculation of gain, or overall discriminator sensitivity, it is 
necessary to determine the mutual conductance under the actual operating conditions. 
This can usually be determined, with sufficient accuracy for a preliminary design, 
from the valve data sheets by ignoring the change in plate voltage (provided the 
change in plate current with plate voltage does not fall too far down on the knee of 
the plate characteristics). For example, a type 6AU6 is to be operated with 50 volts 
on the plate and screen, and zero bias. From the average characteristics relating 
grid No. 1 volts to transconductance, the gm is 4000 micromhos for zero bias, 50 volts 
on the screen and 250 volts on the plate. For typical cases of the type being con- 
sidered, theg„ so found is usually about 10% high, and so 3600 micromhos would be 
a closer approximation. Alternatively, the valve can be set up as a straight amplifier 
with the appropriate d.c. voltages applied, and a 1000 ohm resistor connected as the 
plate load. Then with 1 volt of a-f input (from a source of low d.c. resistance) the 
output voltage will equal the in mA/volt ; the actual input voltage is selected so 
that the stage just starts to saturate. However, overall measurements of actual cir- 
cuit performance are preferable. 
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(b) Cascaded limiters 

A typical circuit for a two stage (cascaded) limiter is shown in Fig. 29.3. In this 
case the time constant of the grid resistance-capacitance combination is 1.25 micro- 
seconds for the first stage, and 20 microseconds for the second stage. 

It should be noted that the limiters not only have to remove peaks of noise, but 
they must also remove the amplitude modulation introduced onto the frequency 
modulated signal by the receiver circuits which precede the limiters. Methods for 
estimating the percentage amplitude modulation introduced by tuned circuits are 
given in Chapter 26 Sect. 4. It will be realized that A-M introduced by the receiver 
itself makes it more difficult to effectively remove A-M introduced by external noise 
voltage sources. 

For the transformer T, shown in Fig. 29.3, coupling the two limiter stages, it is 
essential that the amplitude modulation introduced by its selectivity characteristic 
should be as small as possible. However, its selectivity characteristic is helpful in 
removing harmonics of the i-f generated by the limiter, and so a practical compromise 
between the two conflicting factors is necessary. A critically-coupled transformer 
is recommended, and the primary and secondary Q's (uncoupled) can be about 30 
for an i-f of 10.7 Mc/s. The stage gain will be roughly 6 times depending on the 
circuits constants selected, and the magnitude of the input voltage. 

From the circuit arrangements of Figs. 29.1 and 29.3 it will be noticed that the 
screen voltage is supplied from a voltage divider in each case. This arrangement 
is recommended in all cases, but in mobile communications receivers it will be found 
that many circuits use only a series screen resistor ; the main advantage of this latter 
arrangement is economy in the total H.T. current drawn by the receiver. 



(j) General principles (ii) Discriminators for a.f.c. (m) Electronic reactances. 

(i) General principles 

Although the description given below of automatic frequency control (a.f.c.) systems 
is confined to simple applications in broadcast receivers, it should not be overlooked 
that the same general principles are applied in many other types of equipment and 
are used, for example, to obtain frequency stabilization in F-M transmitters, micro- 
wave radar receivers and transmitters etc. 

Automatic frequency control in a superheterodyne radio receiver is an arrangement 
for controlling the local oscillator frequency in such a way that, when a signal is being 
received the correct intermediate frequency will be produced. For example, if a 
receiver is manually tuned so that it is, say, 3 Kc/s away from a desired signal the 
oscillator frequency will be varied by the a.f.c. system so as to produce the correct 
intermediate frequency (or at least within 100 c/s or so of the correct value, since 
exact compensation is not possible). Alternatively, the oscillator frequency may drift 
because of temperature or humidity variations affecting the values of the circuit com- 
ponents, and a.f.c. will tend to compensate for this frequency variation. However, 
the frequency stability of the receiver should be made as good as possible without 
relying on the a.f.c. system. 
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The most useful application of the system in broadcast receivers is with those re- 
ceivers having automatic tuning e.g. push-button station selection, and cam or motor 
driven variable capacitors. In cases of this type the tuning may not be accurate 
over extended periods of time, and a.f .c. may be used effectively to carry out the final 
adjustment when the respective capacitances and/or inductances have been selected 
by the automatic tuning system. 

There are two devices necessary for any a.f.c. system. These are : — 

(1) A frequency discriminator, which must be capable of changing a frequency 
variation into a suitable direct voltage change which can be used for control piu:poses. 

(2) A variable reactance, whose value can be controlled by the direct voltage changes 
.due to the frequency discriminator. The variable reactance is connected to the 
oscillator circuit in such a way as to control its frequency. 
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The complete arrangement can be visualized with the aid of the block schematic 
of Fig. 29.4, It is seen that the additional elements to those normally found in a 
superheterodyne receiver are the frequency discriminator and the variable reactance. 
The variable reactance in the discussion to follow will be of the electronic type con- 
sisting of a valve (which can be a pentode, a hexode or a heptode) and its associated 
circuits. It will also be inferred from Fig. 29.4 that the frequency discriminator 
can be used for normal detection, since there are suitable audio voltages developed 
in this circuit by the applied modulated i.f. voltage. 

Suitable voltages for a.v.c. are also available from the discriminator output, but 
in this regard it is necessary to point out that a very efficient a.v.c. system is helpful 
in obtaining satisfactory operation from the a.f.c. system. If reasonably constant 
input voltage to the discriminator is not maintained, there will be a variation in the 
"pull-in" and "throw-out" frequencies. Because of the stringent a.v.c. require- 
ments it is fairly common practice to employ a separate diode coupled to the trans- 
former primary, in the usual maimer, to provide the a.v.c. bias voltage. There is 
also a disadvantage in taking the a-f voltage from the discriminator output as the 
distortion tends to be fairly high. However, in most commercial receivers the cost 
factor leads to some arrangement such as that of Fig. 29.8. 
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A much more satisfactory method (although considerably more expensive) of 
obtaining a.f.c. is illustrated by the block schematic of Fig. 29.5. In this case the 
valve used as an a.f.c. converter and limiter is loosely coupled to the primary of the 
last i-f transformer. The 455 Kc/s signal is converted to 50 Kc/s to operate the 
a.f.c. discriminator, and the d.c. output voltage then controls the variable reactance 
in the usual manner. The use of limiting is helpful in maintaining a constant am- 
plitude for the voltage to be applied to the discriminator. It will also be noticed 
that the functions of detection and a.v.c. have been separated from the a.f.c. system. 
A complete circuit using this arrangement can be found in Ref. 15 (page 103), to- 
gether wiih a number of other commercial a.f.c. circuits of various types. 
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(ii) Discriminators for a.f.c. 

The function of the frequency discriminator in an automatic frequency control 
system is to provide a suitable direct controlling voltage for application to the elec- 
tronic reactance. When the receiver is tuned exactly to the signal frequency, the volt- 
age output from the discriminator should be zero, or else have the same value as that 
provided in the absence of a signal, so that the controlled reactance will have its normal 
value. At frequencies above and below the correct frequency the controlling voltage 
should be appropriately above and below the mean voltage. The operation in con- 
nection with a phase discriminator has been discussed in Chapter 27 Sect. 2. The 
manner in which the output voltage will vary with the frequency change for either the 
amplitude or the phase discriminator can be seen from Fig. 29.6. 



The polarity of the output voltage with frequency change is all important, and, as 
the electronic reactance is practically always inductive in a.f.c. systems used in tunable 
broadcast radio receivers, the polarities of the direct output voltage with frequency 
change as indicated on Fig. 29.6 will be correct. One purpose in making the re- 
actance inductive is so as not to limit the frequency coverage of the receiver, This 
follows because it is often difficult to keep the minimum capacitance of the timing 
unit to a sufficiently low value, and it is hardly wise to deliberately increase this capacit- 
ance unnecessarily. However, if carefully designed, the undesired added capacitance 
due to tlie capacitive reactance unit can be made very small. 

The effect of the added parallel inductance can usually be offset fairly readily by 
increasing the inductance of the oscillator coil. With receivers using push-button 
tuning where the circuits are of the preset type either the inductive or capacitive form 
of electronic reactance is satisfactory. For receivers with inductance timing a capaci- 
tive electronic reactance is usually preferable. The degree of frequency correction 
is not constant over a band of frequencies, and this again suggests an inductive elec- 
tronic reactance when the circuits are tuned by a variable capacitor, since the least 
error is obtained at the low frequency end of the tuning range where the receiver is 
most selective. 

It may be helpful to follow through the steps leading to the polarities shown for 
the direct voltage with frequency change. Suppose the receiver is tuned to a signal 
of 1500 Kc/s. Then the oscillator will be set at 1955 Kc/s to give an i-f of 455 Kc/s, 
and there will be no direct voltage output from the discriminator. If now the oscillator 
drifts to 1957 Kc/s the i-f produced will be 457 K;c/s, and a direct voltage of negative 
polarity will be produced by the discriminator and applied to the reactance valve. 
The equivalent inductance of the electronic reactance is inversely proportional to 
mutual conductance (,g„) and so, as a more negative bias voltage reduces g^, the 





(~) Frequency 



no. 29.6 



29.2 



(ii) DISCRIMINATORS FOR A.F.C. 



1153 



shunt inductance across the oscillator coil is increased, the total inductance in the 
oscillator circuit is now increased, thus lowering the oscillator frequency as required. 

The two most commonly used types of discriminator circuits are shown in Figs. 
29.7 and 29.8. The first is generally known as the Round-Travis circuit (see Ref. 
10), and is a typical example of an amplitude discriminator. The secondary circuits 
A and B are so tuned that A has its resonant frequency slightly above the intermediate 
frequency and B is set slightly below the i-f (say +5 Kc/s in one case and —5 Kc/s 
in the other). Each secondary circuit has its own diode detector and the diode loads 
are coimected in d.c. opposition, so that when the i-f is greater than the required value 
of 455 Kc/s (and since the voltages developed across and have the polarities 
shown) the voltage across is greater than that across R^ and the a.f.c. bias voltage 
is negative as is required for correction of the oscillator frequency. For example, 
the voltage across i?i may be 4 volts when that across R^ is 3 volts, then the available 
a.f.c. bias is —1 volt. 



The design procedure for an amplitude discriminator for a.f.c. is set out in detail 
in Ref. 8. Since this type of circuit is seldom used in modern a.f.c. systems the details 
of its operation will not be discussed fiurther. There are a number of alternative 
arrangements for the amplitude discriminator, and some of these are discussed in 
Refs. 8, 9, 11, 15 and 13. It will be appreciated that a circuit of this type could be 
used for F-M. detection as an alternative to the phase discriminator, and several manu- 
facturers have produced F-M receivers using modified amplitude discriminators 
(see Ref. 39 given at end of Chapter 27, for typical examples). 



Fig. 29.8 shows the most commonly used circuit, the phase (or Foster- Seeley) 

discriminator. In this circuit both primary and secondary circmts are timed to the 
intermediate frequency. It will be seen that the circuit arrangement is identical 
with that of the F-M phase discriminator shown in Fig. 27.19, and the general dis- 
cussion of its operation and the loading effects on the transformer apply equally well 
here. The de-emphasis circuit is not required here, of course, but the same general 
arrangements can be retained to provide r-f and a-f filtering, since only a direct control 
voltage is required. Suitable values for the filter circuit are i?j equal to 0.5 — 2 M13, 
and Cj is, say, 0.05 — 0.1 /iF. The considerations governing the choice of the com- 
ponent values can be compared with those for selecting filter components for auto- 
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made volxime control circuitSj and a time constant for R^C, of about 0.1 second is 
usual. The circuit arrangement of Fig. 27.17 could also be used here, and, if the 
primary circuit is too heavily damped, an additional series resistor can be inserted 
between the transformer centre-tap and the junction of the diode load resistors 
and i?4 ; however, this will lead to some loss in available output voltage, depending 
on the value of series resistance selected. The difference in the by-pass capacitor 
arrangements (i.e. d and C,) for Figs. 27.17 and 27.19 (or Fig. 29.8) should be ob- 
served, and the discussion in Chapter 27 Sect. 2, in connection with Fig. 27.19 will 
be helpful, if the reasons for the arrangements are not immediately obvious. The 
considerations leading to the choice of actual circuit values will differ because the 
a.f.c. discriminator is usually designed for high sensitivity rather than for a very high 
degree of linearity. 

The theory of the circuit for a.f.c. use has been discussed by Roder (Ref. 14) and 
design procedures have been treated in detail in Ref. 8. A brief discussion, which is 
quite helpful, is given in Ref. 13. 

The method of obtaining a-f output and a.v.c. bias from the a.f.c. discriminator 
circuit is also shown in Fig. 29.8. To retain the same degree of selectivity as that 
obtained with a similar receiver not incorporating a.f.c. one extra tuned circuit is 
required. This is necessary because the discriminator provides very little selectivity 
as a result of the heavy loading effects produced by the diodes. There is some in- 
crease in gain over the usual arrangement where the a-f detector is connected across 
the i-f transformer secondary only. 

The frequency at which the a.f.c. will come into operation when tuning a signal is 
called the " puU-in frequency." When tuning away from a carrier the frequency 
at which the a.f.c. loses control is called the " throw-out frequency," and it is always 
greater than the " pull-in frequency." It is desirable to make these two frequencies 
as close as possible, because stations which are received when tuning-in may be passed 
over when tuning-out. Many receivers incorporate arrangements for disconnecting 
the a.f.c. until a carrier has been approximately tuned-in (see Refs. 8, 15). 

Some of the general details of the discriminator design will be set out here, and the 
reader is referred to Refs. 8, 9 and 14, in particular, for further information. Con- 
sider Fig. 29.8. Typical values for R, and Ri are 0.5 Mi?. Capacitors Cs and C, 
must give adequate by-passing at the intermediate frequency of 455 Kc/s, and suit- 
able values would be 100 to 200 ii/xF. C3 is usually 100 fijuF. Values for R^ and Cj 
have been discussed previously. The valve Vi is any of the usual voltage amplifier 
pentodes such as type 6SK7 etc., and V, is a double diode such as the types 6H6 or 
6AL5. The next step is to select a suitable value for the inductance of the r-f choke . 



As the inductance and capacitance of the choke will affect the resonant frequency 
of the transformer primary (Z-iCi) and its Q, care is necessary. The choke, in associa- 
tion with the transformer primary circuit, can be represented by the equivalent circuit 
of Fig. 29.9 in which g^e, represents the equivalent constant current generator for 
the pentode voltage amplifier ; r „ is the plate resistance ; Ci is the total primary 
capacitance including strays ; Z-i is the primary inductance and R^ its r-f resistance ; 
C3 is the capacitor coimecting the plate circuit to the choke L„ (whose r-f resistance is 
^0) i Co represents any distributed or stray capacitances across ; R^c = R3 = Rt 
the diode load resistance. It should be apparent that three cases can arise with the 
choke (Ref. 14) :— 

(1) The capacitance Co negligibly small. 

(2) The capacitance Co small enough to still allow the choke to be self resonant 
well above the intermediate frequency, but the value of Co to be such as to 
appreciably affect the resonant frequency of the complete primary circuit. 
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(3) The choke resonant at the intermediate frequency. 

It follows from (1) and (2) that Li and Ci should have a resultant capacitive reactance 
at the intermediate frequency, and in case (3) Li and Ci should be resonant at the 
intermediate frequency. 

Considering the above three cases in conjunction with Figs. 29.9 and 29.8, it can 
be seen that the derivation of the conditions for discriminator transformer primary 
resonance, voltage step down between the transformer primary and the choke, and 
the resultant Q's for the complete discriminator transformer, will follow fairly readily. 
The derivations are available in Ref. 14, and the results, which are good approxima- 
tions, are summarized below (with some modifications, as well as changes in notation). 

Case (1) (Choke capacitance Co negligibly small). 
Condition for primary circuit resonance, 

^ %r- (1) 



Voltage step down, 

'■0 

Reciprocal of equivalent primary circuit Q (this leads to simpler numerical evaluation). 

Secondary circuit Q (since the diode loading is Ric) is 
Q. = (4) 

and this eqiiation applies for the three cases — 

where X, = tuoLo = inductive reactance of choke Lo 

Xc^ = l/uioCa = capacitive reactance of C3 

Xj^^ = lOoLi = inductive reactance of Z-i 

Xc^ = 1/cooCi = capacitive reactance of Ci 

Wo = 2v X intermediate frequency 

Qo = magnification factor of choke Lo 

Qi = magnification factor of Li 
Rdc = = = diode lo6d resistance value 

Ti, = plate resistance of voltage amplifier valve 

= magnification factor of X-a 

and Xi = = inductive reactance of Lj. 

Case (2) (Choke capacitance small but not negligible). 
The angular resonant frequency of the choke is 

o>r = IIVLoC„ (5) 

Q'„ = Q„(i - C^) 

where C„ = distributed capacitance of the choke, and all the other symbols are 
exactly as before. 

Equations (6) and (7) are used directly with eqns. (1), (2) and (3) substituting X' 
for X, and Q'„ for Qo- 

Case (3) (Choke resonant at intermediate frequency). 

The inductances Li and L2 are connected in parallel, and a can be taken as imity 
(since X^ will be small, compared with the dynamic resistance of Z-oCo), so that the 
equivalent primary circuit reactance required to give parallel resonance is 
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The reciprocal of the equivalent loaded primary circuit Q is 

All notation exactly as for case (1). 

It should be noted in all cases that the loaded 2's refer to the case where the primary 
and secondary are uncoupled from one another. This is the usual definition. 

We are in a position to proceed with the determination of suitable values for the 
primary and secondary circuits of the discriminator transformer, since all the external 
effects can now be taken into account. What is required next arc methods for de- 
termining optimum values for Qj, Qs, and L,(= L») where these factors have 
the meanings given by eqns. (1), (3), (4) etc. and L,{~ L^) is the secondary inductance 
(since i,ts value is not changed by the presence of the choke). If the choke is not 
used Xj^^ = Xf,^ = X^ and so I-i = ; the procedure is then as for any other phase 

discriminator. The design factors, as well as the bandwidth and sensitivity calcu- 
lations given below, apply equally well for all phase discriminators provided the values 
of Q, L and k (coefficient of coupling) so determined are those actually obtained in 
the receiver. 

Optimum values for k\'Q^Q, for various values of LJL^ [see Refs. (8) and (9)] 
can be found from 

KQ.Qs)i = L Q-.LjT, J ^1°^ 

Several values are listed below, 

L,/L^ = 12 4 6 

QJQ, = 1/2 0.786 0.707 0.625 0.578] 

Q JQs = 1 0.856 0.785 0.707 0.657 \-KQ^Q,)i. 

QJQs = 2 0.909 0.855 0.786 0.740 j 

The sensitivity of the phase discriminator at the intermediate frequency (/„) has 
been derived in Refs. (14) and (8). It is given by. 



S = 



/o 



(1 + Q.QsWyi ' ^" 



(11) 



4X., / 

and is expressed in direct volts output per Kc/s off tune, for each 1 volt (peak) input 
to the i-f amplifier valve Vi (Fig. 29.8). 

The symbols are the same as those used previously, with the addition of the 
mutual conductance of Fi, and -q is the detection efficiency of the diodes V2. 

It is necessary to estimate the peak separation for the discriminator characteristic 
of Fig. 29.6. This can be found (Ref. 8) from, 

2Af = tan 4> (12) 



where ^ = cos + (,Q,kyLJL, 

For many practical cases it will be found sufficiently accurate to take tan ^ = 1 in 
eqn. (12). 

(iii) Electronic reactances 

There are a number of forms which electronic reactance circuits may take and a 
few of these are given below. 

(1) Resistance in series with a capacitance. This arrangement is shown in Fig. 
29.10, but since the circuit imposes severe resistive loading on the oscillator circuit 
its use is not advised. (See Ref. 10). 
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FIG. 29.10 B+' 
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(2) Miller effect circuits. These circuits (Fig. 29.11) rely on the change of 
input capacitance which occurs when the gain is varied. If the plate load can be 
tuned so that it behaves as a pure resistance^ then the valve input resistance can be 
made very large. For the circuit shown there will be a resistive input component 
due to Miller effect because of stray capacitance across the load resistor. The applica- 
tion of the circuit is largely confined to use with fixed tuned oscillator circuits. 



(3) Quadrature circuits (Figs. 29.12, 29.13). The grid is fed from a resistance 
reactance network connected between plate and cathode. This provides a voltage 
between the grid and cathode which is almost 90° out of phase with the plate to 
cathode voltage. The source of the alternating plate to cathode voltage is the voltage 
developed across the tank circuit of the oscjUator (see Fig. 29.12). Since the plate 
current is in phase with the grid voltage (for valves having high plate resistance) the 
plate voltage and plate current will be approximately 90° out of phase. To the 
external circuit (oscillator tank circuit in this case) connected between plate and cathode 
of the reactance valve the behaviour is as though an additional reactance and re- 
sistance had been connected in parallel. Whether the valve circuit behaves like 
an inductive, or a capacitive reactance depends on the resistance-reactance network ar- 
rangement, as can be seen from Fig. 29.13. 

The value of the apparent reactance and resistance, due to the electronic reactance 
(more correctly electronic impedance) depends on the mutual conductance [gm) 
of the valve, and as the gm can be controlled by alteration of the grid voltage the 
equivalent reactance and resistance can also be varied (the resistance variation is 
usually imdesirable). The required grid voltage variation is obtained by utilizing 
the direct voltage changes at the discriminator output, when the reactance valve is 
used in a.f.c. circuits. Frequency modulation, using this method, is obtained by 
applying the audio frequency modulating voltage to the grid of the reactance valve, 
in the same way as the direct voltage changes are applied for obtaining a.f.c. The 
magnitude of the a-f voltage determines the change in the equivalent reactance shunted 
across the oscillator tank circuit, and so determines the frequency deviation from the 
nominal oscillator centre frequency. The number of times the frequency deviates 
around the central reference frequency will be determined by the frequency of the a-f 
modulating voltage. Variation in the value of the shunt resistance, due to the elec- 
tronic reactance, across the oscillator circuit causes undesired amplitude modulation. 

The quadrature circuits are the most widely used for a.f.c. and other purposes, 
and attention will be confined to discussing some of the possible arrangements. 
Fig. 29.12 shows the general circuit arrangement using a pentode valve. A hexode 
or heptode valve can also be used, with the phase shifting network coimected to the 
signal grid and the control voltage to the oscillator grid. The impedances Z, and 
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FIG. 29. 13 



in Fig. 29.12 comprise the phase shifting network. Depending on the form these 
impedances take it will be clear that an additional blocking capacitor may be required 
between plate and grid of the reactance valve, and also, since there must be a d.c. 
path between grid and cathode, an additional grid resistor may be necessary. The 
values for these additional components should be such as to have negligible effect 
on the performance of the circuit. Fig. 29.13 shows four possible arrangements for 
quadrature circuits, together with the equations for the additional resistance (/?() 
and inductance (L,), or capacitance (Ci), connected in parallel with the oscillator timed 

circuit. Exact and approjdmate equations are given, but in most practical circuits 
the approximate conditions wiU hold. The equations apply equally well to quad- 
rature circuits using pentode, hexode or heptode valves. The angular frequency 
CO is that at which the oscillator circuit is meant to operate e.g, 2ir x 1455 Kc/s etc. 
(in the case of F-M this would be the nominal reference frequency). The circuit 
of Fig. 29.13(c) is the one most commonly used in practical a.f.c. circuits in which 
the oscillator is timed by a variable capacitor. Care is necessary when using circuits 
(b) and (d) as self resonance effects, due to stray capacitances across the inductances 
La and Lj, often lead to difficulties. Further, the r-f resistances of La and Li must 
be low if the circuits are to behave as relatively pure reactances. Stray capacitances 
across Ri and can also affect performance, and should be kept small. 

To carry out the design for an electronic reactance circuit it is necessary to know 
the manner in which varies with grid bias. This information is generally available 
on valve data sheets, for a given set of operating conditions. If other operating 
conditions are required, then direct measurement of the g„ — e, characteristic is the 
usual procedure. 

It is helpful when designing reactance valve circuits to be able to determine, directly, 
values for CiRj, LJR^, R^G^ and LJR^ in terms of the operating frequency, the 
frequency change required, and the oscillator tank circuit component values. The 
necessary conditions have been determined (Ref. 18) for the circuits (b) and (c) of 
Fig. 29.13, using the approximate relationships for C( and Z,< and assuming that the 
frequency variation is linear (or very nearly so). For circuit (b) the approximate 
expression is 
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For circuit (c) the approximate expression is 

= ^ (14) 
where Cq = capacitance tuning the oscillator circuit in the absence of the reactance 
valve 

Lj = inductance of the oscillator tuned circuit in the absence of the reactance 
valve 

5 = sensitivity = (/j — /i)/corresponding change in mutual conductance 

/j = high frequency limit of frequency 
and /, = low frequency limit of frequency 

The design procedure is as follows : 

(1) Select /a and fi. Suppose the nominal oscillator centre frequency is 1455 
Kc/s, and the oscillator frequency is to vary ± 5 Kc/s. Then = 1460 
Kc/s and/i = 1450 Kc/s. 

(2) Select a suitable working range on the — e, characteristics, for the valve 
type to be used, which is as iiearly linear as is possible. With a valve type 
6U7-G (250 volts on plate, 100 volts on screen) a suitable operating range is 
from -3 to —10 volts, giving a g„ change of 1600-275 = 1325 ^mhos. 

(3) Choose a suitable value for L,, or if these are not already fixed by other 
circuit considerations. Suppose L„ = 110 /xH is required in a typical case ; 
this value would be modified slightly in the final circuit, to take care of the 
additional parallel inductive reactance due to the normal value of the elec- 
tronic reactance in the absence of additional bias from the discriminator. 
It is not necessary, usually, to take this inductance change into account 
during the preliminary design. 

(4) Compute the sensitivity (S) in cycles per mho. For our example S = (10 
Kc/s)/1325 fimhos = 7.54 X 10" cycles/mho. 

(5) Determine L^/Ri from eqn. (13) or C^Ri from eqn. (14). Using eqn. (14), 

110 X 10-« X 1450^ X 10" 
C,K, = ^ 1460 X W X 7.54 x 10« = ^"'^ '^'^^ ^ 

(6) Select particular values for L^, or Cu to conform to the circuit require- 
ments J remembering the previous restrictions of -Xj,^-^ Ri and -STcj"^ ^i- 

This should lead to Ri being at least 5 times Xj^ or Xf, , but larger ratios 
are preferable (see below). " 

The most convenient procedure is to tabulate various values of Ri, or Ca and to 
select the most suitable combination giving the product found in step (5) e.g. Ri == 
50 000 Q = 0.05 MQ, then Ci = 10.5/0.05 = 210 i^^lF, and so X^. = 520 13. 
This makes i?i > X^^ as required. 

Of course, the actual values of Lj and R^ can be determined directly from the ex- 
pressions given in Fig. 29.13. Ri should always be so determined for the condition 
of maximimi g„, after the circuit values have been found, to ensure that the loading 
on the oscillator circuit is not excessive. The value of ^„ to be used in these equations 
corresponds to the actual bias voltage for a particular operating frequency ; e.g. in 
the above example, "with no additional external bias applied, the operating frequency 

is 1455 Kc/s, and the standing bias voltage can be taken as —6.5 voks, corresponding 
to a mutual conductance of 925 fimhos. The total parallel inductance and resistance 
changes can be found, using the gm values corresponding to —3 and —10 volts bias, 
which are the values required when the operating frequencies are 1450 Kc/s and 
1460 Kc/s respectively. 

Before completing a design it is necessary to check the amplitude of the oscillator 
voltage applied to the grid of the reactance valve by the phase shifting network. 
This check is necessary as the possibility of grid current might be overlooked. In 
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our example the minimiim bias is —3 volts and so the peak r-f grid voltage should not 
exceed about 2 volts if grid current is to be avoided. The proportion of the r-f voltage 
developed across the oscillator tank circuit (and applied between plate and cathode 
of the reactance valve) which appears between grid and cathode of the reactance 
valve is for Fig. 29.13(c) X^J\/X'^(^^ + R^. For our example, the voltage step 

down is 0.0104, and so no possibility of grid current exists, as 2 volts peak r-f at the 
grid corresponds to 196 volts peak across the oscillator tank circuit. This is con- 
siderably in excess of the voltage likely to be encountered in a receiver oscillator 
circuit, where 60 volts peak is about the maximum to be expected with any of the 
usual arrangements (it is usually considerably less than this value, depending on the 
type of circuit used). 

Further details of the design of reactance valve circuits for a.f.c. can be found 
in Refs. 8, 9 and 10. A graphical method for determining the " throw-out " and 
" pull-in " frequencies of an a.f.c. system is given in Ref. 8 (p. 260). The difference 
in these two frequencies is reduced by using an electronic reactance which gives 
correction for a limited range of discriminator voltages only ; outside the correction 
range the added reactance should remain practically constant. 
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SECTION 1 : INTRODUCTION TO RECTIFICATION 

(«■) Principles of rectification {ii) Rectifier valves and types of service (fii) The use 
of the pMished curves (iv) Selenium and copper-oxide rectifiers. 

(i) Principles of rectification 

Most electronic equipment requires some form of plate voltage supply which has 
in the majority of cases to be derived from single-phase a.c. mains. It is the purpose 
of this chapter to outline the principles and calculations involved, with particular 
reference to those types of supply required for radio receivers and amplifiers. 

The most general and accepted method of a.c. to d.c. conversion, where very large 
amounts of power are not required, is by valve rectifiers of either the high vacuum 
or mercury vapour type. Selenium and copper-oxide rectifiers are also used — see 
(iv) below. 

Diagram A in Fig. 30.1 shows a sine wave voltage of which the peak and r.m.s. 

A 

values are shown as and With ideal half-wave rectification and a re- 

sistive load with no filter, the positive or upper peaks would also represent the load 
current, while the negative or lower peaks would be suppressed ; the average voltage 
would be shown by Ea c in the half-wave case. With full-wave rectification the current 
through the load resistance would be similar* each half cycle, the lower peak being 
replaced by the dashed line in A. The direct voltage would be the average voltage, 
i.e., 0.9 of the r.m.s. voltage for a sine wave. For half-wave rectification the average 
direct voltage over a period would be one half that for full-wave rectification under 
the same conditions. 

Fig. 30.1B illustrates ideal fuU-wavet rectification with a condenser input 
filter (circuit as Fig. 30. IF in which choke L is assumed to have very high inductance 
and zero resistance). The voltage at the first filter condenser follows the line 
ABA'B', the condenser charging between A and B but discharging between Band A'. 

•In practice there is always some lack of symmetry caused by a combination of small factors such as 
the use of one end of tHe filament as cathode return in place of a centre-tap, variations in characteristics 
between the two units in the rectifier and variations in transformer secondary voltages and impedances 
on both sides of the centre-tap. As a result there is usually a substantial amount of mains frequency 
ripple with full-wave rectification, although the twice-mains-frequency ripple voltage predominates. 

tAlso known as biphase half-wave. 
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Pig. 30.1. (A, B, C & D). Voltage 
and current waveforms of condenser 
input and choke input rectifier systems. 
The symbols on the left are those used in 
Section 2. 
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D 



FIG. 30.1 

The mean level of ABA'B' is the effective direct voltage. The shaded area above 
the curve AQB represents the voltage by which the transformer voltage exceeds that 
of Ci. The current through the plate circuit of the rectifier only flows for the interval 
betvsreen A and B and between A' and B' because at other parts of the cycle the trans- 
former voltage is below the voltage of Ci. The current through the rectifier, shown 
in Fig. 30. IC, is similar in form to the difference in voltage between the curves APB 
and AQB in Fig. 30.1B. 

The ripple voltage may be determined from the ABA'B' curve, and the values of 
the fundamental and harmonics may be determined by a Fourier analysis. 

As the load resistance (i?^ in Fig. 30. IF) is increased, BA' becomes more nearly 
horizontal and the area APB becomes smaller until in the extreme (theoretical) case 
when the load resistance is infinite the direct voltage is equal to the peak voltage. 
This graphical method may be applied to any rectifier with a condenser input filter 
followed by a high inductance choke. The assumption is made that the current 
through the inductance remains constant, that is to say that the lines BA', B'A" etc. 
are straight. 

With a (full wave) choke input filter* the conditions are as shown in Fig. 30. ID 
assuming a very high inductance choke (Lj in Fig. 30. IG), although with practical 
chokes there will necessarily be a certain amotmt of ripple in the load current. 



• The term "choke input" is used for convenience in this Handbook to indicate a series inductance 
followed by a capacitance shunted across the load resistance. 
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Fig. 30. IE. Basic circuit diagram of 
half-viave rectifier viith condenser input 
filter. 



Fig. 30.1F. Basic circuit diagram of 
full-wave rectifier mth condenser input 
filter. 



Fig. 30. IG. Basic circuit diagram of 
fidl-moave rectifier with choke input 
filter. 




Maximum ratings 

Rectifier valves are usually rated for maximum direct-current per plate, maximtmi 
peak current per plate, maximum peak inverse plate voltage and maximum r.m.8. 
supply voltage per plate. In some cases a maximum rated hot-switching transient 
(or surge) plate current per plate (for a specified maximum time, e.g. 0.2 second) is 
also given. It is important to ensvire that no one of these ratings is exceeded under 
the conditions of operation. If the ratings are design centre values — see pages 77 
and 78 — they apply to nominal mains voltages. 

Maximum direct current per plate 

This may be measured by a d.c. milliammeter in series with (Figs. 30.1 E, F 
or G). 

Maximum peak current per plate 

This may either be measured by means of a C.R.O. or calculated by the method 
described in Section 2 or 3 for condenser or choke input respectively. It is largely 
influenced by the total effective plate supply impedance per plate, and in any case 
where the peak current is too high, it may be reduced by adding a resistor in series 
with each plate or by increasing the effective impedance of the transformer to give 
the same result. The method of calculating the plate supply impedance per plate 
for a transformer is given on page 99. In cases where no transformer is used, as in 
a.c./d.c. receivers, a resistor should be connected in the plate circuit to limit the peak 
current to a safe value. It is good practice in all cases to limit the peak current to a 
value below the maximum rated value, to give a margin for safety and longer life. 

Maximum peak inverse plate voltage 

This is 1.41 times the r.m.s. voltage of the whole secondary winding of the trans- 
former in Fig. 30.1F or G, and twice this value in Fig. 30.1E. 

Maximum r.m.s. supply voltage per plate 

A higher r.m.s. supply voltage is usually permitted with a choke input to the filter 
than with condenser input to the filter. In some cases, with a condenser input to 
the filter, a higher r.m.s. supply voltage per plate is permitted provided that the 
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direct plate current is reduced below its maximum rating and that the total effective 
plate supply impedance per plate is increased for the higher voltage conditions (e.g. 
Fig. 30.2A). With a choke input to the filter^ the maximiun r.m.s. supply voltage 
per plate is sometimes only permissible provided that the direct plate current is 
reduced below its maximum rating (e.g. Fig. 30.2C). With a choke input to the filter, 
it is essential to have a choke inductance not less than the critical value for the 
particular operating condition in question. The critical inductance is a function of 
the load resistance and the frequency of the supply, as given by eqns. (1), (2) and (3) 
in Sect. 3. 

For any value of inductance, with constant r.m.s. supply voltage, there is a value 
of current below which operation is not permitted. This is shown in Fig, 30.2C 
where boundary lines for choke sizes are included. 



Equivalent circuit of high vacuum rectifier 

The high vacuum rectifier can be considered as being an ideal switch in series 
with a non-linear resistance and a source of potential which is connected by the switch 
to the load when the polarity is that required by the load (Ref. 7). As the switching 
gives rise to pulsating currents (and voltages) it is necessary to assume a linear resistance 
which is equivalent to the non-linear effective resistance of the rectiiier during this 
pulsating or conduction period. The conduction period (<^), and therefore also the 
magnitude of the current pulse, will depend on the loading and the type of filter 
connected to the rectified supply. Certain approximations which must be made for 
the first calculation should be readjusted when the results are known, in order that 
a second and more accurate calculation can be made. 



Mercuiry vapour rectifiers 

In the case of mercury vapour rectifiers the voltage drop in the valve is a constant 
value of the order of 10 to 15 volts over a wide range of currents. These rectifiers 
are generally used with choke input filters to provide good regulation for class B 
amplifiers. 

The direct voltage output of such a system is equal to 0.9 times the r.m.s. value of 
the input voltage minus the valve voltage drop — 

e.g. Output voltage = (0.9 i?r„, — 15) volts. 

(ii) Rectifier valves and types of service 

Rectifier valves may be subdivided into the following groups : — 

(1) High vacuum (a) High impedance (e.g. 5Y3-GT) 

(b) Medium impedance (e.g. 6X4, 5R4-GY) 

(c) Low impedance (e.g. 5V4-G, 35Z5-GT) 

(2) Mercury vapour — (e.g. 82, 83). 

The choice of a rectifier valve for a particular service must take into account the 
maximum permissible ratings for peak current, average current, and peak inverse 
voltage. The design of the following filter will influence these last two factors par- 
ticularly ; the type of filter, either choke or condenser input, will be determined partly 
by the demands of power supply regulation. In supplies feeding Class A output 
stages the choice will probably be a condenser input filter, but where Class ABi and 
ABj output stages are to be supplied, the regulation of the power supply becomes 
a significant feature and choke input filters with low impedance rectifiers must be 
used. 
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The following examples represent typical practice — 
A.C. radio receivers with Class A power stage : — 

High vacuum full wave (e.g. 6X4, 5Y3-GT, 5U4-G). 

A.C. radio receivers with Class AB, power stage :— 

With self bias— high vacuum full wave (e.g. 5Y3-GT, 5U4-G, 5R4-GY, 5V4-G) 
With fixed bias — low impedance high vacuum full wave (e.g. 5V4-G). 

A.C./D.C. radio receivers : — 

Indirectly-heated low impedance high vacuum half-wave types with heaters opera- 
ting at 0.3 A or 0.15 A (e.g. 25Z6-GT or 35Z5-GT). 

In England, heaters operating at 100 mA are widely used. 

Battery operated radio receivers with non-synchronous vibrators : — 

Indirectly-heated low or medium impedance high vacuum full-wave types (e.g. 6X4). 
Amplifiers : — 

As for radio receivers except that mercury vapour types may also be used. 

In general for radio receiver and small amplifier design high vacuum rectifiers are 
to be preferred to mercury vapour types because of — 

(1) long and trouble-free service ; 

"(2) the lower transformer voltage which can be used for the same d.c. output voltage 
when a condenser input filter may be used ; 

(3) self protection against accidental over-load due to the fairly high internal 
impedance of the rectifier. Use can only be made of this last point when the 
supply is for use with a Class A output stage, when good regulation is not a 
major consideration and a high impedance rectifier may be used. 

With directly-heated rectifiers it is generally found preferable to connect the positive 
supply lead to one side of the filament rather than to add the further complication of 
a centre-tap on the filament circuit. 

Parallel operation of similar types of vacuum rectifiers is possible but it is preferable 
to connect together the two sections of a single full wave rectifier and to use a second 
similar valve as the other half-rectifier if full-wave rectification is required. With 
low impedance rectifiers as used in a.c./d.c. receivers (e.g. 25Z6-GT) it is desirable 
to limit the peak current by some series resistance. When two units are connected 
in parallel it is also desirable to obtain equal sharing, and in such cases a resistance of 
50 or 100 ohms should be connected in series with each plate, then the two units are 
connected in parallel. 

Mercury vapour rectifiers may only be connected in parallel if a resistance sufficient 
to give a voltage drop of about 25 volts is connected in series with each plate, in order 
to secure equal sharing of the load ciurrent. 

(iii) The use of the published curves 

From published curves on rectifier valves ii is possible to predict the output voltage 
of a rectifier system when provided with the knowledge of the transformer voltage. 
For this purpose, use may be made of either the constant voltage curves or the constant 
current curves. 

A family of curves is normally published both for condenser-input and for choke- 
input filters. In the former case the source impedance must be known ; it is usually 
published as the total effective plate supply impedance per plate. 

An example of constant voltage curves, in this case applying to a condenser-input 
filter, is given in Fig. 30.2A. Each curve is for a specified constant supply voltage 
per plate ; for intermediate voltages it is possible to interpolate with sufficient accuracy. 

In this particular case there is the rather imusual feature of one value of total effective 
plate supply impedance per plate for the lower voltage curves (1 to 5) and a higher value 
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for the higher voltage curves (6 to 8). It is always permissible to adopt a higher value 
of total effective plate supply voltage per plate than that shown on the curves, but the 
direct voltage output will thereby be decreased somewhat. Operation is only per- 
missible on, and below, the line formed by the highest curve and the " current and 
voltage boundary line " ADK. These curves only apply to one specified value of 
capacitance input to the filter, in this case 10 juF. 




D.C. LOAD (MILLIAMPERES) 

FIG. 30. 2A 

Fig 30.2A. Operation characteristics for a typical full-wave rectifier {5Y3-GT) with 

condenser input filter. 
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The effect of change in the value of capacitance input to the filter is indicated 
typically by Fig. 30.2Bj where curves for 3 values of capacitance are drawn. A 
higher capacitance gives better regulation and a higher output voltage, but increase 
in capacitance beyond a certain value (here about 16 fiF) has only a very slight effect. 
If curves are only drawn for one specified value of input capacitance, operation with 
a higher value is not permissible unless this has been demonstrated by measurement 
or calculation to be within the peak current rating of the rectifier. 

Curves for a typical full wave rectifier with choke input are given in Fig. 30.2C. 
Operation is only permissible in the area to the right of the boundary line corres- 
ponding to the proposed choke size, to the left of the current and voltage boimdary 
line CEK, and below the highest curve for a choke of infinite inductance. If the 
direct current varies between two limits, it is important to select a value of inductance 
at least equal to, or preferably higher than, the value required for the lower limit of 
direct current ; the inductance should be measured at the lower limit of direct current. 

The constant current curves (of which an example is given in Fig. 30.3) are very 
helpful for deriving certain information. If it is required to find the input voltage 



Ef - 5-0 VOLTS A.C. 

L - 20 HENRYS 

TOTAL EFFECTIVE PLATE SUPPLY 




O.C. LOAD (MILLIAMPERES) FIG. 30. 2B 

Fig. 30.2B. Operation characteristics for a typical full-wave rectifier (STi) with 
condenser input filter, showing effect of input capacitance (C). 
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to give 250 volts 100 mA direct current, a vertical is drawn upwards from an output 
voltage of 250 volts to point P on the 100 mA curve. From here a horizontal line is 
drawn which intersects the vertical axis at 277 volts, which is the desired value. 

The line OD is for equal input and output voltages. Above and to the left of this 
line the output voltage is less than the input voltage ; below and to the right of this 
line the output voltage is greater than the input voltage. 

Each of the points A, B, C etc. at which the several current lines cut the vertical 
axis indicates the combined effective voltage drop in the valve and the transformer ; 




D.C. LOAD (MItLIAMPEREs) 



140 160 
FIG. 30. 2C 



Fig. 30.2C. 



Operation characteristics for a typical full wave rectifier {5Y3-GT) with 
choke input filter. 
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OUTPUT VOLTAGE (b.C) 



Fig. 30.3. Constant current curves for a 5Y3-GT rectifier ; condenser-input filter with 
capitance 8jnF and effective plate supply impedance 80 ohms per plate. 

in other words it is the input voltage required to maintain the specified load current 
with the load terminals short-circuited. 

The line OE is the theoretical limit of output voltage with no load-current, and is 
drawn to correspond to an output voltage of 1.414 times the r.m.s. input voltage. 

The regulation of the output voltage with varying load currents is indicated by Fig. 
30.3. If the input voltage is 250 volts, a horizontal line may be drawn as in XY and 
vertical lines may be drawn at each intersection with the constant current curves. 
Line FG is for no load-current, while LM is for 100 mA load current. For this 
example the output voltage will be seen to drop from 354 volts at no load-current 
to 213 volts at 100 mA load-current. 

It should be noted that the results given by any form of valve curves are only correct 
for the set of conditions for which the curves were derived, 

(iv) Selenium and copper oxide rectifiers 

Selenium and copper oxide rectifiers have been used for miscellaneous applications 
such as for grid bias supplies and instrument rectifiers. Recently, selenium reaifiers 
have been widely used as plate supply rectifiers in radio receivers. 

Both types differ from thermionic rectifiers in that they have appreciable reverse 
current. When used within their ratings, selenium rectifiers normally have a long 
life, although a small percentage of breakdowns occurs throughout life. 

Copper oxide rectifiers are limited to a temperature rise of about 15 'C while selenium 
rectifiers may be operated at higher temperatures. Selenium rectifiers are smaller 
and lighter than copper oxide types, for the same operating conditions. 

For further information see Refs. 14, 17, 21, 23, 24, 25, 26, 33. 



1170 



(i) SYMBOLS AND DEFINITIONS 



30.2 



SECTION 2 : RECTIFICATION WITH CONDENSER INPUT 

FILTER 

(i) Symbols (ii) Rectification with condenser input filter {Hi) To determine 
peak and average diode currents {iv) To determine ripple percentage (v) To determine 
the transformer secondary r.m.s. current (vi) Procedure when complete published data 
are not available (vii) Approximations when the capacitance is large (viii) Peak 
hot-switching transient plate current (ix) The effect of ripple. 



(i) Symbols and definitions 

A 

r^ Effective peak resistance of diode, defined as the anode voltage at the con- 
duction peak divided by the anode ctirrent at that time. 
Effective average resistance of diode, defined as the average anode voltage 
during the conduction period divided by the average anode current during 
that time. 

Ir^l Effective r.m.s. resistance of diode, defined as the diode anode dissipation 
divided by the square of the r.m.s. anode current. 

Total resistance in series with diode including transformer winding resistance 
and any series resistance added to limit the diode peak current. 

A A 

R, Equal to + R, 
Rg Equal to + R, 

A 

i^ Peak diode current (one anode) 

ia Average diode current (one anode) 

\id\ r.m.s. diode current (one anode) 

A 

Diode anode voltage at peak of conduction period 
Ri Load resistance presented to rectified supply 

Load current from rectified supply 
Eat Rectified direct output voltage across load resistance 

A 

E ^ Peak value of alternating input voltage to rectifier 

R.M.S. value of alternating input voltage to rectifier 
C Capacitance of first filter capacitor in farads 
cu 27!- X supply frequency in c/s 

R.M.S. value of ripple voltage existing across condenser C 
Ep Peak-inverse voltage across diode 
|/;;| R.M.S. value of ripple current through condenser C 

\E^\ r.m.s. ripple voltage 

5 — = -r- 7- j — 1 = ripple factor. 

direct voltage across load 

l^-l = \r„\ + R,. 

(ii) Rectification with condenser input filter 

It has been stated in Sect. l(i) that the nature of the rectified current is pulsating 
and that it is necessary for the purpose of this simple equivalent circuit to convert 
the non-linear resistance of the diode to an equivalent linear resistance. For con- 
denser input filters it can be shown (Ref. 6) that the relationship : — 

r^ = 0.88 ra = 0.93 |r a i 
is correct within 5% for all circuits of this type and from the following graphs it is 
possible to assess the characteristics of a condenser input rectifier system. 

Fig. 30.4 gives curves for a number of high vacuum rectifiers from which values 

A 

of their peak resistance r^ can be found. Figs. 30.5 — 30.7 (based on Schade, Ref. 6) 
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DIODE ANODE VOLTAGE FIG. 30. 4 



Fig. 30.4. Averc^e anode characteristics of some rectifier valves {based on Ref. 6, with 
additions). The value of for any rectifier at any diode current may be determined by 
dividing the diode anode voltage by the diode current. 
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2 
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2 


IB3-GT/8016 


21 


6AR7-GT 


18 


6X4 


8 


45Z3 


17 


l-V 


7 


6AT6 


19 


(,X5* 


7 


45Z5-Gr 


1 


2X2-A 


19 


6AV6 


18 


6ZY5-G 


9 


5oy6-Gr 


4 


5Ri-GY 


11 


6B6-G 


18 


7B6 


18 


80 


14 


5T1 


6 


6B8* 


18 


7C6 


18 


81 


16 


sm-G 


10 


6GS-G 


18 


7^6 


18 
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4 


5V4-G 


4 


6H6* 


12 


7E7 


18 


84/6Z4 


7 


5Wi* 


13 


6Q7* 
6R7* 


18 


12Z3 


4 


mN7-GT 


2 


5XA-G 


10 


18 


25 ys 


9 


117Z3 


3 


5Y3-GT 


14 


6SF7* 


18 


25Z5 


4 


117Z6-Gr 


3 


5Yi-G 


14 


65Q7* 


18 


25Z6* 


4 


217-C 


16 


5Z3 


10 


6SR7* 


18 


35W4 


2 


836 


6 


5Z4* 


5 


6577* 


18 


35Z3 


15 


878 


20 


6AL5 


3 


6SZ7* 


18 


35Z4-Gr 


2 







'Includes G or GT equivalents. 
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are curves from which can be found the relationship between Eac and for half- 
wavej full-wave and full-wave voltage doubler circuits in terms of other circuit para- 

A 

meters. Curves of the ratios of effective \ia\ and peak ia diode currents to the direct 
current per anode 14 are given in Fig. 30.8 j Fig. 30.9 gives details of the ripple factor 
and Fig. 30.10, the peak inverse voltage (all based on Rcf. 6). 

The design considerations to be borne in mind when using these curves are : — 

(1) The value of the capacitance C is usually chosen with regard to the maximum 
permissible ripple in the output (see below) but if \E^ | is limited to a certain value 
and the maximum is to be achieved, C may be increased above this value. In 
doing this due regard must be given to the maximum permissible peak current of the 
rectifier and, if necessary, limiting resistors placed in series with the anodes of the 
rectifier. 

(2) In order that the direct voltage should not be closely dependent upon the value 
of C, the value of wCRj^ must be on or to the right of the knee of the appropriate 
curve in Fig. 30.5, 30.6 or 30.7 as required by the type of rectification. 




10 100 1,000 

wCRl^: in faraos , Ri m ohms) fio. 30.6 

Fig. 30.6. Ratio of rectified (direct) output voltage to peak a.c. rectifier input voltage, 
expressed as a percentage, as a function of oiCRifor a full-wave rectifier with a condenser 

input filter {Ref. 6). 
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(iii) To determine peak and average diode currents 

This method is for use when complete published data are available such as are usually 
supplied by the operation characteristics or equivalent published data. 

The procedure is illustrated by an example based on type 5Y3-GT as a full wave 
rectifier imder the following conditions : 

r.m.s. voltage = \E^\ = 350 volts, 



— 
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Fig. 30.7. Ratio of rectified {direct) output voltage to peak a.c. rectifier input voltage, 
expressed as a percentage, as a futiction of wCR , for a condenser-input voltage doubler 

{Ref. 6). 
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load current = I^ = 125 mA 

voltage across load = = 350 volts (from Fig. 30.2A), 
load resistance = Rj = 350/0.125 = 2800 ohms, 

total effective plate supply impedance per plate = i?, = 50 ohms (from Fig. 30.2A)j 
C = 10 iiF (from Fig. 30.2A), 
/ = 60 c/s (from Fig. 30.2A), whence a> - 378. 
ojCRj^ = 378 X 10 X 10-« X 2800 = 10.6. 

Step 1. Determine ~% = -Jf^ = 70.7%. 
^ jj"y 2 

Step 2. From Fig. 30.6, knowing tuC/?^ = 10.6, we obtain 

R./Rj^ = 13.50/0, 
whence R, =■ 13.5_ X 2800/100 = 378 ohms. 

Step 3. = R. - R, = 378 - 50 = 328 ohms. 

Step 4. = 0.88 Va = 0.88 X 328 = 288 ohms. 
Step 5. Rs = R, + = 50 + 288 = 338 ohms. 



■ I .2 -5 I 2 5 10 20 SO 100 200 500 ipOO 




•r -2 -5 12 5 10 20 SO 100 200 500 IpOO 



-hmCRl FG. 30.8 



Fig. 30.8 (^above). Ratio of r.m.s. diode current to average diode current for one anode, 
expressed as a function of wCR^ ; {below) Ratio of peak diode current to average diode 
current for one anode, expressed as a function of wCRi (Ref. 6). 
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T% = 2800 ^ = 
Step 7. Knowing that w = 2 for full wave rectification, 

A 

Step 8. From Fig. 30.8 (lower) where nwCRj^ = 21.2 we may obtain 

A 

b = 6. 

Step 9. The average diode current id • 

7j = /j. for half-wave circuits and full-wave voltage doubler circuits, 
id = i^i for full-wave circuits. 

In this example id = 125/2 = 62 5 mA. 

Step 10. The peak diode current, is obtained by substituting the value of i j 
given by Step 9 in the result of Step 8. In the example 

id = 6 id = f> X 62.5 = 375 mA. 
(N.B. the maximum rating is 400 mA). 




■* -t -a 2 4 6 8 20 *0 60 80 200 lOO 800 2.000 

I lO KX> 600 1,000 

iuCRl (C IN FARADS, R|_ IN OHMS) 



Fig. 30.9. Curves for the determination of the ripple factor of condensed input filter 

rectifier circuits {Ref. 6). 
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(iv) To determine ripple percentage 

Having determined the peak diode current, we may then proceed to calculate the 
other unknowns. The same example as in (iii) above is also used here. 

Step 1. \r^\ = r„/0.93 = 288/0.93 = 310 ohms. 

Step 2. \R,\ = + |r^| = 50 + 310 = 360 ohms. 

\R,\ ' 360 
Step 3. i^o/„ = X 100 = 12.8o/„. 

Step 4. Applying this value to Fig. 30.9 (note the values shown in the inset, 
applying to the various curves), and using the value of tuCi?^ determined above, 
the percentage of ripple voltage to direct voltage is given. 
\R I 

In'the example, == 12.8% (full wave) and o)CR, = 10.6 giving 

ripple voltage ^ ^ 
direct voltage ' °' 

The ripple voltage \Eji\ = ripple percentage x direct voltage. 

(v) To determine the transformer secondary r.m.s. current 

Knowing the value of in as determined in (iii) Step 9 above, also the values of n, 
wCRj. and Fig. 30.8 (upper curves) will give the value of 

In the same example = 62.5 mA ; n = 2 ; wCR^ = 10.6 and \Rs\/Ri = 12.8%, 
so that = 2.25 and = 62.5 x 2.25 = 140 mA. 

(vi) Procedure when complete published data are not available 

Step 1. To determine ia- 
j„ = for half- wave circuits and full-wave voltage doubler circuits, 
id ~ ill for full-wave circuits. 

A — 

Step 2. The diode peak current in is tentatively assumed to be 6 i^. Alterna- 
tively, if the output voltage is known, the current ratio may be derived from Fig. 
30.10A. 

Step 3. From Fig. 30.4, and knowledge of the valve type, the diode peak plate 

A A AAA 

voltage e J corresponding to i^ can be found. Therefore = Silia can be evaluated. 




Fig. 30.10. Ratio of operating peak inverse voltage to peak applied a.c. for rectifiers 
used in condenser input filter circuits. 
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Step 4. Calculate = ta + Rs- 

A 

Step 5. Using Fig. 30.8 (lower curves), and knowing nuiCR^^, R, and nRi, 

A — 

determine ijii. If this differs appreciably from the assumed value, repeat steps 
3, 4 and 5. 

Step 6. Calculate \r i\ = rJ0 93. 
Step 7. Calculate \Rs\ = R, + Ir^]. 

Step 8. Calculate the percentage \Rs\/R^ and apply to Fig. 30.9 to determine 
the ripple percentage. 

Step 9. Calculate and apply to Fig. 30.8 (upper curves) to determine 

\id\/i(u and thence which is the transformer secondary r.m.s. cturent. 

Step 10. Calculate ra = rd/0.88._ 
Step 11. Calculate R, = R. + r^. 




20 40 60 80 100 

%Volra5. Rorlo = °'r«t output voltog. 

n « Ptak A.C. Voltogt p«r Plate (e^) 

FIG. 30.I0A 

Pig. 30.1 OA. This curve is for full-wave, half-wave and voltage-doubler rectifiers with 
condenser-input filters. It applies for any size of condenser so long as the condenser is 
large enough to give maximum output voltage for the given output current and r.m.s. 
voltage input. For half-wave and_ voltage-doubler rectifiers the direct current per anode 
tti = Ij^; for full wave rectifiers i ^ = J7^. 

n =^1 for full-wave and half-wave rectifiers. 

n = 2 for voltage doubler rectifiers. 
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Step 12. Calculate the percentage Ra/R^. 

Step 13. Using Fig^. 30.5 for half wave rectification, 

or Fig. 30.6 for full wave rectificationj 

or Fig. 30.7 for voltage doublet circuits, 

A 

determine the percentage EiJE^. 
Step 14. The transformer secondary r.m.s. voltage per plate is given by 

IP I _ 70-7 

percentagc EiJE_ 

Step 15. The peak inverse voltage under operating conditions is given by Fig. 

A 

30.10, but the peak inverse voltage imder no-load conditions is equal to 2E^ and 
the latter must not exceed the valve rating. 

Step 16. It is then necessary to confirm that none of the maximtmi valve ratings 
has been exceeded. 

Example of procedure when complete published data are not available. 

Assume type 5Y3-GT as full wave rectifier with E^^ = 350 volts, = 125 mA, 
R, = 50 ohms,/ = 60 c/s, C = 10 ^lV. We may derive directly = 2800 ohms, 
n = 2, cu = 378, <oCRi^ = 10.6. 

Step 1. = J = 62.5 mA. 

A - 

Step 2. Assume ii = 614 = 375 mA. 

A 

Step 3. From Fig. 30.4, curve 14, e<j = 123 volts. 

Therefore = ejii = 123/0.375 = 328 ohms. 

Step 4. R, = Ti + Rs =^ 328 + 50 = 378 ohms. 
Step 5. Fig. 30.8 (lower curves), where nwCH^ = 21.2 

, R, , 378 X 100 

A 

gives i^/iii — 5.8, which differs so slightly from the assumed value of 6 that the cal- 
culated values of effective diode resistance may be taken as suiEciently accurate. 
A - 

If the value of ii/i^, as calculated above, differed appreciably from the assumed value, 
it would be necessary to repeat steps 3, 4 and 5. 

A 

Peak current j„ = 5.8 x 62.5 = 362 mA. 

Step 6. irj| = rJO.93 = 328/0.93 = 352 ohms. 

Step 7. = R, + |r^| = 50 + 352 = 402 ohms. 

Step 8. (\R.\/Rj) X 100 = 402 x 100/2800 = 14.4%. 

Applying to Fig. 30.9 with oiCRi = 10,6 gives ripple percentage = 5.5%. 

Step 9. _i\R,\/nR£) x 100 = 7.2%. Applying this to Fig. 30.8 (upper curves) 

gives \id\/id = 2.2. 

Therefore transformer secondary r.m.s. current = 2.2 X 62.5 = 138 mA. 

Step 10. rj_ = rd/0.88 j= 328/0.88 == 373 ohms. 
Step 11. = R, + Ti = 50 + 373 = 423 ohms. 

Step 12. (RJRi) X 100 = 423 x 100/2800 = 15.1%. 

Step 13. Using Fig. 30.6, E^JE^ = 68.8%. 

Step 14. The transformer secondary r.m.s. voltage per plate is equal to 
70.7 X 350 

681" = 

It will be noticed that these values agree within 3% with those determined by the 
other procedure. 
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(vii) Approximations when the capacitance is large 

Figs. 30.5, 6 and 7 indicate that, when a certain value of wCR^ has been reached, 
all curves flatten out. In other words, if we increase the value of the input capacit- 
ance C, the output voltage and hence the output current remain constant above a 
certain value of C. Similarly with the peak current, as indicated by Fig. 30.8. 

It is therefore possible to adopt a simplification when the input capacitance is 
sufficiently large so that any further increase in C does not have much effect on the 
direct voltage output. Fig. 30.10A enables the ratio of peak to average (direct) cur- 
rents to be calculated from a knowledge of the voltage ratio and the type of circuit. 
It may be used as a fair approximation for most typical radio receivers in which 
C > 16 (iF for full-wave or 32 f*F for half-wave operation. It should not be used 
in cases where the circuit impedance is very low, such as a half-wave rectifier in trans- 
formerless receivers with no added resistance. 

A further approximation, which holds under the same conditions as outlined 
above, may be used when it is desired to reach the maximum rated direct current 
per plate and the maximum rated peak current per plate simultaneously, when the 
latter is six* times the former. Under these conditions 

R, 0.06 kKjt 

A A 

where R, = + R, 

A 

Ti = effective peak resistance of diode 
R, = total effective plate supply impedance per plate 
n =1 for half-wave rectification 
= 2 for full-wave rectification 
and i?^ = load resistance. 

Also under the same conditions 

= 0.69 X peak supply voltage 

= 0.975 X r.m.s. supply voltage. 
N.B. These relationships are derived from Figs. 30.8 and 30.10A. 

(viii) Peak hot-switching transient plate current 

The peak hot-switching transient plate cirrrent is the current which the diode 
must carry if the load resistance R ^ is short-circuited. This occurs in a practical 
case when a diode is " hot-switched." The peak hot-switching transient plate cur- 
rent is given by (Ref. 15) : 

A 

i E.. 



Rs + rm 

A 

where = peak hot-switching transient plate current in amperes 

A 

E ^ — peak alternating voltage per plate 

Rs — total effective plate supply resistance per plate 

A 

and r = diode resistance when hot-switching current is at its maximum. 

A 

The value of r<j, may be derived from Fig. 30.4, by extending the curves upwards 
if necessary. If the hot-switching current is greater than 1 ampere, but less than 10 
amperes, the resistance may be read from the curves at one tenth of the current value, 
and the resistance value so derived must then be multiplied by 0.47 (this has an 
accuracy within about 2% for curves 1 to 17 inclusive). For example, type 5Y3-GT 
has a rated maximtmi hot-switching transient plate current of 2.2 amperes per plate. 
The diode resistance at a plate current of 220 mA is given by Fig. 30.4 curve 14 as 

A 

85/0.22 = 386 ohms. The diode resistance r^, at a plate current of 2.2 amperes is 
therefore 386 X 0.47 = 182 ohms. Continuing with the same example, if the peak 

*This ratio is very commonly used in diode ratings. 
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alternating voltage per plate is 35Q-\/2, and the peak hot-s^s'itching transient current 
is not to exceed 2.2 amperes, then 

Ra + rd, = 350 X 1.41/2.2 = 225 ohms. 

A 

But Ti. - 182 ohms. 
Therefore i?, = 43 ohms minimum. 

(ix) The effect of ripple 

The filter condenser C is required to carry a substantial ripple current, the value 
of which is given approximately by 

|/^| = IJSjjIcuC for half-wave rectification 
or |/;,| = \Ep\2o>C for full-wave rectification 
where w = Inf 

f = supply frequency 
\Ejf\ = ripple voltage r.m.s. 

= ripple current in amperes r.m.s. 
and C is measured in farads. 

For example, with a supply frequency of 60 c/s, full-wave rectification and C = 
10 ftp, a ripple voltage of 20 volts r.m.s. will cause a ripple current of 150 mA. This 
is the maximum permissible for a dry electrolytic condenser with 450 V working 
voltage, under JAN-C-62 specification [Chapter 38 Sect. 3(x)]. The maximum 
permissible ripple currents vary with the capacitance, the working voltage, manu- 
facturer and type. Ripple current ratings of a typical English manufacturer are given 
on page 194 ; they dilfer considerably from JAN-C-62. 

For any predetermined choice of condenser, temperature voltage and value of 
RJR^ there is a maximum load current which can be drawn from the rectifier without 
exceeding the ripple current ratings. Based on JAN-C-62, with {RJR£) = 10% 
and 60 c/s fvXX wave rectification we have : 



Capacit- 
ance 


350 volt (d.c.) working 


450 v 


Dlt (d.c.) w 


orking 


max 
ripple 
current 


max. 
load 
current 


load curr. 
ripple curr. 


max. 
ripple 
current 


max. 
load 
current 


load curr. 
ripple cmr. 


10 ii.V 
20 ^F 
30 /nF 


140 mA 
180 mA 
200 mA 


120 mA 
154 mA 
168 mA 


86% 
85% 
84% 


150 mA 
180 mA 
200 mA 


130 mA 
150 mA 
168 mA 


86% 
83% 
84% 


Based on English T.C.C. condensers, 450 volt (d.c.) working, ambient temperature 
40''C, {RJR,) = 10% and 50 c/s full wave rectification we have : 


Capacit- 
ance 


Plain foil 


Etched foil 


max. 
ripple 
current 


max. 
load 
current 


load curr. 


max. 
ripple 
current 


max. 
load 
current 


load curr. 


ripple curr. 


ripple curr. 


8 /xF 
16 /xF 
32 /xF 


260 mA 
405 mA 


220 mA 
344 mA 


85% 
85% 


67 mA 
122 mA 


57 mA 
103 mA 


85% 
85% 
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(ix) THE EFFECT OF RIPPLE 
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In the cases listed above, the load current is approximately 85% of the maximum 
ripple current ; this only applies for iR,/Rj) = 10%. Values for three conditions 
are given belovt' : 



(R./Rl) 


1% 


10% 


30% 


load current 
ripple current 


73% 


85% 


102% approx. 



In practice, in radio receivers and a-f amplifiers, (R,/Rj) is usually well within the 
extreme limits 1% and 30%. 

If the ripple current for any desired condition is greater than the permissible limit, 
the capacitance of a single unit condenser may be decreased and/or the value of R ^ 
may be increased either by selecting a different valve type or adding resistance in 
series with each plate. Either method of increasing R, will require a higher trans- 
former voltage. Alternatively two condensers may be connected in parallel, with the 
total capacitance unchanged, each of which will carry part of the ripple current ; 
however, equal sharing of cuirent caimot be guaranteed and a large safety margin is 
desirable. The parallel arrangement confers no appreciable benefits with the T.C.C. 
ratings, as compared with an increase in capacitance of a single unit. 

In general, load currents up to 120 mA may safely be employed with plain foil or 
70 mA with etched foil without any investigation. 



SECTION 3 : RECTIFICATION WITH CHOKE INPUT FILTER 

(i) Rectification with choke input filter (it) Initial transient current. 

(i) Rectification with choke input fiher 

Where good voltage regulation is required, choke input filters are to be preferred. 
In this type of circuit, providing the first choke (Fig. 30. IG) is above a certain 
critical value /,„ the rectifier valve works under conditions of continuous current 
current flow and in the ideal case where is of infinite inductance there would be no 
fluctuations in this current. 

It has been shown (Ref. 6) that Lc should be equal to or greater than 
Rb + Rji „ , ,, . 

— tor full-wave operation (1) 

677/ 

where R, = total resistance in series with diode 

Rf = load resistance presented to rectified supply 
and ./ = supply frequency. 
As an approximation, if Rs is small compared with 2?^-, 
Rr 

0 ^ for a 50 c/s supply (2) 

and Lc It for a 60 c/s supply. (3) 

The above formulae are only stated for full wave rectification as it is not normal 
practice to use a choke input circuit with a half-wave rectifier owing to the low output 
voltage which would result. 

In applications where the load resistance varies considerably, for example in Class B 
amplifiers, it is usual to place a bleeder across the supply, thereby reducing the initial 
value required for jLj. As the required critical value of Z-i decreases with increased 
load current, the choke can be made with a smaller air gap than necessary for constant 
inductance at all loads ; the drop in inductance due to d.c. polarization is permissible 
providing the inductance does not drop below L „ at agy load. 

This is known as a swinging choke ; its design is covered on pages 249 and 250. 
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The peak diode current is given approximately by 

A _ g„ X 0.425 

^ + 2ojL^ - l/(2c«Ci) 

or, if 1/(2 ojCi) is very much less than 2coZ,i, then 

A E_ X 0.212 

^ + ZZT^ • 

If Z-i = Lc = RJ^-rf, then 2/^. (6) 

If ii = 2L, = RJ^-nf, then 7^ 1.5 7^. (7) 

The approximation in equation (4) is due to the neglect of ripple frequencies higher 
than twice the supply frequency. 

If the rectifier valve has a peak current rating equal to or greater than twice the 
maximum direct load current rating, and if the value of never falls below L „ it 
is not necessary to calculate peak diode currents. The same holds when the peak 
current rating is equal to or greater than twice the maximum direct current to be 
drawn from the rectifier. Owing to the desire to limit the rectifier peak current, it is 
preferable to make the inductance at least 2L „ at the highest load current. The drop 
in inductance at maximum load current will fesult in a reduction of filtering, but this 
is not likely to cause any trouble. As the choke will normally be followed by a filter 
capacitance (Ci in Fig. 30.1G), any reduction in the inductance of L, below at 
any value of load will cause the rectifier system to take on the characteristics of a con- 
denser input filter and the output voltage will rise. 

It is important to remember, when measurements are being made on a filter choke 
to determine its suitability for use in choke input circuits, that due consideration 
should be given to the large value of a.c. potential which will exist across it under 
working conditions. This potential will increase the inductance at low values of 
d.c. polarization provided that the sum of the a.c. and d.c. fluxes does not cause 
saturation of the core. 

For the acciurate calculation of voltage output and regulation of a choke input type 
filter, the voltage drop due to the resistance of the choke, rectifier and supply must 
be taken into consideration. The choke resistance can be easily ascertained and the 
rectifier resistance may be derived from the curves of Fig. 30.4 using the method 
outlined below. The supply resistance in series with the anode, in a.c. operated 
equipments, will be equal to the transformer winding resistance [for calculation see 
pages 99 and 100] plus any added series resistance. In a.c./d.c. equipment it will 
be equal to the value of the limiting resistor in series with the anode. It is assumed 
that the rectifier will be operating under conditions of continuous current flow ; it 

A _ 

can be shovra (Ref. 6) that f=K r \r ^ also that the average anode current (one 
anode) = IJ2. The procedure is best illustrated by an example. 

Example : — It is desired to design a power supply with choke input filter to deliver 
0 to 200 mA at 350 volts using a 5U4-G rectifier at 50 c/s. The choke is assumed 
to have 100 ohms resistance and the effective supply resistance per anode is 75 ohms. 
In order to reduce the initial value of Z-i, a bleeder to take 20 mA is assumed. 

At 20 mA : i?i = 350/0.02 = 17 500 ohms 

Lt_ = Lj = 17 500/940 = 18.6 H (minimum). 

ii = 20/2 = 10 mA. 

U = 2 X 20 = 40 mA. 
Average anode current during conduction = 20 mA, 

Referring to Fig. 30.4 (curve 10) : anode voltage corresponding to 20 mA is 11.7 
volts. 

ra = 11.7/0.02 = 585 ohms. 
At 220 mA : = 350/0.22 = 1590 ohms. 
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= 2Lc = 2 X 1590/940 = 3.4 H (minimum). 
fa = 220/2 ^ 110 mA. 

= 1.5 X 220 = 330 mA. 
Average anode current during conduction = 220 mA. 

Referring to Fig. 30.4 (curve 10) : anode voltage corresponding to 220 mA is 59 
volts. 

rs = 59/0.22 = 268 ohms. 
Voltage drop due to resistance of supply, valve and choke 
At 220 mA : = 0.22 (75 + 268 + 100) = 98 volts 




CAPACITANCE (c,) MICROFARADS FIG. 30. 11 

Fig. 30.11. Curves for the determination of th: ripple factor of choke input rectifier 
circuits {based on Ref. 27), applying to the circuit of Fig. 30. IG for full wave rectification 
on a 50 c/s supply. The curves may be applied to any other supply frequency by multi- 
plying values of inductance and capacitance by 2 for 25 c/s, 1.25 for 40 c/s, or Q. S3 for 
60 c/s. The ripple curves may be used independently of the K curves and load resistance 
curves to derive the ripple factor {i.e. ripple voltage Em expressed as a percentage of the 
direct load voltage). The operating point at any value of load resistance which occurs 
in practice should be above {preferably well above) the corresponding load resistance 
curve, thus determining the inductance L^. In order to limit the initial {starting) transient 
current to the maximum peak current rating of the rectifier valve, the operating point 
should be above and to the left of the corresponding K curve, where 
r.m.s. voltage per anode \E _\ 

K " ~- . 

1110 X peak plate current rating of diode 
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At 20 mA : = 0.02 (75 + 585 + 100) = 15 volts. 

R.M.S. transformer voltage = (350 + 98)/0.9 = 498 volts. 

Voltage across load at 20 mA == (498 X 0.9) - 15 = 449 volts. 

Value of Ci : Assume 10% ripple at maximum current, and referring to Fig. 30.11 
for Lj = 3.4 H, we obtain Ci = 5.7 fiF (8 /xF would probably be used). 

These results, which show a change of output of 350 to 449 volts when the load is 
changed from 220 to 20 mA, appear greater than the figures given by the valve curves ; 
this is because the choke voltage drop has also been taken into consideration. 

From the example above it can be seen that the rectifier voltage drop is neither 
negligible nor constant ; in the case of a 5U4-G it varies from 11.7 volts at 20 mA 
to 59 volts at 220 mA. 

If a lower impedance rectifier such as a 5V4-G had been used, this would have been 
reduced to 5.4 volts at 20 mA and 27 volts at 220 mA. For practical purposes of 
calculating the voltage output, a constant value of 16 volts could then be assiuned, 
which would give an error of not more than 3.2%. 

Also from the example it can be seen that the effect on output voltage produced by 
the 75 ohms supply resistance is fairly small, reducing the output by 1.5 volts at 20 mA 
and 16.5 volts at 220 mA. 

When calculations have been completed, a check should be made to see that none 
of the maximum ratings given in the pubHshed data has been exceeded. This will 
include the value of peak inverse voltage Bp which in a choke input rectifier system 

A 

Will not be greater than 1.65 E_ provided that L, does not drop below I, „ at any point. 
If Li is lowered below its critical value for any reason, will approach the value for 
a condenser input rectifier system (sec Sect. 2). 



(ii) Initial transient current 

When initially switching the anode circuit, with the cathode hot, there is a transient 
current in excess of the steady direct load current. It may be limited to a value equal 
to the peak anode current rating of the reaifier if the value of the inductance in henrys 
is equal to, or greater than 

( ^i—Vc 

VlUO X 

where I„ax = peak anode current rating of the valve, in amperes 
and Ci = capacitance in microfarads. 

This requirement may be met by ensiu-ing that the Li and Ci values applied to 
Fig. 30.11 meet at a point on or above the corresponding K curve. 



SECTION 4 : TRANSFORMER HEATING 

For purposes of calculating transformer heating it is necessary to know the equiva- 
lent r.m.s. current in the winding supplying the rectifier. 

In the case of condenser input filters the r.m.s. value of the anode current can 
be obtained from Fig. 30.8 (upper curves). 

For choke input filters in which the inductance L, is constant, the r.m.s. value 
of each anode current is given approximately by (Ref. 31) 

|,-,| = 0.707(1 + -|'-)*7i (1) 

where a = - — jr- = -j— • 
3 cdLi Li 
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The following table has been calculated from eqn. (1) : 





a 


id 


= L. 


1 


0.87 


= 2L, 


0.5 


0.75 


= 4L, 


0.25 


0.72 


= infinity 


0 


0.707 



For design purposes it seems reasonable to calculate on the basis of conditions at 
maximum current. If Li = 2L« at maximum currentj as recommended in Sect. 3, 
the heating current in the transformer may be taken as 0.75 I,. 

For further information on transformer heating, see Chapter 5 Sect. 5 pages 236-237. 



SECTION 5 : VOLTAGE MULTIPLYING RECTIFIERS 

(i) General (it) Voltage douhlers (iii) Voltage tripler (iv) Voltage quadruplers. 

(i) General 

Where it is required to obtain a higher direct voltage from a given a.c. input than is 
possible with normal rectifier circuits and where for reasons of weight, economy or 
other factors it is not desired to use a transformer, voltage multiplying rectifier circuits 
may be used. 

These circuits involv^p the principle of charging condensers in parallel from the 
input and adding them in series for the output, the switching being accomplished 
by the rectifier valves. 

(ii) Voltage doublers 

The voltage doubler can take one of two forms, half- or full-wave. 

Half- Wave. In the half-wave circuit (Fig. 30.12) on one half of the cycle the 
condenser Ci is charged through Fi ; this voltage is then added in series on the next 
half cycle to the voltage of the condenser Ci charged through V^. A voltage of 

approximately 2E ^ will appear across i?^ depending upon the rectifier type, load 
resistance and values of Ci and Cj. The ripple frequency, as in. all half-wave circuits, 

A 

will be the same as the supply frequency. Ci must be rated at the value of and 
Ca at 2E^. 

FuU-Wave. In this circuit (Fig. 30.13) C^' and d" are charged on alternate 

A 

half cycles, approximately 2E__ appearing across the two in series. The ripple fre- 
quency will be equal to twice the supply frequency and the condenser ratings should 

A 

be each equal to E_,. 

Comparing the two circuits 

The voltage regulation is better for the full wave circuit at low values of wCRj^ 

and the rating of both condensers need only be but the circuit suffers the dis- 
advantage of not having a common input and output terminal. The filtering is easier 
with the full wave circuit as the ripple frequency is twice the supply frequency, the 
ripple percentages being approximately equal. 
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Fig. 30.12. Half wave 
voltage doubler rectifier 
circuit. 



t0C 



-0+ 



-0- 



Fie, 30.13 

Fig 30.13. Fu// a)at;e 
voltage doubler rectifier 
circuit. 



In both circxiits, the larger the capacitance of the condensers the nearer the output 

A 

voltage will be to 2£„ and the better the vohage regulation, but care must be taken 
that the peak current ratings of the rectifiers are not exceeded. 

It can be shown (Ref. 10) that at values of uiCR^ greater than 10, the values of 

A _ A 

id/'d> EdJE^, ripple etc. for a half-wave vohage doubler are for all practical pur- 
poses the same as the values for the full-wave voltage doubler and calculations of both 
types can therefore be made by means of the graphs in Sect. 2. 

From these graphs it can be seen that if a voltage multiplication of 1.6 or greater 
is required, the value of ayCR^ should not be less than 100, also that RJRi should not 
be greater than 1.5%. This means that if a voltage doubler is to give a high output 
and to be of good regulation, the maximum output current is strictly limited. 



(iii) Voltage tripler 

This circuit (Fig. 30.14) combines in series the outputs of a half-wave doubler 

A 

and an ordinary half-wave rectifier, giving an output approjcimately three times 
The ripple frequency will be equal to the supply frequency and the condenser ratings 
will be as for the individual circuits, 

A A A 

i.e. Ci" rating = ; Cj' rating = ; Cj" rating = 2E^. 




Fig. 30.14. Voltage trip- 
ler rectifier circuit. 



(iv) Voltage quadruplers 

There are two suitable circuits as given in Figs. 30.15A and B. (B) is essentially the 
same as (A) except for the connection of one of the input leads. This alteration 
results in a supply which has a common input and output lead, the only other altera- 
tion being that Cj" must now withstand 3E_, while Cj' and d" are (as in Fig. 30.12) 
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FIG. 30.IS{B) 



Pigs. 30.15(A) and (B). Voltage quadrupler rectifier circuits, 

A A 

rated at 2E„ and Q' at E^. Another advantage of (B) is that it lends itselt" to 
increasing further the number of times the voltage can be multiplied. 

For further details on voltage multiplying rectifiers, see References in Sect. 7. 

In all cases the polarity of the output can be reversed by reversing the polarity 
of the rectifiers and condensers. 



SECTION 6 : SHUNT DIODE BIAS SUPPLIES 

Where a supply of negative bias is required in an amplifier or receiver, as for ex- 
ample the fixed bias operation of an output stage, this can be obtained by the use of 
a shunt diode vi^ithout the addition of many components. 

If it is desired to make use of a high voltage winding on the power transformer 
for negative bias, the voltage so obtained is generally much greater than is required 

^3to-9V 




;}sSOnF 




SOllF 
?f\25V 



Fig. 30.16. Shunt diode bias supply suitable for the bias of r-f ; i-f ana a-f amplifier 

valves. 

Fig. 30.17. Voltage doubler bias supply suitable for the bias of output stages. 
l^-40ov,r,-20oft lul 

-It ^ « u *T — |-f- 

Fig. 30.18. Shunt diode 
bias supply fed from the 
transformer winding supply- 
ing the main rectifiers. 
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•I -25 '5 K> 

C IN jiF FIG. 30.19 

Fig. 30.19. Output voltage of the circuit of Fig. 30.18 for various values of Ci and jR,. 




•25 -5 H3 

C, IN)iF FIG.30.20 

Fig. 30.20. Rectifier peak current values for the circuit of Fig. 30.18 far various values 

of Ci and R^. 
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200 




Fig. 30.21. R.M.S. transformer secondary current in the winding supplying the shunt 
diode circuit of Fig. 30.18 for various values of Ci and Ri. 

for bias. In such a case power would be wasted in voltage dividers. The shunt 
<liode system allows the use of a 6H6 type rectifier since the cathode is at earth potential. 
It is often possible to use a spare diode in one of the valves already in the equipment, 
thus' doing away with the need for an extra valve. 

Two versions of the circuit are shown in Figs. 30.16 and 30.17, Fig. 30.16 being 
suitable for the bias on r-f, i-f and a-f voltage amplifier valves. Fig. 30.17 is a voltage 
doubling circuit useful for the bias voltage of output stages. It has a maximtun out- 
put voltage of 18 volts when supplied from a 6.3 volt heater line. 
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Fig. 30.22. Shunt diode bias supply toith r.c. filtering. 

When more than 18 volts are required the condenser Ci may be fed from the trans- 
former windinig supplying the main rectifier in the equipment. This is shown in 
Fig. 30.18 and typical values are given together with the measured performance 
(Figs. 30.19-21) in order that the magnitude of the various quantities may be assessed. 
The irregularities in the curves of output voltage for various values of Q are due to the 
resonance of Cj and L, but apart from modifying the shape of rectifier current pulses 
no other undesirable effects are evident. Care must be taken that the filter condenser 
Cj is isolated from Ci by a high value of impedance or large currents will be drawn 
from the transformer windings. In cases where only low output currents are required, 
L may be replaced by a resistor of not less than 100 000 ohms. This circuit arrange- 
ment is shown in Fig. 30.22, the output voltage for various values of capacitance 
being given in Fig. 30.23. 
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Fig. 30.23. Output voltage of the circuit of Fig. 30.22 for various values of C, and Ri. 
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SECTION 1 : INDUCTANCE-CAPACITANCE FILTERS 

Consideration has already been given in Chapter 30 to the value of ripple voltage 
En in the output of condenser- and choke-input rectifier systems. This chapter 
takes into consideration the filter components required to reduce the value of ripple 
given by the graphs in Chapter 30, to the value that is allowable for the equipment 

under consideration. The latter value will Be designated as for one additional 



filter section, as in Fig. 31. lA, or 




for two additional filter sections. 



Fig. 31.1 A. Circuit diagram of 
full-wave choke-input rectifier 
system, followed by single section 
filter LiC^ to give reduced ripple 
voltage Ej(i. 



FIG. 31. lA 



It can easily be shown that for a given total value of LC, maximum filtering is ob- 
tained when all the filter sections are similar. Increasing the number of sections for 
a^iven total value of LC also increases the filtering, but there is little gained in break- 
ing up the filter into more sections than that number which makes = lOX,,. 
This is only appropriate if there is a definite limitation in the maximum value of 
L C. In general, better economy will be achieved by using not more than two sections, 
and increasing the value of C to give the requiried filtering. 

The filter factor a = E^IEjg^^= {m^^LC - 1)" 
where n is the number of additional similar sections. 

LC is the value of LC for one section (henrys and farads) 
and = 27rfj^ 

where = ripple frequency. 

This can be expressed as : — 
LC = (»y^ + l)/ojg' = 0.0254 (»V^ + IV/r". 

The formula above assumes that ^ 20X„ the usual practical case. 

For quick reference, a graph has been prepared (Fig. 31. IB) for a single section 
filter to give the relationships between the values of Ej^, Eg^ and LjCa based on the 
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l.Chenries) « c, Cmicrofaraos) fig. 31. IB 



Pig. 31. IB. Approximate relationships between ER, ER^ and LiC^for 50 c/s full-wave 
rectification {i.e. 100 c/s ripple frequency) and single section filter. For other ripple 
frequencies, the value of the LC scale should be multiplied by the appropriate factor 

as follows. , . , 

^ c/s ripple— 6.25 ; 50 c/s ripple-A ; 60 c/s ripple— 2.18 ; 80 c/s rtppU-~l. 56 ; 
120 c/s ripple— 0.695. 



approximate formula « = wj^^LC which is sufficiently accurate for most applications. 
The values of L^d in Fig. 31.1B only hold for full-wave 50 c/s, but may be adapted 
to other conditions by multiplying by a factor (see title). 

With either a condenser-input (Fig. 30. IF) or choke-input filter having a second 
filter section (Fig. 31.1 A) it is important to avoid resonance between the choke L 
(or La) and condensers Ci and Cj in series. The inductance should be sufficiently 
large to avoid resonance, with a comfortable margin, over the whole frequency range 

of the amplifier and at least down to the ripple frequency (e.g. 100 c/s for 50 c/s 
mains and full wave rectification). This may be accomplished by ensuring that in 
Fig. 31.1 A 

, Ci + Cj 25000 

Z.2 S — ?r7^~ • -W benrys 

where / = minimum rated frequency of amplifier in c/s, 
and Ci and Cu are in microfarads. 

C -\- C 

When / = 100 c/s, S ' ^ ' X 3.5. 
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When / = 50 c/s, ^ x 14. 

When / = 25 c/s, L, ^ x 56. 

G1O2 

For example, when Ci = — 8 /xF and / = 25 c/s, Z, = 14 henrys minimum. 



SECTION 2 : RESISTANCE-CAPACITANCE FILTERS 

In cases where filtering of a low-current supply is required, as in the case of the 
early stages of an audio-frequency amplifier or for certain applications in electronic 
instruments, resistance-capacitance filters can be used. The filter factor 
a = EJEf^^ = wCR + 1 and for ripple frequencies of 50, 60, 100 and 120 c/s this 
can be read directly from Fig. 31.2, for a single section filter. 

See also Chapter 4 Sect. 8(ii) and (iii). 




R(OHMS)x C(pF) pk;. 31.2 

Fj^. 31.2. Curve for determining the value of a. = Ej^/Ej^i of a resistance-capacitance 
type single section filter for frequencies of 50, 60, 100 and 120 c/s. This curve is based 
on the formula, Eg^lEgi = u>CR + 1. 



SECTION 3 : PARALLEL T FILTER NETWORKS 

A useful filter network is that shown in Fig. 31.3(a). This can be transposed, 
for any one frequency, to its equivalent U network as in (b) and, by correct choice 
of the values of circuit components, the attenuation can be made theoretically infinite 
at any one frequency {fg^ ). Conditions for infinite attenuation are — 
l/Cio, = KR^ 
2R^ = 

2/Cja) = Ri/K where iC is a constant. 
When the parallel T network is used for power supply filtering, the value of to be 
used depends upon a number of considerations : — 
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Pig. 31.3. Resistance-capacitance parallel T netzoork and its equivalent n network. 

1. The d.c. resistance of the filter (i.e. IR^) should be as low as possible. 

2. The total capacitance should be as low as possible. 

3. Standard value components may be used. 

Table 1 : Showing the relationships between i?2, Ci and C2 for various K values. 



K 


Resistances 


Capacitances 




1/2 




R2 — SRi 




C, = 0.5C, 


l/(7ri?2Ci) 


I/a/2 




R, = 4/?i 




C2 = Ci 


1/(V'2'7/?2C,) 


1 




i?2 = 2Ri 




C2 — 2 Ci 


l/(27r/?2Ci) 


V2 




Ri = ^1 




C, = 4Ci 


l/(2\/27rJ?iiCi) 


Table 2 : Showing the total capacitance values required for 


various values of K 


with /oo = 100 c 


/s. 


i?2 = 200 ohms. 








K 




Capacitance in 








c. 


2Ci + C, 


1/2 




15.9 




7.95 


39.75 


I/V2 




11.25 




11.25 


33.75 


1 




7.95 




15.9 


31.8 


V2 




5.625 




22.5 


33.75 




INFINITE ATTENUATION 



Fig. 31 .4. Values of R^Ci required for various values of K to obtain infinite attenuation 

at frequency /» • 
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Fig. 31.5. Typical complete 
filter circuit using a parallel 
T filter network. 



By reference to Fig. 31.4, it will be seen that the minimum value of RjCi will be 
required b>t K = '\/ 2. When/^ = 100 this gives a value of R^Ci not easily obtain- 
able with standard values of components, and K = I will give more easily obtained 
values. Also when K = I, the total capacitance required is a minimum. Where use 
is made of this filter, some attenuation must be provided for the ripple frequency 
harmonics, and this may be accomplished by means of a resistance-capacitance filter 
(see Sect. 2). A typical complete circuit is shown in Fig. 31.5. 

For the theory of parallel T filter networks reference should be made to Chapter 4, 
Sect. 8(iii). See also Ref. 1. 



(j) Hum due to conditions within the valves (it) Hum due to circuit design and 
layout (ill) Hum levels in receivers and amplifiers. 

Hum in the output of an a.c. operated receiver or amplifier may be due to many 
causes. These may be sub-divided into two main groups, hum due to conditions 
within the valves, and hum due to circuit design and layout. 

(i) Hum due to conditions within the valves 

This is caused by the use of a.c. for the heater supply and can give rise to hum in 
the output in several ways : 

(1) capacitive coupling from the heater to any electrode 

(2) heater-to-cathode conduction 

(3) heater-to-cathode emission (or vice versa) 

(4) modulation of the electron stream by the magnetic field of the filament 

(5) conduction (i.e. leakage) from any electrode, with ripple voltage applied, to 



(6) hum due to operating valve in magnetic field from external source. 
Explaining these in more detail : — 

(1) The amount of hum appearing at the plate of a valve due to capacitive coupling 
between the valve heater and an electrode, will depend upon the electrode to which 
this coupling takes place. The most serious case is that between heater and control 
grid as the voltage transferred will be subject to the full gain of the valve. In fairly 
high gain amplifiers it is advisable to use a potentiometer of 100 to 500 ohms resistance 
across the heater supply close to the valve socket ; the slider is earthed and its position 
adjusted for minimtun hum output. In this way the hum voltages fed from each side 
of the heater to the control grid can be made equal and opposite. 

In lower gain amplifiers a centre-tapped heater winding may be used or, more 
usually, a centre-tapped resistor across the heater supply. In the latter case the re- 
sistor may have a resistance of 50 + 50 ohms for 6.3 volt heaters. In some cases it is 
practicable to omit any form of tapping, and in these cases one of the heater terminals 
should be earthed. In the case of types in which the control grid or plate pin is 
adjacent to one heater pin, the latter should be earthed. Where the grid pin is separ- 
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ated from one heater pin only by one other pin, the latter should preferably be earthed 
directly, or else by-passed to earth by a large condenser. In other cases the heater 
terminal to be earthed should be chosen to provide minimum hum with regard to the 
position of im-earthed or unbypassed terminals. 

Valves with the grid connection brought out to a top cap have less capacitance 
coupling between heater and grid circuits, but there may be appreciable electro- 
magnetic coupling into the loop formed by the cathode-to-grid path and the return 
path through the valve. For this reason it is sometimes found that a double-ended 
valve gives more hum in a low level amplifier than a well designed single-ended stage. 

When single-ended valves are used, the all-glass (e.g. miniature) construction gives 
less capacitance coupling from heater to grid or plate than an equivalent single-ended 
valve with a " pinch " (stem press) construction. 

Reduction of the grid resistor value will also reduce the hum due to capacitive 
coupling, as the grid resistor and the heater-to-grid capacitance form a potential 
divider which determines the proportion of the heater voltage fed to the grid, unless 
there is a large grid coupling condenser and a low impedance to earth from the other 
side of it. 

Diode-heater capacitance can also cause high hum levels in diode-triodes and diode- 
pentodes as the diode is effectively coupled to the control grid. For this reason it is 
recommended that the diode used for signal detection should, in the case of double- 
diode valves, be the diode further from the heater pins on the valve base. 

(2) Conduaion from heater to cathode will cause a current to flow from the heater 
to the cathode, thence through the impedance between cathode and earth. The 
resultant hum may be minimized by reducing the effective voltage applied to the 
circuit, and by reducing the impedance between cathode and earth. The voltage may 
be reduced by a potentiometer connected across the heater supply, with the slider 
earthed and its position adjusted for minimimi hum output— as for hum due to capaci- 
tive coupling. The impedance between cathode and earth may be reduced by the use 
of a large capacitance by-pass condenser across the cathode bias resistor, or may be 
made zero by earthing the cathode and obtaining negative bias from some hum-free 
source. 

See also Ref. 7. 

(3) Emission from heater to cathode is caused by impurities in the heater insulation 
material or from the deposit, during valve manufacture, of cathode material on to the 
heater. To overcome this fault the heater should be biased positively with respect 
to the cathode. As the voltage required may be of the order of 50 volts, the minimum 
required to give satisfactory hum reduction should be used to avoid exceeding the 
maximum permissible heater-cathode voltage. 

Cathode-to-heater emission can also take place and cause hum, although it is not 
common. The cure for this is the biasing of the heater negatively with respea to 
cathode. 

In the general case hum may be due to two or more causes, and minimum htim may 
be obtained in any particular case by connecting the moving arm of the potentiometer 
to a point of positive (or sometimes negative) voltage of the order of 5 to 50 volts and 
by experimentally obtaining optimum adjustment of both potentiometer and voltage. 

(4) Modulation of the electron stream by the magnetic field will depend on the type 
of heater and the electrode construction. If the centre-point of the heater circuit is 
earthed, the double helix gives noticeably less hum than the folded heater, but when 
one side of the heater is earthed the reverse may occur, depending on the electrode 

arrangement — see Ref. 6, Fig. 47. 

Heater-induced hum in a-f amplifiers— summary* 

The amplifier designer has to make allowance for the total hum, effective at the grid 
of the valve, due to the use of a.c. supply to the heater. There are very few valve 
types for which information is available in this regard — see Chapter 18 Sect. 2(v) 
for hum data on types 12AY7 and 5879. Tables have been published (Ref. 10) giving 
values of the 60 c/s componen t of the hum voltage of a fairly wide range of types with 

•Contributed by the Editor. 
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cathode by-passed and unbypassed, grid resistor zero and 0.5 megohm, and with 
dilferent heater earthing arrangements but this does not give any indication of the total 
hum and is likely to be misleading since the ratio of total hum to 60 c/s component 
varies widely from type to type. 

By the choice of a suitable valve type (e.g. 5879, triode operation) it is possible to 
achieve a median hum voltage effective on the grid of less than 4 microvolts under 
optimum conditions, with only a small percentage exceeding 10 microvolts, with grid 
resistor 0.1 megohm. On the other hand, with other types of valves and with other 
than optimum conditions, the hum may exceed 500 microvolts. 

See also Chapter 12, Sect. lO(vi) and Chapter 18, Sect. 2(iii). 

Refs. 5, 6, 7, 9, 10. 

(ii) Hum due to circuit design and layout 

The most common of hum troubles due to circuit design is caused by insufficient 
smoothing in the power supply. Where hum is introduced in the early stages of an 
amplifier, a simple RC filter can often be used (see Sect. 2). RC filters can also be 
used to supplement conventional filtering when lack of filtering in r-f and converter 
stages causes modulation hum. 

Modulation hum can also be caused by capacitive coupling between primary and 
secondary windings of the mains transformer. The cure is the addition of an earthed 
electrostatic screen between the windings, or in some cases filters can be fitted in the 
mains leads as in a.c./d.c. receivers. Every care should be taken to eliminate r-f 
pickup from all sources other than the aerial, and receivers should be earthed direcdy 
rather than connected to the mains conduit which may have a high resistance earth 
connection. Capacitive coupling between the mains lead and aerial can also cause a 
mains frequency modulated carrier to be passed through the receiver. 

In a.c./d.c. receivers care must be taken in the series connection of heaters. Usual 
practice is to place the a-f valve heater right at the earthy end, with the converter 
(which is particularly susceptible to modulation hum) next to it. In a.c./d.c. audio 
frequency amplifiers the earliest stages should be at the earthy end. 

Electrostatic pick up of hum voltages by high impedance circuits from nearby 
leads carrying alternating currents may be avoided by the fitting of electrostatic shields 
or, where the capacitance of screened lead is permissible (as in the case of filament 
wiring) the use of screened a.c. leads is recommended. The use of twisted filament 
leads tends to cancel out the magnetic field around the leads. 

The magnetic fields surrounding power transformers can give rise to induced cur- 
rents in filter chokes and in a steel chassis. For this reason the use of a separate 
chassis in the case of high gain amplifiers is to be preferred. Alternatively the chassis 
may be made of non-magnetic metal. The placing of the power transformer lamina- 
tions vertically usually gives rise to less hum than when they are placed in the same 
plane as the chassis, particularly when the chassis is of a magnetic material. Thorough 
screening of intervalve transformers (and more particularly microphone input trans- 
formers) from the magnetic field of the power transformer is also necessary, and high 
permeability shields or astatic type windings may be necessary in extreme cases to 
reduce hum to the required level. By orientating transformers and chokes with 
respect to each other a position of minimum coupling can be found which may avoid 
the necessity for taking more elaborate measures. If the position of minimum coup- 
ling is at all critical, it is recommended that an individual adjustment be made for each 
amplifier. The filter choke and transformer fields must also be kept away from high 
gain valves to prevent modulation of the electron stream. 

The reason for high hum-level output in a receiver or amplifier can often be de- 
termined by the pitch of the note. If it is due to poor filtering, the 50 or 60 c/s in the 
case of half-wave rectification or the 100 or 120 c/s note with full-wave rectification 
will predominate. If the hum is induced from the power transformer the note will 
be 50 or 60 c/s while with capacitive hum pick up the note will be rough ovdng to the 
accentuation of the harmonics of the supply frequency. 
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When tracing hum it may be found that the reduction of hum in one part of the 
circuit may increase the overall hum level as, when the hum is due to more than one 
cause, a certain amount of cancellation may be taking place. 

See also Chapter 18, Sect. 2(iii) on pre-amplifiers. 

Hum caused by heater-cathode leakage with an xmbypassed cathode resistor is 
dealt with in Chapter 7, Sect. 2(ix)B. 

The eifect of the output valve on hum originating in the plate supply 
voltage* 

(See Chapter 7, Sect. 2(ix) for the effect of feedback). 
Case (1) — ^Triode with transfortner-coupled output 

The himi output voltage across the primary of the output transformer is 

Eho = EhRJiP-L + ^v) 
where Ej^ — hvan voltage in plate supply 

Ri = load resistance reflected on to primary of output transformer 
and Tj, = plate resistance of valve. 

If Rl = 2r„ (as is typical) 
then Eno = 0.67 En- 

Case (2)— Triode with parallel-feed (series inductor) 

This is an excellent circuit for low hiun provided that the choke £, has a reactance 
at the hum frequency at least several times the impedance of and in parallel. 
See Chapter 7, Sect. 2 equation (55). 

£jo = cos 0. E„ 
where B = tan"' LJR 
and R = r^Ri,/ir^ + R^). 

Case (3) — Pentode with transformer-coupled output 

See Chapter 7, Sect. 2, equation (53). 

E,o = E^[R^/(Rj^ + r^) + i^,zJ{Rl + r^)]. 
The screen and plate effects are additive. The second term would become zero 
if the screen were perfectly filtered. 

Case (4) — ^Pentode with parallel-feed (series inductor) 

The hum due to the plate circuit is low, but that due to the screen is high. Screen 
filtering is required for low total hum. 

See Chapter 7, Sect. 2, equation (57). 
£ao !^ E„ cos B - i?i f-iivKRt + '■») 
where B and R are as in Case (2). 

References : Chapter 7 Rcfs. B3, B4, B5, B7. 

T}rpical values (all cases) 

Typical values for types 2A3 and 6V6 are given in Chapter 13, Sect. 10(v). 

(iii) Hum levels in receivers and amplifiers'" 

It is convenient to express hum levels in dbm, rather than as so many db below maxi- 
mum power output. This hum is measured with zero signal output. 

Hum should, ideally, be completely inaudible. This ideal is capable of achieve- 
ment, although at a price, so far as the hum introduced by the receiver or amplifier is 
concerned. Audible hum is a defect which, while it may not prevent the sale of the 
equipment, will certainly be an annoyance to a critical user. 

Hum is objectionable firstly because of its direct effect with zero signal, and secondly 

because of its indirect effect in modulatins the signal. 

The maximum acceptable hum level may be determined by a listening test in a quiet 
residential area, or imder actual conditions for a custom-built equipment. The 
listener for the test should be one having at least average, and preferably higher than 
average",' acuity of hearing for the lower frequencies. 

Alternatively, the maximum permissible hum level may be calculated. For example 
if the predominant hum frequency is 120 c/s, the loudspeaker efficiency at 120 c/s 
is 3%, the angle of radiation at 120 c/s is 180°, and the listener is 1 foot from the 



♦Contributed by the Editor. 
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loudspeaker, tlien the limit of audibility is about —35 dbm for an average listener, 
and —45 dbm for a very critical listener. A good quality receiver or amplifier should 
therefore have a hum level less than —35 dbm for 3% loudspeaker efficiency at the 
hum frequency. This quoted loudspeaker efficiency of 3% is a fairly typical average 
value over the a-f frequency band, but the effective efficiency at the hum frequency 
may be higher or lower than the average value. The efficiency at the hum frequency 
will be higher than the average value if bass boosting is used, or if the cabinet/loud- 
speaker combination accentuates the hum frequency. The efficiency at the hum 
frequency will be lower than the average value if the hum frequency is lower than the 
loudspeaker bass resonance or if the cabinet attenuates the hiun frequency. In 
cases where the loudspeaker efficiency is higher or lower than 3%, the permissible 
hum level should be adjusted accordingly. 

This calculation for hum is somewhat vinrealistic since it is based on the supposition 
that the hum is predominantly a single frequency. Any higher frequency components 
will give a higher acoustical hvim level without appreciably affecting the measured 
value. 

Summing up 

For critical home listening with low room noise and with loudspeakers of normal 
sensitivity, the hum level should not be above —40 dbm, with —50 dbm as a pre- 
ferred limit. 

Under other conditions, with higher background noise or a less critical audience, 
a somewhat higher hum level may not be found objectionable. 



SECTION 5 : HUM NEUTRALIZING 

(A) One form of hum neutralizing is that using a himi-bucking coil in series with 
the voice coil in speakers where the field coil is used as the filter choke. 

(B) A valve hum neutralizing system which has certain applications where a sub- 
stantially constant load is to be supplied is shown in Fig. 31.6. This circuit has been 
explained in detail elsewhere (Ref. 3) and neutralization is dependent upon the valve 
producing a hum voltage of the same value and 180^ out of phase with that already 
existing in the plate supply voltage. The valve must therefore be capable of pro- 
ducing a gain of inxity between grid and plate, the feedback resistance Rc{ = Rn + R/) 
being adjusted to obtain this balance. 




FIG. 31.7 



Fig. 31.6. Valve hum Fig. 31.7. Practical valve hum neu- 

neutralizing circuit. tralizing circuit. 

A typical circuit is shown in Fig. 31.7 and the value of ripple reduction a obtained 
together with the values of i? „ are plotted in Fig. 31.8 as a function of R,. 

The lowest ripple frequency which this circuit will suppress depends upon the time 
constant of R,C, which for this circuit is given by T = R,C,/{\ — R„/R,) pro- 
vided /i >> 1, and the internal resistance R„ = R, + 1). 

As the condition for neutrahzation does not involve the load impedance, the re- 
latively high impedance of the regulator can be reduced to a low value for a.c. voltages 
by shunting the output by a large condenser. 
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Fig. 31.8. Values of a and R^as a function of R,for the circuit of Fig. 31.7. 



In this way coupling between stages due to a high common impedance can be re- 
duced. 

Care must be taken that the value of input ripple to the circuit does not swing the 
valve beyond the linear position of its characteristics. 

(C) Another form of neutralization, which is limited to pentode voltage amplifiers, 
is described in Chapter 12 Sect. 10(vi)D and Fig. 12.57. 

(D) A form of neutralization suitable for use with multistage amplifiers is described 
in Ref. 4. Another form is described in Ref. 11. 

(E) Various types of neutralizing are commonly used in radio receivers, for example, 
hum from the back bias supply may be neutralized at the grid of an output valve by 
hum from the B supply, with a suitable choice of output valve grid leak and plate load 
resistor for the a-f amplifier. In other cases the balance of these hum components 
may be adjusted so that the resultant neutralizes hum in the plate circuit of the output 
valve. More complicated neutralizing circuits even include hum components from 
the control and screen grids of the a-f amplifier in the balance at the grid of the output 
valve. 



SECTION 6 : REFERENCES 

1. " Applications of a parallel ' T ' network " A.R.T.S. and P. Bulletin No. 1 18 (Jan. 1942). 

2. Reich, H. J. " Theory and Applications of Electron tubes " (McGraw-Hill, 2nd Edit. 1944^ 

3. Sowerby, J. McG. " Shunt voltage stabilizer " W.W. 54.6 (June 1948) 200. 

4 Wen- Yuan Pan "Circuit for neutralizing low-frequency regeneration and power-supply hum' 

Proc. I.R.E. 30.9 (Sept. 1942) 411. 
5. D-ckerson, A. F. " Hum reduction " Elect. 21.12 (Dec, 1948) 112. 

6 Benjamin, M., C. W. Cosgrove and G. W. Warren " Modern receiving valves : design and manu- 
facture " Joui. I.E.E. 80.484 (April 1937) 401. 
7. " Heater-cathode leakage as a source of hum " Elect. 13.2 (Feb. 1940) 48. 

8 Terman, F. E., and S. B. Pickles " Note on a cause of residual hum in rectifler-fllter systems " 
■ Proc. I.R.E. 22.8 (Aug. 1934) 1040. 

9. Fleming, L. T. " Controlling hum in audio amplifiers " Radio and TV News 4.5 (Nov. 1950) 55. 
10. " Heater-induced hum in audio amplifiers " Tele-Tech 10.11 (Nov. 1951) 58. 
U. Hammond, A. L. "Neutralizing hum and .egeneration" Audio Eng. 36.5 (May 1952) 22. 



CHAPTER 32 



VIBRATOR POWER SUPPLIES 



By R. J. Rawlings, Grad. I.E.E., Associate Brit. I.R.E 

Section 

1. Vibrators — general principles 

2. Vibrator transformer design 

3. Timing capacitance 

4. Elimination of vibrator interference 

5. 12, 24 and 32 volt vibrator supplies 

6. References 



Page 
. 1202 
. 1205 
. 1207 
. 1210 
. 1211 
. 1212 



SECTION 1 : VIBRATORS— GENERAL PRINCIPLES 

(i) Operation (it) Vibrator types (Hi) Choice of vibrator (iv) Coil energizing 
(v) Waveform and time efficiency (vi) Standards for vibrators for auto-radio. 

(i) Operation 

The vibrator consists essentially of a vibrating reed upon which are mounted 
switching contacts. By the method of connection in a battery circuit, these contacts 
enable the direct battery voltage to be converted into an approximate square wave. 
This can then be transformed and rectified to obtain a plate voltage supply. The 
standard type vibrators operate at a frequency between 100 and 120 c/s. High fre- 
quency types operating about 250 c/s are available for special applications. 




J— O BATTERY Q 
nc.i2.| INTERRUPTER TYPE VIBRATOR. 

(ii) Vibrator types 

There are three basic types of vibrator and these are shown with their circuit con- 
nections in Figs. 32.1 — ^32.3. 

Fig. 32.1 shows the interrupter (non-synchronous) vibrator which acts as a single 
pole double throw switch, leaving rectification to be performed by a separate rectifier. 
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FIG. 32-2 SELF-RECTIFYING TYPE VIBRATOR. 

The short-circuited secondary is used by some vibrator manufecturers to reduce 
the inductance of the energizing winding and hence the sparking of the starting con- 
tacts. 

Fig. 32.2 gives the circuit arrangement for the self-rectifying (synchronous) vibrator 
which in addition to switching the primary circuit has a further pair of contacts to 
provide mechanical rectification of the transformer secondary voltage. 

The third type. Fig. 32.3, is a modification of the synchronous type in which, by 
splitting the vibrating reed, the primary and secondary circuits are isolated from each 
other. 
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FIC. 52-3 SPLIT-RtED SELF-RECTIFYINC TYPE VIBRATOR. 



(iii) Choice of vibrator 

The choice of the type of vibrator to be used will depend upon the application for 
which it is required. 

Where vibrator equipment has to operate with either positive or negative earthed 
systems, either the interrupter type with a valve rectifier or the reversible self-recti- 
fying type must be used. This latter type is a standard self-rectifying vibrator which 
can be fitted into its socket in two positions, by rotation through 180°. The use of 



1204 



(iii) CHOICE OF VIBRATOR 



32.1 



these two positions enables the correct output polarity to be obtained from either 
positive or negative earthed supplies. 

In the self-rectifying type, the elimination of the rectifier valve reduces the overall 
size, power consumption* and heating of the equipment, although at the expense of 
increased difficulty in hash elimination and, perhaps, of some of the reliability of the 
non-syiichronous type. 

The use of split-reed synchronous vibrators allows greater circuit flexibility, par- 
ticularly in cases in which one model of radio receiver is to be used with dry-battery 
or vibrator-operated power supplies. 




Pig. 32 A. Separate driver 
system energizing. 
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(iv) Coil energizing 

There are three possible methods — Fig. 32.4 shows the separate driver system 
energizing while Fig. 32.5A shows shunt energizing with separate starting contacts, 
and Fig. 32.5B is the conventional shunt energizing arrangement. With the separate 
driver system, the coil is operated by only the battery voltage ; in the conventional 
shunt connection the coil is operated by greater than the battery voltage due to the 
auto-transformer action of the transformer primary. 

A B 




i 
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Fig. 32.5. Two alternative methods of shunt coil energizing ; fA) with separate 
starting contacts (B) conventional shunt energizing. 



The advantage claimed for the separate driver system energizing and also for the 
arrangement shown in Fig. 32.5A, is that as the coil current is not switched by the 
power contacts, good starting will be obtained even towards the end of life or at low 
battery voltages. This is not the case in Fig. 32.5B in which the starting performance 
is dependent upon the condition of the power contacts. 



*If a coid-cathode rectifier is used the power consumption of synchronous and non-synchronous 
types should be the same. 
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(v) Waveform and time efficiency 

The general waveform of a vibrator output voltage is given in Fig. 32.6 j the periods 
rj and are referred to as the " off contact " time interval. For reasons of consistent 
operation with life, these times tj + Ij are made from 10% to 30% of the total dura- 
tion of the cycle. The remaining part of the cycle r, + ta, which is the " on contact " 
time, is therefore from 70% to 90% of the cycle and its value is known as the " time 
efficiency." 

The relationships between the peak, average and r.m.s. values of the vibrator 
waveform are given below — 

Peak value —Eh 

R.M.S. value = ■s/ u>iE^ 

Average value = wjE^ 

Form factor = "^laj m, 
where £j is the battery voltage and to, is the time efficiency expressed as a decimal. 

The rectangular waveform will be modified to a certain degree by the timing capaci- 
tance (see Sect. 3) and wiU take the approximate form of the dotted ciarve in Fig. 32.6. 
This change will not greatly alfect the relationships given above. 




TIME 



(vi) Standards for vibrators for auto radio 

Extract from R.M.A. Standard REC-113 — "Vibrating interrupters and rectifiers 
for auto radio— frequency 115 cycles " (April 1948). 

Voltage ratings — nominal 6.3, operating 5.0 to 8.0 volts. Reed frequency at 6.3 
volts : 115 ± 7 c/s. See Standard for enclosures, base pins and circuit. 



SECTION 2 : VIBRATOR TRANSFOR2V1ER DESIGN 

(i) General consideratiom (it) Transformer calculations (iit) Standards for vibrator 
power transformers. 

(i) General considerations 

There are many considerations in vibrator transformer design which require par- 
ticular attention as against a similar transformer used on a sinusoidal supply. How- 
ever see also Chapter 5 Sect. 5 for power transformer design. 

For a given power output the vibrator transformer will be of greater size for a num- 
ber of reasons. Half the primary is inactive at any instant due to the need for a centre- 
tapped winding to obtain the necessary flux reversal. The primary winding should 
be designed to have the minimum possible resistance, in order that as large a portion 
of the battery voltage as possible is available for transformation. This means the use 
of a wire of large diameter with a correspondingly poor space factor. Electrostatic 
shields between the windings, which are sometimes used to assist in the elimination 
of hash, also add to the size. 

An important point in the transformer design which affects the life of the vibrator 
is the value of primary leakage inductance. This leakage inductance component 
in the primary circuit can resonate with the reflected value of the timing capacitance 
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to produce an undesired damped oscillation, while possible insulation breakdown 
and contact arcing may result. Therefore where practicable a winding of the pan- 
cake type should be used, or else the winding shown in Fig. 32.7, the windings being 
arranged so that the active sections of the primary and secondary are always adjacent. 
When manufacturing economy requires the use of the cheapest form of winding, 
best results are obtained by winding the two halves of the primary first and then the 
two halves of the secondary. This gives lower leakage reactance than the reverse 
type of winding. 
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The secondary insulation should be good enough to prevent the risk of a voltage 
breakdown caused by any irregularity occurring in the vibrator during life which 
may cause high transient voltages to be developed. 

As the magnetizing current of a vibrator transformer has to be supplied by the 
battery, this represents a power loss and it should be reduced to the minimum possible 
value — for further details see Sect. 3(iv). This can be done by keeping the flux 
density B at a low value. The value of B will depend upon the primary voltage, all 
other quantities being fixed. This value of primary voltage is subject to considerable 
variations ; e.g. from 5.5 to 7.5 volts on a car radio input when a voltage regulator 
is fitted to the battery charging system, and this may rise to '9.0 volts without the 
regulator. In the general case the transformer may be designed to have satisfactory 
characteristics at a maximum of 8 volts. 

A high value of magnetizing current also limits the maximum output available 
from the vibrator. This is because the magnetizing current has to be handled by the 
primary contacts whose current carrying capacity is limited, thus reducing the current 
rating available for the load. 



(ii) Transformer calculations 

The equation for vibrator transformers is 
E.<o,.W 



(1) 



4f.B.A 

where E = highest battery voltage at which satisfactory operation is required 
a>, = vibrator time efiiciency expressed as a decimal 
/ = vibrator frequency in cycles per second 

A — effective cross sectional area (i.e. actual cross sectional area x the 

stacking factor) in sq. inches 
B = flux density in lines per sq. inch 
and Nf = " effective " nimiber of primary turns (i.e. J total primary turns). 
The value of A can be estimated from the relationship 

A = V^/S.SS sq. ins. (2) 
where W = primary watts under full load. 

The r.m.s. value of the transformer primary current is given by 

\iA = (V^ <"<)/.. ^3) 

where Ii, = average battery current in amperes. 
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For values of o), S 0.8, V lojui, 1 and |/!,| = It- 

This value of current can be used in the calculation of the required wire diameter. 

As the primary is of heavy gauge wire, and has to be centre tapped, it is of advan- 
tage to have an even number of primary layers ; this brings the centre tap to the 
outside of the winding. Therefore when commencing the design, where possible 
it is of advantage to choose the total number of turns (2N,) to give an even number 
of layers. The required effective cross sectional area of the core is then given by 
A = Eu>, 10V(4/BAr,). (4) 

(iii) Standards for vibrator power transformers 

R.M.A. Standard REC-119 "Vibrator power transformers" (Sept. 1948) gives 
purchase specifications, performance specifications, test equipment and procedure. 



SECTION 3 : TIMING CAPACITANCE 



(i) The me of the timing capacitance (ii) Calculation of timing capacitance value 
(iii) Percentage closure (iv) Effect of flux density on timing capacitance value. 

(i) The use of the timmg capacitance 

The usual simplified form of the vibrator voltage wave is shown in Fig. 32.8. The 
dotted curve shows the damped oscillation obtained by the addition of the timing 
capacitance. In actual operating this oscillation will be suppressed at C when the 
other contacts connect the battery to the other half of the transformer. The oscilla- 
tion is shown in full in Fig. 32.8 to illustrate how the first part of the cycle is operative 
in automatically reversing the battery voltage, so that there is zero potential across the 
contacts when they make. 
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(ii) Calculation of timing capacitance value 

The value of the timing capacitance, to give the correct frequency of oscillation for 
the conditions above, is given by 
^ H./„.(l - a.,)10« 
8N^.f.E 

where /„ = length of magnetic path in inches 

and H = the value given by the BH curves for the transformer iron being used, 
at the value of B corresponding to the voltage E in the equation above. 

The equation will give the required value of timing capacitance C, to be used across 
the primary. For reasons of size and economy, it is usual for the timing capacitance 
to be placed across the secondary. The value of the equivalent secondary capacitance 
C, will be CJ(N,/N;)^ microfarad. 

While these equations will give an approximation to the required value of timing 
capacitance, some modification of this value will be required in praaice. The final 
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value should not be decided, until after examination of the voltage waveform obtained. 
This test should be carried out with a number of samples of the vibrator which it is 
intended to use. 



(iii) Percentage closure 

When the waveform of Fig. 32.8 is obtained, by the correct choice of timing capaci- 
tance, there is said to be 100% closure. Figs. 32.9 and 32.10 illustrate the effects of 
over- and under-closure respectively. 



FIG. i2-9 
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As the effect of overclosure is to produce high transient voltages, and as during life 
the tendency is for tj and (3 to become shorter, the vibrator will rapidly deteriorate. 
By aiming at slight under-closure the effect during life is for conditions to approach 
100% closure. 

For this reason a value of approximately 65% closure is chosen for an average case, 
as shown in Fig. 32.1 OA — ^this means a larger value of timing capacitance than indicated 
by eqn. (5). 
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(iv) Effect of flux density on timing capacitance value 

The equation for the timing capacitance shows the need for the careful choice of the 
value of flux density used in the transformer design. For it will be seen that a change 
in the ratio of H/E in eqn. (5), such as will take place when working on the cmrved 
characteristic of the BH cmrve, will result in different values of timing capacitance 
being required at different loads. If the value of H/E is to be kept constant, B must 
be directly proportional to H over the working range. Examination of Fig. 32.11 
will show that this is not the case, even on the straight portion of the BH curve, as a 
line drawn through the straight portion of the curve would not originate at the junction 
of the X and Y axes. A more exact approximation to the desired condition can be 
obtained by working around the knee of the curve ; operation at this point will result 
in greater economy of iron. 

In Fig. 32.11 the line OY has been drawn so that the deviation of the BH curve 
from the ideal curve OY is such that the values AA', BB' and CC when transferred 
to the H scale, represent equal values — in this case 7i% of the nominal value. Thus 
the timing capacitance does not vary by more than 7^% for a variation in flux from 
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53 to 81 kilolines/sq. inch. Point A at 71 kilolines/sq. inch would appear to be, in 
this particular case, the optimiun point where a variation of plus 14% and minus 
25.5% can be allowed in the value of B. If this value of B results in an excessive 
value of magnetizing current, point X corresponding to 61 kilolines/sq. inch could 
be used. 

Likewise any other point could be selected providing other design considerations 
are satisfied, but the point A represents the optimum as regards the change of timing 
capacitance with input voltage. The point A can be found for any BH curve by suit- 
able positioning of the line OY. 

It should be noted thatliaving decided on the position of OY, and from this deriving 
the operating centre point, the values of B and H reqmred for the timing capacitance 
calculation should be read from the line OY. 




H-AMPERE TURNS PER INCH. 
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SECTION 4 : ELIMINATION OF VIBRATOR INTERFERENCE 

The methods of eliminating vibrator interference can only be stated in general terms 
and the final arrangement will depend upon the layout and characteristics of the 
particular power supply. Where the vibrator power supply is not used with a receiver 
or similar sensitive equipment, the requirements of ' hash ' elimination are less 
stringent provided that there is no danger of interference being introduced into ad- 
jacent equipment. 

With sensitive receivers, particularly those covering short wave ranges, it is desirable 
to use a separate shielded chassis for the vibrator power supply as it may otherwise be 
impossible to eliminate hash at all points in the tuning range with the receiver aerial 
wrapped around the battery cable and battery, and with the receiver at maximum 
sensitivity. Such a chassis may be mounted on the main receiver chassis if desired, 
and in any case a flexible mounting (such as rubber grommets) is useful in reducing 
mechanical vibration and himi. 

When a separate chassis is used a satisfactory method of construction is to have all 
hot components, vibrator, vibrator transformer and timing capacitors, in a shielded 
compartment with the leads from this compartment — normally either two or three — 
by-passed at or near the point of exit and connected to a r-f choke immediately after 
leaving the compartment. R-F chokes are less useful on the other side of the shield. 
A common earthing point can still be used for all components by having a solder lug 
accessible from both sides of the chassis. 

It is sometimes found that better hash reduction is obtained with one or more com- 
ponents earthed in isolated places. However the improved results at one frequency 
are usually at the expense of increased hash at some other frequency. If this is not 
the case, the earthing point is liable to be critical and perhaps variable from unit to 
unit, i.e. the improvement is due to cancellation of hash and not to elimination. This 
is tmdesirable in prototypes of equipment which is later to be mass-produced. 

R-F chokes are liable to have an appreciable field around them and layout must 
be such as to avoid introducing hash from such fields into circuits which have already 
been filtered. Special types of by-pass capacitors are available with braided leads to 
reduce their r-f impedance. These can give a considerable improvement over stan- 
dard types with wire pigtails. " Spark plates " are also useful. These are by-pass~ 
capacitors using the chassis as one plate, a thin sheet of mica as the dielectric and a 
sheet of say brass as the " hot " plate, the assembly being held together with in- 
sulated eyelets. 

Vibrator design is rarely a matter for ingenious circuits. Once the transformer 
and timing capacitors are correctly specified, layout and shielding are the most im- 
portant considerations and a minimum cost circuit is usually adequate. If trouble 
is experienced from hash it is not usual for a cure to result from a mere addition of 
Uy-pass capacitors to a circuit which already has a normal complement. For instance 
a unit in which all outgoing leads are " hot " is more likely (assuming reasonable 
filtering) to suffer from shielding troubles than from insufficient filtering of the leads 
in question. 

A convenient method for investigating the presence or absence of interference at a 
particular point in a receiver is to use a probe of shielded wire with the end bared and 
connected through a capacitor to the aerial terminal of the receiver used with the 
vibrator unit. 

Before hash elimination from a prototype vibrator unit can be considered complete 
it is necessary to carry out the standard tests with a number of vibrator cartridges, 
some of which have been in service for long periods. Units in which hash suppression 
is only sufficient to silence the hash from new vibrator cartridges in good condition 
may give poor apparent cartridge life owing to the need for replacement as soon as 
sparking and the consequent interference occur due to slight wear. 

In Fig. 32.12 are shown the more usual arrangements and typical circuit values 
are given as a guide to the choice of suitable components. The timing capacitance is 
centre-tapped and its centre point is earthed. The two 100 ohm resistors, Ri and R^, 
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are not for hash elimination but to protect the vibrator transformer in the event of a 
timing capacitance short-circuiting, RPCj and RPC^ are low resistance r-f chokes 
made of heavy gauge wire. RFCi prevents interference being fed back along the 
battery leads which could result in these leads radiating interference to the aerial. 
RFCz prevents interference entering the r-f section of the receiver through the heater 
wiring. RFC 3, a standard receiver r-f choke, is to elimi; ate interference frequencies 
in the plate voltage supply. The resistor R, is useful in eliminating the strong im- 
pulse interference which usually exists, although at the expense of some battery 
current. Alternatively, two separate resistors in series may be used across the primary 
contacts, the centre point of these being earthed. 

In 12, 24 and 32 volt systems where part of the timing capacitance is usually 
placed across the primary circuit to aid starting, this capacitance has been foimd 
to be effective in reducing interference. This method can be used for 6 volt systems 
to reduce the interference, but if the transformer has considerable leakage inductance 
increased trouble may be experienced with spurious resonances — see Sect. 2(i). 



SECTION 5 : 12, 24 and 32 VOLT VIBRATOR SUPPLIES 

While the higher voltage of the 12, 24 and 32 volt systems has some advantages over 
the 6 volt systems, special precautions are necessary if successful vibrator operation 
is to be obtained. 

The higher voltage and consequently lower current, for the same power input, 
reduce the percentage voltage drop in the battery leads. The larger number of prim- 
ary turns which are required results in an improved space factor and the centre tapping 
of the primary winding is made easier because of the larger number of layers and 
smaller wire diameter. 

Against these advantages are the disadvantages of the additional circuit arrange- 
ments required for limiting the current during the starting period. Owing to the 
higher voltages existing across the contacts, ionization of the air between them will 
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more readily take place. This condition is particularly serious on starting where the 
correct conditions for the vibrator have not stabilized and heavy currents may flow. 

Fig. 32.13 shows a method of overcoming this difRculty, a three position switch 
being used to introduce some resistance into the battery lead for the starting con- 
dition. 
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FIG. 32-13 STARTING ARRANGEMENTS FOR 
24 AND 32 VOLT VIBRATORS. 



Condensers across the contacts to suppress the arc are not to be recommended 
unless the minimum value that just suppresses the arc is used. By splitting the timing 
capacitance and placing part of it across the primary, arcing can be reduced. If this 
is done, consideration should be given to possible resonances with the primary 
leakage inductance due to imperfect addition of the split timing capacitance — see 
Sect. 2(i). 

We wish to give acknowledgment to P. R. Mallory and Co., Inc., for much of the 
information and some of the diagrams in this Chapter, which have been adapted from 
their publication " Ftmdamental Principles of Vibrator Power Supply Design." 
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SECTION 1 : CURRENT REGULATORS 

(t) Barretters (it) Negative temperature coefficient resistors (Thermistors). 

(i) Barretters 

In a.c./d.c. receivers, the valve heaters are wired in series and connected across the 
mains supply. If the total of the heater voltages is less than the mains voltage a cur- 
rent-limiting fixed resistor or a barretter is used in series with the heater circuit to 
absorb the extra voltage. 

The disadvantage of the fixed resistor is that the current variations through the 
heater circuit are greater than if the circuit consisted of valve heaters alone. 

See Chapter 35 Sect. 6 for the application of series resistors and barretters to a.c./d.c. 
receivers. 

To maintain a constant current through the series heater circuit, with widely varying 
mains voltages, a barretter is generally employed. This consists of a hydrogen-filled 
tube containing an iron filament and has the property of nearly constant current flow 
for wide variations in voltage across it. The actual voltage limits between which 
satisfactory current regulation is obtained are stated by the manufacturers, and the 
barretters should be chosen with regard to these values. 




100 



120 



140 i«o 
VOLTS ACROSS BARRETTEK 



180 



200 
FIG. 33.1 



Pig. 33.1. The characteristic of a typical barretter. 

A typical barretter characteristic is shown in Fig. 33.1 ; the portion of the curve 
within the dotted rectangle showing the useful operating voltage range and the 
tolerances on the current regulated by the barretter. 

It should be noted that the barretter is subject to a large surge current when switch- 
ing on as the resistance of the valve heaters is then only about one seventh or one tenth 
of their hot (running) resistance. 
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In certain cases, a maximum total of heater voltage to be connected in series with 
the barretter is specified on the manufacturer's data sheets. This then protects the 
regulator against excessive surge currents which would shorten its life. 

Owing to the iron filament, barretters should be kept well clear of any magnetic 
field which could damage them and for this reason a magnetic screen is sometimes 
used around them. As considerable power is dissipated in the barretter, the magnetic 
shield should be perforated and good ventilation provided. The barretter should 
always be operated in a vertical position, base down. 

Occasionally it is desired to increase, by a small amount, the current controlled by 
a barretter and this may be done, within certain limits, by operating it in parallel 
with a fixed resistance. This is not normally recommended since the effertiveness 
of the barretter is reduced. It may be used fairly satisfactorily for an increase of 
current up to about 10% of the current in the barretter. 

If the barretter is required to control a current which is smaller than its current 
rating, this may be accomplished by shunting the current-regulated device by a re- 
sistor to bring the total load current up to the normal barretter current. 

As with any other device, a barretter has manufacturing tolerances, but these are 
such that if a design is based on an average sample then no damage is likely to be done 
to the valves with any individual barretter. 

(ii) Negative temperature coefficient resistors (Thermistors) 

These are described in Chapter 4 Sect. 9(i)n. 

SECTION 2 : VOLTAGE REGULATORS 

(t) Gaseoul tube voltage regulators (ii) Valve voltage regulators. 

In cases where stability of plate voltage supply is essential, some form of voltage 
regulation must be provided to prevent changes due either to mains input or load 
current variations. 

(i) Gaseous tube voltage regulators 

The electronic voltage regulator is shown in its simplest form in Fig. 33.2. In 
this circuit a gas-filled two electrode tube is used as the voltage regulator. The 
characteristics of this tube are such that quite large variations of current through the 
tube do not greatly alter the potential drop across it. 

The circuit of Fig. 33.2 regulates the outpiit voltage within certain interdependent 
limits of input voltage and load resistance. If the input voltage increases for constant 
load resistance or the load resistance increases for constant input voltage then in either 
case the voltage across tends to increase. As i?^ tends to rise, the regulator tube 
takes more current and increases the voltage drop across maintaining the voltage 
at nearly its original value. The resistor is essential to obtain voltage regula- 
tion. Furthermore, as the striking voltage of the regulator tube is higher than its 
operating voltage, is necessary to prevent excessive tube current. Table 1 gives 
values of minimum supply voltages required for starting the regulator tube, together 
with starting and operating voltages of typical tubes. 

Referring to Fig. 33.2, if = input voltage and /, = regulator tube current, 
the following equation holds 

= £,„ ~ (/i + /,) R, (1) 
The range of regulation or the maximimi change in £,„ or R within the region of 
regulation can be determined accurately for any conditions of operation by sub- 
stituting in eqn. (1) the limits of the variables £■,„, /„ i?^. The regulator tube 
must operate between the published limits of current rating. The change in one of 
the variables or R ^, can be much greater than in the other and when one of these 
changes is small the approximate range of regulation can be simply obtained by 
considering either £,„ or /? ^ constant. If these conditions apply and £ is constant 
it follows by equating the partial differentiations of eqn. (1) to zero 
^ lsEt„ R.Alt ' . 

that = — = {R ^ constant) (2) 

J A/, Alt 

and -y — = — (Ei„ constant) (3) 

^ L '■ L 
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where A-Cmj A/^j Ah are the small increments in i?i„, /j. The range of regu- 
lation is obtained by inserting in these equations the maximum value of A/(. 



TABLE 1 



Regulator 


Approximate 


Approximate 


Minimum 


Tube 


Operating 


Starting 


Supply 


Type 


Voltage 


Voltage 


Voltage 


OA2 (miniature) 


150 


160 


185 


OA3 


75 


100 


105 


OB2 (miniature) 


108 


115 


133 


OC3 


105 


115 


133 


OD3 


150 


160 


185 



Operation about the midpoint of the type OD3 characteristic gives A/( (max.) = 
(40 — 5)/2 = 17.5 mA. Consider the regulator subject to small changes in load. 
If for example/^ = 175 mA, from eqn. (3) the range of regulation hlj^/I^ = 17.5/175 
= 10%. Equation (2) shows that a large range of regulations with variable Ei^ is 
obtained when is large, i.e. when a large part of appears across R^. 

When small load currents are required and variations in Ei„ and Rj are small, 
satisfactory regulation can be obtained by operating the regulator tube at low average 
current. 

Regulation is frequently desired when R ^ varies over the very large range from no 
load to full load. In this case /?i is adjusted so that at no load the maximum tube 
current at maximum input voltage does not exceed the tijbe's rating, i.e., 40 mA for 
type OD3. Load voltage regulation is then obtained froih zero load current to nearly 
35 mA if changes in are small. 

The tube voltage of types OD3, OC3 can change over their operating range by 
approximately 3% and this represents their limit of regulation imder wide range 
conditions. 

If higher regulated voltages are required two or more tubes can be connected in 
series as in Fig. 33.3. Additional stabilized voltages may be taken off the individual 
tubes as shown. Tapping points may be provided on JR^j to give lower voltages, 
however if the load varies, good regulation will be obtained only if the current drawn 
from the tapping point is very small compared with the current through R ij.. Grid 
bias supplies for class A amplifiers may be eifectively stabilized by the circuit of 
Fig. 33.2 with tappings as required — see chapter 13 Sect. lO(ii). 

The use of gaseous regulator tubes in parallel is not to be recommended as resistors 
must be put in series with each tube so that all tubes will start and share current 
equally. These resistors impair voltage regulation. Therefore when large currents 
have to be handled, grid controlled valve voltage regulators must be used. 
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Fig. 



33.2. Simplest form of gaseous 
tube voltage regulator. 



Pig. 33.3. Higher regulated voltage 
provided by two gaseous tubes in series. 



(ii) Valve voltage regulators 

A typical valve voltage regulator is shown in Fig. 33.4. The valve Vj acts as a 
variable resistance whose value is varied by a change in bias. When the output voltage 
tends to decrease, the grid voltage of Va becomes less positive. As the cathode voltage 
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and positive with respect to the grid, the fall in the positive value of the grid will in- 
crease the negative bias on the valve, and will decrease. This decrease of plate 
current will cause an increase in the voltage at the plate of Vu. The plate of V2 being 
directly connected to the grid of V, will cause a diop in the negative bias on Vi and 
the plate-cathode voltage will decrease, tending to restore the original voltage drop 
across Ej^. 

The complete mathematical analysis of voltage regulator performance is fairly 
complex and for detailed information reference should be made to the bibliography 
at the end of this chapter. 

For prattical purposes of voltage regtilator design, the following method may be 
used. ^ 



Fig. 33.4. 



A typical valve voltage 
regulator. 
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Referring again to Fig. 33.4. If constant output voltage is to be maintained across 
the load, the valve Vi must be capable of adjusting its voltage drop to compensate for 
voltage inoQt changes. A similar condition exists if the input voltage is constant and 
variable output voltage is» required. The valve has therefore to satisfy conditions 
at four points as set out in Table 2. 

TABLE 2 







Valve V, 


Point 


Output 






Plate Voltage 


Plate Current 


1 


Maximum Voltage 
Maximum 


Supply Voltage 
Maximum Output 
Voltage 


Maximimi 


2 


Maximum Voltage 
Minimum 


Supply Voltage 
Maximum Output 
Voltage 


Minimum 


3 


Minimum Voltage 
Maximum 


Supply Voltage 
Minimum Output 
Voltage 


Maximimi /j- 


4 


Minimum Voltage 


Supply Voltage 


Minimum 




Minimum I[ 


Minimum Output 






Voltage 





Each of these four points has its particular limitations as regards the operation of 
the valve to maintain the correct operating conditions without exceeding the maximimi 
ratings. Reference should be made to Fig. 33.5 in which these four points are plotted 
for a triode-coimected type 807 valve. 

Point 1 — this point must be kept in the negative grid-bias region of the curve and 
a bias of not less than —3 volts may be taken as the design minimum. This point 
must also be kept below the maximum plate or screen dissipation curve (whichever 
is first reached), and beicw the recommended value of current for a steady d.c. oper- 
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Fig. 33.5. Plate characteristics of triode-connected 807 valve to illustrate operation 
of the valve as a voltage regulator. 

ting condition. It is important that point 1 be kept above a certain minimum value of 
plate voltage if linear characteristics are to be obtained from Vd a value of not less than 
125 volts on the plate being recommended. 

Point 2— In order that this point should not come in the non-linear portion of the 
plate characteristics, a bleed should be arranged across the supply to limit the minimum 
current. This also aids power supply regulation (see Chapter 30 Sect. 3). 

Point 3 — This point should be kept below the maximxun dissipation curve and 
below the maximum rated plate voltage for the valve being used. 

Point 4 — -This point should be kept above the non-linear portion of the charac- 
teristics by means of a bleed as in (2) and also kept below the maximum plate voltage 
value for the valve being used. 

The maximum recommended usable section of the valve characteristic for tj^e 807 
is shown enclosed by ABCD in Fig. 33.5. 

While it is possible to use higher plate current values at low plate voltages than 
appear in the diagram before the plate dissipation is exceeded, this is not to be recom- 
mended as reduced valve life may result. 

From the graphical construction can be seen the effect of large variations of input 
voltage to the regulator with varying output currents (i.e. poor regulation of the power 
supply). This will cause the point 2 to move along the plate voltage axis, which 
results in a reduction of the maximum variation of output voltage obtainable. When 
the power supply has good regulation and the input voltage is substantially constant, 
an output variation of ± 125 volts is obtainable about a nominal value. With a con- 
stant output voltage the same tolerances may be allowed in the input voltage i.e. 
± 125 volts. In each case it is assumed that the circuit conditions are set so that the 
valve is operating at its centre point for the nominal input or output voltage. 

It will be seen from this description that a choke input power supply is advisable. 
Reference should be made to Chapter 30 Sect. 3 for further information on choke 
input power supply design. 

For minimum voltage loss across Vi a valve with a high gm should be used. If the 
load current required from the regulated supply is greater than that obtainable with 
one series valve, then two or more valves may be placed in parallel. 
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TABLE 3 

Valves suitable for use as series regulators. 



Valve type 


Current (mA) 


6F6-G* 


45 


6V6-GT* 


50 


6L6-G* 


80 


6Y6-G* 


80 


807* 


80 


6AS7-G 


250 , 



* Screen connected to plate through 500 ohm 1 watt resistor. 

Having now determined the operating conditions for Vi, the design may be extended 
to consider the operating conditions for the amplifier valve Vj. 

From the knowledge of the voltage drop in Vi required for the four operating points, 
the corresponding bias values can be determined. The voltage drop across the re- 
sistor Ri is then given by the voltage drop across Vi plus the required grid bias for Vi- 

Having determined these voltages, the resistance Ri can be chosen to have a value 
which will give plate current values for the amplifier, valye which are on the linear 
portion of its plate characteristics. 

The higher the gain of Vj, the better will be the regulation, as a smaller change in 
output will be effective in adjusting the voltage drop across Vj to correct the output 
voltage change. For this reason a pentode is recommended, the additional complica- 
tion of adding a screen supply being small for the improvement obtained. 

In general, the plate voltage for Va should be derived, through its plate load resist- 
ance Ri from the input voltage to the regulator, so that even at low output voltages 
not less than the minimum voltage drop of Vi plus its grid bias voltage will exist 
across R^. The exception to this coimection will be when the output voltage of the 
regulator is to be constant at a value of 200 or greater and the input voltage is to be 
varying over wide limits ; the effect of connecting R^ to the input in this case would be 
to reduce the effective gain of the valve. 



Fig. 33.6. Simplest form 
of series valve voltage 
^+ regulator. 

REGULATED 
D.C.OUTPUT 
VOLTAGE 

_J- 

tfc- FIG. 33.6 

The connection of the gaseous voltage regulator tube V, also requires some con- 
sideration. It has been mentioned in Sect. 2(i) that changing the current through a 
voltage regulator tube will produce a small change of voltage across it. As this tube is 
used as the reference voltage for the regulator, any change in potential across it will 
have an adverse effect upon the regulator performance. For this reason, if a constant 
output voltage regulator is being designed, the series feed resistor for this tube should 
be supplied from the output side of the regulator, the extra current drawn by this tube 
being taken into accoimt when considering the current rating for Vj. In cases where 
the regulator has to supply varying output voltages, Va may be supplied from the input 
if this is sufficiently constant ; preferably, V3 should be supplied from a separate 
source. 




33.2 



(ii) VALVE VOLTAGE REGULATORS 



1219 



t 300 
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VARIABLE 


h 
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D C. INPUT VOLTAGE FIG. 31.7 

Fig. 33.7. operation characteristics of circuit Pig. 33.6 — -output versus input voltage. 

Circuits of typical Voltage regulators and their performance figures are given in 
Eigs. 33.6 to 33.14. 

In Fig. 33.6 is shown the simplest form of series valve voltage regulator, which, how- 
ever, with the circuit components and values shown, is capable of good perfornumce. 
The resiilts obtained with this regulator are shown ui Figs. 33.7 and 33.8, from which 
several points should be noted. The variation of heater voltage as well as the input 
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Fig. 33.8. Operation characteristics of circuit Fig. 33.6 — output voltage versus load 

current. 

direct voltage, the usual practkal case, results in better regulation than that obtained 
with only direct voltage changes. This is due to a slight change of plate current in 
Vj together with other minor circuit changes caused by the variation of cathode 
temperature in the valves. For rapid input voltage changes the regulation charac- 
teristic will be as for direct input voltage changes only since the cathode temperature 
caimot change rapidly. A value of 250 000 ohms for will be found to be sufficient 
for most purposes as little increase in gain is obtained by increasing above this value. 




Fig. 33.9. Valve voltage regulator in 
vihich the screen is used to correct for 
input voltage changes. 
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Such a value will allow this resistor as well as all others to be wire wound if particularly 
stable operation is required. 

No advantage is gained in the circuit Of Fig. 33.6 in stabilizing the screen supply, 
this already being supplied from a substantially constant source. However screen 
stabilization is necessary when the screen is used to correct for input direct voltage 
changes A circuit of this type is shown in Fig. 33.9 and a constant or overcorrected 
output is obtainable. 




Fig. 33.10. Valve voltage regulator with a controllable output voltage. 

The circuit of Fig. 33.10 is useful where a controllable output voltage is, required 
and is suitable for output voltages from 50 to 300. Regulation characteristics for this 
regulator are shown in Figs. 33.11 and 33.12. 



Fig. 33.11. Regulation 
characteristics for circuit of 
Fig. 33.10 — output versus 
input voltage. 
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Fig. 33.12. Regulation 
characteristics for circuit of 
Fig. 33.10 — output voltage 
versus load current. 
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To draw a constant value of bleed current from the variable voltage supply, in 
order to prevent soaring of tlie output voltage on no load, some form of constant cur- 
rent device must be used. Refer to explanation of points 2 and 4 imder Table 2. 
A suitable circuit is shown in Fig. 33.13 in which a 6V6-GT type valve is used as a 
constant current pentode ; with plate voltages from 50 to 300 the plate current will 
only vary from 18.5 to 19.0 mA. 




FIO. 33.13 



Fig. 33.13. Valve voltage regulator mth a controllable output voltage as Fig. 33.10 
but including constant current pentode to draw constant bleed current for varying 

output voltages. 

The condenser Ci in all circuits assists in the reduction of ripple from the regulated 
supply as the grid of Vj then obtains the full ripple voluge from the supply instead 
of the fraction determined by the values Rs, /?, and iJj (Fig. 33.4). This condenser 
should have a ""'ue not greater than that required for satisfactory ripple suppression 
as large values will cause a time lag in the operation of the output voltage control, a 
value of .01 to .1 /iF being satisfactory for most purposes. 

The need for negative voltage supplies for several of the given circuits need not 
require the addition of a separate power supply ; reference should be made to Chapter 
30 Sect. 6 which gives details of shunt diode bias supplies which would be suitable 
for this purpose. The regulator tube current in typical circuits, except Fig. 33.14, 




C,» O lfiF,«OOV R,- I2,000ft ,aw 

Ri « Plott current balancing ft* ■ 68,000ft , IW 

pottntlomtttr 160ft, lOW (t,- IMft,-5W 

R,- lJ,0OOft,2W R,. IS,00Oft,2W 

R, - •47MA/SW R," Output voltajc-coBtrol 
R4- •47X^ft ,-5W potfntiomettr tO^OOOft 

FIG. 33.14 



Fig. 33.14. Voltage regulator utilizing a special voltage reference tube (type 5651) to 
give extremely good voltage regulation. 
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may be adjusted to have a value of approx. 10 mA at the normal operating point of 
the regulator. 

For most applications these circuits will give adequate regulation but for details on 
compensated and the more complicated regulators reference should be made to the 
bibliography at the end of this chapter. 

The main limitation of all these regulators is the difRculty of obtaining a completely 
stable reference voltage, as gaseous voltage regulator tubes may stabilize at slightly 
different voltages when the unit is switched off and on again. This means that, 
although nearly perfect voltage regulation may be obtained, the voltage about which 
this regulation takes place is not always a constant value. 

This defect may be minimized by the use of a special voltage reference tube such as 
R.C.A. type 5651 as, for example, in the circuit (ff Fig. 33.14. The unregulated 
input is approximately 375 volts at zero load currfeht and 325 volts at 225 mA load 
current. The variation of output voltage is less than 0. 1 volt for a variation of + 10% 
in input voltage when operated at maximum load current. When adjusted to an out- 
put of 250 volts, the variation in output voltage is less than 0.2 volt over the current 
range from 0 to 225 mA. 
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SECTION 1 : INTRODUCTION AND SIMPLE RECEIVERS 

(i) Types of receivers (it) Crystal sets (Hi) Regetterative receivers (iv) Super- 
regenerative receivers (_v) Tuned radio-frequency receivers. 

(i) Types of receivers 

Radio receivers may be divided into several categories as the following tabulation 
shows : — 

(a) crystal 

(b) regenerative 

(c) superregenerative 

(d) tvined-radio-frequency 

(e) superheterodyne 

(f) synchrodyne. 

(ii) Crystal sets 

The simplest type of receiver employs a crystal such as galena, plus a " catswhisker," 
for a detector. This, together with a suitable tuned circuit and a pair of headphones, 
forms a satisfactory local station receiving set. Its disadvantages are poor sensitivity 
and selectivity, together with low output. Modem developments have made avail- 
able " fixed " germanium crystals which are being used satisfactorily as detectors. 
The transistor, or three element crystal, recently announced, offers the advantage of 
amplification as well as detection in the one unit. 

(iii) Regenerative receivers 

Higher sensitivity can be obtained by using a valve as a grid or plate circuit detector. 
Additional amplification can be obtained by means of reaction ; the feeding back of 
signal from plate to grid in the correct phase to aid the existing circuit gain. Oscilla- 
tion will occur if too much feedback is used, hence the necessity for judicious use of 
the reaction control, particularly for speech modulated signals, which would other- 
wise be rendered unintelligible. When operated near the point of oscillation, i.e. 
at maximum sensitivity, the selectivity is such that serious side-band cutting occurs 
and distortion of the a-f signal results ; this is usually the limiting factor in the amount 
of feedback that can be successfully employed. As the input circuit is coupled directly 
to the aerial, should the circuit oscillate, radiation will occur with the risk of inter- 
ference to other receivers operating nearby — hence the limited use of this circuit. 
An r-f stage between the aerial and detector assists in minimizing this trouble. 
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(iv) Superregenerative receivers (Fig. 34.1) 

The superregenerative receiver is basically similar to the simpler detector with 
reaction. It, however, is adjusted to the threshold of oscillation so that an incoming 
signal will cause the circuit to oscillate. At this instant, a local " quench " 
oscillator, operating at a low radio frequency, damps out the oscillation, thus ensuring 
that the receiver is operating continuously at maximum sensitivity. The oscillator 
can be combined with the detector or it can be a separate valve. Although very 
sensitive, the superregenerative receiver has poor selectivity due to circuit loading. 
Id addition, interference is also caused by radiation from the " quench " oscillator. 
It is' used mainly for higher frequency work where fidelity is unimportant aiid high 
sensitivity from simple apparatus is required. 

See also Chapter 27 Sect. l(ii)F page 1087 for further information. 




Pig. 34,1. Self quenched superregenerative 
receiver incorporating linear reflex detector. 



FIG. 34. I B + 



(v) Timed-radio-frequency receivers (Fig. 34.2) 

The simpie receivers described above can give improved selectivity, sensitivity 
and output by the addition of radio frequency and audio frequency amplifier stages. 
Two or three r-f stages are commonly used ahead of the detector, which is usually 
of the plate detection or power-grid type. One or more a-f stages follow the detector 
depending upon the power output required. Such receivers are simple to design and 
construct for broadcast frequencies but present difficulties at higher frequencies. 
This is due to the risk of instability resulting from all the gain being achieved at the 
signal frequency. Tracking also becomes a problem as the frequency increases. 
In general, the defects of the tuned r-f receiver are variation of sensitivity and selec- 
tivity with frequency over the tuning ranae. 

At broadcast frequencies, me circuit simplicity and ease of alignment are the main 
advantages. 




Fig. 34.2. Typical t.r.f. receiver 
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SECTION 2 : THE SUPERHETERODYNE 

The superheterodyne receiver as illustrated in Figs. 34.3 and 34.4, has several 
important advantages over other types of receivers. In the superheterodyne circuit, 
the incoming signal frequency is changed to a lower frequency, known as the inter- 
mediate frequency. The major part of the amplification then takes place at this 
frequency before detection in the normal manner. The typical superheterodyne 
tuner consists of several distinct sections. These are ; — 

(a) Preselector or r-f amplifier 

(b) 1st detector or mixer 

(c) Oscillator 

(d) I-F amplifier 

(e) 2nd detector. 

Section (a) may or may not employ one or more r-f amplifiers. Its main functions 
are to improve the signal-to-noise ratio and to provide a sufficient degree of selectivity 
to avoid " double-spotting." This latter is the term applied to the reception of one 
station transmitting on a certain definite frequency, at more than one point on the 
tuning dial. 
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Pig. 34.3. Superheterodyne receiver — hlock diagram. 

The first detector stage receives the modulated signal from the preselector and 
also an unmodulated signal from a local oscillator. These two r-f signals ar6 arranged 
to differ by a constant frequency by suitable design of the preselector and oscillator 
tuning circuit constants. The output of the first detector is timed to this difference 
frequency and as a result the original signals and their sum frequency are suppressed. 

Various types of first detectors have been used, the most popular being the penta- 
grid and triode hexode converters (Refer Chapter 25). The tickler-feedback oscilla- 
tor is very commonly used and optimum adjustment of this circuit minimizes harmonic 
production with its attendant whistles and spurious responses. It also ensures maxi- 
mum conversion conductance from the first detector circuit and optimum signal-to- 
noise ratio. 

The fixed frequency amplifier, called the intermediate frequency or i-f amplifier, 
usually consists of 1 stage, i.e. a valve and two i-f transformers, input and output. 




Fig. 34.4. Typical dual-wave superheterodyne receiver. 
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In wide band and communication receivers, two or more stages are commonly used. 
The intermediate frequency in general use is 455 Kc/s. Earlier receivers used 175 
Kc/s but with the appearance of powdered iron cores and the development of high 
slope amplifier valves, the previous objection to the use of higher intermediate fre- 
quencies, i.e. lower gain, was nullified. 

The higher i-f now in use considerably reduces the incidence of " double-spotting " 
i.e. the reception of the same station at two points on the receiving dial, one removed 
from the other by twice the intermediate frequency. Thus with an intermediate 
frequency of 455 Kc/s the first "double-spot" would be at 1460 Kc/s, which is 
near the upper limit of the broadcast band if this is taken as from 550 to 1600 Kc/s. 

As most of the receiver amplification occurs at the intermediate frequency, which is 
fixed in frequency, the overall gain does not change appreciably with signal timing. 
Similarly the selectivity remains approximately constant as this is largely predeter- 
mined by the i-f channel. 

From the i-f amplifier the signal passes into a second detector stage where the 
audio frequency modulation is separated from the carrier and then amplified in the 
normal manner by a conventional a-f amplifier. If, as is usual, a diode detector is 
employed, the rectified carrier provides a direct voltage which can be used for 
various control purposes. The principal use is for automatic volume control, or, more 
exactly, automatic gain control. In this circuit the negative direct voltage, which 
increases with an increase in signal, is applied through suitable decoupling networks 
to the r-f, i-f and first detector grids as required. This overcomes, to a considerable 
degree, the effect known as " fading." 

For the reception of continuous wave code signals another oscillator is necessary. 
The output from this is fed into the second detector and adjusted to give a suitable 
audio difference frequency, say 1000 c/s, when beating with the incoming code signals. 

The advantages of the superheterodyne over the tuned-radio-frequency receiver 
are : — 

(a) more uniform sensitivity and selectivity over the tuning range, 

(b) stability is greater, as the major part of the amplification takes place at a 
low radio frequency, 

(c) the i-f amplifier can be designed for minimum sideband cutting, while pre- 
serving reasonable gain, 

(d) greater selectivity. 

It should be noted that the superheterodyne contains more tuned circuits than the 
t.r.f. receiver, but fewer tuned circuits are continuously variable. 
See References (B). 



SECTION 3 : THE SYNGHRODYNE 

A newer type of receiver is the " synchrodyne " (Fig. 34.5). In this design, selec- 
tivity is obtained without resort to tuned circuits or band-pass filters. The block 
diagram of Fig. 34.5 will facilitate the understanding of the operation of this circuit 
which requires no tuning circuits other than that of the oscillator. Here, the desired 
incoming modulated signal is heterodyned with a local unmodulated signal of the same 
carrier fiequency. The output from the detector, consisting of the required modula- 
tion plus unwanted higher frequency components from stations operating on adjacent 
channels, is then fed to an a-f amplifier through a low-pass filter. 

This simple filter can readily be designed to cut off sharply at any requisite point 
whereas the usual superheterodyne band-pass filters require many elements and 
generally reduce the response at a considerably lower frequency than that desirable 
for optimum results. 
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Fig. 34.5. Synchrodyne receiver — block diagram. 



The selectivity of the synchrodyne depends upon the oscillator circuit and a re- 
striction of the frequency band there does not affect the a-f response. 

To avoid beats in the output signal the local oscUator must be synchronized or 
" locked " with the wanted carrier. One advantage of this receiver is that it is either 
correctly tuned or not tuned at all. Distorted output due to mistuning is thus im- 
possible. The only effect of altering the oscillator tuning within the synchronizing 
range is to change the volume level. 

If necessary, a broad-band r-f amplifier can precede the detector to avoid strong 
stations overloading the receiver. As in the typical superhet, a.v c. voltage derived 
from the detector output can be used for gain control. 

The main disadvantage of this receiver is that loud heterodyne whistles are heard 
when tuning in a station. This defect can be readily overcome by the use of push- 
button tuning, and hence the synchrodyne is likely to be most popular for high- 
quality local-station reception. 

See References (O. 
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SECTION 1 : INTRODUCTION 

The design of A-M receivers as discussed in this chapter is taken as design for 
quantity production, since it is normally only under these conditions that a signal 
generator, a wave analyzer, a low-distortion beat frequency oscillator and suitable 
valve voltmeter and other meters are available. 

The design of the individual stages in a receiver has been covered in the earlier 
chapters of this Handbook. It is asstimed here that the receiver designer has already 
studied these earlier chapters or has equivalent knowledge. The present chapter 
covers the design procedure and certain general features which affect more than a 
single stage. 

The first stage in-a design is the drawing of the circuit of the receiver. This state- 
ment contrasts with the views of those who believe the circuit to be the last stage, 
but whereas most engineers can readily draw a usable circuit for any normal type 
of receiver, there are few conscientious engineers who could build such a receiver and 
not find that after alignment and adjustment they did not wish to make some modi- 
fications to remove faults or to improve the performance in some way. Accordingly 
the circuit Is the first stage, modiflcations to layout and perhaps to the circuit as a 
result of measurements and operating tests are the second stage, the measurement of 
all performance figiures and checking of all ratings and tolerances the third stage and 
the making of a final sample the last stage. 

The fact that after the final sample is finished it frequently becomes necessary to 
revert to stage two again, should not be taken as a reflection on the design engineer 
but rather as an illustration that there is far more to a receiver than the circuit (Ref. 29). 
What are (apparently) minor changes in layout may introduce unforeseen difficulties 
with, say, the symmetry of the i-f amplifier, a tendency to instability due to feedback 
from the i-f amplifier to the aerial terminal or any one of a dozen other possible sources 
of trouble. 

In a good design preliminary calculation will have been carried far enough to ensure 
that the circuit as first drawn will be such as to allow the specifications to be met with 
a minimimi of components and the model will have been built with an adequate know- 
edge of the practical troubles likely to be encountered so that they may be a minimum. 



1228 



35.2 



SPECIFICATIONS AND REQUIREMENTS 



1229 



SECTION 2 : SPECIFICATIONS AND REQUIREMENTS 

The designer of a commercial radio receiver has in general three sets of specifications 
to meet. Firstly there are the specifications of the relevant authorities in the countries 
concerned. 

Secondly a brief technical specification is usually supplied to the designer. This 
will include the more obvious electrical features of a receiver such as 

1. Power supply details ; a.c, a.c./d.c, accumulator or dry battery, with the re- 
quired range of operating voltages in the first two cases. 

2. Frequency coverage of various wave ranges, including any bandspread ranges. 

3. Sensitivity at three points on each wave range covered. 

4. Noise ratio, usually at one input only, say 5 /iV. 

5. I-F selectivity for an attenuation of 2 times, 10 times, and 1000 times, and perhaps 
figures for similar conditions on the broadcast band. 

6. Image ratio at three points on each wave range covered. 

7. Battery consumption for battery receivers and perhaps power consumption for 
a.c. receivers. 

Thirdly, there is usually a large number of requirements which are unwritten and 
taken for granted as being part of a good design, but which are all-important from 
the point of view of the ultimate buyer and user of the receiver. These requirements 
include such details as 

8. Suitable a.v.c. and noise performance of the receivei, as discussed later in this 
chapter. 

9. A-F fidelity, including the response of the loudspeaker as mounted in the cabinet. 

10. A satisfactory tuning response, i.e., a minimiun of unpleasant effects as the re- 
ceiver is tuned to a strong or weak station or even when tuned between stations. 

11. An absence of objectionable hum imder all conditions, such as, for instance, with 
a strong unmodulated carrier tuned in and the volume control well advanced. 

12. A low volume level when the volume control has been turned to its minimvmi 
position. 

13. An absence of microphonic effects vmder normal conditions of use. 

14. An absence of unnecessarily objectionable effects when the volume control is 
turned up to or past the a-f overload point. 

15. A satisfactorily low heat rise in the power transformer and other components 
after long periods of continuous operation, and operation of all components 
within their maximum ratings under all conditions. 

16. Satisfactory performance from battery operated receivers even when the battery 
voltage under load has fallen by at least one-third of the original voltage. 



SECTION 3 : GENERAL DESIGN 

(j) A.V.C. and noise {ii) Audio-frequency response (Hi) Hum (iv) Microphony 
(v) Instability (vi) The local oscillator (vii) Cabinet design {viii) Ratings (ix) Field 
testing. 

(i) A.V.C. and noise 

(A) Noise measurements as such can conveniently be made by the e.n.s.i. method 
as described in Chapter 37 ; however a.v.c. and noise are grouped together in this 
section as they are plotted on the same a.v.c. curve, around which a large part of the 
design of a receiver may take place. Such curves are preferably taken by Scroggie's 
method (Ref. 50) as described in Chapter 27 Sect. 3(xiv) ; Fig. 35.1 shows typical 
curves which might have been taken during the development of a receiver. 
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Before the curves are studied in detail it is proposed to discuss briefly the way in 
which overall receiver noise may vary with the application of a.v.c. bias to different 
valves in a receiver. Shot noise is generated essentially in the plate circuit of a valve. 
The expression connecting noise current in the anode circuit, and direct anode current 
is 

/„ = aVJ^af (1) 

where /„ = noise component of anode current, 
/s = direct anode current 
= bandwidth 

and A = a factor which varies with different valve types, triodes having the lowest 
values, and conveners or mixers the highest. 
Since the multiplication by of the signal at the grid of a valve gives the plate 
current due to the signal, so the division of a plate current component by ^„ gives the 
magnitude of an equivalent signal at the grid. Thus the equivalent shot noise at the 
grid is 

from which it can be seen that for an equivalent valve type the lower the ratio of 
\/7d to ^„ the lower will be the shot noise of the valve. 

It will be found with remote cut-off valves that as the grid bias is increased above 
the value used to obtain maximum gain the shot noise is also progressively increased. 
A convenient demonstration of this can be found in Fig. 27.39 which gives characteris- 
tics of the 6SK7, a type frequently used as a r-f amplifier. With 5 volts bias the 
niunerical value of the factor V la/gm is 1.6 whilst with 10 volts bias the value is 3.5. 
Thus the shot noise of the valve has more than doubled when the bias is increased 
from 5 to 10 volts. 

In addition, the gain of the stage is of course also decreased, and if the following 
stage is contributing to the total noise of the receiver it will add a larger amount to the 
total equivalent noise as increased negative bias is applied. This is because the noise 
voltage of the second stage is divided by the gain of the first stage to refer it to the 
grid of the iirst valve. 

It is worth noting that, if noise calculations are carried out in terms of noise re- 
sistance, then the noise resistance of the second stage will be divided by the square 
of the voltage gain when being-jt^erred to the first stage. This follows from eqn. (2) 
in Chapter 23 Sect. 6 which expresses thermal agitation as a voltage e„ in series with 
a resistor R where 
ej = AKTAFR. 

Thus as noise voltages are directly multiplied, or divided, by stage gains, noise re- 
sistances must be multiplied, or divided, by the square of the stage gain to give the 
same result. 

With an ideal receiver a ten times increase of signal input would give a ten times 
increase of signal-to-noise ratio. In addition the output of the receiver would be 
unchanged (because of the ideal a.v.c. curve) so that the gain of the receiver must 
decrease ten times and the noise must also decrease ten times. This could be accom- 
plished by decreasing the a-f gain ten times, or by decreasing the gain of any stage 
which made no contribution to the equivalent noise at the first grid. Such a stage 
would be one with a large amount of gain between its own grid and the grid of the 
first stage. If however the gain of the input stage were decreased by a.v.c. bias, even 
in conjimction with a reduction in gain of other stages, then the noise of the input 
stage could increase and the improvement in signal to noise ratio be less than the maxi- 
mimi possible. 

This applies particularly when the input valve is a converter. From Fig. 23.20 
it will be seen that the noise resistance of a 6SA7 is 240 000 ohms whereas the im- 
pedance of an aerial coil secondary of 200 microhenries and with an effective Q of 50 
is approximately 60 000 ohms when resonated at 1000 Kc/s. With such an input 
valve and coil, receiver noise would be determined by the input valve noise alone — 
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see Chapter 23 Sect. 6(iv) for method of adding noise voltages — so that any increase 
in valve noise would decrease the signal-to-noise ratio. 

However if the input valve were a 6SK7 r-f amplifier its noise resistance of 1 1 000 
ohms would be appreciably less than the tuned circuit impedance (at 1000 Kc/s) and 
an increase in valve noise resistance of 14 db due to a.v.c. application would make less 
than 3 db difference to the receiver's signal-to-noise ratio. At the low frequency end 
Of the band the tuned circuit impedance would be only about 30 000 ohms and a 
correspondingly smaller increase in valve noise resistance would be permissible. 

On the short wave band, where tuned circuit impedances are of the order of 5000 
ohms in the middle of the timing range, noise from valves must always be considered. 

Thus from the point of view of signal-to-noise ratio, the best point of a.v.c. applica- 
tion is the last i-f valve. However with a.v.c. applied to the last i-f valve alone, severe 
overloading of this valve would occur with quite small inputs. The result therefore 
must be a compromise and a solution is to delay the application of a.v.c. to the first 
stage of a receiver until the desired signal-to-noise ratio has been achieved for the 
smallest possible input, and to apply as much a.v.c. as possible to the stage as the input 
increases above this point. 

The importance of this is not always realized, but money and time spent on im- 
proving aerial coils to obtain chiefly a good signal-to-noisc ratio at, say, 5 fiV input, 
can be largely wasted by poor a.v.c. circuit design which at larger inputs wastes the 
advantage gained. Consider two receivers, A and B. A has a good aerial coil giving 
a 1000 Kc/s signal-to-noise ratio of 15 db at 5 nV input and its a.v.c, characteristic 
is such that a 20 db increase in input gives a 14 db increase in signal-to-noise ratio. 
B has a poorer input circuit giving a 9 db signal-to-noise ratio at 5 /iV and an a.v.c. 
characteristic giving 19 db increase in signal-to-noise ratio for each 20 db increase 
in input. The signal-to-noise ratios of the two receivers for various inputs are tabu- 
lated below. 



SIGNAL TO NOISE RATIO (db) 



Input (fiV) 


Receiver A 


Receiver B 


5 


15 


9 


50 


29 


28 


500 


43 


47 


1000 


47 


53 



It will be seen that although the noise ratio of A is twice as good (6 db differer.ce) 
as that of B at 5 jiV, yet for an input of 1000 /iV B is twice as good as A. Far more 
use is made of a receiver with inputs above 80 fiV — where B is superior — than with 
inputs below 80 nV where A is superior. In receivers with average a-f characteristics 
the signal-to-noise ratio cannot be ignored imtil it is in excess of 40, and preferably 
45 db. 

A typical a.v.c. design problem is illustrated in Fig. 35.1 where curves Al and Bl 
represent the output of a receiver with an input modulated 30% at 400 c/s, and curves 
A2 and B2 represent the noise output with unmodulated input. 

Curves Al and A2 could be taken on a receiver with high i-f gain, low a-f gain and 
with a.v.c. obtained from the primary of the 2nd i-f transformer and applied to the 
converter and i-f amplifier without any delay. The ciirves show the following faults 
in the receiver. 

(a) The sensitivity of the receiver (for 50 mW output) could readily be improved. 
As the output is 6 db below 50 mW for 1 /jV input, it could be increased to 50 mW by 
doubling the input, if the effects of noise were neglected. As some of the output 
from the 1 jxV input is niaise, somewhat more than 2 /xV input would be needed, but 
the existing sensitivity of the receiver (6.5 mV) could at least be doubled. 

(b) An output of even two watts cannot be obtained from the receiver for a 30% 
modulated signal less than 1000 nV. Although all normal signals have a maximum 
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Fig. 35.1. 
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A.V.C. and noise characteristics. 



modulation depth greater than this, experience shows that if the impression of in- 
suJfRcient output on a weak signal is to be avoided, a receiver should deliver its full 
a-f output from a 30% modulated signal. 

(c) The signal-to-noise ratio of the receiver could be improved at any input between 
5 and 1000 /iV with the greatest improvement at the higher inputs. 

Faults (a) and (b) could be removed by increased a-f gain, perhaps by reduction 
of negative feedback, or by substituting a pentode a-f amplifier for a triode. For 
instance the curve Al shows that with another 6 db of a-f gain the receiver would have 
a sensitivity of 1 and would give a power output of 2 watts with 80 piV input. 
A-F gain is specified since additional i-f gain would alter the a.v.c. characteristic. 

However a different modification to the receiver would simultaneously correct 
faults (a) (b) and (c). Fault (c) is due to the fact that at all inputs above 1 ftV, a.v.c. 
is applied to input valve of the receiver. This is known because the rate of increase 
of signal-to-noise ratio is appreciably worse than the ideal. Accordingly an obvious 
remedy is to use delayed a.v.c, and with the object of obtaining the maximum possible 
signal-to-noise ratio up to 100 /xV, the delay might be removed at this figure, with 
results as shown in Bl and B2. From these curves the following information is 
obtained. 

(a) The sensitivity of the receiver (for 50 mW output) is now slightly better than 
3 /iV. 

(b) An input of 20 fiV will give an output of 2 watts. 

(c) The noise ratios of the receiver before and after modification are as tabulated 
below. 

SIGNAL-TO-NOISE RATIO (db) 



Modified receiver 




10 

151 
34^ 

^ 43 

Correction of the three previous faults has however introduced other troubles, 
(d) Although the a.v.c. characteristic of the receiver is now flat within ± 2db for 
inputs varying between 100 and 100 000 fiV, severe modulation rise occurs with inputs 
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of the order of 1 volt. This is because the much larger signal at the plate of the last 
i-f valve (3 times larger with 0.1 volt input) is causing overloading. 

(e) With any input from 100 upwards, the a-f system will be severely over- 
loaded if the volume control is turned to maximum. In other words the useful range 
of the control is decreased and the receiver will behave unpleasantly if carelessly 
handled. 

Depending on the amount of design time and component expenditure which can be 
afforded, a compromise between the various faults might take the form of 

(a) No delay to the a.v.c. and only a fraction (say one half) of the developed a.v.c. 
voltage applied to the controlled grids. This would allow curve Al to rise more 
rapidly, and would minimize the increase in noise in the first valve with a.v.c. applica- 
tion. 

(b) A smaller amount of delay than that used for curve Bl. An appropriate 
amount would allow the receiver output to reach its maximum just as the delay dis- 
appeared. This would give maximum possible signal-to-noise ratio up to about 30 
nV only. 

(c) A better solution might be to use a fraction of simple a.v.c. on the i-f valve and 
full delayed a.v.c. on the first valve. By this means the signal-to-noise ratio could 
increase at the maximum rate until say 500 /iW input, without the maximum output 
rising excessively, and for larger inputs the first valve could be heavily controlled. 

For further information which can be obtained from curves such as those shown 
in Fig. 35.1 see Chapter 27 Sect. 3. 

(B) Miscellaneous matters 

1 . Consideration of a typical a.v.c. curve will show that it is quite possible to have 
too much a-f gain (Refs. 26, 31) or too much i-f gain in a norinal receiver. Too much 
a-f gain will merely move the whole a.v.c. curve upwards, and after full output from 
a receiver can be obtained for some reasonably small input, any further increase in 
a-f gain will allow severe overloading to occur with the volume control at maximum, 
and increase any hxmi troubles. 

On the other hand as i-f gain is increased, so developed a.v.c. voltages are increased 
and an extremely sensitive i-f channel could develop sufficient a.v.c to bias the valves 
back appreciably for 1 fiV input. As a result the signal handling capabilities of the 
valves would be seriously reduced at large inputs due to their having unnecessarily 
high bias. 

It is even possible to have too much r-f gain, at least on a particular band. If the 
gain of a r-f stage is 50 on the broadcast band, and 10 at the low frequency end of the 
short wave band, then the a.v.c. curves for the two bands can only be a compromise, 
and if there is sufficient sensitivity on the short wave band, excessive a.v.c. voltages 
will be developed with large inputs on the broadcast band, leading to i-f overloading. 

A convenient method of reducing broadcast band r-f gain is to tune the high im- 
pedance r-f transformer primary to a very low frequency by using an additional 
capacitance, say 80 /xf^F, across a 4 mH primary. This method has the advantage of 
reducing the pulling of the primary on the timed secondary circuit which may mini- 
mize tracking problems. Also it needs no additional switching as the wave ranges are 
changed. 

2. Mention has previously been made of the necessity for having a suitable time 
constant for the a.v.c. system [Chapter 27 Sect. 3(xii)]. One type of distortion which 
can be very distressing is caused by a time constant vhich is too small. Under these 
conditions the potential on the a.v.c. line follows the a-f modulation on the diode 
load, although because the filter used is a resistance capacitance type, only low fre- 
quencies are present and the lower the frequency the less the attenuation by the a.v.c. 
filter. As a result the i-f gain of the receiver is varied at an a-f rate and while the 
effect on a single low frequency is to reduce its amplitude, the effect on a musical 
programme is to modulate the whole a-f output with its lower frequency components. 
The resulting reproduction sotinds very rough, broken up and unpleasant. A time 
constant of 0.1 second must be regarded as a minimum if this effect is to be avoided 
and larger values are preferable. 
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3. Unpleasant tuning effects are usually due to the a-f frequency characteristics 
of a receiver, the a.v.c. system or a combination of the two (assuming that the receiver 
is stable under all conditions). So far as the a.v.c. is concerned it can be appreciated 
that with the a.v.c. voltage derived from the signal diode it is quite possible to over- 
load the first valve in a receiver while a strong station is being timed in. Signals of 
0.5 volt are quite frequently met, and as a receiver having a resonant aerial coil gain 
of 10 is tuned towards such a station the signal voltage on the grid of the first valve 
where the selectivity is very poor compared with the selectivity of the i-f channel 
might reach 4 volts before any appreciable a.v.c. voltage is developed. Since the 
first valve might be operating with only 3, or even 2, volts of standing bias severe 
overloading and distortion would occur, although with the receiver tuned in correctly 
the valve would probably receive enough bias to allow it to handle the signal without 
distortion. To minimize this trouble a.v.c. is best developed from a less selective 
source, the primary of the last i-f transformer, even at the expense of another few 
components. Some advantage in smoothness of tuning is obtained on all stations, 
apart from extreme cases such as mentioned above, since whenever the receiver is 
detuned from a station, a larger a.v.c. voltage is obtainable from the less selective 
source, so that the volume of sound distorted by the mistuning of the receiver is re- 
duced. 

4. Although the ideal often aimed at is a flat a.v.c. curve, it must be realised that too 
close an approach to such an ideal has disadvantages, and is in fact imdesirable for 
a normal A-M commercial receiver. Many receivers are used in situations with high 
noise levels, although in most cases the noise is of lower amplitude than the local 
stations. Under these conditions an a.v.c. curve flat from say 10 /xV to 1 volt input 
will be responsible for the receiver making far more noise than is necessary when being 
timed between stations. 

For the purpose of providing minimimi noise between stations, an a.v.c. curve would 
be designed to be reasonably flat over the range of inputs covering most of the local 
stations, and at lower inputs would decrease as rapidly as possible. Of course the 
minimimi tuning noise requirement for an a.v.c. curve is not the only one, or even 
the main one, but it should not be overlooked. 

It will be found that the flattest a.v.c. curve that is desirable is one which rises per- 
haps 20 db between 1 jaV and say 250 /xV input and increases between 250 /iV and the 
maximum input at the rate of 2 or 3 db for each 10 times increase in input. The 
noise and static heard on stations below 250 /iV give the illusion of a curve much 
flatter than is actually the case. 

(ii) Audio-frequency response 

(A) The design of the a-f end of a radio receiver is of particular importance, as its 
' tone ' is the one feature of a receiver's performance which is continually evident to 
the user. In spite of flat-frequency-response ideals, the object to be aimed at is 
always to provide pleasing performance, and consideration of the intended use of a 
receiver is necessary before it can be known what constitutes pleasing performance. 

For the majority of its working life an A-M broadcast receiver provides backgrotmd 
music for people whose main attention is concentrated on something else, and the 
chief purpose of a receiver is consequently to sound pleasant under all conditions. 

As a secondary requirement, the frequency range of the receiver should be as great 
as possible, so long as this does not introduce any undesirable effects. For instance 
a restricted frequency range is preferable to an extended one with added distortion. 

If a receiver were designed with a very flat frequency response the listener's reaction 
would probably be that it was lacking in bass. This is readily explainable from the 
effects of scale distortion as discussed in Chapter 14 Sect. 8, and the designer's first 
modification to the response of the a-f end of a receiver is to increase the bass. This 
can be done in three ways ; an increase which is not affected by any of the receiver's 
controls ; an increase which can be altered by means of a tone control ; and an in- 
crease which is dependent on the setting of the volume control so that at maximum 
volume there is little or no bass boost. A circuit of the last type is shown in Fig. 35.2, 
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or negative feedback can be used as in Fig. 35.3. In each case the values of com- 
ponents shown are typical, but final sizes are governed by the acoustical qualities of 
the cabinet and loudspeaker, and the response of the remainder of the receiver. See 
also Chapter 15 Sects. 3 and 10. 

There is a limit both in frequency and amplitude to the 
amount of bass boosting that can be used. Considering 
frequency first, if the response is too high in the region of 
150 c/s, reproduction becomes boomy and is very annoying 
to listen to for a period of time. Even worse is excessive 
gain at frequencies lower than the bass resonant frequency 
of the loudspeaker. These frequencies cannot be repro- 
duced as fundamentals and any output is due to frequency 
doubling. 

In addition the primary impedance of the output trans- 
former falls to such a low value, due to insufficient primary 
inductance in a normal cheap transformer, that the output 
valve can only provide a small fraction of its mid-frequency 
imdistorted output before distortion becomes serious at 
frequencies appreciably below 100 c/s. 

Even if these objections are overcome it is found that a 
good response below 50 c/s in the great majority of radio receivers is a liability rather 
than an asset, as hirai, turntable rumble, wow and extraneous noises from broadcasting 
stations become objectionable. Within the receiver itself microphonic and hum 
troubles are increased. 

From the aspect of the amplitude of the bass boost it must be remembered that a 
receiver, with say 4 watts maximum undistorted output and a 12 db bass boost at 
some frequency below 100 c/s will overload very readily at the bass boost frequency. 
Assuming power output at low frequencies equal to that at mid-frequencies [which 
is certainly not the case in an average radio receiver owing to the reduced load im- 
pedance and the elliptical load line of the output valve (see Chapter 2 Sect. 4)] then 
an input which will give 300 milliwatts of output at the mid-frequency will overload 
the amplifier at the bass boost frequency. Although the overloading is due to low 
frequency excitation, intermodulation products will occur throughout the a-f spectrum 
when music is being reproduced. 

On the other hand excessive high frequency response can also have undesirable 
effects. The frequency range from 2500 c/s to 3500 c/s is very unpleasant if over- 

FIG. 35.3 ^^^^^^ 
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A-F end of receiver with compensated negative feedback and feedback tone 
control. 
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accentuated, and where higher frequencies are to be emphasized it is essential that 
distortion throughout the system be kept to a minimum (Ref. 32). 

Particular care must be paid to the tuning characteristics of the receiver if the a-f 
response is to be extended above 5000 c/s. When listening to a correctly timed station 
the selectivity of the receiver normally limits the high frequency input to the a-f end, 
but during tuning both distortion and emphasis of high frequencies occur, and these 
effects are exaggerated with an extended high frequency response. 

Since in a normal superheterodyne receiver the selectivity is such as to give an 
attenuation of 6 db at about 3500 c/s and 20 db at about 7500 c/s, it is obvious that the 
upper end of an a-f response which is flat to 7500 c/s is useless. If any serious attempt 
is to be made to reproduce frequencies above 5000 c/s the first step to be taken is to 
broaden the i-f amplifier — Chapter 11 Sect. 3(iii). 

It was mentioned above that tmder conditions of reasonably extended a-f response 
the distortion throughout the system must be kept to a minimum. The system, of 
course, can include a recording, a pick-up, and a transmitter, in addition to the re- 
ceiver, and as only one link in the chain needs to cut the high frequencies from the 
reproduction — or add distortion — to make extended high frequency response in the 
receiver either useless or a liability, it is seldom that it is desirable to extend the res- 
ponse of the a-f end of a typical radio receiver beyond about 5000 c/s. 

(B) It sometimes becomes necessary to design the frequency response of a receiver 
to do more than provide the most pleasing tone. For instance, in small battery re- 
ceivers the a-f output is always restricted because of the small output valve used and 
the need to economize on battery current, and it is usually desirable to modify the 
frequency response to make the most of the output that is available. This can be 
done by providing a comparatively high level between 1000 c/s and 2500 c/s com- 
pared with the 400 c/s output. This emphasis should not of course be carried to 
the stage of making the receiver sound unpleasant either when playing normally, or 
when overloaded, as receivers with small output are often operated in this latter 
condition. 

(C) In addition, the frequency and dampii:^ of the loudspeaker low frequency 
resonance and the frequency and prominence of the high frequency resonance can 
have a considerable effect on the apparent maximum output when no electrical fre- 
quency compensation is used. If the low frequency resonance is too heavily damped, 
there will be loss of bass response. In mantel battery-operated receivers the damping 
is often reduced to the minimimi by the use of a power pentode either without feed- 
back or with negative current feedback (e.g. Fig. 35.4). In the latter case there will 
also be reduction; of distortion. Care should be taken when using this circuit that 
the high frequency response does not extend to frequencies where it is undesirable. 
A suitable value Of resistance for i? would be 0.1 or 0.2 ohm (depending on the 
gain of the a-f amplifier) so that the loss in output power is more than offset by the 
advantages. 



Where frequency compensation is used in a receiver, the speaker resonances are 
chosen with a different object in view. The electrical response can, owing to the 
compensation, be raised to any desired level at any frequency within reason, but the 
loudspeaker will not reproduce satisfactorily frequencies below its main resonance. 




Pig. 35.4 Simple 
current feedback. 
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Accordingly the frequency of the main resonance is chosen to be as low as possible 
consistent with the type of receiver — and speaker — being used. For instance the 
resonance for a 12 inch speaker to operate in a large console model might possibly be 
as low as 55 to 60 c/s, for an 8 inch speaker in a table model receiver 65 to 70 c/s, 
and a 6 inch speaker in a small mantel model perhaps 110 c/s. 

The high frequency resonance is made as high as possible although for different 
reasons. When a receiver's high frequency response is increased, a distressing screech 
occurs if the response between 2500 and 3500 c/s is too high. Many loudspeakers 
have a peak of sound output in this range of frequencies and when this is the case only 
a very small amount of high frequency boosting can be used. However if the fre- 
quency of the peak can be increased to say 4500 c/s, preferably with a dip between 
2500 and 3500 c/s, more high frequency boosting up to say 5000 c/s can be used, and 
improved results obtained. 

(D) The correct application of negative feedback to a radio receiver can reduce the 
distortion, permit the boosting of appropriate frequencies and provide damping of 
the loudspeaker bass resonance, but it must be realised that the greater the number of 
featvires expected from the feedback, the more critical will be the design. For ex- 
ample bass boosting is usually required at about the same frequency as the loudspeaker 
main resonance, and unless care is exercised it will be found that when the required 
bass boosting has been obtained, the feedback may be positive, in the vicinity of the 
resonant frequency of the loudspeaker, so that the damping required for high quality 
reproduction will be reduced rather than increased. 

Negative feedback is used in the circuit of Fig. 35.3 to give distortion reduction, 
increased speaker damping, bass boosting, treble boosting with sharp cut-off, hum 
and minimum volvraie reduction, a decrease in the low and high frequency boosting 
as the volume control is advanced, and a tone control. The tone control gives treble 
boosting at one end, a comparatively flat response in the middle and a treble cut at 
the other end. 

It will be seen that feedback is taken from the voice coil of the loudspeaker to the 
volume control by two separate paths. The simpler path through the 50 ohm re- 
sistor i?3provides a large amount of feedback, independent of frequency within reason- 
able limits, to the bottom of the volume control. This serves to reduce hum and 
play-through with the volume control in its minimimi position as explained in Sect 
3(iii) of this chapter. Resistors R, and R2 are designed to provide the desired amount 
of feedback, which must be limited to avoid instability. 

The second feedback path is more complicated but can readily be explained in 
steps. With the variable tone control set to the position of maximum treble boost 
(slider connected to grovmd), R, and form a voltage divider, and the higher the 
frequency the smaller the voltage that appears across Co. It is this voltage which is 
the main feedback voltage applied to the amplifier, and the decreasing negative feed- 
back as the frequency increases gives increasing output from the amplifier, thus pro- 
viding treble boost. 

The next component in the main feedback path is the resistor /?« which isolates 
the treble and bass boosting sections of the network. In the absence of Ro> Gi and 
Ca would give 0.033 fiF to earth from the tap on the volume control. R^ also serves 
a purpose in the operation of the tone control to be described below. 

The next part of the feedback network is another frequency discriminating voltage 
divider composed of Ci and R^. The effect of this divider is the reverse of the pre- 
vious one in that the lower the frequency the smaller the voltage appearing across 
owing to the increasing reactance of Ci, and as feedback is reduced at low frequencies 
so the overall gain of the amplifier is increased. In this way the bass boost is obtained. 
However as mentioned earlier there is a limit to the amount of bass boosting which 
can be used and to prevent the feedback from increasing indefinitely as the frequency 
is reduced the resistor Rt is used. 

Excessive high frequency response is also undesirable and capacitor C, provides 
a sharp cut-off above the desired range. The reactance of C, is so high at mid- 
frequencies that it has no effect on the response, but as the frequency becomes higher 



1238 



(ii) AUDIO-FREQUENCY RESPONSE 



35.3 



it provides a progressively lower impedance path between the source of the feedback 
voltage and the tap on the volume control. Above the useful range of frequencies 
it becomes the main feedback path. 

To prevent instability at very high frequencies where the fraction of the output 
voltage fed back to the input is very high owing to the small reactance of C3, the gain 
of the amplifier itself is made to decrease rapidly at frequencies above the desired 
a-f range. This is the purpose of the 33 fi/iF capacitor C„ and it has the added ad- 
vantage of giving a sharper overall cut-off than could be provided by C3 alone. 

The resistor has been mentioned as one element of the bass boosting voltage 
divider, but its size is governed by another consideration, the adjusting of the volume 
at which maximtun bass and treble boost are provided. The feedback current 
flowing into the tap on the volume control returns to ground by two main paths, the 
volume control and the resistors and R^ in parallel providing one, and the volume 
control, the decoupling resistor Rg and the diode-cathode path of Vi being the other. 
Thus as the slider of the control is turned up from its minimimi setting the amount 
of frequency-compensated feedback applied to the amplifier is increased until the 
slider reaches the tap and thereafter decreases. With the slider at the tap, the 
volume should therefore be the lowest normal listening level so that as the volume is 
increased, the amount of compensation is reduced. The normal type of tapped 
volume control has its tap at about 50 000 ohms for a 0.5 megohm control and this 
gives too much volume for maximum compensation, so the value of i?, is chosen to 
reduce it to the required level. 

The operation of the tone control is comparatively straightforward. With the 
slider at the earthed end of the resistance element, R-, and Cj remove most of the 
high frequencies from the feedback path to provide a treble boost. However as the 
slider is turned away from the earthed end the resistance in the capacitive arm of the 
voltage divider is increased and its frequency discriminating properties are reduced. 
For example when the resistance between slider and groimd is 5000 ohms the amount 
of feedback used varies only between 10/11 and 11/11 of the total amount as the 
frequency is increased from zero to infinity. Thus the treble boost is removed over 
the first part of the rotation. 

When the control is set to the other extreme, Cj is in parallel with i?e and the sizes 
of these components are adjusted so that their impedances are the same in the lower 
mid-frequency range. Under these conditions Co offers an increasingly lower im- 
pedance path for feedback currents as the frequency increases above say 400 c/s, and 
the larger amount of feedback results in a falling high frequency response for the am- 
plifier as a whole. 

It must be realised that while the foregoing explanation of the feedback circuit is 
correct as far as it goes, a complete picture of its operation cannot be obtained without 
a knowledge of the phase shifts introduced by the various coupling elements both in 
the feedback circuit and in the main amplifier circuit. Feedback which is 180° 
out of phase with the input at the mid-frequency is no longer negative when a phase 
shift of 90° has taken place. In Fig. 35.3 at low frequencies the coupling condensers 
to the grids of Vi and V2, and the primary of the output transformer will each give a 
maximum phase shift of 90° while capacitors Cj, Ci, the screen by-pass of Vi, the 
cathode by-pass of and the decoujfling by-pass in the B supply of Vi will each give 
a phase shift with a maximum varying between perhaps 20° and 50°, so it is obvious 
that the phases of the feedback voltages become far more important than their magni- 
tudes. By far the most difficult part of the design of such a circuit is to maintain 
the feedback negative over the usable a-f range, rather than to obtain the desired 
frequency response. 

Because of the variation in frequency response with the phase of the feedback volt- 
age it is possible to obtain bass and treble boosting without frequency discriminating 
elements in the feedback path. Such a circuit wovjd be the same as Fig. 35.3 with 
all feedback components removed except R^ and R^. , In. such a case circuit elements 
such as the grid coupling condensers, which would normally be as large as possible 
to avoid phase shifts in the working range, would be decreased in size to cause phase 
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shifts and thus develop a bass boost. This is the reverse of what would be expected 
from such a change in an amplifier without feedback. Similarly a high frequency 
boost could be obtained by adding a by-pass in the plate circuit of Vj or elsewhere. 

As the amount of negative feedback applied to an amplifier is increased, the peaks 
of response at low and high frequencies are removed further from the mid-frequency 
and become greater in amplitude, and with the fewer components available in the 
simplified circuit it usually becomes necessary to vary the amount of feedback to 
assist in obtaining the desired response. 

(iii) Hum 

The a-f gain in a radio receiver is seldom high enough to make hum elimination 
difiicult except in so far as space or economy considerations make it so. Nevertheless 
economy is such an ever-present need in commercial design that the majority of 
receivers have hum reduced to a barely acceptable minimum. 

The amount of htim permissible at any stage in a receiver can be expressed as the 
maximum tolerable hum at the output of the receiver divided by the gain at the 
appropriate frequency between the output and the stage in question. Thus the 
filtering required by the plate of the output valve is less than that for any other part 
of the a-f system. Advantage can be taken of this effect in small receivers, in which 
the plate of the output valve can be fed directly from the capacitor across the rectifier 
output. Since the output valve plate draws a large proportion of the total B current 
in a small receiver, the filter used for the supply for the rest of the receiver can be de- 
creased considerably in size, and it may be possible to use a resistive filter instead of 
a choke without an excessive voltage drop. It should be noted however that since 
there is gain between the screen of a norm.' 1 tetrode or pentode and its plate the screen 
of the output valve in such a case will probably need to be supplied from the filtered 
source. 

Filtering becomes more important when the grid circuit of the output valve and the 
plate circuit of the a-f amplifier valve are considered. Designs using back-biasing 
for the output valve normally have the grid of the output valve decoupled for himi 
reduction, and similarly the plate supply to the first a-f amplifier is often decoupled. 
It is worth noting that the hum introduced from these two sources is out of phase, 
and whilst if one decoupling is used as a matter of course, or if the output valve is 
cathode biased, the other may become essential, yet the results obtained with both 
omitted are often satisfactory. 

Hum introduced between grid and cathode of the a-f amplifier is usually the most 
difficult to eliminate since the following amplification is high, and the circuit is usually 
a high impedance one which makes the effects of small capacitive couplings appreci- 
able. The impedance of course is variable, depending upon the volume control 
setting, and when tracing hum introduced into this stage it is best to turn the volume 
control to maximum. If noise from the r-f end of the receiver then drowns the hum, 
the last i-f valve can be removed. 

Hiun can be introduced into a receiver before the second detector, although under 
these circumstances (assiuning transformer coupling to the detection diode) it can only 
be troublesome if it modulates the signal. Modulation hum can usually be traced 
to two general sources, firstly amplitude or frequency modulation of the local oscillator 
in a superheterodyne receiver by hum from the power supply, and secondly amplitude 
modulation of the signal in a valve working on a non-linear part of its characteristic 
and with a hum voltage impressed on one electrode. 

Modulation hiun due to the local oscillator is as a rule only met when the oscillator 
plate has a separate filter from the rectifier output to eliminate flutter — see Sect. 3(vi) * 
of this chapter. The filter is usually resistive and arranged to give the proper voltages 
so that an increase in the size of the filter capacitor is the cure. 

Modulation hum occurring because of a non-linear characteristic in a r-f or i-f 
valve is greatest at the point of maximimi non-linearity and this as a rule is at some 
intermediate value of bias, so that the himi may increase up to some particular input 
and decrease thereafter. This can readily be checked on the a.v.c. characteristic. 
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plotted as described earlier in this section. A common reason for this type of hum 
is insufficient filtering for the screen of a r-f amplifier. If the a,v.c. line carries bias 
generated across a back bias resistor it is also possible for hum from this source to 
modulate incoming signals in any of the remote cut-off valves to which a.v.c. is applied. 

A third source of modulation hum is sometimes met in a.c./d.c. receivers. Owing 
to insufficient filtering in the mains leads or perhaps to insufficient shielding, the 
rectifier becomes a part of the circuit in which signal currents circulate. The signal 
in this path is modulated by the mains frequency since the rectifier is conductive for 
only half of each mains frequency cycle. A cure for this type of himi is to use a r-f 
by-pass across the rectifier, a tjfpical capacitor being a 0.001 ^iF mica type. 

A receiver with high a-f gain can give trouble with hum due to potentials developed 
between different soldering lugs on the chassis, and because of this it is usually best 
to return directly to the cathode of the a-f valve any leads coming from the ' earthy ' 
side of components in the grid circuit of the valve. In addition, the lead between 
cathode and ground must be separate from the lead earthing one side of the valve's 
heater. When building the pilot model of a receiver which is likely to give hum trouble 
it is best to take all possible precautions initially, trying any economy measiures one 
by one after the model is in operation. The alternative of building first for majcimum 
economy may lead to delay, since when several sources of hum are present cancellation 
usually occurs, and the removal of one source may lead to an increase in total hum. 

One aspect of hum which can be put to good use during design is that a hum level 
which is objectionable at very low listening levels may be satisfactory at higher levels 
when it is masked by the programme. A circuit which at very small cost reduces 
hum at the minimum volume setting of the volume control is shown in Fig. 35.5. 
The connection from the voice coil is in the direction to give negative feedback, and 
this feedback is a maximum with the volume control turned to zero, decreasing as 
the volume control is turned up, until at maximimi volume the gain of the receiver 
IS reduced only by one or two db. The feedback is also valuable in reducing play- 
through, and this aspect has a particular application in reflex receivers. 

There is a maximum value of feedback which can be used without instability, 
and in a high gain amplifier use of the full amount of feedback available from the voice 
coil may give trouble (see Chapter 7 Sect. 3). In addition, the feedback into the 
bottom of the diode load results in an apparent reduction of the a.c./d.c. impedance 




Fig. 35.5. Negative voltage feedback 
varied by volume control setting. 



The reason for this latter effect can readily be visualized from Fig. 35.5 as follows. 
Neglecting for the moment the negative feedback, the diode load is the 0.5 megohm 
resistor R, and an a-f voltage due to the modulation of an incoming carrier pro- 
duces in the diode load an a-f current /„ of a magnitude given by = EJR. 

Now when feedback is applied, an a-f voltage of magnitude — in a typical case — • 
equal and opposite to with the audio volume control at maximum, is applied to 
the bottom of the diode load. The a-f voltage across the resistor R is now 2i?a and 
// = 2EJR 

where /„' = a-f current in diode load with feedback apphed. 

Thus the a-f current flowing in the diode load has been doubled by the application 
of feedback for the same demodulated a-f signal £„• An alternative way of consider- 
ing this effect is that the a-f voltage is generated across an impedance equal to i?/2. 
This is the usual conception of the effect, and the explanation for the statement that 
the a.c./d.c. ratio is reduced by such a feedback application. 
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Of course as the volume control is turned down from its maximum setting the feed- 
back voltage applied to the bottom of the volume control is reduced and the a.c./d.c. 
ratio is improved, even although the amount of a-f gain reduction is increased. 

To overcome the trouble of possible instability and increased a.c. loading on the 
diode load when the full voice coil voltage is used for feedback, the circuit of Fig. 35,6A 
can be used. Resistors R, and R2 may be of equal size, say 25 ohms each, and the 
phase of the feedback is such that the feedback at the bottom of the diode load is still 
negative, so that the feedback into the top of the diode load is positive. The values 
of the resistors can readily be arranged so that the gain reduction with the volume 
control at maximum is zero, when the a.c./d.c. ratio is no worse than in the no-feed- 
back condition. 

It is quite possible of course to have positive feedback predominating, giving an 
a.c./d.c. ratio greater than imity, but the reduced detection distortion in this case 
may be more than offset by increased a-f distortion. 



When tracing hum it is essential to be in a location quiet enough for the character 
of the hum to be recognisable, and a meter reading hum amplitude and an oscilloscope 
showing himi waveform can each be useful on occasions. 

The amount of hum which can be tolerated is very dependent on the frequency of 
the hum, and pvire 50 c/s hum could be of much greater amplitude than say a 150 c/s 
hum for two reasons. Firstly, the sensitivity of the ear is greatly reduced at 50 c/s, 
and secondly the sensitivity of the reproducing equipment also decreases rapidly 
below the resonance of the loudspeaker. Nevertheless a receiver with a small speaker 
which cannot reproduce 100 c/s satisfactorily can suffer badly from 100 c/s modu- 
lation hum, which, although not audible in itself, modulates any other audio fre- 
quencies which are present and thus gives a very harsh, broken-up type of repro- 
duction. 

Since the effects of hum are to such a large extent subjective it is natural that final 
approval in a doubtful case must come from a listening test. It is essential that 
such a test be carried out in a home trader the quietest conditions possible, as the 
masking effects of noise in a normal factory, or even laboratory, make an evaluation 
of the hiun level very difficult. 

See also Chapter 31 for a general treatment of himi. Chapter 7 Sect. 2(ix) for hum 
with feedback. Chapter 12 Sect. lO(vi) for hum in voltage amplifiers, and Chapter 18 
Sect. 2(iii) for hum in pre-amplifiers 

(iv) Microphony 

Microphonic effects in electronic equipment are those in which mechanical move- 
ment produces undesired electrical output from the equipment. Many such effects 
are self-sustaining in that the microphonic noise produced reinforces the original 
mechanical movement and a continuous output builds up at the frequency of the 
mechanical vibration. 

There are two main sources of microphony in an A-M receiver, the local oscillator 
and its circuit, and valves. Since all tuned circuits and all valves are microphonic 
to some extent, the object of a designer when layitig out a receiver must be to isolate 
from the output of the loudspeaker those components which are most likely to give 
trouble. 



Fig. 35.6A. Combination of 
positive and negative voltage 
feedback. 
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Tuning condensers probably give more microphonic trouble than any other com- 
ponent, although frequently this is due to the moimting method used or to the dial 
drum. Some receivers have the complete tuning unit (condenser, coils, wave-change 
switch and valves) mounted on a subchassis which is floated on rubber. This pre- 
caution, although comparatively expensive, is usually sufficient to remove any micro- 
phony, and even the cheaper solution of floating the gang condenser alone will usually 
give a substantial improvement. A drawback to the use of floating tuning units is 
that as a rule the dial and tuning knob must float too, or flexible couplings must be 
provided to them, in which case backlash between the tuning knob and the gang 
condenser or the dial usually becomes a problem. 

The type of gang condenser microphony which can be cured by floating the con- 
denser is usually due to movement of masses of metal such as the complete gang body, 
or the whole rotor shaft, and an alternative to floating the gang is to make it more 
rigid. The first step is to stiffen the body by soldering with large fillets of solder the 
junctions between the cross bracing strips and bars, and the end and dividing plates 
in the gang. For extreme cases it may be necessary to solder a plate to the back of 
the body of the oscillator section. An alternative is to mount the gang normally on 
its feet and then add an additional bracing from the top of the gang to some nearby 
solid mounting. Such a bracing may be better either rigid or rubber moimted, in 
the latter case acting more as a vibration damper. A gang condenser with its frame- 
work stressed by the mounting is more likely to be microphonic than one which is not 
stressed. Thus a suitably designed three point mounting may be an improvement on 
the conventional four point suspension, although in each case care must be taken to 
see that it is not possible for the condenser to rock. 

It does sometimes happen that a complete stator packet vibrates and causes micro- 
phony. In such cases it may be possible to reinforce the brackets supporting the 
stators sufficiently at least to remove the resonance to a frequency at which it will 
not be troublesome. 

Some microphonic effects are due to a large dial drum mounted on the gang spindle. 
Such a drum may be self resonant if made of metal or it may because of its weight 
induce flexing effects in the condenser shaft. In other cases its position may give 
trouble ; for instance the drum may be spaced only slighdy from the front panel of 
a mantel model receiver, with the loudspeaker mounted on the same panel. Very 
considerable acoustical coupling will then exist between the loudspeaker and the gang 
rotors. Should the drum itself be resonant it may be possible to alter the frequency 
sufficiently to avoid microphony by pimching suitably placed holes in it. Spraying 
with flock or attaching a piece of felt may damp the resonance adequately. 

Another type of gang microphony is due to the vibration of the plates of the eon- 
denser. This is more often due to sound waves impinging directly on the plates 
themselves and acoustical shielding between speaker and gang condenser should be 
tried as a cure. 

Should a valve be causing microphony it can be motmted on a floating socket and 
shielded as far as possible from the noise from the loudspeaker. Sometimes a rubber 
sleeve around the glass envelope may effect a ciure. 

With battery yalves, microphony can be affected by circiiit design. If the plate 
cvirrent of a reinote cut-off valve has been reduced almost tQ gut-off by a.v.c. action, 
movement of the filament under the influence of noise from the loudspeaker may pauge 
some sections of the valve which have been completely cut off to conduct sgain. 
The resulting change in plate current creates noise in the loudspeaker which main- 
tains the vibration of the filanjent and the microphony is sustained. An alteration 
to the circuit which will result in smaller a^v.c. potentials being applied to the valve 
in question should be tried. 

JVIicrophony is also encountered between pickups and loudspeakers, although more 
recent types of combined gramophone motors, turntables and pickups use very 
flexible mountings which almost completely remove such troubles. 

If the remedies suggested above fail to sure a particular case of microphony there 
are other methods of attack. The simplest is to moimt the loudspeaker on rubber 
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or felt with no solid connection between loudspeaker and cabinet. Even if this 
should result in a gap of up to one quarter of an inch between the edge of the loud- 
speaker frame and the baffle, little change of a-f response need be expected. Such a 
mounting is, of course, mainly effective in keeping low frequency vibration from the 
cabinet, and is most likely to cure low frequency microphony. 

An alternative method of achieving the same result is to mount the loudspeaker 
solidly to its baffle, and float loudspeaker and baffle from the cabinet on suitable rubber 
grommets. 

Siriiilar results can be obtained electrically by reducing the bass response of a 
receiver. If the response is already satisfactory this is undesirable, but it may be 
found possible to attenuate severely frequencies below say 70 c/s without appreciably 
affecting the tone, and this could produce the required effect. Alternatively, since 
jnicrophony is usually much worse on short waves, a bass cut can be switched in with 
the wave change switch as the receiver is turned to short waves. This possible cure 
can actually improve short wave reception since fading and noise can be less objection- 
able with a restricted bass response. 

Since some types of microphony are due to a change in receiver output as the os- 
cillator frequency is varied, it follows that the greater the selectivity of a receiver, the 
more prone it will be to this type of microphony. Receivers with a sharp peak to the 
selectivity curve are particularly susceptible and this is frequently caused by re- 
generation in the i-f channel which may be reduced by improved layout or by neu- 
tralization—see Chapter 26 Sect. 8(ii). 

(v) Instability 

This sub-section is confined to instability problems commonly met in A-M re- 
ceivers. For general information on the subject see Ref. 22. 

Probably the most common trouble with new models when wired up for the first 
time is instability, although the reason can usually be found with little trouble by by- 
passing possible " hot " points with a large capacitor, say 0.5 /jF, or by placing an 
earthed piece of metal between stages across which feedback is likely to occur. 

More annoying instability problems are those which do not show up in pilot models 
but which affect production receivers, a typical instance being instability which occcurs 
only at the low frequency end of the broadcast band. The regeneration is due to 
some of the i-f output being returned to the aerial coil and thus back to the i-f input 
again. The effect usually becomes evident only towards the low frequency end of 
the broadcast band where the aerial coil secondary tuning is approaching the inter- 
mediate frequency, and in addition the high impedance aerial primary must be 
resonating at or near the intermediate frequency. 

The i-f output is often radiated directly from the second detector valve or from the 
last i-f transformer, in which case shielding may be needed, or at other times from 
the loudspeaker leads or frame. Earthing the frame will cure the latter trouble and 
a r-f bypass in the audio circuit the former. 

Since the instability is due to intermediate frequency fed back to the aerial primary, 
a reduction in impedance of the primary reduces the feedback. A resistor, say 
10 000 ohms, across the primary may be sufficient damping, but usually gives a greater 
loss in gain, selectivity and signal-to-noise ratio than a condenser tuning the primary 
to a lower frequency than the intermediate frequency. When the latter method is 
used, additional capacitance due to the aerial can only time the primary further from 
the intermediate frequency, but otherwise some critical aerial length may resonate 
the primary at the intermediate frequency and lead to instability. 

Battery receivers are particularly prone to trouble in this respect when operated 
without an earth, as the aerial capacitance is in series with the capacitance between 
receiver and ground, so that even a large aerial does not time the primary much lower 
in frequency. 

A very similar trouble is instability when the receiver is tuned to the second harmonic 
of the intermediate frequency. In this case the second harmonic is radiated from the 
second detector circuit -where it has a high amplitude — picked up by the input 
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circuit and returned to its source. Care in confining the i-f harmonics to appro- 
priate sections of the chassis is sufficient to cure this fault. Sometimes actual in- 
stability will not be encountered, but the a-f output of the receiver will decrease as the 
volume control is turned up over the last few degrtt s. This is due to rectification 
by an a-f valve of i-f voltages on its grid, thus increasing the bias on the valve and 
decreasing its gain. By-passing, or if possible improved layout, will cure this trouble, 
and it is worth checking with a good oscillograph each new model developed, to see 
that a-f valves are not handling i-f voltages of the same order of magnitude as the 
a-f voltages. 

A more difficult problem is presented by multistage battery receivers in which 
coupling occurs in the filament leads. Since some couplings may be regenerative 
and some degenerative it becomes difficult to determine the true gain. However by 
filament by-passing and by wiring the valves in a suitable order regeneration can be 
removed, and if the gain can be spared it is well worth while to introduce degeneration. 
Under these conditions variations in sensitivity with decreasing battery voltage are 
minimized. 

Battery sets in particular are prone to a type of instability which shows up as a squeal 
when a strong signal is timed in rapidly. This is due to interaction between i-f and 
a-f circuits, and in battery receivers adequate a-f by-passing of the B supply will 
prevent the trouble from developing when the internal impedance of the battery rises 
with use. If back biasing is used the resistor may need by-passing for audio fre- 
quencies. Filteiing of i-f voltages from the a-f end of the receiver is in some cases 
the only cure necessary for other troubles of this type. 

Electrolytic condensers are not always satisfactory r-f by-passes and where more 
than one i-f stage is returned directly to the B supply an additional paper by-pass is 
advisable. When two or more circuits have a common by-pass they should be re- 
turned to it individually to avoid common impedances. 

A tendency to instability at the high frequency end of the short wave band of a 
receiver is often due to excessive coupling between the signal grid and the oscillator 
circuit of a receiver and can be cured by coupling from the opposite phase of the 
oscillator. If a r-f stage is used the trouble may be due to resonance or near resonance 
in the r-f coil primary and a suitable cure is a small carbon resistor, say 25 ohms, be- 
tween r-f plate and r-f coil primary. 

An indication of the stability of an i-f channel can be obtained from its selectivity 
curve. While complete symmetry is rarely obtained with the mixture of capacitive 
and inductive coupling encountered in most receivers, a marked degree of asymmetry 
at small attenuations can usually be traced to regeneration and it may be difficult 
to remove the last traces. Apart from coupling due to leads or capacitances inside 
or outside the amplifying valves — not forgetting capacitances above the chassis where 
they are apt to be overlooked — magnetic coupling can occur between two transformers 
either in air, or in the metal of the chassis, the latter trouble being more prevalent 
with the small spacing occurring with miniature valves. 

The two leads from the signal generator should be tw isted together when i-f selec- 
tivity measurements are made, to keep the loop formed by them as small as possible 
and so avoid coupling between the first and later stages of the i-f amplifier. 

See also Chapter 23 Sect. 7 for instability in r-f amplifiers and Chapter 26 Sect. 8 
for instability in i-f amplifiers. 

(vi) The local oscillator 

(A) Recommended values of oscillator grid current are specified for aU con- 
verter types, and it might be thought that if these values were obtained and the os- 
cillator tuned over the required range, no further design work would be required 
for the oscillator. However the local oscillator circuit can be responsible in a receiver 
for flutter, squegging, poor sensitivity with high noise level, imstable short wave tuning, 
apparently short battery life in battery receivers and other more obscure faults. 

(B) The term " flutter " covers two different effects, the soxmd emitted from the 
loudspeaker being the same in each case. As a strong signal is being tuned in, the 
voltages in a receiver are varied by the application of a.v.c. to the controlled stages 
and by the changing plate cvurent of the output valve. If the changes in voltage reach 
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the oscillator valve the oscillator frequency is altered, and a case could be visualized 
in which the tuning-in of a station generated voltages sufficient to detune the re- 
ceiver. The additional voltages would then disappear and the receiver would retune 
the signal, only to be detuned again. This is actually what happens when a receiver 
flutters, although the station may not be completely tuned and detuned on each cycle. 
The time taken for a cycle is dependent on the time constants of the circuits involved, 
but it is usually low enough for each cycle to be heard separately. 

The voltage applied to the oscillator may come from the B supply or from the a.v.c 
In each case a receiver is more prone to the trouble when operating on short waves, 
since a given percentage of detuning is a larger nimiber of cycles per second than on 
the mediimi waveband. If the fault originates in the B supply the eSect is that as a 
carrier is being tuned-in the a-f signal causes a large variation in the current dravra 
from the B supply by the output valve. This variation in current sets up a voltage 
across the series impedance of the power supply and this voltage is applied to the 
oscillator plate and detunes the oscillator from the signal. 

The time constants concerned are those of the a-f amplifier and of the power supply, 
and since the a-f amplifier must ampUfy the flutter frequency, which is very low, a 
cure is to decrease the bass response of the a-f amplifier. If this leads to excessive 
bass cutting — -although as in the case of microphony it may be necessary only on the 
short wave band — the alternative of increasing the time constant of the power supply 
can be tried. This is not so desirable since a larger electrolytic condenser is required 
at additional expense. 



A cure which has been used successfully is shown in Fig. 35.6B. The condenser 
Cj is connected between B+ and the power valve grid circuit and applies negative 
feedback to any a.c. potentials (due to flutter or hum) appearing across the B + filter 
condenser. The usual decoupling condenser Ci is also necessary unless the himi level 
on the B supply is very low (complete cancellation of hum across the B supply is not 
the same as cancellation of hum across the output transformer primary) and values of 
0.1 fiF for Cj and 0.05 fiF for have been used to give appreciable reduction in 
flutter while leaving the hum level almost unchanged. 

To remove the cause of the flutter, rather than curing the symptoms of the trouble, 
it is necessary to reduce the impedance common to the oscillator and the output valve. 
A large part of this impedance is the filter in the B supply, and by supplying the os- 
cillator plate directly from the output of the rectifier a big improvement can be effected. 
A separate filter to remove the hum from the oscillator plate supply will be needed 
and typical values are a 20 000- ohm resistor from the rectifier cathode and an 8 
electrolytic condenser. The normal oscillator plate resistor, perhaps 30 000 ohms, 
is connected from the junction of these components to the oscillator plate. A careful 
check for modulation hum — see Chapter 37 Sect. l(vi)H — should be made if this 
circuit is used. 

Flutter due to a.v.c. application to converters is confined to short wave bands, and 
is due to coupling within the valve between the control grid and the oscillator section. 
Reference should be made to Chapter 25 Sect. 2 for an explanation of this effect. 
The simplest cure is to use fixed bias on the converter on the short wave band, and 
this is not unduly detrimental to receiver performance since the maximum signal 
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Fig. 35.6B. Reduction of "flutter" 
by negative feedback. 
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input to be expected on short waves is less than on the broadcast band. The a.v.c. 
curve will not be so flat with one less stage controlled, but this may be an advantage 
because it is not desirable to hold receiver output too flat when selective fading is 
experienced as this unduly emphasizes the accompanying distortion. Even when 
the a.v.c. applied to the converter does not cause flutter, it may make the tuning of 
strong signals at the high frequency end of the short wave band very difficult, the 
effect being that no matter how careftilly the tuning knob is handled, the receiver 
tunes just past the station. In addition, the fading of a signal may cause it to be 
detuned. 

(C) Squegging of the local oscillator in a receiver is usually confined to the short 
wave range, but cases have been encoimtered on the broadcast band when unusual 
coupling circuits have been used. Squegging is due to high oscillator amplitude 
in conjunction with a large time constant in the oscillator grid circuit. Oscillation 
at the desired frequency becomes interrupted at another frequency which is depen- 
dent on the time constants in the oscillator circuit. The interruption frequency may 
be audible or supersonic and depends upon the rate at which the oscillation amplitude 
at the desired frequency builds up sufficiently to bias the valve to cut-off, and the 
time reqxiired for the charge on the grid condenser to leak away sufficiently for os- 
cillation to start again. 

The possible results of a squegging local oscillator are a very high noise level (with 
or without multiple tuning points and with or without a heterodyne at each point) 
when the squegging frequency is supersonic, or a continual squeal when the squegging 
frequency is in the audible raiige. Such a squeal should not be confused with another 
which sounds almost identical and which is due to signal grid and oscillator grid 
circuits being tuned to approximately the same frequency on the short wave band. 
This second type can be stopped by detuning the signal frequency circuit, but a squeal 
due to squegging can not. 

A third squeal which sometimes occurs at the high frequency end of the broadcast 
or short-wave band soimds similar but needs a small resistor (say 25 ohms carbon) 
in series with the control grid of a converter, as close to the grid as possible, for a cure. 

The simplest remedy for squegging is to reduce the oscillator grid capacitor and 
resistor to the lowest values that can be used without reducing unduly the oscillator 
grid current at the lowest tuning frequency. This may not be sufficient if the same 
components are used on both the broadcast band and the short wave band (100 iiij.F 
and 25 000 ohms are about the smallest combination possible if these components are 
not to affect the oscillator amplitude excessively at frequencies below 600 Kc/s) and 
a simple alternative is to switch the grid coiapling condenser together with the coil 
as the wave range is changed. 

A third possibility is to coimect a small carbon resistor in series with the oscillator 
grid capacitor or oscillator plate lead. This resistor reduces the amplitude of oscilla- 
tion at and near the high frequency end of the band, where it is a maximum, without 
noticeably affecting the low frequency end, and thus removes the tendency to squeg. 

The varying effect of the resistor can readily be visualized when it is realised that 
at the high frequency end of the band the total tuning capacitance may be 30 iifiF 
and the resistor is in series with the oscillator input which amounts to about 10 nfiF, 
or one third of the total. At the low frequency end of the range the 10 ftfiF with the 
resistor in series amounts to only about one fiftieth of the total capacitance. 

(D) To produce the required oscillator grid current at a specified frequency is 
usually simple, but to obtain the same grid current over a range of frequencies which 
is usually greater than three to one can be quite difficult. Fortunately considerable 
variation in grid current is possible with little change in conversion characteristics 
and full use is made of this in. design. 

Battery receivers usually present the most difficult local oscillator problems be- 
cause of the lower initial slope in the oscillator section of the converter and because 
of the necessity for the oscillator to operate with A and B batteries reduced to (pre- 
ferably) 2/3 of their initial voltage. For this reason battery converter problems 
are considered here. 
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The first trouble to be experienced is usually insufficient grid cwrent at the low 
frequency end of the short wave band — assuming that preliminary design is such as 
to allow the required band to be covered. Figure 35.7 shows a simple circuit (" padder 
feedback ") for increasing this grid current without loss of frequency coverage, the 
only variation from a conventional circuit being that the cold end of the primary coil 
is connected to the cold end of the secondary. If this circuit is already in use, at- 
tention must be given to coil design as discussed in Chapter 11 Sect. 5. 



With valves which do not oscillate readily at high frequencies, it sometimes happens 
that a frequency range which is impossible when mixing with the oscillator funda- 
mental can be covered with the second harmonic of the oscillator used for mixing. 
This method of operation also has the advantage of practically eliminating pulling 
and, in spite of decreased gain at the low frequency end of the short wave band and 
additiohal spurious responses arising from unwanted signals beating with the oscillator 
fundamental, it is often worth trying. 

It is important to remember that it is the voltage across a grid resistor which is the 
essential requirement. The oscillator grid current published by valve manufacturers 
is used because it is easier to measure, but it only applies to the published value of 
grid resistance. If a different value of grid resistance is used, the grid current should 
be inversely proportional to the ratio of the resistances. For example, if the published 
grid current is 0.4 mA in 50 000 ohms, then the equivalent value would be 0.8 mA 
in a 25 000 ohm resistor. 

A choice of series feeding or shunt feeding the oscillator plate is often available 
(see Figs. 24.2B and C for series and shimt feeding of a tuned plate oscillator). An 
increase in grid current, dependent in size on the value of the resistor used, can be 
obtained by using series feed as this removes the damping of the resistor from the 
plate coil. 

With series fed oscillator circuits, an increase in coverage can be obtained by con- 
necting the by-pass capacitor in the oscillator plate supply directly to the cold end of 
the oscillator primary coil, rather than to some other place in the circuit. All oscillator 
wiring must be kept as short as possible and removed as far as possible from other 
components and from the chassis if maximum frequency coverage is to be obtained. 
As the oscillator grid capacitor is in series with the capacitance of the oscillator valve 
it should be kept as small as possible, and if the capacitor is switched with the oscillator 
coil, a substantial improvement in frequency coverage can be obtained by the use of 
the smallest possible value. At the same time the effect of the change in oscillator 
input capacitance as the valve warms up is reduced, thereby increasing the frequency 
stabiUty. 

It is unfortunate that in battery receivers, in which frequency coverage with sufficient 
grid current is difficult to obtain, it is also necessary for the oscillator to provide suffici- 
ent output for reasonable conversion conductance when the battery voltage is con- 
siderably reduced. As a routine test during oscillator coil design for battery receivers, 
the sensitivity should be checked from time to time with A and B battery voltages 
simultaneously reduced to two thirds of their initial values, with a converter valve 
having an oscillator slope as low as is likely to be encountered in production, and 
under these conditions the oscillator should not only start readily each time the re- 
ceiver is switched on, but it should also provide enough grid current to give reasonable 
conversion conductance. 




FIG. 3S.7 



Pig. 35.7. Oscillator circuit with padder 
feedback. 
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It should be remembered when laying out any receiver that the characteristics 
of the valves can be seriously affected by the presence of a magnetic field. All 
valves are likely to fall off in performance if placed too close to a loudspeaker, and 
oscillator grid curient can be seriously reduced in this way. 

(E) In a.c. receivers it is a simple matter to obtain sufficient oscillator grid current 
but excessive values should be avoided. On the broadcast band, where so many 
signals can be tuned, self generated spurious responses must be reduced to a minimum 
and it is helpful to reduce the oscillator amplitude as far as possible. This 
should be done experimentally as it is found that the reduction can be carried, without 
undue loss of sensitivity, further than would be expected from a study of published 
curves of conversion conductance versus oscillator voltage. Signal-to-noise ratio 
should also be measured when the grid ciurent is reduced as it may even improve 
with moderately low values of oscillator voltage. 

An additional advantage of using the lowest possible oscillator grid current is that 
radiation from the local oscillator is reduced. 

(F) With most converters it is found that the shortwave sensitivity is 
affect«d when the oscillator frequency is changed from one side of the signal 
frequency to the other. The reasons for this are set out in Chapter 25 Sect. 2(ii), 
but it is not always realised that a useful gain in short-wave sensitivity can be ob- 
tained with certain types of converters by determim'ng the better method of 
operation and using it, even if this necessitates an oscillator frequency lower than the 
signal frequency. Under these conditions the signal frequency circuit (or circuits) 
is padded and the oscillator circuit is not, but no other changes are necessary, and an 
mcrease in sensitivity of two or three times at the high frequency end of the short 
wave band is sometimes obtainable. In addition image responses are reduced pro- 
portionately. 

A disadvantage of operating the oscillator on the low frequency side of the signal 
is that a given ratio of signal frequencies becomes more difficult to cover. 

Under all conditions it is advisable to make sure that the converter is not in need of 
neutralizing on short waves. Neutralization of oscillator voltages in the signal fre- 
quency circuit need not require additional components, as an imdesired voltage from 
the oscillator grid circuit can often be offset by a wiring change which increases the 
capacitance between the oscillator plate and the control grid and vice versa, the wiring 
to and the capacitances of the wave change switch being very useful for this purpose. 
Plate tuned oscillators develop high oscillator voltages in the plate circuit and need 
particular care in layout even on the broadcast band. 

(vii) Cabinet design 

(A) The subject of cabinet design for direct radiator loudspeakers is covered in 
Chapter 20 Sect. 3. Open-back cabinets have many shortcomings — see Chapter 20 
Sect. 3(ii). Completely enclosed cabinets, even with an enclosed volume as small as 
2 cubic feet, are capable of giving very much improved low frequency response — 
see Chapter 20 Sect. 3(iii). Vented baffles give about 3 db additional response over 
a limited frequency range equivalent to bass boosting — see Chapter 20 Sect. 3(iv) 

The cloth used for loudspeaker grilles should be very light and of suitable texture — • 
see Chapter 20 Sect, l(viii). 

Some form of diffuser is highly desirable to increase the angle of radiation at the 
higher frequencies — see Chapter 20 Sect. 2(vii). One simple form of diffuser is cone 
shaped and mounted directly in front of the loudspeaker. 

Sharp angles (e.g. 90°) on the exterior front of the cabinet should be avoided be- 
cause of deleterious diffraction effects— see Chapter 20 Sect. 3(vii). 

In console and radiogram cabinets improved reproduction can be obtained if the 
speaker can be directed upwards, particularly if the controls are on the top of the 
receiver. The high frequencies produced by a loudspeaker are propagated in a 
beam, and where the speaker is mounted close to the floor the high frequencies do 
not reach ear level unless the loudspeaker is directed upwards. 

When two loudspeakers are used, both reproducing high frequencies, a desirable 
effect can be obtained by directing the speakers outwards at an angle of about 30° 
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with respect to each other and upwards if necessary. In this way the high frequency 
response is spread over a much greater angle. 

(B) A small amount of time spent on the ventilation of a receiver in a cabinet to 
which a back is fitted can often materially reduce the operating temperature of the 
components. Provision must be made for cold air to enter near the bottom of the 
cabinet and to leave it at the top. The components which affect the frequency of 
the local oscillator should have a supply of air from outside the receiver passing over 
them before it passes over any other heat sources. Ventilation should also be pro- 
vided to permit a copious flow of air to pass over the output and rectifier valves and 
power transformer. 

An efficient ventilation system is essential in the case of small a.c./d.c. receivers. 
For the power — of the order of 60 watts in a typical case — to be dissipated by radiation 
alone, the cabinet and the components inside it would rise to excessive temperatures, 
so that the greatest possible amount of heat should be carried away by convection. 

This involves a maximum volume of air passing through the receiver at as high a 
speed as possible, so that restrictions on the flow must be minimized and the air paths 
provided should be as direct as possible. At the same time all heat sources within 
the receiver must be included in the ventilation system. 

In the case of wooden cabinets it is essential that some means be employed for 
preventing hot spots from forming on the timber. Ventilation is the best method 
where it is possible, but in extreme cases it may be necessary to use asbestos sheeting 
to protect the wood. Failure to avoid hot spots will sooner or later result in the finish 
of the cabinet being marred where the heat is excessive, although the seriousness 
of the blemish will depend on the quality of the veneering and on the type of finish. 

When investigating ventilation, it is helpful to allow cigarette smoke to be drawn 
into the back of the receiver, and to watch its course through, and exit from, the 
receiver, which should be at operating temperature. 

See also Chapter 3 page 81. 

(viii) Ratings 

Standard laboratory tests in most cases cover the requirement that all components 
be operated within their ratings. There are some cases however where circumstances 
arise under which components may be over-rim, although the operating conditions 
under test may be quite satisfactory. A typical case is that of an i-f valve screen 
by-pass condenser on which the no-signal operating voltage may be 80 volts, rising 
to perhaps 180 volts when a strong signal is tuned in, and to 380 volts for some 15 
or 20 seconds every time the receiver is switched on. The last eifect would be due 
to the use of a directly heated rectifier with a complement <)f indirectly heated valves 
and of cotirse a condenser with a working voltage of at leagt 400 must be used. 

Whilst such a case would rarely be overlooked, it should be reinembered that even 
with an indirectly heated rectifier, the same high voltages may te experienced for 
a shorter time, and electrolytic and other condenser working voltages should be 
specified accordingly. 

Other points which have given trouble are 

(A) The screen dissipation of an output valve should always be checked with 
a large signal input to, and a large a-f output from, the receiver. A large signal input 
biases the controlled valves, thus causing the B supply voltage to rise and the bias to 
decrease if back bias is used, whilst the large a-f output increases the screen dissipation. 

The output valve plate dissipation maximum will occur with a large r-f signal 
and no output, since any output is subtracted from the plate dissipation. 

(B) If a transformer is to be operated on frequencies of 60 c/s and 50 c/s, or 50 
c/s and 40 c/s as is the case with transformers in some Australian receivers, the heat 
run should always be carried out at the lowest rated frequency. The flux density 
on 40 c/s is 25% higher than on 50 c/s, which will seriously alfect the temperature 
rise. 

(C) The dissipation of the resistors forming screen circuit voltage dividers 
changes with applied signal, and the resistor from B supply to screen should be checked 
under no signal conditions, and the resistor from screen to ground at maximvim signal 
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input. These dissipations should also be checked when the value of each resistor 
is on the upper or lower tolerance limit, whichever will give the greater dissipation. 

(D) When 1.4 volt valves are operated in series across a 6 volt wet battery, 
a large capacitance (500 ^iF) electrolytic capacitor is often used to by-pass some of the 
valves. It frequently happens that every time the receiver is turned on, this capacitor 
is charged through one or more of the filaments in the string. The resulting flash 
can readily be seen and can seriously reduce the life of the valve, although the filameni 
voltage may be correct when tested. 

Special cases of one sort or another occur in most receivers and emphasize the 
need to investigate the worst conditions in every case. 

(ix) Field testing 

Receiver design is, more than anything else, a matter of compromise between various 
sets of conflicting requirements. The success with which these compromises have 
been made can only be judged by operation of the receiver over a period of time imder 
normal operating conditions in the field. 

Perhaps the most contentious part of a design centres around the frequency response, 
and final approval can only be given after prolonged listening, so that the widest 
possible variety of programme material and listening conditions is included. In a 
receiver in which distortion is kept to a minimum an extension of the a-f response 
progressively improves such items as a live-artist programme, but also makes pro- 
gressively more aimoying any poor quality recordings. Whether the best fidelity 
position of the tone control is one which can be consistently used or not is a question 
which must be decided over a period of time in a home. It may happen too that an 
extended a-f response sounds pleasant for one item but, probably because of distonion, 
becomes irritating if left playing for some hours, even on items of good fidelity. A 
careful check for listener irritation or fatigue after long periods of listening should 
be made. 

Hum may change its apparent volume or character tmder quiet conditions, and a 
different level of background noise can also affect the volume control setting at which 
maximum frequency compensation is needed. 

Controls should of course all operate smoothly and it frequently happens that 
noisy dial drives arc heard for the first time in a home, or it may be that non-technical 
users find a receiver difficult to time on short waves owing to insufficient drive re- 
duction ratio between tuning and gang spindles. 

The number of small points which may be discovered under field testing con- 
ditions could be extended indefinitely, but the main point is that no design is com- 
plete imtil it has been used critically and for a period of time in a home and has been 
found satisfactory. 



SECTION 4 : FREQUENCY RANGES 

(0 Medium frequency receivers (ii) Dual wave receivers (Hi) Multiband receivers 
(iv) Bandspread receivers. 

(i) Medium frequency receivers 

A large percentage of commercial A-M receivers have two wave ranges, medivun 
frequency (say 540 to 1600 Kc/s) and short wave (say 5.9 to 18.4 Mc/s). The short 
wave band is largely ignored in actual use and in most cases a more useful receiver 
could be made to sell more cheaply if the short wave range were omitted. 

The obvious advantage would be that the cost of the extra components (wave change 
switch, two coils, s.w. pddder and knob, as a minimum) could be used to provide, for 
instance, improved fidelity which would be available to the user at all times. 

Another factor is that, particularly in cheaper receivers, the inclusion of a short- 
wave band restricts the design, to the detriment of the broadcast band performance. 
For example, microphonic trouble is far more prevalent on the short Wave band and the 
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bass response of a dual wave receiver is frequently reduced for the sole purpose of 
avoiding short wave microphony ; a.V.c. application to the various stages may be a 
compromise between the broadcast band and short-wave band requirements, and in 
order to save money on switching, the final circuit may lead to increased overloading 
or reduced signal-to-noise ratio on the broadcast band ; to reduce costs it is also 
customary to operate the s.w. and broadcast aerial primary coils in series, thus avoid- 
ing switching, but somewhat reducing the broadcast aerial coil performance ; if switch- 
ing is used, the capacitance between the leads to the switch may on the other hand 
reduce the broadcast band image ratio. 

When a receiver is designed only for the broadcast band it is possible to use less 
i-f amplification owing to the increased aerial coil gain on medium frequencies (average 
perhaps 8 times) as against that on the short wave band (average not greater than 2 
times). This may result in a more pleasant timing characteristic as a single i-f stage 
giving maximum gain usually verges on regeneration. 

In an extreme case, say in a 3 valve plus rectifier receiver, the inclusion of a short 
wave band may even make the difference between a reflex and a straight receiver to 
obtain the required i-f sensitivity for the short wave band. This introduces the 
problems of a remote cut-off valve used as an a-f amplifier, rectification in the i-f 
amplifier, and high play-through as discussed in Chapter 28 Sect. 2(i), for the sake 
of increased amplification which is cancelled fay tiu'ning down the volmne control. 

(ii) Dual wave receivers 

In Australia many country areas are outside the daylight service range of medium 
frequency broadcasting stations and dual wave receivers are used in such districts 
to receive daylight programmes from short wave stations provided especially for this 
purpose. 

The international allocations for the world wide broadcasting bands are given in 
Chapter 38 Sect. 4(ii), and it will be noticed that a tuning range of 4.2 : 1 would be 
needed to provide coverage for all short-wave bands on one wave range. Such a 
tuning range is impossible with standard components and the usual compromise 
is to omit the two highest frequency bands and to design receivers which tune from 
about 5.9 to 18.4 Mc/s. The 13 and 11 metre bands give very variable performance, 
depending upon ionospheric conditions, and although they can provide some of the 
best short wave entertairmient — owing to the absence of static — when conditions are 
good they are so often unusable that their omission from a dual-wave receiver is not 
coimted a serious disadvantage. 

The signal strengths obtainable from international short wave broadcasting stations 
are of course less than those from a local medium wave station, and more sensitivity 
is consequently required from the receiver. A minimvmi sensitivity for 50 mW out- 
put for international short-wave listening might be taken as 25 jiV from 18 to 10 Mc/ s, 
falling off to 50 fiV at 6 Mc/s where static drowns the weaker stations. Local con- 
ditions and the aerial used will of course considerably affect the required sensitivity. 

Selective fading, i.e. fading accompanied by distortion of the signal, is far more 
prevalent on short waves than on medium frequencies, and has an effect on the pre- 
ferred type of a.V.c. curve. A curve which is too flat results in the signal being held 
at the same output level throughout each individual fading cycle, so that the im- 
pleasant effect of the distortion is greatly emphasized. Even in the absence of dis- 
tortion a flat curve in a sensitive receiver results in the " troughs " of each fading 
cycle being filled in with noise (receiver or external) which is much less desirable than 
the silent space in the progranune resulting from an a.v.c. curve sloping steeply at 
low inputs. 

To provide the required difference between the broadcast and short wave a.v.c. 
curves it is often desirable to use a.v.c. on the converter on the broadcast band and 
not on the higher frequenties. This has the added advantage of improving the os- 
cillator stability on the short wave band. 

The frequency of each fading cycle varies from some seconds for each cycle to many 
cycles a second on the high frequency bands, and in a good receiv(€r a special tone 
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control position is sometimes fitted to improve short wave intelligibility. Such a 
control limits the treble response of the a-f section and also reduces considerably 
the bass responsBj which removes the " fluttering " effect of rapid fading cycles and 
some of the more objectionable features of bursts of static and ignition interference 
from passing cars. 

Microphony is an ever-present problem in the design of dual wave receivers, and 
Sect. 3(iv) of this chapter is devoted to the subject. 

A problem peculiar to receivers with more than one wave band is the resonance of 
unused coils within an operating wave range. It is usually a low frequency coil which, 
resonated by its own distributed capacitance, interferes with a higher frequency band, 
and when broadcast and short wave coils are wound on the same former the effect 
is aggravated. Even in the absence of inductive coupling however, wave change 
switch wiring often provides enough coupling to give trouble. 

A resonance affecting the oscillator coil is easily detected by measuring oscillator 
grid current. A sharp dip in the grid current (whether to zero or not) is an indication 
of an imwanted resonance. With an aerial or r-f coil more care is necessary as the 
resonance will be indicated only by a reduction in sensitivity over a very narrow band. 
To check for such an effect the receiver must be tuned in step with the signal generator 
over the whole tuning range using very small increments of frequency. 

Whether the resonance is affecting the oscillator, r-f or aerial coil it can be traced 
by leaving the receiver tuned to the dip (in grid current or sensitivity) and touching 
with a conductor the " hot " terminals of the disconnected coils. When the resonating 
coil is touched the grid current (or sensitivity) will return to normal. 

The normal cure for such resonances is to use a wave change switch which earths, 
when necessary, any low frequency coils as the receiver is switched to a higher fre- 
quency band. 

One type of resonance which is not cured by earthing occurs when a broadcast band 
coil is woimd with two or more pies. Each pie can be self resonant in some other 
frequency range and as one end, at most, of each pie is available, short circuiting is 
not possible. It may be possible with a certain value of capacitance to time such a 
resonance to some harmless frequency, or it may be necessary to redistribute the turns 
on the pies, or to remove the coupling between the self resonant coil and the coil in use. 

Since the broadcast range of a typical receiver covers 1100 Kc/s and the short 
wave range 12.5 Mc/s, a movement of the toning knob sufficient to time the receiver 
through 10 Kc/s on the broadcast band will tune more than 100 Kc/s on the short 
wave band. The difference between the two timing rates is so great that it is difficult 
to provide a tuning ratio sufficiently large for the short wave band which does not 
make the tuning of broadcast stations undesirably slow. One solution is the use of a 
large ratio and a weighted " fljfwheel " tuning spindle which will spin when flicked, 
allowing rapid broadcast tuning. 

The requirement for satisfactory tuning seems to be a certain linear movement of 
the outside of the tuning control for a given frequency change rather than a particular 
ratio of rotation between tuning spindle and gang spindle. Thus a possible broad- 
cast drive is a very large knob (at least three inches in diameter) mounted directly 
on to the gang spindle, although this gives quite critical tuning. 

For normal knobs of perhaps one inch diameter a twelve to one ratio between tuning 
and gang spindles is sufficient for the broadcast band but the short wave ratio should 
be at least eighteen to one for non-technical users of the receiver. 

Probably the best mechanical solution is to use a dual ratio tuning control either 
with concentric knobs or with one knob and the slow speed tuning available for only 
one revolution of the tuning knob. 

(iii) Multi-band receivers 

Little expenditure is involved in the provision of additional short-wave bands 
in a normal dual-wave receiver, and considerable advantages are possible. 

Receivers manufactured for export to some tropical countries need to receive fre- 
quencies as low as 2.3 Mc/s as well as the normal broadcasting bands and with two 



35.4 



(iii) MULTI-BAND RECEIVERS 



1253 



short wave ranges and one broadcast range it is possible to provide continuous cover- 
age from 22 Mt/s to 540 Kc/s with standard components. 

However the more usual type of multi-range receiver is one in which the coverage 
of individual ranges is restricted by reducing the effective change in tuning capacitance. 
From the view point of ease of tuning it is best in such receivers to give each range 
an equal coverage in megacycles rather than an equal tuning ratio, as the highest 
frequency band may otherwise still be quite difi&cult to tune. 

Improved oscillator performance is possible because higher (if necessary) and more 
constant values of oscillator grid current can be obtained, while r-f and aerial coil 
performance can be improved because higher values of inductance can be used. 

Microphony is reduced because part of the oscillator tuned circuit capacitance is 
a fixed capacitor. Fvirther advantages of using a number of short wave tuning ranges 
are brought out in the next subsection. 

(iv) Band-spread receivers 

Although the short wave tuning range of a dual-wave receiver is usually greater 
than 12 Mc/s, with consequent diflBculties in tuning, the majority of short-wave pro- 
grammes are to be found within the 16, 19, 25, 31 and 49 metre international broad- 
casting bands, which have a combined coverage of only 1.65 Mc/s. If the bands 
could be arranged consecutively on one tuning scale the tuning speed would be quite 
acceptable. However their separation in the spectrvim makes this, impossible, and 
many ingenious methods have been used to spread the short-wave broadcasting 
bands without spreading equally the whole short-wave spectrum. 

When the actual tuning-in of a short wave station has been made easy by mechanical 
or electrical means, other possible refinements to short wave tuning become obvious. 
As adjacent short-wave stations are, with band-spreading, separated by a greater 
mechanical movement of the tuning control it may be possible to give short wave 
calibrations sufficiently accurate for the identification and relocation of short-wave 
stations. This is most desirable. 

On the other hand any frequency drift which occurs during warming up is made 
very obvious by the much greater tuning control travel required to correct it, and 
unless the drift is only of the order of 10 Kc/s, useful calibrations are not possible. 

The various general types of bandspreading are shown clearly in Fig. 35.8 (Ref. 14). 
The mechanical types mentioned are not conmionly used in mass production because 
the accuracy needed to provide the necessary mechanical amplification without undue 
blacklash is not readily achieved. Nevertheless the National H.R.O. dial is one well 
known example of the precision drive and scale. 

A broad distinction is made on the electrical side of the " family tree " shown in 
Fig. 35.8 between switched inductance and switched capacitance types of band spread- 
ing. However it is quite possible for the two types to be used in one receiver, a 
capacitor being switched in parallel with a coil to time it to a lower frequency and an 
inductor to tune it to a higher frequency band. When fixed capacitors are switched 
for band selection the frequency stability can be at least as good as when inductors 
are switched, although for draughting convenience this is not indicated in the figure. 

Some of the more imusual band-spreading methods include the use of tuning con- 
densers with specially shaped plates to give' very rapid tuning between bands, and 
adequate spreading on the short wave broadcasting bands. Another ingenious system 
has a normal tuning condenser coupled to an iron core moving continually into and 
out of the inductor. This increases and decreases the inductance, and the mechanical 
coupling is arranged so that on the international bands the inductance variation op- 
poses the capacitance variation, giving very slow tuning, while between the bands the 
two variations are additive, giving very rapid tuning. 

The double frequency changing method mentioned on the chart has the advantages 
of giving the same tuning range on each spread band and of separating the band- 
spreading and local oscillator circuits. However it is a comparatively expensive system 
and its use is limited because of this. 
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Fig. 35.8. Possible types of bandspreading {from Ref. 14). 

Bandspreading by means of moving iron cores has been used in many models, but 
although this is an electrical type it introduces mechanical problems of core location 
if the band-spread ranges are calibrated. 

The small parallel variable capacitor used for spreading is well known to amateurs 
but gives a very variable amoimt of band-spreading, depending upon the capacitance 
of the main tuning condenser, with which it is in parallel, at different parts of the tuning 
range. Moreover unless the band-spreading condenser has as many sections as the 
main tuning condenser the signal frequency circuits become detimed when band- 
spreading is used- This restricts the proper use of the spreading condenser to the 
passband of the signal frequency circuits between values of about 6 db loss, and when 
a r-f stage is used this contains very few broadcasting channels. 

A simple method of spreading which avoids the use of an additional tuning con- 
denser is the tapped coil system. When the tuning condenser is tapped down the 
coil, its effective capacitance is reduced approximately by the square of the tapping 
ratio. If distributed capacitance across the whole coil is neglected, the coverage at 
each tapping point will be a constant proportion of the frequency. Distributed 
capacitance reduces the coverage at the higher frequencies, giving a more nearly equal 
coverage measured in Kc/s. To restrict the coverage at each tapping point, a capaci- 
tor can be connected in parallel (Ref. 20) or in series with the main timing condenser. 
Such capacitors can conveniently be brought into circuit by the band-spread switch. 

The series capacitor method of bandspreading (Refs. 15, 16) has been widely used. 
It has the advantage of providing, if desired, continuous coverage of the normal 
short-wave band (6 to 18 Mc/s) together with timing on the international broad- 
casting bands which is comparable with that of the medium wave band. In 
addition it requires few additional components, all of which are standard types. 

Fig. 35.9 shows the essentials of such a band-spreading circuit as applied to an 
aerial stage. Only two wavebands are shown, but as many as can conveniently be 
switched can be used. A typical value for the capacitor in series with the gang is 
50 /i/nF and at the high frequencv end of the band, with gang capacitances of the order 
of 15 fiiip it has only a small effect on the resonant frequency of the tuned circuit. 
With the gang approaching its maximum setting of 400 fifx.!? or more, however, C 
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is the main frequency determining component, as the total capacitance approaches 
50 li/xF asymptotically. 

The value of C can be chosen to give continuous sJiort-wave coverage with one 
international band at the low frequency end of each range, where the maximum band- 
spreading is obtained. In this case C will have a capacitance of about 57 /xjiF for 
a typical tuning condenser. Alternatively the requirement might be a tuning rate 
at least as slow as that at the low frequency end of the broadcast band, in which case 
C will be 30 ja/iF, Padding for the oscillator circuit is obtained by using a smaller 
series condenser for the oscillator section of the gang, assuming that the oscillator 
operates at a higher frequency than the signal circuits. 




Fig. 35.9. Series-capaci- Fig. 35.10. Bandspread circuit to 

tor method of bandspreading. give linear scale. 

The system has the advantage of providing a high L/C ratio, owing to the small 
maximum tuning capacity, thus giving high gain, and microphony due to the tuning 
condenser is reduced or eliminated on the spread ranges because capacitance varia- 
tions in the gang itself are minimized by the series condenser. The main disad- 
vantages are the large number of inductors required — even when full advantage is 
made of tapped coils — if all short wave bands are to be covered, the unequal spread- 
ing within the bands if a large amount of spreading is used, and the small parallel 
capacitances in the oscillator circuit even on the low frequency ranges, which makes 
difficult the stabilizing of the oscillator frequency as the valve warms up. 

The system just described gives its maximum spreading at the low frequency end 
of the band. An alternative circuit could be imagined in which no series capacitor 
was used, but a capacitor in parallel with the gang (say 100 fi^F) gave spreading at 
the high frequency end of the band. A combination of the two circuits (Fig 35.10) 
gives an almost linear spread over the whole tuning range when suitable components 
are used. 

For a case in which one short wave band is to be spread over the whole tuning 
range, typical values for the components in Fig. 35.10 are 

Tuning condenser 12 to 420 fi/^F 

Ci 60 finF 

C2 100 fifiF 

C3 80 fijaF 

T 2 to 25 iJ-ixp trimmer. 

These values give a tuning range slightly greater than 400 Kc/s on the 31 metre band. 
Although different values of C3 will obviously affect the tuning range, different bands 
can be tuned by altering its capacitance and if the oscillator is operated for example 
on the low frequency side of the 17 Mc/s band, and on the high frequency side of 
the adjacent 15 Mc/s band, the difference in coverage is not serious. Higher fre- 
quency bands can be tuned by substituting a smaller inductor, or by cormecting 
another inductor in parallel with the tuned circuit. 

The unlimited spreading capabilities of the circuit of Fig. 35.10 allow a short-wave 
band of 200 Kc/s to be tuned over the whole dial scale. This is not advisable how- 
ever, as the tuning becomes too slow, and a suitable minimimi tuning range is about 
500 Kc/s. A good reason for restricting the tuning range is that a fixed tuned aerial 
circuit can be used without any serious loss in gain. The gain of an aerial circuit 
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with an eifective Q of 50, tuned to the middle of a band 500 Kc/ s wide and including 
the 15 Mc/s band, falls about 6 db between the centre point and the extremes of the 
band. 

With such a system spreading only the international bands, it may be advisable 
to provide one short wave band giving continuous coverage from 6 to 18 Mc/s, as 
many stations of interest are heard outside the bands. This is not a great disad- 
vantage as the components used for continuous coverage can also be used for at least 
some of the spread ranges. 

Apart from the possibility of providing linear spreading up to any reasonable 
limit (and the consequent need for bandspreading for the oscillator circuit alone in a 
receiver without a r-f amplifier) the circuit has the advantage of preserving suitable 
L/C ratios while maintaining at all times a capacitance in parallel with the oscillator 
input large enough to minimize frequency drift as the valve warms up. Capacitor 
Cs can be a temperature compensating condenser to improve the frequency stability. 

Microphony from the gang is completely eliminated because, with normal com- 
ponent values, the tuning capacitance is only altered 10% as the gang is turned from 
maximum to minimum. 

An interesting image rejection circuit is given in Ref. 14 (1) Its use is confined to 
bandspread receivers with a r-f stage and covering one short-wave band only on each 
band spread range, but image ratios from 35 to 50 db are claiined. Few additional 
components are required. 



SECTION 5 : A.C. OPERATED RECEIVERS 

(i) Four valve receivers («) Five valve receivers {Hi) Larger receivers {iv) Com- 
munication receivers, 

(i) Four valve receivers* 

(A) T-R-F receivers 

Because it has no local oscillator coil or i-f transformer, the t-r-f receiver is the 
cheapest to build, but has a performance equivalent to its cost. Using modern valves 
a sensitivity of a few hundred microvolts can be obtained, or even better if some form 
of fixed regeneration is used and can be made effective over the whole tuning range, 
but the selectivity is in general insufficient to separate local stations if they are of high 
power or situated close to the receiver. 

The main application of t-r-f sets is in absolute minimum cost receivers which 
operate with 3 stages and a rectifier, although using only three or even two actual 
valve types. In such a case there is a resulting loss in sensitivity, which might then 
be no better than one millivolt. 

Volume controlling is most conveniently carried out by varying the bias of the r-f 
amplifier, and to ensure low minimum volume on strong local stations the aerial is 
sometimes wired to the control as in Fig. 35.11 so that it is earthed in the minimum 
volume position. 

(B) Superheterodyne with a-f amplifier 

An improvement in selectivity can be obtained by using the superheterodyne prin- 
ciple even when no i-f amplifier is used. Such a receiver would have a converter 
followed by an i-f transformer, a second detector, an a-f amplifier and an output valve. 
Detection can be by diode (included in an a-f valve), anode bend, or 'leaky grid de- 
tector with possible regeneration in the last case. Since the input to the detector is 
fixed tuned, pre-set regeneration can provide a constant and appreciable improve- 
ment to both sensitivity and selectivity oVer the whole tuning range without the care 
which is needed in a t-r-f receiver. 

Selectivity is improved since there are three tuned circuits, two of which are fixed 
tuned and give constant selectivity over the band. 



*i.e. three amplifying stages and rectifier. 
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(C) Superheterodyne with i-f amplifier 

The majority of three valve and rectifier receivers are superheterodynes with an 
i-f amplifier, in which selectivity can be made as good as required. Sensitivity too, 
while presenting some problems, can usually be made adequate, i.e. less than one 
hundred microvolts and, in extreme cases, less than fifteen microvolts on the medium 
wave band. 

Three types of second detectors have been used, power grid, anode bend (each 
carried out by the output valve) and diode, although diodes are now used universally. 
The power grid detector had the disadvantage of high plate dissipation when no signal 
was being received, and the anode bend had somewhat higher distortion and needed a 
very high impedance plate load. The maximum power output when the output 
valve is detecting is of course seriously reduced. The diodes can be combined with 
the i-f amplifier or with the output valve, and one receiver has been marketed in which 
the suppressor grid of the i-f amplifier was used as a diode. 



Fig. 35.11. Volume- + b - °' ' 

control circuit used with p^^^ 35j2_ A.V.C. circuit suitable for 3/4 valve 

t-r-f receivers. receiver. 

Volume controlling is carried out by manual control of converter and i-f bias or 
by a.v.c. and an a-f volume control. The design of a.v.c. circuits for low gain receivers 
without an a-f amphfier presents some problems since they must be cheap, and must 
give full a-f output with the smallest possible input, which prohibits the use of full, 
simple a.v.c. as commonly used in cheap receivers with an a-f amplifier. On the 
other hand the low sensitivity means that the required range of a.v.c. control is less 
than normal and advantage is taken of this in the usual a.v.c. circuit which is shown 
in Fig. 35.12. 

This circuit needs only one more resistor than the simplest possible circuit, 
and i?] and form a voltage divider so that only a fraction of the voltage developed 
across the diode load is applied to the grids of the controlled stages. The most 
suitable fraction depends on the initial sensitivity and the valves used, but values of 
one third to one fifth are common. Two details need care, the negative voltage 
applied to the diode must be kept to a minimum, to reduce distortion and to prevent 
the diode from being muted in the absence of a signal and the a.c. shunting on the 
diode load must be as small as possible. Large values for Ri and Rz fulfil both 
requirements and minimum values can be taken as 1 megohm and 2 megohms respec- 
tively. With the normal value of 0.5 megohm diode load the bias on the diode is 
less than i volt, and the shunting teduces the a.c./d.c. ratio to 0.8. Better values to 
give almost the same ratio would be 2 megohms and 5 megohms (0.2 volt bias on 
diode ; a.c./d.c. ratio = 0.9). 

The use of only part of the developed voltage allows the output to rise rapidly 
with increasing input, which is an advantage for small signals, but there is little flatten- 
ing of the characteristic with larger inputs. 

For a slight increase in cost, delayed a.v.c. can be used and this will give the most 
rapid rise in output with increasing input, followed by a flat output-input characteris- 
tic. A suitable circuit is the " sinking diode " type shown in Fig. 27.38B, and pro- 
vided that an additional diode is available the increase in cost is slight. 




FIG. 35. IS 
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With manual volume control the circuit of Fig. 35.11 is Usually employed. How- 
ever if the B supply voltage is low, the signal handling capabilities of the i-f valve 
are reduced (owing to the reduced plate-cathode voltage) when a strong signal is 
tuned in, the volume control is turned back and the cathode voltage of the controlled 
valves thus increased. This objeaion can be overcome by using a negative voltage 
applied to the grids of the controlled stages. One method of obtaining the negative 
voltage is to connect the power supply filter in the negative lead and use the d.c. 
voltage generated across it. Some decoupling is necessary, but one stage is sufficient 
as high value resistor's can be used. 

A second method of obtaining a suitable negative voltage is to use the volume con- 
trol resistor as, or in parallel with, the oscillator grid leak (with suitable decoupling). 
Oscillator grid current must be kept as constant as possible thcsughout the tuning 
range when this is done. 

Three valve and rectifier receivers with an i-f stage and using i-f transformers with 
a Q of about 115 and good aerial coils are capable of producing sensitivity figures of 
the order of 15 fiV on the medium wave band when the most suitable commercial 
valve types are used. This sensitivity is ample for almost any listening conditions 
providing full volume is not required from very weak signals. In fact, successful 
dual-wave receivers giving short wave sensitivities not worse than 50 fiV have been 
made with such a circuit. 

(D) Superheterodyne with refiexing 

Reflexing in a three valve and rectifier superheterodyne receiver provides enough 
a-f gain to allow full simple a.v.c. to be used, and to allow good short wave performance 
to be obtained. The additional problems involved are discussed in Chapter 28. 

A convenient a.v.c. circuit consists of full a.v.c. voltage applied to both converter 
and reflexed i-f amplifier, which can give a very flat a.v.c. characteristic. An a.v.c. 
circuit in which control is applied only to stages before the a.v.c. detector, can never 
give a completely flat output curve, because some rise is necessary to provide the 
additional bias needed to reduce the output as the input signal is increased. Such 
a circuit is a "backward acting" a.v.c. circuit. 

A " forward acting " a.v.c. circuit is one in which the developed a.v.c. voltage is 
applied to a stage after the detector, and with such a circuit the output voltage may 
even fall with increasing input. The reason is that although the detector output 
must rise as in the previous case, the gain after the detector will fall, and the net result 
may be an increase or a decrease or a flat characteristic depending on the constants 
used. 

In a reflex receiver the application of a.v.c. to the reflexed stage controls the mutual 
conductance of the valve and thus its gain at intermediate and at audio frequencies. 
As the a-f gain follows the detector the a.v.c. system is a forward acting one. 

Alternative a.v.c. designs in a reflex receiver may use full a.v.c. on the converter 
and a fraction or none on the reflexed stage. 

The increased a-f gain makes it possible to use inverse feedback, frequency com- 
pensated or otherwise, in the a-f amplifier, and resistive feedback into the bottom of 
the volttme control (see Sect. 3(iii) of this chapter) is useful in reducing minimum 
volume. 

The combination of audio a.v.c. and negative feedback (particularly when fre- 
quency compensated) is not always advisable, either in reflex receivers or in larger 
types in which a.v.c. may be applied to a valve acting only as an a-f amplifier. Since 
the purpose of the a.v.c. is to vary the gain of the stage, and one of the functions of 
negative feedback is to minimize any changes within the loop, the two effects oppose 
each other. This is not undesirable in itself, but the result is that on strong signals, 
such as local stations, the a-f gain is reduced and the feedback is consequently reduced 
so that the full efffects of distortion reduction are not obtained. When the feedback 
incorporates frequency compensation the result is that weak stations receive maxi- 
mum compensation and local stations a reduced amount, which is the reverse of the 
normal requirement. 
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Advantage has been taken of this effect in a receiver having one a-f stage with 
deliberately attenuated high and low frequency response. Audio a.v.c. was applied 
to this stage so that on strong stations no attenuation resulted — slight high and low 
frequency boosts were incorporated elsewhere in the a-f circuit — whereas on weak 
stations considerable treble and bass cutting was automatically introduced, giving 
a very effective automatic tone control. Suitable treble cutting for such a circuit 
could be by means of a small capacitor between plate and grid of the controlled stage, 
and bass cutting could be brought about by a small value of screen by-pass in a pen- 
tode. 

In conjunction with a pick-up of good sensitivity a reflexed three valve receiver 
can reproduce gramophone records without added circuit complications. 

The most common type of reflexing has the a-f and i-f signals applied to the con- 
trol grid, with the load for each in the plate circuit. Another type which has been 
used has the two signals applied to the control grid with the i-f load in the plate cir- 
cuit and using the screen dropping resistor as the a-f load, with an i-f by-pass from 
screen to ground. The a-f path to the grid of the output valve is provided by means 
of a normal grid coupUng capacitor. 

Since the a-f gain available from a reflex stage is comparatively small if the i-f 
operation is to be satisfactory, the reduced amplification between control grid and 
screen grid may be more than offset by the increased a-f load resistor which can be 
used and by the fact that proper i-f by-passing can be used on the cold side of the i-f 
transformer in the plate circuit. 

(ii) Five valve receivers* 
General comparison of types 

The three valve receiver using a converter, an i-f amplifier and an output valve can 
be considered to be the smallest conventional superheterodyne receiver, and a valve 
can be added to it in three ways, as an a-f amplifier, an i-f amplifiei or a r-f amplifier. 
Three very different types of receivers result, and the comparison serves to show the 
main ways in which the conventional 4 valve receiver with a-f amplifier can be im- 
proved. 



The table below lists the order of preference for each type of receiver against a 
variety of headings. 



Additional stage 


A-F 


I-F 


R-F 


Cost 


1 


2 


3 


Sensitivity 


2 


1 


3 


Selectivity 


3 


1 


2 


A-F Response 


1 


2 


2 


A.V.C. 


3 


1 


2 


StabiUty 


2 


1 


2 


Noise 


3 


2 


1 


Spurious Responses 


2 


3 


1 



The names " a-f receiver," " i-f receiver " or " r-f receiver " are used to identify 
a receiver with such an additional stage. 

Although the performance of the a-f receiver can be improved upon in many ways, 
its characteristics can be satisfactory, as evidenced by the fact that the great majority 
of five valve receivers are built in this form. Since most receivers are timed only 
to local stations, the advantages of the i-f and r-f types would rarely be displayed, 
and their additional cost might be more profitably used on a refinement on an a-f 
receiver such as a tuning indicator, bandspread ranges, or a better loudspeaker, 
cabinet or a-f system. 



♦i.e. four amplifying stages and rectifier. 
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(iii) Larger receivers 

The conventional six valve receiver* has i-f, convertefj i-f, detector, a-f and output 
stages, but although the stage usually added to the conventional four valve and 
rectifier receiver is a r-f one with advantages outlined in the previous section, the 
customer usually expects improvements in all features of the receiver's performance. 
To the average listener an improvement in fidelity is more noticeable than, for ex- 
ample, a reduction in image response, and it seems probable that the public would in 
most cases be better served with a six valve receiver with push-pull output rather 
than by a single ended receiver with a r-f stage. 

Whether or not push-pull is used, some improvement in a-f response is required, 
for instance an increase in acoustical output, in conjunction with a suitable negative 
feedback circuit to give a reduction in distortion and a compensated frequency res- 
ponse. 

A valve delivering more than fotur watts into an efficient output transformer and a 
sensitive loudspeaker can produce a considerable volume of noise but, even without 
push-pull, impressive reproduction can be obtained from the larger tetrodes and 
pentodes which draw between 70 and 80 mA of plate ciurrent. 

The additional selectivity provided by a r-f amplifier with a high Q coil is appreci- 
able and gives even more sideband cutting than is experienced with the usual 4 valve 
and rectiiier receiver, particularly at the low frequency end of the broadcast band. 
As a result the high frequency response of the larger receiver may be inferior and, in 
fact, inadequate. The remedy of expanding the selectivity can be quite inexpensive, 
particularly if a " local broadcast " position is used on the wave change switch, or if 
one position on a tone control switch is used. Push-button receivers can have one 
button set aside for expanding the selectivity, which has the additional advantage 
of minimizing the restilt of frequency drift of the settings of the other push buttons. 

Expanding of the i-f selectivity can be carried out simply and cheaply as described 
in Chapter 11 Sect. 3(iii), and the wiring is not critical because all leads have a low 
impedance to ground. It is only necessary to expand the first i-f transformer in a 
conventional single i-f stage receiver with an untapped second i-f transformer because 
the heavy damping on the second i-f reduces its selectivity appreciably from that of 
the less heavily damped, first i-f transformer. 

After the i-f amplifier has been expanded to give say 6 db attenuation at 8 Kc/s 
detuning, it may be found that the overall selectivity for small attenuations is still 
excessive,, and the remedy is to expand the r-f stage. The damping of the aerial on 
the aerial secondary makes it unnecessary to expand the aerial coil: A convenient 
method of decreasing the r-f coil selectivity is to switch a small resistor (25 ohm carbon) 
in series with the cold end of the secondary. Gain is not seriously reduced, and the 
leads involved are low impedance so that they can be taken to the appropriate switch 
section without giving trouble. 

After the high frequency response has been brought up to the required level, the 
small expense involved in fitting a high frequency diffuser is well repaid. With 
such a diffuser, the qtiality of reproduction becomes reasonably independent of the 
listener's position in front of the receiver, and the usual beam of accentuated high 
frequency response directly in front of the loudspeaker disappears. 

(iv) Communication receivers 

(A) Definition 

A communication receiver has been defined (Ref. 33) as one which is not designed 
for limited or specific purposes. In some respects a communication type may be 
inferior to another receiver (perhaps an interception receiver to operate on a fixed 
frequeivcy) in a particular application, but in general it has high performance and 
flexibility. Control of many of the circuits is available to the operator, of whom some 
technical knowledge is required. 

(B) Frequency coverage and calibration 

Communication receivers have been designed to provide coverage between 15 Kc/s 
an d 25 Mc/s and betw ee n 30 and 300 JWc/s, but many do not tune above 

*i.e. five amplifying stages and rectifier. 
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30 Mc/s or below 540 Kc/s. Provision for reception of F-M broadcasting on 88-108 
Mc/s is included in some models. 

Owing to the wide range of frequencies covered, the calibration of a communication 
receiver is important, and increasing emphasis is being placed on the inclusion of 
facilities for calibration checking and even on the possibility of the receiver being 
tuned to any given channel in its range without external aids. 

An inbuilt crystal oscillator is the usual method of checking calibrations, and when 
the oscillator operates at 0.5 or 1.0 Mc/s, convenient checking points occur throughout 
the ttming range. Movable cursors have been used with receivers of this kind to 
allow corrections to be made to the calibration when found necessary. Figure 35.13 
(British patent No. 8706/44) shows a simple circuit to increase the amplitude of the 
higher harmonics of the oscillator output up to the self-resonant frequency of the choke 
L. The choke is designed to keep the harmonic output as constant as possible 
throughout the tuning range of the receiver. Such an inbuilt caUbrator can be very 
useful in the aligimient of the receiver. A possible refinement is the modulation of 
the oscillator output by pulsing with a neon tube, or even by the mains frequency, for 
ease of identification. 



For the second requirement of setting the receiver accurately to any desired fre- 
quency, a crystal oscillator and its harmonics are used as a part of the mixer input, 
and tuning is provided by a comparatively low frequency oscillator which bridges the 
spaces between the harmonics of the crystal. The variable oscillator can be designed 
to operate at a low frequency and to have high stability, any residual fluctuations 
being a much smaller proportion of the total mixing frequency than of the variable 
oscillator frequency. 

To minimize the possibility of incorrect frequency settings, some receivers have 
sliding dial scales which expose only the calibration actually in use. Where high 
setting accuracy is required the frequency may be displayed as the sum of two readings, 
one in Mc/s and the other in Kc/s. 

(C) Bandchanging 

Methods of bandchanging can be divided into three main categories, mechanically 
operated moving coils with stationary contacts, plug-in coils and switched coils. 
The most common form of moving coil arrangement uses a rotating turret with the 
coils inside it, but moving platforms which travel along the chassis have also been 
used. Particularly when high frequencies are tuned, the contacts for the moving coils 
present a problem as the inductance of the contacts can form a large part of the re- 
quired inductance — with consequent loss of gain — and the inductance may vary each 
time a particular band is brought into circuit or when the receiver is subjected to 
mechanical movement. 

Plug-in coils can be efficient as they do away with the need for a wavechange switch 
— each plug-in unit can even carry its own calibration — but the necessity for grouping 
the coils adjacent to an opening in the case restricts the layout somewhat. Storage 
must be provided for the unused coil imits close to the receiver. 

Switched coils are most commonly used and the main associated problem is the dis- 
posing of a number of coils adjacent to each switch. The switches need to be reliable, 
but modem types using rhodium plating properly applied are satisfactory. 



B + 



Fig. 35.13. Circuit for increasing am- 
plitude of high-order oscillator har- 
monics {from Ref. 33). 
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(D) Stability 

Many stability problems are automatically eliminated by the use of suitable circuits, 
e.g. crystal controlled oscillators. Methods of improving electrical stability are out- 
lined in Chapter 24 Sect. 5. However mechanical stability is a first requirement and 
the tuning units at least should be made as rigid as possible, some receivers even using 
a cast chassis with this end in view. 

(E) Sensitivity and noise 

Owing to the number of stages used, the sensitivity is always limited by the noise 
in the first stages of a receiver. This is taken into account in one method of measure- 
ment by defining sensitivity as the lowest intensity of an input r-f carrier modulated 
at 400 cycles to a depth of 30% such that the total r.m.s. output power (signal and noise) 
is halved when the modulation is removed from the input carrier. Such a definition 
of sensitivity gives a good itidication of the minimum signal which can be used and 
figures of the order of one micro-volt and better can be obtained. 

Another method of defining the noise ratio is by comparing it with the signal-to- 
noise ratio of an ideal receiver under the same conditions. The factor by which the 
noise ratio of an actual receiver is worse than that of an ideal receiver is known as its 
noise factor. Further details of this method of noise measurement are given in Chapter 
37 Sect. l(vi)G. 

(F) Selectivity 

The selectivity requirements of a communication receiver are severe and depend 
on the type of service for which the receiver is being used. For telephony the band- 
width cannot be less than about 5 Kc/s at 10 db attenuation, whereas for telegraphy 
a bandwidth of a few hundred cycles per second is sufficient while greater bandwidths 
give increased noise interference. 

These requirements can only be met by variable selectivity under the control of 
the operator, and a good receiver will usually have at least six i-f timed circuits to pro- 
vide adequate " skirt " selectivity, with a crystal filter providing varying degrees of 
" nose " selectivity perhaps together with a variable rejection control for dealing with 
an interfering station on a nearby frequency. A representative crystal circuit 
will give an attenuation of 20 db when detuned 200 c/s in its sharpest position and 2000 
c/s in its broadest position. With a rejection or " phasing " control in use, an at- 
tenuation in excess of 40 db can be obtained within 250 c/s of resonance. The as- 
sociated i-f amphfier will give an attenuation of 60 db when detuned less than 15 Kc/s. 
Crystal bandpass filters are becoming increasingly popular and they provide a pass 
band of say 300 or 3000 c/s with severe symmetrical attenuation on €ach side. De- 
tails on the design of variable selectivity crystal filters are given in Chapter 26 Sect. 6. 

An additional means of discriminating between a desired telegraphy signal and an 
undesired one separated by perhaps only a few hundred cycles per second, is the use 
of a-f selectivity. A typical selective circuit centred on 1000 c/s gives an attenuation 
of 15 to 20 db only 100 c/s from resonance and of course much greater reductions 
with greater separation. Apart from discrimination against undesired signals, such 
a circuit reduces random noise in the same ratio as it reduces the bandwidth, and the 
ringing which is experienced with crystals at maximimi selectivity when subjected 
to bursts of noise is eliminated. 

Such selective a-f circuits are normally designed with iron-cored inductors because 
maximum Q is required, but it may be possible to produce equivalent or improved 
performance with a bridged T negative feedback circuit. 

(G) Volume control and a.v.c. 

Volume control presents some problems because the range of signal levels which 
the receiver is expected to use exceeds one million to one, and because different types 
of control are required for different functions of the receiver. For reception of 
telegraphy many operators prefer a manual control and some receivers provide separate 
controls for a-f gain and i-f gain ; even separate r-f gain is sometimes provided. 
A convenient compromise which obtains good results from the receiver and requires 
no care on the part of the operator is to gang the a-f and r-f controls and delay the 
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application of bias to the first stage by means of a diode as discussed in Chapter 27 
Sect. 3(iii). The r-f control is rendered ineffective when a.v.c. is switched on, and 
the a.v.c. voltages can be applied to the r-f control circuit. 

A.V.C. is frequently used for c.w. reception when a suitable time constant is pro- 
vided. For telephony a normal time constant is 0.2 second but this needs to be 
increased to at least 1 second for c.w. 

Amplified a.v.c. is used in most large communication receivers to provide maximum 
control, and results such as a 2i db increase in output for a 100 db increase in input 
can be obtained (Ref. 34). Control should begin at the minimum signal level which 
can be used by the operator. 

(H) Beat frequency oscillator 

To produce an a-f output from a c.w. signal it is necessary to beat another signal 
with it. The beat frequency oscillator operates at, or close to, the intermediate fre- 
quency and beats with any signal in the i-f channel. The oscillator frequency can 
usually be varied a small amount (± 2i Kc/s is typical) by a control on the front 
panel to allow adjustment of the beat frequency (perhaps to the peak of the a-f res- 
ponse) without detuning the signal from the peak of the i-f circuits. 

The required amount and method of B.F.O. injection need some consideration. 
Sensitivity is lost if the B.F.O. amplitude at the second detector is too small, but when 
the coupling is increased a large input signal pulls the B.F.O. into zero beat from in- 
creasing frequency separations. Pulling into zero beat from a difference frequency 
of the order of 1000 c/s is not uncommon in bad cases. Another effect of too much 
B.F.O. injection is that the B.F.O. provides a signal at the second detector large 
enough to generate appreciable a.v.c. voltages and so reduce the sensitivity of the re- 
ceiver even without an external signal. 

PulUng can be minimized by electron coupling of the B.F.O. into the i-f chaimel, 
and with careful control of the amount of beat frequency voltage it is possible to 
obtain adequate injection without appreciable a.v.c. sensitivity reduction. 

(I) Signal strength meter (S meter) 

Many receivers use a calibrated meter to indicate the strength of signals tuned. 
The calibration is usually arbitrary (SI to S9 for example) because the variation of 
receiver sensitivity across the various bands, and on different bands, makes an absolute 
calibration impossible. If this effect, and the varying efiRciency of different aerials 
on different frequencies are borne in mind, the S meter can be a useful reference. 

Circuits have been devised (Ref. 34) in which the S meter operates in conjunction 
with the manual volume control to provide signal strength indications on all types of 
reception, with or without the beat oscillator 

The usefulness of the meter can be greatly increased by providing a switch which 
allows appropriate ciurents and voltages throughout the receiver to be measured. 
(J) Aerial input 

To allow maximum efficiency to be obtained from different aerial systems, pro- 
vision is often made for different types of aerial inputs, such as a single wire with 
separate earth coimection, a balanced two wire feeder or a low impedance concentric 
cable. 

An aerial trimmer on the front panel is very desirable when a variety of aerial inputs 
is provided. Even with a single wire aerial the changes of impedance throughout 
the short wave ranges allow considerable improvements in sensitivity and signal-to- 
noise ratio to be obtained by the use of an aerial trimmer, and aerial coil design is not 
restricted so greatly by the possibilities of mistracking. 

An analysis of the effects on signal-to-noise ratio of the ratio of feeder impedance 
to receiver input impedance with various detuning ratios is given in Ref. 33. 
(K) Noise (crash) limiters 

These are commonly fitted to communication receivers. Details of the many 
varieties will be found in Chapter 16 Sect. 7 and Chapter 27 Sect. 5. 
(L) Diversity reception 

Provision for diversity reception is sometimes incorporated in communication 
receivers by providing facilities for combining the a.v.c. voltages and outputs of the 
individual receivers. 
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Another requirement for diversity receivers is that oscillator reradiation should 
be kept to a minimum. This can be done by using the lowest possible oscillator 
grid current, by earthing the whole oscillator circuit at one point and treating other 
amplifier circuits between oscillator and aerial in the same way, by reducing to a 
minimum capacitance couplings between primaries and secondaries of signal frequency 
coils (this includes using high impedance externally wound primaries wherever pos- 
sible) and by minimizing all couplings other than the coils between the signal fre- 
quency and oscillator stages. The timing condenser rotor shaft is the worst of such 
couplings and a rotor shaft insulated between sections is very desirable. If this is 
not possible, low impedance earthing should be provided for the rotor shaft and gang 
framework between each section. 

(M) Cross-modulation 

Communication receivers are frequently used close to a transmitter and may be 
required to receive another station while the transmitter is in operation. Under 
such conditions the cross-modulation characteristics of a receiver may be of more 
importance than its signal-to-noise ratio or sensitivity (Ref. 33). 

A system known as counter-modulation has been used to allow receivers to operate 
more satisfactorily in the presence of very strong signals. The cathode resistor of 
the first valve its the receiver is by-passed to radio, but not to audio, frequencies, so 
that a-f components due to cross-modulation appear across it. The value of the re- 
sistor is adjusted so that the a-f voltages developed are sufficient to remodulate the 
wanted carrier, with signals approximately equal and opposite in phase to the original 
cross-modulation. Correct bias for the valve is obtained by applying a suitable voltage 
to its grid. 

Further improvement can be obtained by operating the first valve solely to give 
minimum cross-modulation and substantial improvements can be obtained for slight 
reductions in signal-to-noise ratio. 

The possibility of cross-modulation occurring in non-linear conductors close to the 
receiver should not be overlooked (Ref. 3). 

SECTION 6 : A.C./D.C. RECEIVERS 

(i) Series-resistor operation {ii) Barretter operation (iii) Dial lamps (iti) Mis- 
cellaneous features. 

(i) Series-resistor operation 

A receiver for use with d.c. supply cannot use a power transformer with lovir and 
high voltage windings, and some of the main problems in designing such a receiver 
are concerned with providing power for the comparatively low voltage valve heaters. 

The problems are partly due to the non-linear relationship between voltage and 
current in a valve heater (owing to the increased resistance of the wire as the heater 
warms up) and Fig. 35.14 shows this relationship for a normal 6.3 V 03 A heater 
and for a 21 ohm resistor which draws the same current with 6.3 volts applied to it. 
It wiU be seen that with the normal heater a 10% variation in applied voltage gives 
approximately 6% increase in current. 

In a.c./d.c. receivers, power is supplied to the heaters by connecting them in series 
across the mains, with or without an additional series impedance. When the sum of 
the required heater voltages is equal to the mains voltage the method is as satisfactory 
as when a power transformer is used, but when a series resistor is used, a variation 
of the mains voltage results in a larger percentage variation of the voltage across the 
heaters. 

This effect is illustrated in Fig. 35.15. Curve ABC represents the current voltage 
characteristic of a string of heaters used in a radio receiver. The rated operating 
voltage is 108 for a nominal current of 150 mA, and a series resistor of 880 ohms is 
used to give the required voltage drop with a 240 volt mains supply. The inter- 
section of the line with a slope of 880 ohms, and the current-voltage characteristic of 
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Fig, 35,14 (A). Voltage-current characteristic of 6.3 volt 0.3 amp. heater ; (B) Voltage- 
current characteristic of 21 ohm resistor, 
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the heaters, is point B, the operating point under normal conditions. Now if the 
mains voltage is increased 10% to 264 volts the slope of the resistive line is un- 
changed and it intercepts the curve at point C. A vertical from C cuts the base line 
at Y, representing a voltage of 123, and an increase of 15 volts, i.e. 14% in the voltage 
applied to the heaters. Similarly a decrease of 10% in the mains voltage gives more 
than 10% decrease in the voltage applied to the heaters. 

Because of this fact, it is necessary to provide more tappings on a series dropping 
resistor for various primary voltages than would otherwise be the case. Variations 
in supply voltages around the nominal value must be taken into account, in conjunc- 
tion with the manufacturer's tolerance on the valve heaters. For American types 
this tolerance is usually taken as ± 10% of the rated voltage, but other tolerances are 
also used, and some types have a tolerance on the permissible current variation. 

When the dropping resistor is designed for one primary voltage only, it often takes 
the form of resistance in the power lead. This has the advantage of dissipating the 
heat outside of the cut/inet. However if a receiver was originally designed for 115 
volt operation and is converted for 230 volt operation by means of a series resistor, 
the B+ voltage is liable to be reduced by this method (Ref. 36). The reason is that 
the value of the series resistor must be adjusted to give the correct average heater 
voltage (or current) but the rectifier draws its current in pulses and these pulses 
flowing through the series resistance decrease the applied voltage during the time the 
rectifier is drawing current. This gives a decrease in the d.c. output of the rectifier, 
which in a severe case might amount to 30 volts in 110. Methods of providing 
separate voltage dropping impedances for the heaters and rectifier which are suitable 
for use on both a.c. and d.c. are given in Ref. 36. Wheie voltage dropping of this 
type is required on a.c. only, a series condenser of the correct impedance can be used 
in series with the power lead (Ref. 42) provided that an adequate voltage rating is 
specified. 

(ii) Barretter operation 

A barretter is a device which passes a substantially constant current as the applied 
voltage varies within the operating range — see Chapter 33 Sect. l(i) and Fig. 33.1. 

The heat dissipation of a barretter is appreciable, and as most of the heat should be 
carried away by conveaion, ample ventilation is needed. This is necessary both 
for the barretter and for the whole receiver, if it is a small one, to prevent the cabinet 
from becoming unduly hot. The same problem exists, of course, if a series resistor 
is used. 

Apart from eliminating the effects of mains voltage fluctuations on filament current, 
a barretter does away with the need for changing tappings with different supply 
voltages over a range covered by the operating characteristics of the barretter. When 
a receiver is switched on, the initial current surge is limited by the barretter, which 
has the effect of noticeably increasing the time taken for the receiver to begin playing. 
The limitation of the surge is of no particular value to the valves themselves but may 
reduce dial light overloading in some circuits. 

Since the barretter contains an iron wire carrying an alternating current it is sus- 
ceptible to magnetic fields, which cause the filament to vibrate. The vibration leads 
to mechanical fatigue and breakage and if the barretter cannot be located at some 
distance from the loudspeaker, a magnetic shield must be used— preferably one which 
interferes with ventilation as little as possible. 

(iii) Dial lamps 

The protection of dial lamps from surges when the receiver is first switched on is 
one of the problems of a.c./d.c. receivers. If a 0.15 A dial lamp were connected in 
series with an appropriate number of 0.15 A valve heaters across the mains, the high 
current (several times greater than 0.15 A) drawn by the heaters for some seconds 
each time the receiver was switched on would drastically reduce the life of the dial 
lamp. If a series resistor were used the surge would be reduced, but not sufficiently, 
and even if a barretter replaced the resistor the dial lamp would be overloaded before 
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the barretter filament reached its operating temperature. The use of a dial lamp 
of higher current rating than the valve heaters is a possible method of operation. 
Some manufacturers have produced special lamps for series running. Nevertheless 
in each of these cases the failure of the dial lamp would remove the voltage from the 
valve heaters and stop the receiver. 

One method of avoiding this trouble is to use a negative coefficient resistor (Thermis- 
tor) in series with the valve heaters — see page 190 (n). 

A system in which both heater current and high tension supply current are used is 
given in Fig. 35.17. Special rectifier valves (e.g. 35Z5-GT) have been produced 
for use in such circuits, and the initial surge is offset by the fact that until the rectifier 
heater reaches its operating temperature the high tension component of the dial lamp 
current does not flow. No. 40 or No. 47 dial lamps (0.15 amp) should be used, and 
when the rectified current exceeds 60 mA a shunting resistor (R, in Fig. 3S.17) is 
required, its value being 300, 150 and 100 ohms for rectified currents of 70, 80 and 
90 mA respectively. 




DC 

OTHER OUTPUT 
HEATERS I ■ 



Pig. 35.17. Circuit using 35Z5-GT and 
dial lamp. The drop across R and all 
heaters (u-ith panel lamp) should equal 117 
volts at 0.15 ampere. Rg = shunting 
resistor required when d.c. output current 
exceeds 60 mA. 



Other rectifiers making similar provision for a pilot lamp are the miniature 35W4 
and the 45Z5-GT. 

The trend in small a.c./d.c. receivers is to use a simple dial without a lamp, and 
thus entirely avoid the use of the troublesome light source. 

(iv) Miscellaneous features 

(A) Rectifier 

Since there is no centre-tapped source of high voltage a.c. in an a.c./d.c. receiver 
it is not possible to use a normal full wave rectifier. Bridge rectifiers or voltage 
doublers are possible but half wave rectifiers are most commonly used. They intro- 
duce some filtering problems since the frequency of the ripple in the output is one 
half of that from a full wave rectifier. To give the same electrical attenuation, filter 
capacitors and inductors would need to be increased in size, but speaker inefficiency 
and the poorer response of the ear at the lower frequency help in minimizing the 
effects of higher hum level. 

When the receiver is operating on d.c, the rectifier acts only as a series impedance 
but serves a useful purpose in protecting the electrolytic filter condensers from damage 
if the mains coimection is reversed in polarity, although the receiver will not operate 
under these conditions. 

The high tension voltage is likely to be different with a.c. or d.c. mains of the sanae 
rated vokage. The reason is that on a.c. the peak voltage applied to the rectifier is 
\/2 times the rated r.m.s. voltage and with small to medium loads and a large input 
condenser for the rectifier the d.c. output voltage will exceed the r.m.s. value of the 
a.c. input. 

Modulation hum is frequently experienced in a.c./d.c. receivers operating on a.c. 
due to th e presence of r-f signals in the mains, and to the direct connection of the 
rectifier to the mains. A suitable filter in the mains lead will stop the modulation 
hum, and any interference coming from the mains, but a satisfactory cure for the 
hum alone is a small (1000 imV) mica condenser connected between plate and cathode 
of the rectifier. 

(B) Valve order 

When the valve heaters are wired in series and coimected across the mains the 
potential between heater and cathode of any valve will be dependent on its position 
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in the string. Each valve must be placed so that the maximum heater-cathode poten- 
tial specified by the valve manufacturers is not exceeded, and also so that the potential 
is not great enough to introduce hum into the receiver output. 

The position of a valve in the circuit determines its susceptibility to hum pick-up, 
and an a-f amplifier is generally the most critical The usual wiring order, starting 
from the grounded end is second detector and first a-f amplifier, converter, r-f am- 
plifier, i-f amplifier, output valve, rectifier. The converter is kept as close to ground 
as possible to avoid modulation hum. It will be found that allowable majdmum 
heater-cathode potentials (90 V max. design centre for American amplifying valves) 
always allow this order, which is the best for modulation hum, to be used. 

CC) Earth connection 

Two main types of a.c./d.c. receivers are produced, one with one side of the mains 
directly connected to the chassis, and the other with mains wiring connected to an 
earth bus which is by-passed to the chassis proper with a suitable capacitor, perhaps 
shimted by a high value resistor. 

The first type of receiver has fewer design difficulties but does not comply with 
the safety requirements in some countries, e.g. the Radio Code of the Standards 
Association of Australia (A.S.S. No. C.69— 1937) states : V.7 (f) (ii) "Power units 
and sets of the transformerless type shall have the live parts of the inner structure 
isolated from the case or frame by an isolating condenser or other approved means, 
which shall not be capable of passing a current exceeding 5 milliamperes to case or 
frame when the full rated voltage is applied in the normal maimer of operation." 

The main trouble encountered with the other type of a.c./d.c. receiver is instability 
due to impedance between the earthed bus and the chassis proper, the impedance 
being made up of the reactance of the by-pass capacitor and the inductance of its 
leads. This impedance can be reduced to a low value by making up a imit consisting 
of an inductor wound on the body of the capacitor, the two being connected in series 
and resonated at the intermediate frequency, at which most amplification occurs. 

Many cases of instability need individual treatment and it often becomes necessary 
to return particular circuits (e.g. the cathode by-pass of the i-f amplifier) to the chassis 
through a series tuned circuit instead of to the negative bus. 

To avoid modulation and other types of hum it may be helpful to use back-bias 
for amplifying valves so that the cathodes can be directly grounded. This avoids 
the possibility of hum voltages appearing between cathode and ground. 

Where there is any possibility of intercormection of two or more a.c./d.c. tmits, 
such as for instance a radio tuner and a separate public address amplifier, it is essentia! 
that the mains be isolated from the chassis. 

SECTION 7 : BATTERY OPERATED RECEIVERS 

(0 General features (ii) Vibrator-operated receivers (Hi) Characteristics of dry 
batteries. 

(i) General features 

Most battery operated receivers are used in locations where signal strengths are 
low, and the main requirements are therefore high sensitivity and low noise. The 
cost of power obtained from batteries is high and every effort is made in the design 
of battery receivers to keep the current drain to a minimum. This is done by reducing 
the a-f power output considerably from that available in an a.c. receiver and by using 
high Q aerial and i-f coils so that high gain can be obtained without operating the 
valves at their maximum ratings. Many receivers have an economy switch which 
reduces battery drain by decreasing the screen voltage on the i-f and output valves 
or by other means. The reduced power output and sensitivity are still adequate 
for most uses. 

The mutual conductance of battery valves is lower than that of corresponding a.c. 
types to such an extent that although the smallest a.c. receivers in general use have 
three valves and a rectifier, the smallest battery sets need four amplifying valves to 
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obtain similar sensitivities. The four types are a converter, an i-f amplifier, an a-f 
amplifier and an output valve. The i-f output is severely limited by the low plate 
voltage on the last i-f valve — about 84 volts with fresh batteries in a typical modem 
receiver — and an a-f amplifier is needed to obtain sufficient a-f voltage to drive the 
output valve. 

The more general type of battery receiver has five valves and uses the additional 
valve as a r-f or second i-f amplifier. On the broadcast band sensitivities of the order 
of 1 fiV are readily available in each case, and if a high gain aerial coil is used there 
is not a great deal of difference in signal-to-noise ratio. On the short-wave band the 
r-f stage receiver is noticeably quieter but the average sensitivity at 6 Mc/s may be 
of the order of 25 /xV, against perhaps 10 jiV for the receiver with an additional i-f 
stage. 

Because of the low i-f plate voltage the signal handling capacity of battery operated 
receivers is limited, and taken in conjunction with the requirement for high initial 
sensitivity, this means that a normal battery receiver overloads with a comparatively 
small r-f signal applied. Nevertheless the conditions of use are such that large inputs 
gre not usual, and a receiver which will not distort seriously with an input of 0. 1 volt 
'will give satisfactory service in almost all locations. 

There is usually only one diode available in a battery receiver, and this severely 
restricts the a.v.c. design as it makes delayed a.v.c. impossible. The most satis- 
factory compromise is probably to apply a fraction (say one third) of the developed 
a.v.c voltage to the first and last controlled stages (unless the first valve is a r-f am- 
plifier which may take full a.v.c. without increased signal-to-noise ratio) and full 
a.v.c. to the intermediate one. The small amount of a.v.c. on the input stage mini- 
mizes the increased noise from the first valve as a.v.c. is applied and on the last i-f 
stage it allows larger signals to be handled without overload. The middle stage has 
no effect on the noise, handles only small signals, and consequently can do most of 
the gain controlling. 

A.V.C. design affects high tension current consumption and if too small a fraction 
of the developed a.v.c. voltage is used, current will be wasted when a local station is 
tuned. 

Bias for the output valve is usually obtained from a back-bias resistor in dry battery 
operated receivers. Receivers have been made in which the voltage developed across 
the oscillator grid leak has been used for this purpose (with suitable decoupling) but 
if the A battery voltage falls more quickly than that of the B battery, the output valve 
is operated in an underbiased condition and draws excessive B current. 

Separate C batteries have also been used, but the difficulty of discharging the C 
battery at the proper rate has led to the popularity of back biasing, in which the voltage 
remains approximately optimum throughout the B battery life. 

When a back-bias resistor is used it should be effectively by-passed to audio fre- 
quencies, otherwise a-f voltages developed across the resistor are applied to the plate 
circuits of the i-f and perhaps oscillator valves. This may cause instability as a re- 
ceiver is being tuned to a station. 

Another advantage of back biasing is that if B + is short circuited to the valve fila- 
ments, the bias resistor restricts the current to an amount which will not damage the 
valves. With a 500 ohm resistor and a 90 volt supply the current is 180 mA, whereas 
even a four valve receiver normally draws 250 mA from its filament battery. 

When a battery receiver is turned off, the B supply voltage does not disappear as 
in the case of an a.c. operated receiver. The filament voltage being turned off stops 
the valves from passing current but small leakage currents (for instance, through con- 
densers) have merely to flow through another series leakage — that of the B supply 
switch. Particularly in htimid conditions, the resistance between switch contacts 
may be only of the order of tens of megohms and the uninterrupted current which 
flows can lead to electrolysis of fine wires and consequent open circuits. 

Unless precautions are taken, the fine wire of the output transformer primary is 
particularly susceptible to this trouble, leakage occurring between the primary (con- 
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nected to B+) and the core (connected to chassis), and interwound coils with one 
wire earthed and the other connected to the B supply also give trouble. 

Output transformer electrolysis can be prevented by connecting the primary wind- 
ing to the core and isolating the assembly from the chassis, for instance in a pitch 
filled container. 

Interwound coils have a satisfactory life if they are baked to remove moisture and 
then impregnated and flash-dipped in a moisture resisting wax or varnish. 

In designing battery receivers it is important to check power output, sensitivity 
and oscillator grid current with reduced voltages and with many valves. A large 
number of valves is required because no tests are made by valve manufacturers at 
voltages as low as those commonly employed by receiver designers as the " end of 
life " point. 

For battery converter problems see Sect. 3(vi). 

(ii) Vibrator-operated receivers 

Chapter 32 deals with the design of vibrator operated power supplies. Receivers 
to operate with such supplies have some associated problems, mostly concerned with 
the elimination of r-f and a-f interference from the vibrator unit. 

Separation of all vibrator circuits from the receiver is essential if hash is to be satis- 
factorily eliminated. If for instance various parts of the vibrator circuit are earthed 
at different places in a receiver chassis, interference can occur which no amount of 
filtering will remove. The correct method is to earth all vibrator by-passes and 
earth returns at one point and connect the lead from the battery to the same point. 

The same principles apply to a-f interference. It is assumed that adequate filter- 
ing is used in the B supply so that interference from that source is negligible. Even 
under these conditions, Vibrator noise can be troublesome and the first source is the 
battery itself. Ahhough the internal impedance of a battery is very low it is not 
negligible, and the pulses of current drawn by the vibrator set up voltages across it 
which are applied to the filament of the a-f amplifier and result in noise from the loud- 
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Fig. 35.18. Filament circuit of 

vibrator-operated receiver. 
Any output valve with 100 mA 
filament current could be used in 
place of the 15'4 {e.g. 3Qi, 354 
or 3>Vi with parallel filament 
connections). 



A cure is an iron-cored choke between the positive battery terminal and the fila- 
ments of the valves, which are normally connected in series-parallel. A large (500 /iF) 
condenser is usually required in addition to the choke, and receivers with high a-f 
gain may need two condensers. A typical circuit is shown in Fig. 35.18. With the 
reduced filament drain of 1.4 volt valves it is possible in some cases to do away with 
the iron-cored choke and use a resistor. When used with a 6.0 volt battery the fila- 
ment voltage for each valve should be 1.3 volts so that a dropping resistor of 21 ohms 
would be required in place of the iron cored choke shown in Fig. 35.18. Where two 
large condensers must be used in any case the resistor usually has sufficient impedance. 

Even when the fihering (due to the electrolytic condensers and choke or resistor) 
is adequate, serious buzz can still occur. In Fig. 35.18 two leads are taken from each 
battery terminal, and the vibrator and filament circuits are entirely separate. How- 
ever it sometimes happens that two switches cannot be used and a common switch 
section and negative battery lead must be used. This will introduce some buzz 
although the degree will depend on the a-f sensitivity and the value of the mutual 
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impedance. An undesirable feature is that the interference may vary each time the 
switch is operated and may become progressively worse with age as the contact re- 
sistance of the switch increases. 

If the a-f gain is high, even the common impedance of a fuse may cause trouble 
and in some cases only the vibrator circuit is fused for this reason. 

The electrolytic condensers are also useful in preventing coupling between the 
filament circuits of the various valves. However high gain receivers usually need 
additional r-f by-passes on the filament string to prevent regeneration at the inter- 
mediate frequency or to keep i-f voltages from the a-f end of the receiver. 

One undesirable feature of the circuit of Fig. 35.18 is that if any one of the 1R5, 
1S5 or 1T4 valves is removed from its socket, or if one filament becomes open cir- 
cuited, two other valves will have excessive filament voltage applied. The additional 
voltage is normally not enough to open circuit the other filaments but if the receiver 
is left unattended in this condition the valves will deteriorate rapidly. 

The resistors R,, R2 and equalize the filament voltages on the different valves. 
Since the filament string requires 100 mA and the cathode current of the 3S4 alone 
is 8.8 mA imder typical operating conditions, some adjustment to the voltage across 
the filaments (in which the cathode currents flow) is necessary. However calculation 
of the values required for the various valves is not straightforward since the cathode 
current of each valve has alternative paths of different impedance. For instance in 
Fig. 35.18 the 1R5 cathode current will flow partly in the negative filament lead and 
partly in the positive, this latter current splitting into one component which flows 
through the 1S5 and another which flows through the 3S4. As a result the resistor 
values are most readily determined experimentally, and with average valves in a 
receiver and decade boxes connected where shunting resistors are needed, a few 
minutes' manipulation of the decade boxes will determine the correct values. A.V.C. 
application will affect plate currents and hence filament voltages, and the resistor 
values should be decided with an average input signal. By making slight compromises 
it is often possible to do without one or more resistors, but if this is done conditions 
should be checked with freshly charged and discharged batteries as well as at the rated 
battery voltage. 

A.V.C. design is complicated in vibrator receivers with series-parallel filament 
circuits, but satisfactory solutions can usually be obtained by means of a.v.c. voltage 
dividers returned to different potentials. For instance in Fig. 35.18, which might 
be the filament circuit of a receiver with two i-f amplifiers, the diode load would be 
returned to the 1S5 negative filament, i.e. to ground, and a.v.c. would be taken 
directly to the grid of the 1T4 acting as the first i-f amplifier. This is possible be- 
cause the filaments are at the same potential. However the 1R5 and second i-f 
1T4 have their filaments more positive and would be biased 1.3 volts negative if 
connected directly to the diode load. A solution would be to connect a two megohm 
resistor from the top of the diode load to the 1R5 and 1T4 grids, and another two 
megohm resistor from the grids to the positive side of the IR5 filament. This would 
lemove the bias from the 1R5 and 1T4 and reduce the amount of a.v.c. to these valves 
which would be desirable — see subsection (i) of this section. 

The elimination of hash from a vibrator operated receiver usually involves work 
on the power unit (Chapter 32) but some precautions in the receiver may be necessary. 
A frequent source of interference which is difficiilt to trace is hash picked up by the 
converter valve. A very small amount of interference in the B supply may modulate 
the oscillator and be fed into the i-f amplifier with the local oscillator injection, or 
interference on the converter filament may be troublesome. In each case the inter- 
ference receives the total receiver amplification. A separate r-f choke is often used 
for the converter filanjent to eliminate this trouble. 

When tracing hash, a convenient method is to connect a shielded wire, with one 
end bared, to the receiver's aerial terminal through a capacitor. The bared end of 
the wire is used as a probe and when in contact with various points in the receiver 
Circuit indicates whether interference is present. The first points to check, of course. 
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are the incoming leads from the vibrator unit to the receiver and in general these 
should be filtered until they are quite " cold ". 

To be sure of trouble-free production runs it is advisable to work on hash elimina- 
tion until, with an aerial wrapped around the battery leads and battery, no inter- 
ference can be heard at any frequency with the receiver operated at majdmum gain 
in a screened room. 

Mechanical noise and vibration from the vibrator also present a problem. The 
high frequency noise components can readily be minimized by felt or other sound- 
absorbing material, and even the metal shielding box in which vibrators are often 
used may be sufficient. However noise at the fundamental frequency of the vibrator 
is more difficult to cure and much trouble can be avoided by using a very flexibly 
mounted vibrator socket. Each new receiver usually presents different problems 
in this respect. 

(iii) Characteristics of dry batteries* 

A knowledge of dry battery characteristics is essential in designing receivers which 
are to use the batteries to the best advantage. It is also helpful in obtaining maximum 
battery life with a particular receiver. 

The decrease in battery life caused by a receiver design which gives unsatisfactory 
performance — or none — when the battery voltage falls below certain levels is best 
illustrated in Fig. 35.19. If the average B ciurrent of a receiver is taken as 15 mA 
it will be seen that the useful life of the battery is increased from 1.16 to 1.49 ampere 
hours, an increase of 28%, by designing the receiver so that it will operate satis- 
factorily when the output of the 90 volt B battery has fallen to 60 volts, instead of 
becoming unusable when the output is 68 volts. 

It will be noticed that as the current drain in Fig. 35.19 is reduced, the output rises 
to a maximum and then falls. This is due to the fact that the batteries were dis- 
charged for 2 hours each day so that with a 10 mA drain for instance the test lasted 
fot 175 days. Tests with smaller drains take longer and the effects of shelf life be- 
come more important than the decreased drain. 
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Fig. 35.19. Ampere-hour output versus discharge current for various end-point voltages 

(Ref. 25). 



•Information taken from Ref. 25. 
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Fig. 35.20 shows the importance of reducing battery drain to a minimum or alter- 
natively of specifying batteries of as great a capacity as possible. As the drain is 
reduced a progressively greater amount of the battery output is made available at a 
high voltage, and as an extreme example, a 2.9 mA drain on the cell will give 83% 
of the battery's output (assuming that the cell can be used until discharged to 0.8 
volt) at a vokage greater than 1.3, whereas a 187 mA drain gives only 16% of the bat- 
tery's output at 1.3 volts or more. The curves of Fig. 35.20 were taken on continu- 
ous discharge, and with operation of say 4 hours a day the effects of shelf life would 
modify the figures obtained. 



No 6 SIZE CELL. 




PERCENT OF OUTPUT TO 0-e VOUT jj jg 

Fig. 35.20. Working voltage of No. 6 size cells during discharge through various re- 
sistances (Ref. 25). 

The main interest of Fig. 35.21 is to the user of the receiver, as it shows the effects 
of heavy battery usage in decreasing battery output. For a B drain of 15 mA and 
8 hours of use each day, each cell will give 1.13 ampere-hours output, but with 2 
hours daily usage the output rises to 1.48 ampere-hours. Thus the batteries will last 
for about 50 days with 2 hours of use, but less than 10 days with 8 hours of use. The 
effects of shelf life in Fig. 35.21 are clearly indicated at low current drain and with 
decreasing hours of discharge per day. 

An aspect of dry battery performance which is of particular imponance to receiver 
designers is the increase of internal resistance of each cell as it becomes discharged. 
The resistance of a new cell can be ignored for radio purposes, as it varies from about 
one third of an ohm for small B battery cells, to one fiftieth of an ohm for large A 
battery cells. However as the battery ages, an impedance of the order of 20 ohms 
per cell may develop and for a 90 volt battery this represents a series impedance of 
1200 ohms. 

Such impedances cause coupling between circuits, and in the case of an A battery 
may cause instability due to coupling between different i-f stages or between i-f and 
a-f stages. The remedy is an adequate by-pass (0.5 /xF may be necessary) across the 
filament circuit, and the necessity for this should be tested with a discharged battery 
during design. Impedance in the B supply circuit can cause trouble between almost 
any pair of stages (including the oscillator) in the receiver. An electrolytic condenser 
in parallel with a r-f by-pass (0.1 nF) is commonly used to avoid this trouble. 

The only completely satisfactory method of testing a receiver for performance with 
discharged batteries is to use a set of batteries which has been used normally imtil 
the voltage has fallen to the required level. Accelerated rates of discharge do not 
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Fig. 35.21 . Ampere-hours output versus discharge current for various operating cycles 

{Ref. 25). 

produce such a high internal resistance. Noise will sometimes be encountered with 
a discharged battery unless a large by-pass is connected in parallel with it. 

The effect of temperature on dry cells is very marked. At high temperatures the 
deterioration of imused cells is rapid and tests have shown that batteries stored for 
one year at 104 °F. have deteriorated more than similar batteries stored for five years 
at 48 °F. Small cells have a shorter shelf life than large ones stored under the same 
conditions. 

The reasons for the increased rate of deterioration at high temperatures are in- 
creased moisture loss from the electrolyte, and increased chemical activity in the 
battery. This latter effect is beneficial when the battery is actually in use and a 
battery discharged in a comparatively short time at 100°F. has been found to give 
140% of the output of a similar battery at 70°F. At 40°F. the output fell to 48% 
of the output at 70 °F. 

When testing batteries it is important to realise that there is no relationship be- 
tween the current delivered by a dry cell on a short circuit amperage test and the 
service capacity of the cell. On the other hand the working voltage of a dry cell does 
decline progressively as the cell becomes exhausted, so that a voltage test under normal 
load is a good indication of a battery's condition. The voltmeter used should have a 
resistance of not less than 100 ohms per volt for single cells or 1000 ohms per volt for 
B batteries. The current drawn by lower sensitivity meters may lead to a lower 
voltage indication than actually occurs in use. 

In some types of portable receivers which can be used with dry batteries or an a.c. 
power supply the dry batteries can be charged during a.c. operation or while the re- 
ceiver is not in use. This is claimed to increase the service obtainable from the dry 
batteries although the degree of improvement depends on the conditions of use. It 
is important that the charging ciurent should not be excessive. Further information 
is available in Refs. 56, 57, 69, 70, 71. 
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SECTION 8 : CAR RADIO 

(i) Interference suppression (ii) Circuit considerations {Hi') Valve operating con- 
ditions. 

(i) Interference suppression 

The main, problem in car-radio design is the suppression of interference from the 
car and from the power supply of the receiver. Ignition interference is the more 
troublesome, and while there are methods of suppression which apply in all cases any 
particular installation is liable to present problems of its own. 

One theory as to the mechanism by which interference is produced is that each 
spark causes oscillatory currents in the ignition leads covering a wide band of fre- 
quencies. The spectrum is propagated from the ignition lead which acts as an aerial, 
and the receiver amplifies those frequencies to which it is tuned. See Ref. 10 for a 
comprehensive survey of reports on the nature, measurements and suppression of 
ignition interference. 

Another possible mechanism has been described in Ref. 1, although objections to 
it are brought forward in Ref. IOC. This conception of interference generation is 
that the radiated field is an impulse which is short compared with the period of the 
carrier frequency up to frequencies of hundreds of megacycles. Each burst of inter- 
ference heard is thus the impulse response of the receiver and its aerial, so that the 
interference is more dependent on the bandwidth of a receiver than on the frequency 
to which it is tuned, although of course the signal received will vary in amplitude with 
large variations in frequency. 

In addition to ignition noise, interference is caused by the brushes on the generator 
but this is readily removed by by-passing. Special suppression capacitors are avail- 
able of 0.5 nV capacitance, 200 volt working, encased in a metal can to which one 
side of the capacitor is connected. 

Methods of dealing with the majority of straightforward interference suppression 
problems are given below (Ref. 60). 

(a) Cut the high tension lead coimecting the ignition coil to the centre of the dis- 
tributor head as close as possible to the distributor head and screw the two ends of 
the leads into a resistor suppressor. Suitable suppressors consisting of a carbon 
resistor of 15 000 ohms with facilities for attaching the two leads are available com- 
mercially. 

(b) Connect a suppression capacitor to the point where the receiver low tension 
cable is connected to the car's low tension system, with the metal case clamped to the 
chassis. 

(c) Clamp the metal case of another suppression capacitor to the generator housing 
and connect the lead to the generator armature-terminal. The capacitor must not 
be connected to the generator field-terminal. In American cars the correct terminal 
is usually the larger one. 

In most English cars the armature terminal is not accessible on the generator and 
the suppression capacitor should be coimected in such cases to the " D " terminal 
on the voltage distribution channel. 

If trouble is still experienced the following points should be investigated. 

(d) See that the distributor contacts and spark plug points are clean, in good con- 
dition and correctly adjusted. Replacements may be needed. 

(e) If the engine is rubber mounted a bond may be necessary between the engine 
block and the chassis. This bond should be a piece of flexible copper braid not less 
than I in. wide and as short as possible, although allowing for engine movement. 

(f ) See that the low tension leads do not come close to any of the high tension wiring. 
In some cars it may be necessary to remove the low tension wires from channels pro- 
vided for the spark plug leads. 

(g) Make sure that there is a good connection between the ignition coil can and the 
engine block. 

(h) Bond all oil pipes, bowden cables, etc., to the bulkhead as they pass through to 
the driving compartment. 
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(i) Try the effect of bonding various parts of the bodywork to the bulkhead or 
engine block with | in. copper braid. It sometimes happens that a large section of 
metal, for example a mudguard, is insulated by rubber or fabric beading, or even by 
paint, from the rest of the body. Bonding of such sections may eliminate inter- 
ference. 

(j) By-pass separately the various electrical components of the car, such as the horn, 
ignition switch, windscreen wiper motor, petrol pump, head lights, dome light, park- 
ing lights, petrol gauge, electric clock, etc. 

In fitting the various units of the radio itself it is necessary to remove some paint 
from the metal to make sure that the unit is electrically earthed. 

Occasionally trouble is experienced from wheel and tyre static. Graphite grease 
in the wheel bearings, may be sufficient to effect a cure, but in some cases spring 
contacts bearing on the wheel hub have been used. 

(ii) Circuit considerations 

The main requirements for a car radio are high sensitivity, high signal-to-noise 
ratio, good a.v.c, high a-f output, compactness, the ability to withstand vibration, 
and mechanical flexibility for installation purposes. 

The first four items have almost standardized the design into the form of a receiver 
with r-f, converter, i-f, a-f and output stages. Such a combination allows the re- 
ceiver sensitivity to be limited only by the noise in the first stage — which is desirable. 

The high over-all sensitivity (1 /xV input for 0.5 watt output is not uncommon) 
causes high a.v.c. voltages to be developed with comparatively small inputs so that 
strong a.v.c. action is available even when signals fade to very low levels. The a.v.c. 
diode load is often returned to a source of bias for the r-f and i-f amplifiers so that 
a delay of two or three volts is obtained and this flattens the a.v.c. characteristic even 
more, after the delay has been overcome. The a-f sensitivity is adequate to allow 
fuU output. 

When full a.v.c. is applied to the r-f stage a check should be made from Scroggie's 
curves — Sect. 3(i) of this chapter — to see that the noise from the first valve does not 
become comparable in size with that from the input circuit and so affect the signal- 
to-noise ratio. 



The design of the aerial input circuit is very important in a car radio, because of 
the small effective height and physical size of the aerial itself. Different aerials may 
be used with the receiver, but telescopic types with a capacitance of about 50 fifiF 
are commonly assumed. One of the most popular circuits is shown in Fig. 35.22. 
L, is a choke consisting of a few spaced turns of thick wire, resonant at about 40 Mc/s. 
It is used to minimize incoming ignition interference without seriously effecting the 
desired signals. is the aerial coil primary, which is arranged to resonate with the 
aerial and the rest of the circuit outside the low frequency end of the required band. 
However the resonance is kept as close to the band as possible without introducing 
too much mistracking between the aerial and r-f circuits, in order to obtain the maxi- 
mum possible gain at the low frequency end of the band. 

The capacitor C, is from 50 to 100 ft/iF in a typical case, and provides capacitance 
coupling to improve the gain at the high frequency end of the band. is tapped at 
from one quarter to one third of the total number of turns from the cold end. Coup- 



u 




Fig. 35.22. Gar-radio 
aerial input circuit. 
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ling between and L3 usually approaches 20%. The Q of L3 must be as high as 
possible and iron cores are commonly used. Q values in air as high as 250 at the maxi- 
mum point in the band have been used, and a gain of from 8 to 10 is obtainable over 
the band with such a coil mounted in the chassis. Gain is measured with the output 
of the signal generator connected through a 50 ;i/xF capacitor to the aerial end of the 
shielded input cable. Noise figures obtainable are of the order of equal noise and 
power output when the input signal is from 0.3 to 1.0 fiV, 30% modulated. 

A series trimming condenser (say 50-350 tifiF) is sometimes used between the 
spark coil and the aerial primary so that the aerial coil can still be tracked with the 
r-f coil even when a high capacitance aerial is connected to the receiver. 

Power supplies for car radios are vibrator operated, using either synchronous or 
non-synchronous types. The non-synchronous system has the advantage of 
keeping a constant output polarity when the input polarity is reversed, so that the 
lack of imiformity between car manufacturers as to positive or negative grounding 
of the battery becomes unimportant. Non-synchronous systems also have fewer 
troubles from vibrator hash in the receiver and are generally assumed to be more 
reliable in operation but of course they are more expensive, since a rectifier must be 
provided, and consume more current if a hot cathode type of rectifier is used. 

In the elimination of interference either from the vibrator or from ignition noise 
in a car radio, " spark plates " are often used. These are by-pass capacitors using the 
chassis as one plate, a thin sheet of insulating material, preferably mica, as the di- 
electric and tin-plate or brass as the other plate, the assembly being eyeletted together 
With suitable insulating washers. Because components are soldered directly to the 
top plate and the bottom plate is the chassis, the series inductance of such a capacitor 
is very small. It has been recommended that incoming leads should be soldered to 
one end of a spark plate and outgoing leads to the other end. Capacitances between 
10 and 200 fi^iF are commonly made up in this way. 

Because of the intense ignition interference field it is often necessary to filter all 
leads coming into the receiver. Tone control leads and even loud speaker leads may 
need by-passes or series chokes to eliminate interference. 

The effects of vibration must be considered- in car radio design. Reliable air 
dielectric trimmers are more stable than compression mica types, but need to be 
sealed after aligimient. Large paper capacitors need to be held by means other than 
their own leads, and smaller components must be mounted so that they cannot 
vibrate on their leads. Older types of valves, such as G types and others of similar 
size can give trouble through falling out of their sockets under the influence of vibra- 
tion, particularly when mounted horizontally. For this reason and for the extreme 
compactness which they allow, miniature valves are well suited for car radio designs. 

(iii) Valve operating conditions 

Valves in car radios are subjected to heater voltages outside both the top and bottom 
limits specified by valve manufacturers. Extremes of perhaps 8.0 and 4.5 volts may 
be encountered with the battery on charge and fully charged, and off charge and dis- 
charged. 

Excessively high heater voltages reduce valve life by evaporating the coating from 
the cathode, and care should be taken to see that plate or screen dissipations do not 
exceed valve manufactiurers' ratings under any anticipated working condition, par- 
ticularly as the ambient temperature inside the car radio is likely to be very high at 
times. 

When heaters are operated at excessively high voltages it is possible for 
control grids to rise to a temperature at which grid emission takes place. To reduce 
the effects of this grid emission current, it is advisable to use the lowest convenient 
values for output valve grid leaks and a.v.c. series resistors in car radios. 

When the supply voltage is very low, the receiver loses sensitivity and power output 
but remains usable so long as the oscillator operates. To guard against oscillator 
stoppage a new design of receiver should be checked with a large number of valves 
including some with low oscillator grid current under normal operating conditions. 
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Since valves are only tested by manufacturers to the recommended voltage limits, 
there is no guarantee of imiformity of operation between valves at voltages outside 
those limits 



SECTION 9 : MISCELLANEOUS FEATURES 

(i) Spurious responses (ii) Reduction of interference (Hi) Contact potential biasing 
(iv) Fuses («) Tropic proofing {vi) Parasitic oscillations (vii) Printed circuits 
(viii) Other miscellaneous features. 

(i) Spurious responses 

With a superheterodyne receiver, several types of signal can be received which 
do not originate in stations broadcasting on the frequency to which the receiver is 
tuned. The signals are not necessarily objectionable of themselves, but owing to 
the congested condition of the broadcasting band, almost any spurious signal will 
interfere with a true signal. These spurious responses are due to several causes which 
are listed below. 

(a) Harmonics of a station operating at a lower frequency. 

(b) Two stations broadcasting on frequencies separated by the intermediate 
frequency of the receiver. 

(c) A station broadcasting on the image frequency of a desired station. 

(d) A combination of local oscillator harmonics with other signals or harmonics. 

(e) Feedback of intermediate frequency harmonics. 

(f) A station broadcasting on the intermediate frequency of the receiver. 
Interference of type (a) will be received by any receiver of sufficient sensitivity 

and cannot be minimized in the design of a receiver. 

When type (b) interference is experienced, the two stations will be heard together 
over two bands of frequencies centred on the frequencies of each of the stations. 
The interference continues even when the local oscillator is stopped. Since it is 
necessary for the two signals to be present at the grid of the frequency changer for 
the interference to be troublesome, selectivity before this point is required to eliminate 
it. Alternatively the intermediate frequency of the receiver can be altered to a fre- 
quency at least 10 Kc/s removed from the difference frequency. 

Type (c) interference can be cured by adequate signal frequency selectivity, and 
is the main reason for this selectivity. Particularly in the short-wave range of dual 
wave receivers is trouble experienced (although not always recognised) from this 
source, and it is so prevalent that the signal frequency selectivity of a receiver is always 
expressed as its image ratio. 

Methods of calculating image ratio are given in Chapter 23 Sect. 4(ii) for coils 
without capacitance coupling. To obtain the full calculated rejection, particularly 
at the high frequency end of a band, it is necessary to reduce to a minimum all coup- 
lings other than that by mutual inductance. Separation of circuits and earthing at 
one point for each circuit will be found beneficial when high gain is used. Capacitance 
coupling must be particularly avoided. Ref. 21 (pp. 225-237) gives circuits which 
increase image rejection. 

There are many possibilities of type (d) interference but it is not a major problem 
in most receiver installations. Nevertheless it is advisable to restrict oscillator grid 
current to a minimum, consistent with other requirements, to minimize this source 
of interference. 

Feedback of intermediate frequency harmonics can occur through B supply, a.v.c. 
or other wiring, or by means of voltages induced into the converter input circuit 
from the second detector, or any part of the a-f amplifier. The feedback may be 
sufficient to cause actual instability or merely an aimoying heterodyne on stations 
adjacent in frequency to the harmonics of the i-f. Shielding and perhaps decoupling 
or an r-f by-pass in the a-f circuit readily remove the trouble. 
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Interference from a signal on or near the intermediate frequency continues when 
the local oscillator is stopped and becomes progressively worse as the receiver tuning 
approaches the intermediate frequency. It is seldom encotintered in superheterodynes 
with a timed r-f amplifier, but receivers with an untuned r-f amplifier or with none 
usually have very poor i-f rejection at frequencies lower than 600 Kc/s. 

A method of plotting interference signals is given in Ref. 21, Part 1, page 201. 
An example of the estimation of the interference to be expected in a given set of con- 
ditions will be found in Ref. 53. 

(ii) Reduction of interference 

There are two main methods of minimizing the effects of external noise on radio 
reception. The first is by the use of noise limiters in the receiver (Chapter 16 Sect. 7 
and Chapter 27 Sect. 5) and this method is equally applicable whether the noise is of 
man-made or natural origin. The second method consists of using filters and noise- 
reducing aerials and is only applicable to noise from man-made sources. 

Most mains operated receivers receive appreciable r-f inputs from the supply lines, 
and when noise is troublesome the ratio of signal to noise is often much lower in the 
mains than in an aerial. This occurs when the source of interference is connected to 
the power supply and induces interference into the mains wiring. In such a case 
filtering of the mains leads can give a substantial improvement in signal-to-noise ratio. 

An electrostatic shield between primary and secondary windings of the power 
transformer is the most common method of treatment. Methods of incorporating 
such a shield in the power transformer are described in Chapter 5 page 233. The 
alternative method (b) of winding the earthed low voltage filament between primary 
and secondary, due to its inductance, is probably less effective than the normal 
shield (a). 



By-passing of the incoming mains leads to the chassis, with or without series in- 
ductors, is often used to reduce interference. Fig. 35.23 shows that this method is of 
limited use, depending on the impedance between the receiver chassis and groimd. 
Noise currents represented by arrows flow from mains to chassis and from chassis 
to ground, thus setting up a noise voltage on the chassis relative to ground. This 
voltage causes another noise current to flow through the primary of the aerial coil 
and the capacitance of the aerial to ground, and thus a noise voltage is induced in the 
aerial coil secondary and applied to the first valve of the receiver. 

The fact that interference stops when the aerial is removed from the receiver is 
not proof that the noise is picked up by the aerial. If the aerial were removed in 
Fig. 35.23 the interference would stop because the path to ground through the aerial 
primary would be removed, but the noise source is the supply mains. 

Figure 35.23 indicates how improvements in noise reduction can be made. Firstly, 
if the earth lead for the mains by-passes is separated from the receiver earth, the noise 
potential between chassis and ground is eliminated. The separation needs to be more 
than electrical, as if two wires were close to each other the noise currents in the filter 
earth would induce noise currents in the receiver earth. 

Secondly the incoming noise currents can be considerably reduced by using a r-f 
choke in series with the mains leads before the first by-pass to increase the impedance 
of the path. This will reduce the noise voltage between chassis and ground, but 
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Fig. 35.23. Interference from power- 
supply induces noise into input circuit 
of receiver. 




FIG. 35.23 
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increase the noise voltage between mains leads and ground, and the capacitance be- 
tween mains and aerial leads may lead to increased noise from this source, 

A third possibility is the use of a balanced aerial coil primary connected to the ends 
of a symmetrical lead-in from the aerial. When the two ends of the primary are 
balanced with respect to capacitance to chassis (a small trimmer can be used on either 
side of the primary if found necessary to give the greatest noise reduction) then noise 
currents flowing from receiver chassis to ground through the aerial capacitance do 
not give rise to noise voltages in the aerial coil secondary or the remainder of the re- 
ceiver. An electrostatic shield can be used between primary and secondary as an 
added- precaution against electrostatic asymmetry between primary and secondary 
windings. 

The symmetrical lead-in can be terminated at the aerial end in another transformer 
coupling it to the aerial, in a dipole, or aerial and counterpoise or the lead-in may be 
merely a two wire feeder with one end extended to form the aerial. In any of these 
cases additional noise reduction can be expected from the fact that the aerial proper 
can be placed at some distance from the power supply mains or any other known 
source of interference, e.g., it can be removed as far as possible from, and placed at 
right angles to, tram lines. 

Before proceeding with elaborate noise reduction methods it is advisable of course 
to make sure that the receiver itself is not picking up noise directly. In strong fields 
•large voltages are induced into grid leads and under-chassis wiring, and complete 
shielding of the receiver proper may reduce interference without other assistance, 
or it may be essential if the full benefit of more elaborate methods is to be obtained. 

I.n-built aerials on mains operated receivers usually work on the principle of pro- 
viding an earth return for signals coming from the mains, in some cases as shown 
in Fig. 35.23, and in other cases with a capacitance between mains and aerial terminal, 
and the receiver chassis providing, through capacitance or direct cormection, the 
return to ground. In the first case the requirement for the " aerial " is merely the 
largest possible capacitance to ground, and a ground connection to the chassis should 
reduce the signal input. In the second case an earth connection should improve 
signal strength as the current through the coil will be increased. 

Even when a mains-operated receiver is equipped with an in-built loop aerial, 
some of the signal input is due to the capacitance effect of the loop as a whole. A 
mains filter may improve the signal-to-noise ratio in such a case, but with the other 
two types of in-built aerial a mains filter will reduce the signal and noise by the 
same amount leaving the ratio unchanged. 

(iii) Contact potential biasing 

Electrochemical activity between the electrodes of a valve produces potential 
differences without the application of external e.m.f 's. The effect is most noticeable 
on grids and diode plates since their " contact potential " may be of the same order 
as potentials applied from other sources. The effective bias depends on the surfaces 
of the two electrodes and the impedance connected between the respective valve pins. 
The control grid contact potential will vary with different types of valves, with 
different valves of the same type and with age in a particular valve. 

In practice, control grid and diode contact potentials are found in indirectly- 
heated valves to vary between —0.1 and — 1.1 volts with different types of valves, and 
the contact potential of a particular valve may vary as much as 0.4 volt during life. 
Because of this, the contact potential of valves has a restricted application as a source 
of bias, but it can be satisfactory if its limitations are borne in mind. 

The two types of contact potential bias are " grid leak bias " of a-f amplifiers and 
" diode bias " of i-f and other amplifiers. Some valve types which are likely to 
be used with grid leak bias e.g. Radiotron types, 6B6-G, 6SQ7-GT, and 6AV6, 
are given a 100% production test for grid leak bias by Amalgamated Wireless Valve 
Co., under conditions sufficiently severe to ensure that any change of characteristics 
during valve life will not affect their performance. These types can be recormnended 
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for this type of service provided that the plate current is resuicted to a maximum of 
1 mA, the grid leak is 5 megohms or larger (2 megohms can be used with a small signal 
input but distortion should be checked) and the output required is not greater than 
25 V r.m.s. Under these conditions less distortion can be expected from grid leak 
bias than from cathode bias (Ref. 43). 

Pentode valves have more critical bias requirements when used as . low distortion 
resistance coupled a-f amplifiers and because of this are not so suitable for grid leak 
biasing. However when used with a series screen resistor of high value and com- 
paratively small a-f inputs they can be satisfactory, and remove some of the hum 
problems from fairly low-level a-f amplifiers since there is no bias supply to be 
filtered, and the cathode is at ground potential so that heater-cathode conductance 
is not troublesome. 

Diode biasing finds its main application in minimum cost 5 valve (4 valve plus 
rectifier) receivers. A.V.C. is applied to the i-f and converter valves directly from 
the diode plate of the second detector, the diode load and the cathode of the i-f am- 
plifier being returned to ground. Under these conditions the contact potential of 
the diode is the only bias applied to the i-f amplifier, and its screen voltage is adjusted 
to keep plate and screen dissipations within tolerances. The converter may need 
additional bias, obtained from a cathode resistor and by-pass, depending on the type 
used. 

A trouble which occasionally occurs with this circuit is that the diode bias is too 
small, the i-f valve draws grid current, and its reduced input impedance damps the 
i-f transformer suflSciently to cause a serious drop in sensitivity with small inputs. 
As the input is increased, the additional i-f bias from the a.v.c. line restores the sensi- 
tivity to normal so that over a small range of input signals the receiver output in- 
creases much more rapidly than the input. A receiver with this defect may show 
poor sensitivity for 50 mW output, but normal sensitivity for the larger signal re- 
quired to give 0.5 watt output as recommended by the I.R.E. " Standards on Radio 
Receivers, 1948." 

Additional methods of using contact potential for bias are given in Ref. 44. 
(iv) Fuses 

Commercial A-M receivers rarely incorporate a fuse owing to the difficulties in- 
volved in providing a satisfactory one. The peak current in the primary of the power 
transformer when a receiver is switched on may be twenty times the average current 
for a time not exceeding 0.01 sec. This occurs during normal operation, but on the 
other hand a fault resulting in twice the normal primary current over a period of time 
may lead to transformer breakdown. 

Since a normal cartridge fuse will blow within 0.01 sec. with five to ten times its 
rated current applied, a fuse of four times the rated current of a receiver would be the 
smallest value which could be used. Such a fuse would probably not fail immediately, 
even with a complete short circuit on the whole high tension winding of a receiver, 
and would be almost useless. 

Two types of fuse which can be used satisfactorily under such conditions have been 
described (Ref. 30). The first consists of the normal glass cartridge and ends, con- 
taining in series a small spring soldered under tension to a fine manganin resistance 
wire by means of a blob of low temperature solder (e.g. Wood's metal). A prolonged 
overload produces enough heat in the resistance wire to melt the solder and allow 
the fuse to clear, but the thermal inertia of the mass of solder protects the fuse against 
short duration surges. With a severe overload the resistance wire clears almost 
instantaneously. An advantage of this type of fuse is the low temperature required 
for operation — of the order of 100°C compared with perhaps 900°C for a normal 
type of fuse. 

Another fuse has been made consisting of a high melting point nickel wire with 
blobs of magnesium powder in a binding varnish supported on it. Once again the 
thermal inertia of the blob allows short duration surges to occur without damage, but 
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a prolonged overload raises the magnesium powder to ignition point (about 500°C) 
and the fuse clears. 

A different type of protection has been used in other types of receivers. This 
consists of an insulated strip of metal with high heat conductivity which is included 
in the power transformer during winding. One end of the strip projects outside the 
winding and to this a small stirrup is soldered with very low melting point solder. 
A spring engages in the stirrup under tension and the primary current to the whole 
receiver passes through the assembly. Any overheating of the power transformer 
melts the solder and the spring disconnects one side of the mains from the receiver. 
Such a device might not protect a low impedance rectifier from damage if the input 
condenser were to break down, but it could save the power transformer and would 
certainly prevent a fire. 

A heat-operated overload cut-out is described in Ref. 65. 

See also Chapter 38 Sect. 12 for general information on fuses, and Table 55. 

(v) Tropic proofing 

Tropic proofing has been the subject of a large amount of investigation (Ref. 40). 
However many treatments described are not applicable to cojnmercial A-M receivers 
— even if only because of expense — and in any case are not required for equipment 
which, although in the tropics, is to operate inside a home. 

For " commercial tropic proofing " the following points might be taken as a mini- 
mum requirement : — 

(a) Good quality resistors, derated to dissipate no more than two thirds of the 
manufacturer's rating. 

(b) Good quality paper capacitors, preferably sealed in glass, but at least moulded 
in some non-hygroscopic composition, with particular care (non-cracking wax or 
varnish sealing for instance) against ingress of moisture along leads. Voltage rating 
to be at least twice that experienced under working conditions. Mica capacitors 
to be used in positions critical to leakage e.g. a-f coupling capacitors, or a.v.c. by-pass 
capacitors. 

(c) Mica capacitors in tuned circuits to be of silvered mica type, flash-dipped in 
non-hygroscopic wax or varnish. 

(d) Trimmers to have air dielectric. 

(e) Power transformer to be moisture proofed, preferably by baking and vacuum 
impregnation with bitumen, or with a varnish which can be made to set satisfactorily 
right through the winding (this must be checked). Failing vacuum impregnation, 
pitch sealing can be used providing good penetration is obtained. Penetration is 
assisted by baking the transformers, standing them on edge with the top of the wind- 
ing just above the surface of the pitch immediately after baking for perhaps half an 
hour, and then lowering the whole transformer below the siurface in the same position 
and leaving for another quarter hour. The transformers can then be drained. 

(f) A-F transformers and chokes to be vacuum impregnated and to have the core 
connected to the winding, the whole assembly being isolated from the chassis. 

(g) Coils to be wound on moulded or ceramic formers and baked, impregnated 
(preferably under vacuum) and flash dipped in non-hygroscopic wax. 

(h) Very fine wire to be avoided ; 36 A.W.G. is a suitable minimum size. 

(i) Hook-up wire to be covered only with good quality rubber of low sulphur con- 
tent, or P.V.C. 

(j) All corrodible metals to be suitably treated, e.g. steel to be well and heavily 
plated (and lacquered where possible), alimiinimn to be anodised if possible or chro- 
mate dipped in such places as gang plates, brass to be plated. Die castings and readily 
corrodible metals, such as zinc, to be avoided. 

(k) Plywood to be urea-bonded. 

(1) Good quahty micarta to be used for lug strips, wavechange switch wafers, etc. 
Micarta to be baked and vacuum impregnated in non-hygroscopic compound where 
possible. - 

(m) All fungus-supporting media such as cloth and other organic materials to be 
avoided as far as possible and fungus and moisture proofed if used. 
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(n) Wiring to be arranged as far as possible to minimize the effects of leakage e.g. 
B+ and a.v.c. not to be wired to adjacent lugs on a lug strip, etc. 

(o) All-glass valve types to be used to avoid losses in moulded insulating material, 
together with high quality valve sockets. 

(p) Ceramic insulation to be used in the tuning gang if possible. Micarta — ^if used 
— must be baked, vacuum impregnated in varnish and rebaked. 

Additional improvements which can be incorporated include the use of ceramic 
instead of micarta for such items as lug strips, wavechange switch, and valve sockets, 
hermetic sealing for individual components (particularly transformers), hermetic 
sealing for the complete equipment with silica gel used for dehydration, and the avoid- 
ing of contact potentials in excess of a small fraction of a volt between contacting 
metals. Platings of appropriate metals can be used to minimize potential differences 
between adjacent metal surfaces. 

See also Chapter 1 1 Sect. 7 for tropic proofing of coils. 

(vi) Parasitic oscillations 

The high slope of modern valves makes them particularly liable to generate parasitic 
oscillations unless suitable precautions are taken. In a radio receiver, a power output 
stage employing a high slope valve is the most probable cause of trouble, which may 
show up as a continuous " frying " noise, as an irritating " buzz " perhaps only on 
loud passages, or merely as reduced output with distortion. 

Parasitic oscillations often occur at frequencies of the order of 100 Mc/s with leads 
from valve sockets forming resonant circuits and with a feedback path provided by a 
few micromicrofarads of capacitance between plate and grid circuits. In such a 
case a suitable remedy is a non-inductive resistor (say 50 000 ohms, i watt, carbon) 
wired directly to the grid pin. This increases the losses in the high frequency circuit 
to such an extent that oscillation is not possible. 

Because the placing of wires is liable to vary between receivers, oscillation may 
occur only in some receivers of a production run, but it is normal practice to provide 
a grid stopper in each set to avoid rejects. In extreme cases it may also be necessary 
to use stoppers in screen grid or plate circuits, but the values must be much smaller 
to avoid excessive d.c. voltage drop. 

Valves other than high slope output valves can be troublesome, and in one instance 
some of a production run of receivers having i-f amplifiers with bare tinned-copper 
leads a few inches in length cotmecting the grid and plate pins to the i-f transformers 
were found to be oscillating at a frequency in excess of 200 Mc/s. The trouble 
showed up as poor i-f sensitivity with high noise level, and was cured by wiring the hot 
side of the i-f trimmer directly to the valve socket, thereby including the inductance 
of the lead to the transformer in the i-f tuned circuit. 

The best test for parasitic oscillation in an a-f amplifier is to examine with an os- 
cilloscope the output waveform with the amplifier driven from zero input to overload 
at various frequencies. Oscillation may be shown as a thickening of the trace over 
part or all of the cycle or by a higher frequency superimposed on the correct trace. 
In the absence of an oscilloscope, unusual or varying plate current in an output valve 
may be taken as an indication of oscillation particularly if the plate current can be 
varied by moving the hand near the valve. 

Additional details on parasitic oscillations are given in Ref. 52. 

(vii) Printed circuits* 

Printed eleetromc circuits are no longer in the experimental Stage. Introduced 
into mass production early in 1945 in the tiny radio proximity fuze for mortar shells 
developed by the National Bureau of Standards, printed circuits are now the subject 
of intense interest on the part of manufacturers and research laboratories in this 
country and abroad. 

Circuits are defined as being " printed " when they are produced on an insulated 
surface by any process. The methods of printing circuits fall into six main classi- 
fications. (1) Painting. Conductor and resistor paints are applied separately by means 
of a brush or a sten cil bearing the electronic pattern. After drying, tiny capacitors 

•Reprinted by permission of The Institute of Radio Engineers from Ref. 38. 
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FIG. 35.24 

Fig. 35.24. Positive feedback circuits for eliminating cathode bypass capacitors 

{Ref 51). 



and subminiature tubes are added to complete the unit. (2) Spraying. Molten 
metal or paint is sprayed on to form the circuit conductors. Resistance paints may 
also be sprayed. Included in this classification are an abrasive spraying process and 
a die-casting method. (3) Chemical deposition. Chemical solutions are poured 
onto a surface originally covered vi^ith a stencil A thin metallic fihn is precipitated 
on the surface on the form of the desired electronic circuit. For conductors the film 
is electroplated to increase its conductance. (4) Vacuum processes. Metallic con- 
ductors and resistors are distilled onto the surface through a suitable stencil. (5) 
Die-stamping. Conductors are punched out of metal foil by either hot or cold dies 
and attached to an insulated panel. Resistors may also be stamped out of a specially 
coated plastic film. (6) Dusting. Conducting powders are dusted onto a surface 
through a stencil and fired. Powders are held on either with a binder or by an electro- 
static method. 

Methods employed have been painting, spraying, and die-stamping. Principal 
advantages of printed circuits are vmiformity of production, and the reduction of size, 
assembly and inspection time and cost, line rejects, and purchasing and stocking 
problems. 

See Ref. 37 for a description of the production of complete radio receivers by print- 
ing techmques. See also Refs. 38, 39, 46, 47, 61, 62, 63, 64. 

There are components which it is not practicable to produce by printing, e.g., 
electrolytic and other high value capacitors. In Ref. 51 details are given of circuit 
techniques to eliminate such components without seriously affecting performance. 

Fig. 35.24A shows a conventional two-stage triode amplifier and Fig. 35.24B a 
circuit with similar gain which does not use electrolytic capacitors. In Fig. 35.24B 
the removal of the cathode by-passes decreases gain and results in an a-f voltage 
appearing across each of the two cathode resistors. These voltages are in opposite 
phase and by adjusting the positive feedback through Rf from the cathode circuit 
of the second valve to the cathode circuit of the first valve the gain of the amplifier 
can be restored to the original level. 

Fig. 35.24C shows a practical amplifier with a voltage gain of 80 and a bandwidth 
(3 db down) of 250 Kc/s. Fig. 35.24D gives a single valve amplifier with a gain of 
1000 and a bandwidth of 100 Kc/s. Two such valves can be used in a four stage 
amplifier with a gain of one million and a volume of six cubic inches. 
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Fig. 35.25A shows a method of eliminating screen by-passes by using positive 
feedback from the plate of a following valve, while Fig. 35.25B demonstrates a screen 
regeneration circuit similar to the cathode regeneration circuit of Fig. 35.24B. 

Circuits for high frequency compensation by means of positive feedback used in 
place of compensating inductors are also given in Ref. 51. 
An analysis of a-f circuits with " cathode neutralization " will be found in Ref. 54 




Fig. 35.25. Positive feedback circuits for eliminating screen bypass capacitors 

{Ref. 51). 



(viii) Other miscellaneous features 

Synthetic bass is described in Chapter 14 Sect. 3(viii) and its application in re- 
ceivers in Chapter 15 Sect. 12(ii). 
Tone control is covered in Chapter 16. 
Whistle filters are covered in Chapter 16 Sect, 11. 
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SECTION 1 . F-M RECEIVERS 

(0 Comparison with A-M (ii) Aerial and r-f design (Hi) Local oscillator design 
(iv) I-P amplifier (v) F-M detection and A-M rejection. 

(i) Comparison with A-M 

Many of the problems encountered in F-M receiver design are new, but the majority 
are similar to those in A-M receivers and yield to similar treatment to that described 
in Chapter 35. 

The advantages conferred by F-M are not so great that an obviously improved 
service will necessarily be available to the F-M listener unless suitable programme 
material is broadcast, and unless the receiver design makes full use of the increased 
dynamic range, frequency response and noise reduction which are possible with F-M. 

To obtain the advantages of the noise reducing properties of frequency modulation 
it is necessary to design the F-M receiver with considerable care. If this is not done 
the receiver can destroy much of the improvement obtainable. In many applications 
F-M does offer undeniable advantages over A-M but this is not true in every case. 
It should not be assumed that F-M offers a cure-all for every tjfpe of noise problem, 
and for some communication systems A-M may be superior to F-M (see Refs. 9 
and 24). 

The main differences between A-M and F-M receivers are due to the higher fre- 
quencies used for the signal, local oscillator and intermediate frequencies, the need 
for greater i-f bandwidth, the different type of detection required and the necessity 
for some form of amplitude rejection. New techniques required for the higher 
F-M signal frequency would be equally necessary for an A-M system operating on 
the same frequency. 

(ii) Aerial and r-f design 

See also Chapter 22 (Aerials) and Chapter 23 (R-F Amplifiers). 
(A) The inductance of a straight non-magnetic wire with a length much greater 
than its diameter can be obtained (Ref. 1) from the approximate formula 

L = 0.005 /[2.3 logio (4 l/d - 0.75)] (1) 

where Z. ^ inductance in microhenrys, 

I = length of wire in inches, 
and d = diameter of wire in inches. 

The inductance of one inch of 22 A.W.G. wire is thus 0.025 iM, and its reactance 
at 100 Mc/s is 16 ohms, so that when laying out circuits for use at v-h-f every lead 
used must be considered as an inductance. This factor, and the reduced input ad- 
mittance of valves at v-h-f, are responsible for most of the problems in F-M receiver 
front-end design. 
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(B) Since at 100 Mc/s one quarter wavelength is only about 30 inches, it is quite 
passible to provide a tuned aerial system with F-M receivers. A type commonly 
used with console receivers is made from 300 ohm ribbon type transmission line. 
The usual arrangement is approximately half a wavelength long with the two wires 
connected together at the ends and one side cut to take the feeder. The aerial is 
tacked aroimd the cabinet, on the back or inside, or it may be placed under floor 
coverings. 

Such aerials operate quite satisfactorily at distances up to fifteen or twenty miles 
from a transmitter in favourable circumstances, but they are too big for mantel models. 
However a " mains aerial " (or " line antenna ") consisting of a small capacitor 
between one side of the mains and the hot end of an imbalanced aerial primary can 
be used with comparable results. 

For improved results in difRcult locations an outside aerial should be erected 
as a matter of course, and in all cases it is advisable to investigate the effect of slight 
changes in position or orientation of the aerial since they may make a large difference 
to the signal strength. This is due to the fact that the dimensions of the waves are 
comparable with those of houses, rooms and even people, so that reflections occur, 
and standing waves exist which vary in amplitude with small changes in location. 
When a receiver is operated with an inbuilt aerial on low-level signals this is strikingly 
illustrated by signal strength variations being caused by reflection from people moving 
in the vicinity of the receiver. 

(C) Aerial coil design is greatly influenced by the input conductance of the first 
valve, but in all cases it is necessary for the layout of the stage to be such as to include 
as much as possible of the required tuned circuit inductance in the coil. This pro- 
hibits the use of switching within the timed circuit, and since a typical aerial coil 
secondary inductance might be 0.06 fM (less than the inductance of two inches of 
22 A.W.G. wire) a good system is to mount the secondary coil across the tuning con- 
denser (if one is used) when no a.v.c. is applied to the input stage. If a.v.c. is used an 
assembly can be made of the tuning condenser, tuning coil and a.v.c. by-pass. In the 
usual case in which a 300 ohm transmission line is used, the main function of the aerial 
coil is impedance matching and no appreciable voltage gain is obtained. In some 
cases there may even be a slight loss. See Ref. 14 for calculation of aerial coil con- 
stants, although in the example a 75 ohm transmission line is used. 

(D) The valve used in the first stage has a considerable effect upon the signal- 
to-noise ratio of a receiver. Although the impedance* between the grid of the input 
valve and ground might be as low as say 800 ohms in a typical case, reference to 
Chapter 23 Sect. 6 shows that the equivalent noise resistance of the valve (probably 
of the order of some few thousands of ohms) is effectively in series with the input 
circuit and can thus be the most importance source of noise in the first stage. 

Also the input impedance of the first valve controls the Q (and thus the gain and 

selectivity) of the aerial coil. It is possible to increase this input impedance — or 
even make it negative — by using an unbypassed cathode resistor in the r-f stage, but 
inductance in the cathode circuit and inter-electrode and electrode-to-ground capacit- 
ances, which are not accurately known, make it difficult to calculate the value of re- 
sistor required. A convenient experimental procedure is to couple a signal generator 
to the aerial primary and to measure the voltage on the grid of the r-f valve with the 
heater open-circuited. When power is applied to the heater, the voltage on the grid 
of the valve will fall owing to its reduced (hot-cathode) input impedance. A suit- 
able value of unbypassed cathode resistor will reduce this drop to negligible pro- 
portions. 

The effect of the resistor on changes in input capacitance with changing a.v.c. 
voltage (see Chapter 26 Sect. 7(ii) also Figs. 23.15 and 23.16) should be checked before 
the value of the resistor is finalized. 

(E) The main problem with r-f stages is instability, and apart from the causes 
experienced at lower frequencies, impedances common to the input and output of the 



*See Chapter 2 Sect. 8 for valve admittances. 
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stage become particularly important. These impedances are usually inductances 
and at 100 Mc/s the inductance of the rotor shaft of the gang condenser becomes 
sufficiently important in some cases to determine the maximum gain that can be ob- 
tained from a r-f stage. This is one reason for the use of permeability-tuned signal 
frequency circuits, or of loaded resonant lines with a movable short-circuiting bar 
(Ref. 2). Other couplings can be avoided to a large extent by returning all leads from 
the input circuit to one point and leads from the output circuit to a different point. 
If two cathode leads are available in the r-f valve they should be used for this purpose. 

Coupling from output to input of the r-f amplifier can be caused by inadequate 
internal shielding due to an impedance between the screen grid and the cathode. 
This is usually due to the inductance of the leads in the screen by-pass capacitor, but 
this inductance can be put to good effect by series tuning it to the operating frequency. 
By using a small (100-500 mmF) mica capacitor with leads as short as possible, perhaps 
i in_.,in all, much better by-passing is obtained than with larger capacitors. The 
actual frequency of series resonance is not particularly critical. In the case of penta- 
grid converters of the 6BE6 type satisfactory by-passing is particularly important to 
prevent undesired impedances from appearing in the oscillator circuit. 

Owing to the impedance at signal frequencies of the B + and filament leads it may 
happen that more than one B+ by-pass is necessary. Hot spots may occiu- in the 
tuning range, and self-resonant by-passes (100-500 fifiF mica) should be tried at 
various points in B + , a.v.c. and heater wiring. 

A stage gain of 10 can usually be obtained from a r-f stage without undue trouble, 
and higher gain (at least up to 15) is possible, particularly when there is no coupling 
between grid and plate circuits in the rotor shaft of a gang condenser. 

(iii) Local oscillator design 

See also Chapter 24. 

Local oscillator stability is important in a F-M receiver because much of the noise- 
reducing ability of the receiver depends on the centring of the signal on the dis- 
criminator characteristic. Detuning in excess of about 25 Kc/s can noticeably affect 
noise reduction and audio distortion (Ref. 11). On the other hand even a technical 
user of a F-M receiver can make tuning errors of this order. It is necessary therefore 
for the local oscillator stability to be of the order of 25 Kc/s in 100 Mc/s, i.e. 2J parts 
in 10 000, if the receiver performance is to be unaffected. 

This requirement is not easy to meet and an average figure for an uncompensated 
oscillator is more like 8 parts in 10 000. By keeping heat sources away from the 
oscillator circuit and introducing compensation after all possible precautions have 
been taken, a long and short term stability of 2 parts in 10 000 is possible. 

Additional oscil'ator stability can be obtained by using automatic frequency control 
if the local oscillator is a separate valve, and if suitable control voltages can be ob- 
tained from the detector circuit (Refs. 10 and 21), Improvements in oscillator stabil- 
ity of five to ten times are possible, but care must be taken to see that the a.f.c. will 
allow the receiver to tune from a strong local station to a weak one in an adjacent 
channel. 

Some designs have used permeability-tuned-oscillator circuits to eliminate the 
temperature instability of a tuning condenser (Ref. 11). Harmonic operation has 
also been used and ^ives a reduction in frequency shift due to capacitance variations 
when a larger tuning capacitor is used to tune to the lower oscillator frequency. 

Harmonic operation has the added advantage of greatly increasing the separation 
between the oscillator and signal frequencies and it thus improves oscillator frequency 
stability in cases where pulling is experienced between oscillator and signal frequency 
circuits. 

For other methods of frequency stabilization see Chapter 24 Sect. 5. 
Grid-tuned and plate-tuned oscillators are not commonly used in the F-M band 
because the feedback winding becomes comparable in size with the tuned winding. 
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Fig, 36.1. Simplified switching 
from Colpitis high frequency os- 
cillator to Hartley medium wave 
oscillator. 



This leads to tracking troubles and the possibility of an oscillator changing from grid 
tuning to plate tuning or vice versa in a particular band. 

Both Colpitts and Hartley circuits are used, the Hartley (Fig. 24.4B) probably be- 
cause it is widely used on the broadcast band with 6SA7 type converters. However 
unless the receiver has only one waveband, switching of the cathode lead is necessary 
which introduces undesirable impedance between the cathode and the tap on the coil 
and may lead to parasitic oscillation. Added to this the Hartley circuit is in any case 
more prone to parasitic oscillation than the Colpitts, and is also liable to change over 
to a Colpitts type using valve interelectrode capacitances to give a tapping point in 
the oscillator circuit. 

Because of this, the Colpitts oscillator is 
popular in F-M receivers, and a convenient 
arrangement for a two band receiver is shown 
in Fig. 36.1 (from Ref. 16). The inductance 
of the choke Z-i is small enough to be negli- 
gible on the broadcast band so that it is only 
necessary to switch one connection to the 
oscillator circuit to change from the F-M to 
the broadcast band. The ratio of internal 
capacitances between screen grid and cathode 
and between oscillator grid and cathode de- 
termines the amount of feedback, and, if 
desired, external capacitances can be added to 
modify the feedback and increase the grid 
current, as shown (Ci and Ca) dotted on the 
circuit. However, these capacitors also have 
an effect on the signal frequency circuit and sensitivity and signal-to-noise ratio should 
be checked at the same time as the oscillator grid current. It may be necessary to 
compromise between maximum sensitivity, maximum signal-to-noise ratio and maxi- 
miun oscillator grid current. 

The chokes Lj and L3 comprise the two remaining sections of a trifilar choke made 
by twisting together three lengths of enamelled 28 A.W.G. copper wire and then 
winding 15 turns, closely-spaced, on a 9/32 in. former, ^ in. long. The sections 
Li and L3 introduce impedance between the heater of the oscillator valve and ground 
so that variations in heater-cathode capacitance do not appear across a part of the tuned 
circuit. This is a recommended precaution against microphony and may improve 
frequency stability during the heating period (about five minutes) of the mixer. 

Care is needed in the local oscillator design to avoid microphony and modulation 
hum since any a-f variation in oscillator frequency results in an equivalent output 
from the frequency discriminator. A check on modulation hum produced by the 
local oscillator can be obtained by comparing the hum in the receiver output when 
intermediate frequency and signal frequency inputs are fed into the converter grid. 

(iv) I-F amplifier 

See also Chapter 26. 

When the maximtmi Q allowable by bandwidth considerations is used in a F-M 
transformer the gain obtained with the types of valves currently used approaches 
the maximum gain possible without an vmdesirable amount of regeneration. Usually 
there are three valves amplifying at the intermediate frequency and the over-all gain 
is greater than 10 000 times, so that regeneration problems are common. 

A convenient method of tracing regeneration is described in Ref. 1. It consists 
of feeding the i-f signal to the hot side of the plate circuit of the second last i-f ampli- 
fier by means of a very small capacitor (3 fiftlc or less), retrimming the circuit, and 
converting the detector to an A-M type by open-circuiting one diode and replacing 
it with an appropriate capacitor to keep the circuit aligned. When A-M signals are 
fed into the amplifier the output will be due to the generator and to any regenerative 
effects from earlier stages which may be present. If the receiver output is decreased 
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by short-circuiting the input of the second last i-f amplifier regeneration exists and 
various parts of the receiver can be short-circuited to trace it. 

The method has the advantage of making it possible to deal with regenerative 
signals alone in the first stage instead of regenerative plus desired signals as when 
tracing regeneration by more conventional means. In addition the A-M signal genera- 
tor can be set to various frequencies in the passband of the i-f amplifier to trace re- 
generation which may be more severe at some frequency other than the centre of the 
pass-band. 

When regeneration occurs due to plate-to-grid capacitance in a single valve the 
circuit of Fig. 36.2A (Ref. 5) provides economical neutralization as illustrated in 
Fig. 36.2B. Phase shifts and stray inductances complicate the circuit sufSciently 
to make the calculation of C„ difficult but an average value is about 3000 (x/xF and 
correct neutralizing is obtained when, using the tracing method just outlined, no 
change in output occurs as the input transformer is tuned through resonance by C^. 




FIG. 36.2 

Fig. 36.2. Circuit for i-f amplifier neutralization (A) Actual circuit (B) Capacitance 
rearranged to show bridge {Ref. 5). 

Series resonance can be obtained in i-f by-passes by allowing half-inch leads 
with typical 0.01 /iF paper capacitors. Larger values may give less by-passing and 
once the self-resonant frequency is passed the effective series impedance increases 
more rapidly than the frequency at which the by-pass is used. 

The i-f amplifier design can be responsible for poor noise rejection on the part of 
the receiver uijess adequate stability is provided against the effects of time, tempera- 
ture, moisture and varying signal strength. The detuning of one or more i-f timed 
circuits from the centre point of the discriminator characteristic will result in de- 
creased noise rejection whether or not a limiter is used (Ref. 3). 

Stability versus time characteristics are usually satisfactory when good trim- 
mers are used, but compression type mica trimmers may give trouble, particularly 
when the effects of vibration in transit between factory and the user's home are con- 
sidered. 

The effects of temperature and humidity can be offset by suitable impregna- 
tion methods for coils and the use of low temperature coefficient condensers to tune 
the transformers. Silvered-mica types are satisfactory as are most air-dielectric 
trimmers. 

Frequency instability with varying signal inputs applies to individual circuits 
rather than to the i-f amplifier as a whole and can be caused by a decrease in regenera- 
tion as gain is reduced by a.v.c. application or by valve input capacitance changes due 
to a.v.c. applied to i-f amplifiers or to sudden changes in the amplitude of the applied 
signal in the case of limiters. One method of overcoming the latter trouble is to use 
resistance coupling between the last i-f amplifier and the limiter (Ref. 21), although 
this can only be done at the expense of gain and selectivity. 

When impulse noise is present the detiming with each pulse may result in phase 
distortion of the signal which will no longer be centred on a symmetrical pass-band. 
The noise itself will also be heard and under extreme conditions the effect of a limiter 
can be to increase noise, as the increase due to mistiming more than offsets any other 
effect of the limiter (Ref. 3). 

In the absence of noise, detuning due to a.v.c. application decreases the amplitude 
rejection of the receiver and may increase phase distortion. 
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On the other hand, some detuning due to a.v.c. might be preferable to the amount of 
detuning caused by overloading in the grid circuits on strong signals. Resistance- 
capacitance networks having suitable time constants are often used to provide ad- 
ditional self bias when the signal strength is high. This system is usually preferred 
to normal a.v.c. application. 

To minimize detuning effects the i-f amplifier must be non-regenerative and the 
capacitors on the secondary — at least — of limiter input i-f transformers should be 
increased as much as the consequent reduction in gain will allow. If the primary can 
conveniently be wound with a different number of turns from the secondary the prim- 
ary inductance may be increased when the secondary inductance is reduced and gain 
will be unchanged if \/LJ^,Q.J2s remains constant. This should not be carried to 
the point where detuning of the primary circuit becomes noticeable either when valves 
are changed or due to diflferences in wiring capacitances between different chassis. 

In addition, an imdue increase in L„ can cause the grid-to-plate gain to become 
excessive, resulting in instability. 

The same precautions can be taken with the input circuits of stages to which a.v.c. 
is applied and in addition an unbypassed cathode resistor can be used to reduce input 
capacitance changes. Figures 23.15 and 23.16 show the effect of varying values of 
unbypassed cathode resistors on the change in input capacitance of type 6AC7 and 
6AB7 valves. For type 6BA6 a common value of resistor is 68 ohms. 

(v) F-M detection and A-M rejection 

There are three main methods of performing the functions of F-M detection aiid 
A-M rejection in commercial F-M receivers, the limiter-discriminator combination, 
the ratio detector and the locked oscillator. See Chapter 27 Sect. 2 for design details 
and Ref. 8 (from which some of the following information is taken) for a consideration 
of the capabilities of each. The effect of the type of detector used on over-all re- 
ceiver performance can be stunmarized as follows. 

(a) Assuming reasonably high a-f sensitivity, the use of a ratio detector can save 
one valve from the number required for a receiver using a limiter and discriminator 
or a locked oscillator. 

(b) The downward A-M handling capability of the ratio detector is less than that 
of the other two types. For the ratio detector an average figure is about 60% for 
medium and large inputs whereas the other types rapidly approach 100% once their 
threshold input is passed. Serious distortion occurs in a ratio detector if the down- 
ward amplitude modulation is excessive since this stops the diodes from conducting 
(see Chapter 27 Sect. 2). 

(c) The ratio detector gives some A-M rejection at very small inputs whereas the 
limiter discriminator combination has a threshold (the beginning of limiting) below 
which there is no A-M rejection. The locked oscillator also has a threshold — the 
input required to lock the oscillator. As a result, interstation noise levels on a re- 
ceiver using a ratio detector are noticeably low for a given sensitivity. 

For medivim and high inputs all three types reduce amplitude modulation to a small 
percentage of the original, with the proviso in the case of the ratio detector that the 
downward amplitude modulation must not exceed about 60%. 

An amplitude modulated signal tuned to the mid-point of a balanced discriminator 
will not give any a-f output, and in such a case the A-M rejection of the discriminator 
alone is 100%. However, if the signal is not centred on the discriminator character- 
istic there will be some a-f output. 

Even 100% A-M rejection will not remove noise from a F-M carrier. If the carrier 
is considered as a rotating vector and at a particular instant a noise 'carrier of twice 
the amplitude and with a 180° phase difference is added to it, the resulting carrier 
will be imchanged in amplitude but rotated through 180° by the noise. Thus, phase 
modulation (and so equivalent frequency modulation) of the desired carrier has oc- 
curred and noise must appear in the output of the detector. Since the amplitude is 
unchanged there will be no limiting. In practice, both amplitude and frequency 
modulation of a desired carrier occur, and although the receiver may have 100% A-M 
rejection the effect of the frequency modulation cannot be eliminated. 
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(d) The output of a ratio detector is proportional to the average amplitude of its 
input so that some form of a.v.c. is desirable. With the other two types output is 
almost independent of input above the threshold level, although some form of a.v.c. 
is often used to prevent overloading of i-f stages and the consequent detuning. 

(e) With each type there is a side tuning response when the signal is tuned to the 
skirt of the i-f selectivity curve. However in the case of the ratio detector this is at 
a much lower level than the main response and tuning is not a great deal more difficult 
than with an A-M receiver. 

The limiter discriminator circuit gives distorted side responses at a level at 
least equal to the correct tuning position and tuning is not easy for non-technical 
users, imless a suitable tuning indicator is incorporated in the receiver. 

The locked oscillator circuit may produce severe distortion as the signal crosses 
the locking threshold in the side tuning positions, or stations may tune with a definite 
" plop " as the oscillator locks. 

If a.f.c. is used it is possible to arrange for the receiver to be pulled rapidly through 
the side responses by the a.f.c, thus minimizing their effect. 

In general, the saving of a valve and the desirable tuning characteristic of the ratio 
detector make it attractive. However more care is needed in design to obtain correct 
balance between the two diode circuits for maximum noise rejection, and the limited 
downward modulation handling capability means that the selectivity of the i-f am- 
plifier must be closely controlled in production. If this is not done, excessive selec- 
tivity due to decreased coupling may introduce more amplitude modulation than can 
be handled by the ratio detector (even without the possible addition of noise) result- 
ing in severe distortion. 

The standard de-emphasis characteristic required has a falling characteristic 
with increasing frequency and is equivalent to that provided by a simple circuit having 
a time constant of 75 microseconds. The components used to filter i-f voltages 
from the detector circuit are given suitable values to provide this de-emphasis. Fig. 
15.1 gives the standard cvurve. 

Valves designed especially for limiting and F-M detection are available, namely 
the gated beam discriminator type 6BN6 and the Philips " (^-detector " type EQ80. 

In the 6BN6 two grids are operated in a quadrature phase relationship at centre 
frequency and the phase of one grid voltage is caused to vary with respect to the other 
about the quadrature point as the frequency is varied. The quadrature voltage is 
developed by space charge coupling to a special grid to which a parallel timed circuit 
is connected. Limiting is obtained by controlling the current of an electron beam by 
an apertured slot located in the beam in a region of high current density. 

Typical performance of the 6BN6 (RefS. 25, 26) is that with a F-M intermediate 
frequency of 10.7 Mc/s the output voltage for 75 Kc/s deviation is about 4.5 volts 
r.m.s. Maximum A-M rejection with 30% A-M and 30% F-M modulation applied 
simultaneously is about 35 db. The A-M rejection with respect to signal input varies 
but at least 20 db of A-M rejection is obtained with 1 volt input and from 15 to 30 db 
at signals above 1.25 volt r.m.s. An a-f output of 3.7 volts with less than 1% distor- 
tion can be obtained using accelerator and plate supply voltages of 60 and 80 volts. 
Higher voltages and correspondingly higher plate loads will give an a-f output up 
to 15 volts r.m.s. for 75 Kc/s deviation which is sufficient to drive the output valve 
directly. 

The EQ80 (Ref. 27, from which the following information is taken) contains seven 
grids of which the second, fourth and sixth grids are screen grids and the seventh is 
a suppressor grid. To each of the control grids a voltage of at least 8 V r.m.s. is applied 
from an i-f transformer. The mean value of the anode current is a function of the 
phase shift between the two control voltages whilst the phase shift is a function of 
the frequency deviation. Both functions are approximately linear when the phase 
shift has a sweep between 60° and 120°. 

The amplitude of the anode current is not dependent upon the magnitude of the 
control voltages (provided they are greater than 8 V) so that the valve also acts as a 
limiter. The i^-detector gives an a-f output of about 20 to 25 volts. The first grid 
can be arranged to cut off the ^thode current if the control voltages are not large 
enough, so that interstation noise is suppressed. 
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SECTION 2 : F-M/A-M RECEIVERS 

(i) R-F section (ii) I-F amplifier (in) General considerations. 

(i) R-F section 

The valve complement and other major features of a combination F-M/A-M re- 
ceiver are determined by the F-M requirements almost exclusively, and the A-M 
receiver operates with a suitable selection of the parts already in use. 

There are of course some additionSj and the A-M tuning device is one. The two 
timing systems may use separate gang condensers or separate permeability tuning 
arrangements or a combination of the two. There are two well-known systems of 
timing the two bands with one control, one using a tuning condenser with A-M and 
F-M sections on the same rotor shaft, and the other with a cam on the rotor shaft of 
a normal A-M type gang, the cam operating slugs in the F-M coils. 

On the F-M band, tuning should be accurate within about 20 Kc/s in a band of 
20 Mc/s — one part in one thousand — which is comparable with a required A-M setting 
accuracy of about 1 Kc/s in a band of about 1000 Kc/s. Thus a tuning rate which is 
satisfactory for the A-M broadcast band should be suitable for the F-M band. 

Much of the ingenuity in combined F-M/A-M design is directed towards the 
elimination of switching, particularly in hot circuits. This is not so much to save the 
cost of the switching but to avoid the losses in leads to switch contacts and in the 
additional stray capacitances which are introduced. 

One example of this can be seen in Fig. 36.1 where one switch section is saved by 
converting the oscillator from a Hartley on f-m oipole 

A-M to a Colpitis on the F-M band. 
Fig. 36.3 (taken from Ref. 10) shows a 
system of combining short wave A-M input 
with F-M band .input without switching 
and without undue loading of one circuit 
by the other. 

Untuned r-f amplification also saves 
switching, and choke coupling can conveni- 
ently be used or a mixture of choke feed for 
the r-f amplifier on the F-M band and re- 
sistance feed on the A-M band. In this 
case there is of course a considerable loss in 
image rejection compared with that obtain- 
able with tuned r-f amplification. 




Fig. 
and 



circuit {Ref. 



Other systems which have been used include a circuit in which the r-f stage is used 
only on the F-M band with an A-M loop switched to the converter grid for A-M 
reception, and a more complicated one (Ref. 4) in which the F-M signal is converted 
by a 12BE6 to the 10.7 Mc/s intermediate frequency and is then amplified by a second 
12BE6 operating as an i-f amplifier. On A-M the second 12BE6 becomes the con- 
verter by comparatively simple switching, and an A-M loop is coimected to its grid 
while the F-M second i-f amplifier becomes the single A-M i-f amplifier. The first 
12BE6 is not used in A-M reception. 



(ii) I-F amplifier 

As in the r-f section of the receiver, it is important to avoid switching hot circuits 
in the i-f amplifier, and the fixed timing and large frequency difference between 
10.7 Mc/s and 455 Kc/s fortunately makes a simple series connection of the two i-f 's 
quite satisfactory (see Chapter 26 Sect. 3). 

One trouble experienced with this system is that when operating on A-M, spurious 
responses (e.g. oscillator harmonics) can set up large signals across the 10.7 Mc/s 
tuned circuits and may overload later i-f amplifiers, interfere with a.v.c. arrangements 
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Converter l~f Amplifier Ratio-'-Ottector Driver Ratio - Ottecior 




Fig. 36 A. Combined F-M A-M i-f channel using one A-M i-f amplifier and two F-M 

i-f amplifiers. 



or cause other trouble depending on the circuit of the subsequent sections of the re- 
ceiver. To minimize this trouble it is common practice to switch the converter output 
to the appropriate (10.7 Mc/s or 455 Kc/s) winding. In such a case the secondary 
and all other i-f windings (except the output windings) would be series connected. 
Separate converters, each connected only to its own i-f, have also been used. This 
eliminates the spurious response trouble, allows very simple switching between bands 
(only the converter B supply need be switched) and allows more flexibility in the F-M 
oscillator design. 

Wh^n using a ratio detector, two i-f amplifiers are needed, and with a limiter- 
discriminator combination an extra valve is required. As against this the i-f amplifier 
for an A-M receiver needs only one valve, particularly if of the high slope type com- 
monly used as F-M i-f amplifiers. 

One method of obtaining an extra F-M i-f amplifier was mentioned in sub-section (i) 
the case in which the A-M converter was switched to carry out this function. How- 
ever, the more usual arrangement is shown in Fig. 36.4 for the case of ratio detector 
F-M receiver. A combined detector of the triple-diode-triode type could be used to 
save one valve, but the main point is that the last A-M i-f is not connected in series 
with the F-^M winding, to avoid the necessity for switching a high level i-f circuit. 

F-M detection can be carried out by tuning the F-M signal to the skirt of the i-f 
response and applying the resultant amplitude and frequency modulated wave to a 
diode. The amount of A-M introduced can be high (see Fig. 26.6) so that a few times 
greater detection sensitivity is available than from a conventional discriminator. 
This is obtained at the expense of distortion, the degree of which is dependent on the 
degree of non-linearity of the i-f skirt characteristic, and the circuit also gives two 
tuning points. Tuning must be for minimum distortion which is not necessarily 
obtained at the same tuning point as maximum volume or maximum signal-to-noise 
ratio. An additional disadvantage is that the circuit has no inherent amplitude re- 
jection properties, as has a discriminator, although a limiter could be used. 

(iii) General considerations 

The problem of providing comparable a-f output on F-M and A-M has different 
aspects depending on the type of detection used in each case 

With a ratio detector the a-f output is approximately proportional to the r-f input 
so that some form of a.v.c. is needed, as with an A-M diode detector. The direct 
voltage generated by the detector provides an excessive amount of control when 
applied to the grid of the i-f amplifier unless high a-f gain is provided or unless delay 
is used. The circuit of Fig. 27.38B can be used for delay if a diode is available. 
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However " partial limiting " as discussed in Chapter 27 Sect. 2(iv)C provides a 
satisfactory a.v.c. characteristic and at the same time removes the need for any other 
means of A-M detection since if suitable constants are used this is carried out satis- 
factorily in the control grid circuit of the driver of the ratio detector. The direct 
voltage available from this circuit can also be used as an a.v.c. voltage for previous 
stages (on A-M or F-JU). 

If about one third of the a-f voltage developed in the " partial limiter " grid circuit 
is used on A-M, and the full ratio detector output on F-M, similar a-f output will be 
obtained from the receiver over a range of input signals with each system. 

A small discriminator bandwidth (some commercial designs have a width of only 
200 Kc/s) will increase the a-f output, which would allow a larger fraction of the 
A-M output to be used, and increase the output available from small signals with 
each system. 

In the case of a limiter-discriminator combination having A-M taken from the 
input to the limiter stage, the a-f output is high and almost constant on F-M but 
is much less with small inputs on A-M. A poor A-M a.v.c. characteristic which 
allows the a-f output to increase rapidly can provide approximately equal F-M 
and A-M output when reasonably large A-M signals are received. 
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SECTION 1 . A M RECEIVERS 

(i) Introduction (ii) Definitions {Hi) Equipment required (iv) Measurements 
and operating conditions (v) Measurements (vi) Performance tests. 

(i) Introduction 

Few of the results of measurements made on radio receivers can be expressed as the 
difference between an ideal receiver and the receiver under test. For this reason it 
is desirable to adopt standard methods of measuring the performance characteristics 
of receivers and of presenting the results of those measurements. When this is done 
direct comparisons between receivers are possible, whereas if for instance one manu- 
facturer expresses noise as the percentage of output voltage remaining when the 400 
c/s 30% modulation is removed from the modulated carrier required to give standard 
output, and another follows the English R.M.A.* recommendation and expresses it 
as the unmodulated r-f input carrier for which the output is equal to the output given 
by a 10% modulation of that carrier at 1500 c/s, then it is not easy to form any opinion 
of the relative merits of receivers measured under the two systems. 

Unfortunately there is no standard international method of measuring receiver 
performance and the two series of tests due to the American I.R.E. (Ref. 1) and the 
English R.M.A.* (Ref. 2) differ in important details. The main requirements of the 
two testing specifications are given in this chapter. 

(ii) Definitions 

(A) Standard input voltages (I.R.E.) " Four standard input voltages are speci- 
fied for the purpose of certain tests, as follows : 

(1) A " distant-signal voltage " is taken as 86 decibels below one volt, or 50 micro- 
volts. 

(2) A " mean-signal voltage " is taken as 46 decibels below one volt, or 5000 micro- 
volts. 

(3) A "local-signal voltage" is taken as 20 decibels below one volt, or 100 000 
microvolts. 

(4) A " strong-signal voltage " is taken as one volt. 

(B) Antenna sensitivity-test input (I.R.E.) " The sensitivity input is the least 
signal-input voltage of a specified carrier frequency, modulated 30 per cent at 400 
cycles and applied to the receiver through a standard dummy antenna, which results 

♦This standard is now obsolete and it is understood that a new R.I.C. standard is in course of pre- 
paration. References to the old standard have been included where it appears that they convey useful 
information or follow current practice. 
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in normal test output when all controls are adjusted for greatest sensitivity. It is 
expressed in decibels below 1 volt, or in microvolts." 

(C) Normal test output (I.R.E.) " For receivers capable of delivering at least 
1 watt maximum vmdistorted output, the normal test output is an audio-frequency 
power of 0.5 watt delivered to a standard dvunmy load. 

For receivers capable of delivering 0.1 but less than 1 watt maximum undistorted 
output, the normal test output is 0.05 watt audio-frequency power delivered to a 
standard dummy load. When this value is used, it should be so specified. Other- 
wise, the 0.5-watt value is assumed. 

For receivers capable of delivering less than 0.1 watt maximum undistorted output, 
the normal test output is 0.005 watt audio-frequency power delivered to a standard 
dummy load. When this value is used, it should be so specified. 

For automobile receivers, normal test output is 1.0 watt audio-frequency power 
delivered to a standard dummy load." 

The English R.M.A. recommends a standard output of 50 milliwatts measured 
across a non-inductive resistance connected in place of the speaker voice-coil and with 
an impedance equal to the modulus of the voice-coil impedance at 400 c/s. 

A level of 1 mW has been suggested (Ref. 3) for communication receivers intended 
for phone operation or for connection to a land line. An alternative of 0.1 mW is 
suggested in Ref. 4 for special conditions. 

The use of 500 mW for large receivers has the advantage of decreasing the effects 
of hum and noise on the standard output, but when simple a.v.c. is used the sensi- 
tivity may be affected by the a.v.c. before the standard output is reached, so that 
sensitivity and the a.v.c. characteristic both affect the restilts obtained. 

(D) Maximum undistorted output (I.R.E.) " The so-called maximum undis- 
torted output is arbitrarily taken as the least power output which contains, under 
given operating conditions, a total power at harmonic frequencies equal to 1 per cent 
of the apparent power at the fundamental frequency. This corresponds to a root- 
sum-square total voltage at harmonic frequencies equal to 10 per cent of the root- 
sum-square voltage at the fundamental frequency, if measured across a pure resist- 
ance. (The root-sum-square voltage of a complex wave is the square root of the sum 
of the squares of the component voltages.)" 

(E) Bandwidth (I.R.E.) " As applied to the selectivity of a radio receiver, the band- 
width is the width of a selectivity graph at a specified level on the scale of ordinates." 

(F) Standard antenna (I.R.E.) " A standard anteima is taken as an open single- 
wire anteima (including the lead-in wire) having an effective height of 4 meters." 

(iii) Equipment required 

(A) Standard signal generator (English R.M.A.) " Signal generators shall 

give readings o£ microvolts to i 10% up to 10 megacycles per sec. and to 25% 
above 10 megacycles. Their frequency calibration shall be within 1% or within 
10 kc. whichever is the greater and incremental frequencies shall be within 0.5 kc ; 
the modulation shall be accurate to within 1/10 of the nominal percentage." 
I.R.E. recommendations include the following three points : — 

(1) At broadcast frequencies an output voltage indication accuracy within 10% 
is usually adequate. At higher frequencies an accuracy of indication within 25% is 
satisfactory. 

(2) A frequency indication accuracy of 1 % is generally sufficient, but for selectivity 
or interfering-signal tests the radio frequency should be adjustable in small incre- 
ments about the desired frequencies and adjustment and indication to within 0.1 
per cent of the carrier frequency are desirable. 

(3) Frequency modulation should be kept as low as possible. The maximum 
permissible frequency modulation in cycles is given by (50 + 100)m, in which 

is the carrier frequency expressed in megacycles and m is the modulation factor. 

Built-in 400 c/s modulation facilities are usually provided, at least for 30% modu- 
lation and sometimes for varying depths. The 400 c/s source should have low dis- 
tortion (not greater than 1%). It is desirable for modulation depths between 0 and 
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90% to be available and modulation distortion should be small. There should be 
provision for the connection of an external a-f generator so that the modulation fre- 
quency can be varied between the limits of 30 and 10 000 c/s. 

The r-f output should be variable at least between one microvolt and one volt, 
but a maximum output of two volts is useful. 

A smooth, backlash-free drive is necessary, with a movement slow enough and 
scale large enough for small increments of frequency to be accurately recorded when 
selectivity curves are being taken. 



(B) Standard dummy antenna (I.R.E.) " The elements of the standard dummy 
antenna are capacitors (C, and Cj) of 200 and 400 micromicrofarads, respectively, 
an inductor L of 20 microhenrys, and a resistor R of 400 ohms, connected as shown 
in Fig. 37.1. The effective values ofR, L, and C should be within 10% of the nominal 
values. The stray capacitance between any two points must be so small as to be 
negligible at operating frequencies, and the dummy antenna must be so devised as 
to avoid coupling to other equipment. If the output impedance of the attenuator of 
the signal generator is not negligible with respect to that of the dummy antenna, 
this impedance should be deducted from the respective constants thereof. 

The leads used in coimecting the standard-signal generator through the dummy 
antenna to the receiver should be so short as to introduce negligible voltage drop. 
They should be shielded to reduce external fields." 

(C) Output-power-measuring device (I.R.E.) " The standard dummy load 
is a pure resistance which should be of sufficient power capacity to carry the maximum 
power output of the receiver without change in its resistance. If provided with taps, 
these should be sufficiently numerous to allow adjustment to within 10% of the proper 
value. The precise value of the resistance of each step should be known. 

Dry-rectifier-type voltmeters, vacuum-tube voltmeters, or thermocouple-type 
ammeters are suitable for measuring the power delivered to the standard dummy 
load. They may read root-sum-square values and be calibrated in current, voltage, 
power, or directly in decibels, the former units being more commonly used. While 
dry-rectifier-type voltmeters are subject to temperature and frequency errors these 
are usually not of sufficient magnitude to affect the measurements seriously, so long 
as distortion is not high." 

(D) Audio-frequency generator The output of the a-f generator should be 
sufficient to modulate the r-f signal generator to 100% from 30 to 10 000 c/s, and to 
drive the output valve of the receiver to full output when connected to its grid circuit. 
The maximum harmonic distortion should not exceed 1%. 

(E) Audio-frequency attenuator An attenuator is desirable which gives known 
a-f output voltages continuously variable between 1 V and 1 mV when supplied with 
a 1 V (or larger) input. Commercial types are available with an output range of 1 V 
to 1 /iV. The calibration should be accurate (or the correction known) over the 
range of frequencies to be used. 

(F) Wave analyser A wave analyser is required to measure the relative magni- 
tudes of harmonics and inter-modulation products. The I.R.E. requirements for 
such an instrument are " the accuracy of measurement of each frequency should be 
within 5% of the indicated harmonic amplitude, and sufficient selectivity should be 
available to prevent adjacent harmonics at any measured frequency from influencing 
the results. In this type of analysis it is, of course, necessary that the signal-generator 
harmonics be small in comparison with the harmonic distortion being measured." 
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Pig. 37.1. Standard 
dummy antenna and method 
of connection {from Ref. 1). 
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A distortion-factor meter can be used to measure total distortion* i.e. the re- 
ceiver output at all frequencies except the fvmdamental of the signal source. It is 
worth noting that the English R.M.A. definition of " distortion factor " is 



where n represents the order of an individual harmonic. This expressiont loads the 
higher harmonics in proportion to their order. 

An I.R.E. recommendation is " If an instrument is used which makes a lumped 
measurement of all distortion, by elimination of the fundamental, a high-pass filter 
should be used, in order to eliminate hum and similar low-frequency noise from the 
result." 

(G) Meters. Meters are required to cover the range of voltages and currents to 
be measured. Valve voltmeters are useful for measuring small a.c. voltages and 
currents and for making measurements in which a minimum of circuit loading is 
necessary (e.g. a.v.c. bias voltages). 

(H) Equipment for acoustical tests A number of I.R.E. and English R.M.A. 
tests are of an acoustical nature. For information on the equipment required and the 
testing conditions, Refs. 1 and 2 should be consulted. 

(iv) Measurements and operating conditions 

(A) Output measurements The I.R.E. requirement is that output measure- 
ments are to be made in terms of the power delivered to a standard dummy load, which 
is a pure resistance of a value equal to the 400 c/s impedance of the loudspeaker 
to be used with the receiver. Where an output transformer is connected between 
the radio receiver and the loudspeaker, the output transformer is to be treated as part 
of the radio receiver. 

There are special requirements when power output is to be measured in the presence 
of background noise. If the background noise power is smaller than the output 
power being measured, the incremental reading of output power may be used. With 
a thermocouple output meter the incremental output power is equal to the observed 
total power minus the observed noise power. If another type of output meter is used, 
a calibration should be made in terms of incremental power. 

If the background noise is greater than the output power being measured, it is 
desirable to use a band-pass filter timed to the test audio frequency to remove the 
background noise wholly or partiaUy from the output meter. This filter should be 
coimected between the load and the output meter. 

Alternatively an electrodynamometer with its field synchronously excited from the 
original source of modulation can be used. 

(B) Summary of additional I.R.E. requirements " The operating voltage 
applied to a radio receiver should be held constant at the specified value during 
measurements of receiver characteristics. Certain receiver characteristics may be 
desired at other than normal test voltage, or over a range of operating voltages, in 
which case a statement of the voltages used should be included in the test data. In 
any case, tests should be made to check whether the receiver operates satisfactorily 
over the full range of operating voltage that is liable to be encoimtered in practice. 

A.C, A.C./D.C., or D.C. receivers should be tested with 117 volts r.m.s. A.C. or 
117 volts D.C. applied, unless some other operating voltage is stated. 

Automobile receivers should be tested with 6.6 volts at the receiver-battery terminals. 
The voltage should be obtained from a battery being charged at the required rate 
and not by the use of a dropping resistor. 32-volt farm-lighting-plant receivers are 
tested with 36 volts. 



*Total harmonic distonion, see Chapter 14 Sect. 2 (iv) p. 609. 

■fThis is the same as the Weighted Distortion Factor described in Chapter 14 Sect. 2(v) p. 610. 
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Other battery-operated receivers are tested with batteries of the type and voltage 
specified. The batteries used should not have abnormally high internal resistance. 

The valves used should be selected to have the rated values of those characteristics 
which most affect the performance of the receiver." 

(C) Summary of English R.iVI.A. requirements The receiver is to operate 
in its cabinet for at least half an hour before tests begin. 

All batteries are to be at their normal operating voltages. The internal resistance 
of the H.T. battery is to be increased by adding, in the H.T. negative lead, a resistance 
equal to 1 ohm per cell. Care should be taken to see that the added resistance does 
not affect the grid bias. 

Where the receiver carries a mains tapping device and a number of marked ranges, 
the applied voltage should fall in the middle of one of these ranges, the midpoint being 
calculated as a geometric mean. 

(v) Measurements 

Tests are applied to receivers for various reasons ; as an aid to design, to compare 
different designs, to compare a mass-produced receiver with a laboratory prototype 
and as a preliminary to repairs. Appropriate tests should be selected from the follow- 
ing sections to suit the required object, or perhaps the available equipment. An 
arbitrary distinction has been drawn between measurements (carried out with volt- 
meters and ammeters) and tests, which in general need more equipment. 

For normal voltage and current measurements receivers and amplifiers should 
be operated without input or output, and bias-controlling volume controls should 
be turned to maximum. 

If all voltages are to be checked it is necessary to use a high impedance meter 
(20 000 ohm/volt or more) but most important checks can be made with 1000 ohm/ 
volt meters. In any case allowance must be made for meter resistance in all high 
impedance circuits and it is useful to know the actual value of resistance for any 
particular range in use. 

Measurements of grid bias should normally be made either across the cathode bias 
resistor (if any), or between the cathode and the earthy end of the grid resistor. This 
will give the grid-cathode voltage unless current is flowing in the grid resistor. The 
latter may be checked by short-circuiting the grid resistor with a suitable current 
meter in the plate circuit, and noting any change in reading. 

There are two methods which can be used to determine plate and screen voltages 
when high values of series resistors are used. The first is the direct method, noting 
the reading on a high impedance voltmeter and making allowance for the meter re- 
sistance. If a suitable two range voltmeter is available, the method described by 
I^afferty may be used to determine the correct voltage — see Chapter 4 Sect. 7(iii) 
pages 163-164, and eqns. (10) and (11). Alternatively, the series resistor in the volt- 
meter may be shunted by an external resistor of equal value, with a switch to remove 
the shunt when required. This gives a scale ratio of 2, and enables eqn. (1 1) on page 
164 to be used. The shunt resistor may well take the form of a decade box, accurately 
adjusted to the internal voltmeter resistance. Other methods of making allowance 
for meter resistance may introduce serious errors. 

The second method of measuring plate and screen voltages, which may be called 
the indirect method, is to measure the voltage from B + to cathode and also the current 
to the electrode. The value of the series resistor should then be measured, and the 
voltage drop across it may be calculated by Ohm's Law. 

An example of the error which may be introduced by other methods is given below. 
Suppose that a 20 000 ohm/volt meter on the 25 volt range is used to measure the 
bias voltage (from grid to cathode) on an output valve which has back bias and a 0.5 
megohm grid resistor. 

Although the meter resistance is equal to the resistance of the grid leak so that half 
of the bias voltage appears across the meter, only one half of the generated bias voltage 
is applied to the grid of the valve, its plate current is increased, and a larger voltage is 
developed across the back-biasing resistor. The indicated bias voltage is thus more 
than half the working bias voltage. 
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When voltages and currents are being measured to check valve electrode dissipation 
or component ratings it may be necessary to modify receiver operating conditions to 
obtain the worst conditions for the component in question. For example timing a 
strong signal with a back-biased receiver will decrease the bias on the output valve 
and may cause the plate dissipation to exceed the limit. The effect of component 
tolerances must also be taken into account. 

A measurement of, say, oscillator grid current at low voltages as part of a type test 
in a battery receiver at low voltages would not be considered finished until many 
valves had been measured to determine the average and minimtim values, or unless 
valves with bogie and limit characteristics were available. 

The maximum temperature rise allowed in radio power transformers by R.M.A. 
specification M4-541 is 65°C (core or windings whichever is greater) when operated 
continuously with the specified load, at the specified frequency, under standard con- 
ditions and at a voltage 10% above that of the standard line voltage. 

The standard conditions are set out in M4-546 and require a specially constructed 
asbestos box. The core temperature is measured with an all-glass mercury bulb 
thermometer brought into good contact with the surface of the core by means of 
glazier's putty. 

The temperature of the primary and secondary windings are determined by the 
resistance method using the following formula : (A.I.E.E. Rule 13-207) 
£ = reference temperatiure of winding 
T = temperature of winding to be calculated 
r = resistance at reference temperature r 
R = observed resistance at temperature T 

r = - (234.5 + t) - 234.5. 
r 

The observed resistance R is to be measured within one minute from the com- 
pletion of the test run, that of the highest voltage secondary winding being measured 
first and that of the primary winding being measured second. 

The temperature rise of the transformer is determined by subtracting the tem- 
perature of the ambient air within the enclosure at the end of the test from the tem- 
perature of the core or windings (whichever is highest) at the end of the tests. 

In determining the ultimate temperature of the core and windings, the operation 
of the transformer is continued until temperatures within the enclosure show constancy 
for three successive readings at intervals of at least 15 minutes. 

An ambient temperature of 40 °C is maintained within the enclosxure throughout 
the test. 

(vi) Performance tests 
(A) Sensitivity 

All measurements, including sensitivity, which are made with the signal generator 
output applied to the aerial terminal of a receiver require a standard dummy antenna 
to be connected between the two, except that in the case of a receiver designed for 
use with a special aerial, a dummy aerial is required with constants giving an im- 
pedance characteristic similar to the special aerial. The sensitivity is expressed as 
the input required to give standard output from the receiver. The input referred to 
is the open circuit voltage from the signal generator, modulated 30% at 400 c/s. 

For purposes of recording results sensitivity is usually measured at or near the three 
tracking points on each wave range, but when curves are to be drawn additional points 
are required. 

With sensitive receivers noise forms a large part (or all) of the output in sensitivity 
measurements, and alternative methods of measurement which specify the input 
required to give a minimum signal-to-noise ratio are becoming increasingly popular. 
One method is to specify the input required to give equal signal and noise outputs 
i.e. when the modulation is switched off the output power is halved. A signal-to- 
noise ratio of 15 db is more commonly used for commtmication work in England, this 
ratio being taken as providing satisfactory intelligibility. 
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When the signal-to-noise ratio method of measurement is used for all types of re- 
ceivers it is necessary to make provision for insensitive receivers by defining sensitivity 
as the input required to give a certain signal-to-noise ratio, or the input required to 
give standard output, whichever is the greater. 

Sensitivity measurements on telegraphy receivers are carried out by adjusting the 
beat note to the peak of the a-f response. 

To check the gain of individual stages in a receiver, a measurement is made of the 
input to successive grids required to give standard output from the receiver. The 
generator is coupled to the receiver by means of a large capacitor (say 0.1 /zF) 
and the normal connections to the grid are not disturbed. 

Measurements made in this way are liable to errors at high frequencies and when 
regeneration is present. At high frequencies the inductance of the generator output 
leads and the input capacitance of the stage being measured may seriously affect the 
results. 

During measurement, regenerative effects may be eliminated by the low impedance 
of the signal generator connected between grid and ground bht when the gain from 
the previous grid is measured the regeneration will re-appear so that the apparent 
gain of the earlier stage is its true gain multiplied by the gain due to regeneration in 
the subsequent stage. 

The regeneration may be from causes such as feedback due to the plate-grid capacit- 
ance of an i-f amplifier, or in the case of a converter it may be due to oscillator voltages 
on the signal grid. For the latter reason, measurements of conversion gain and r-f 
gain (or aerial coil gain if no r-f stage is used), particularly at high frequencies, should 
be treated with reserve unless it is known that these effects were not present. 

(B) Selectivity 

Selectivity measurements are made with the object of determining the frequency 
separation necessary to eliminate interference between a desired signal and a stronger 
imdesired signal. 

It is not possible to specify one selectivity test the residts of which will be a measure 
of the interference to be expected, because there are several ways in which interfer- 
ence can occur. 

These are : — 

(1) Because of inadequate selectivity the two modulated carriers may both be pre- 
sent at the second detector, and although no noticeable interaction occurs between 
the signals, they are both heard. 

(2) The desired carrier may be modulated by the modulating frequencies of the 
undesired carrier (cross-modulation). 

(3) A reduction of the a-f output from the desired carrier may be caused by a.v.c. 
voltages developed by the undesired carrier, or by demodulation by the undesired 
carrier. 

(4) When the frequency separation between adjacent carriers is an audible frequency 
a continuous heterodyne is heard. This effect is very noticeable in receivers with a 
good high frequency response as they are capable of reproducing frequencies of 9 
or 10 Kc/s by which medium wave broadcasting stations are separated. 

(5) Intermodulation may occur between two stations of which the frequency differ- 
ence or frequency sum is the same (or nearly the same) as the frequency of a desired 
station. An intermodulation product can then interfere with a desired signal. 

(6) Distortion in the receiver may produce harmonics of an undesired signal which 
interfere with a desired signal. 

(7) " Monkey chatter " may occur due to the sidebands of the undesired carrier 
being detected, with frequency inversion, as sidebands of the desired carrier. For 
example, if the desired carrier is separated by 20 Kc/s from the undesired carrier, 
which is lower in frequency and which is modulated by frequencies of 7 and 12 Kc/s, 
the higher sidebands of the undesired carrier become respectively 13 and 8 Kc/s 
lower sidebands of the desired signal. 

Sturley (Ref. 3) points out a less commonly recognised extension of this effect. 
The presence of small percentages of a-f harmonics may greatly extend the carrier 
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frequency separation across which monkey chatter may occur. For example, sup- 
pose a strong local station on 1000 Kc/s induces 1 volt 50% modulated at 7 Kc/s in 
the aerial of a receiver tuned to 1030 Kc/s. If there is a fourth harmonic sideband 
percentage of 0.1% the amplitude of the upper frequency harmonic sideband (1024 
Kc/s) is 500 /nV. A station on 1030 Kc/s would thus have added to it a 6 Kc/s 
sideband of ample power to cause over-modulation at low signal levels. 

An investigation into the poor agreement between selectivity as measured by the 
one or two signal generator methods and actual performance on the air is detailed in 
Ref. 13. 

The I.R.E. recommendation for a single signal selectivity test is that the receiver 
be tuned to the test frequency as in the sensitivity test. The signal generator is then 
detuned each side of resonance, the radio-frequency input voltage which results in 
normal test output is observed, and its ratio to the sensitivity-test input is computed. 
If this test is made at only one frequency in superheterodyne receivers it is recom- 
mended that this be 1000 Kc/s. 

When the selectivity of the a.v.c. circuit is the same as that of the signal circuit 
no special precautions are necessary. However if there is any appreciable difference 
between the two selectivities it is recommended that the a.v.c. voltage be maintained 
at the value obtained at centre frequency. This method provides an indication of the 
circuit selectivity rather than of discrimination against interference. 

Errors may occur in very selective receivers because the receiver output is the 
result of applying a band of frequencies (carrier and upper and lower sidebands) to 
a sloping characteristic. To avoid this effect an tmmodulated carrier can be used and 
diode current in the second detector circuit taken as the output indication. 

Another point which may give trouble is that with very sensitive receivers the 
majority of the standard output at full sensitivity is noise. A different signal-to- 
noise ratio at standard output will be experienced when tuning towards a strong 
carrier and a faulty reading will be obtained. To overcome this a reference input 
is often selected to give a good signal-to-noise ratio while still leaving the a.v.c. in- 
operative — 10 fiV is a suitable input in many cases. 

Two-signal tests are specified by the I.R.E. for cross-talk, whistle and blocking 
interference. The signal generators are preferably connected in series but parallel 
connection is possible with special dummy aerials. The radio receiver is tuned to the 
desired signal at one of the standard test frequencies and at one of the standard input 
voltages. The receiver volume control is adjusted to give normal test output when 
the signal is modulated 30% at 400 c/s, after which the modulation is switched off. 

An interfering-signal input voltage is applied to the receiver, in addition to the 
desired signal which remains imchanged. The interfering signal is modulated 30% 
at 400 c/s. The interfering signal is timed through a wide frequency range and the 
interference-test input voltage which gives interference-test output at 400 c/s (30 db 
below standard output) is observed wherever its value is less than one volt. Read- 
ings are not taken for carrier spacings so close that beat note interference is more 
severe than cross-talk interference. 

Such a test is the oiJy type of selectivity test which shows correctly the selectivity 
cvurve, at reduced sensitivity, of a receiver having a.v.c. It is also the only method 
by which the selectivity of a receiver having automatic selectivity control can be 
tested directly. 

The interfering signal may also reduce the desired-signal output by a.v.c. action 
or overloading. Blocking interference tests can be carried out for this effect (as 
specified by the I.R.E.) by modulating the desired signal and measuring the change 
in output with varying signal strength and frequency of the immodulated sigtial. 
The results of blocking signal tests can be plotted on the same sheet as the results 
of the two-signal cross-talk tests. 

The two-signal whistle interference test specified by the I.R.E. indicates the greatest 
interference input permitted without the output exceeding the equivalent of approxi - 
mately 1 % modulation of the desired signal. If the desired signal is modulated 30%, 
the permitted interference output power is 0.001 of the desired-modulation output 
power. 



37.1 



(vi) (B) SELECTIVITY 



1305 



The signals are the same as for the cross-talk test, except that the interfering signal 
is unmodulated. The interfering signal is timed through a wide frequency range, and 
the interference-test input voltage, which gives interference-test output at 400 c/s, 
is observed wherever its value is less than one volt. No reading is made with the 
desired and undesired signals separated by 400 c/s. 

The English R.M.A. selectivity test is similar to the I.R.E. cross-talk interference 
test but a 400 c/s bandpass filter is used between receiver and output meter to elimin- 
ate the effect of the heterodyne between carriers. The desired signal is 1 mV, 30% 
modulated at 400 c/ s and the receiver volume control is adjusted to give one quarter 
of the rated maximum output. Modulation is removed from the desired signal and 
the input required to give an output 40 db below the previous output is noted for 
various off-tune frequencies of the 400 c/s 30% modulated imdesired carrier. 

In Ref. 40 a test for r-f intermodulation is given. A " wanted " signal 30 db above 
1 fiV is applied to a receiver, the sensitivity control is adjusted for standard output 
(a.v.c. switched off) and the signal is then removed. 

Two interfering signals are then applied to the receiver with a frequency difference 
or frequency sum equal to the frequency of the wanted signal. The interfering 
signals are each 110 db above 1 fiV and neither is of such a frequency as to give an 
appreciable output when applied alone. Under these conditions the receiver is not 
to produce an output exceeding the standard output. 

When this test is used care should be taken to see that intermodulation does not 
occur outside the receiver, for instance in measuring diode circuits of signal generators. 

A test for r-f harmonic generation in the receiver is also given in Ref. 40. Stan- 
dard output is obtained from a wanted signal as above, and then the wanted signal 
is replaced by an unwanted signal of half the frequency and at a level of 116 db above 
1 yxV. The output from the receiver should not exceed the standard output. The 
effect of signal generator harmonics must not be overlooked when this test is being 
per-formed. 

Sturley (Ref. 3) gives additional tests whereby the effects of heterodyne whistles, 
monkey chatter and a receiver whistle filter can all be shown on a set of curves. 

(C) Electric fidelity (frequency response) 

The electric fidelity test specified by the I.R.E. shows the manner in which the 
electric output of a receiver depends on the frequency of the a-f modulation. The 
radiation characteristics of the loud speaker are not taken into consideration and this 
minimizes the value of the test. 

30% modulation of a 1000 Kc/s 5000 ftV signal is used, and the receiver is tuned 
to it in the following manner. Firstly the receiver is tuned to the carrier with 400 c/S 
modulation, and then the modulating frequency is increased until the receiver output 
has fallen to one fifth. The receiver tuning is then readjusted slightly for minimum 
output. 

The receiver output is measured in terms of current or voltage in a standard dummy 
load, or in terms of the voltage across or of the current in the voice coil of the loud 
speaker. In the latter case, the loud speaker should be located in its baffle or cabinet, 
with the receiver chassis in place. The data should include a statement of which load 
is used. The receiver volume control is adjusted to give normal test output. The 
modulation frequency is then varied continuously from 30 to 10 000 cycles while 
maintaining 30% modulation and the output variation is observed. 

If the electric-fidelity curve has decided peaks, there is abnormal tendency towards 
overloading, and the observations may have to be repeated with less output. 

It is frequently uimecessary to make or plot these observations below— 20 db, but 
further observations may be desirable, particularly if a large amount of negative feed- 
back is used. 

Suitable precautions must be taken to prevent hum or noise, if present, from 
affecting the accuracy of the results. 

If electric-fidelity varies appreciably with the signal frequency, the input level, 
the volume or tone control settings or any other parameter, additional tests should be 
made to show the effect of these changes. 
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(D) Harmonic distortion (I.R.E.) 

This test is intended to evaluate the spurious a-f harmonics which appear in the 
electric output of the radio receiver during normal operation. Care should be taken 
to avoid appreciable harmonic distortion occurring in any part of the signal-generating 
equipment, or in the output-measuring circuit. The required harmonic-measuring 
equipment in the output circuit should not appreciably affect the output load con- 
ditions. This equipment may measure each harmonic individually or may measure 
all harmonics collectively. The proper tuning of the receiver is important in making 
distonion tests. 

No one complete set of conditions can be prescribed for this test, because har- 
monic distortion depends on so many details of radio receiver design and op-^rating 
conditions. Harmonic distortion is caused by overloading and many other pheno- 
mena, and is present under various operating conditions, especially at high degrees 
of modulation. The following series of tests is intended to show the effect of operating 
parameters on distortion. 

Variation of output. The receiver is tuned to 1000 kilocycles and a " mean- 
signal " input, modulated 30% at 400 cycles, is applied. The distortion is noted 
as the output of the receiver is varied by means of the volume control. 

Variation of modulation. With a " mean-signal " 1000- kilocycle, 400-cycle- 
modulated input, the modulation is varied from 10 to 100% and the distortion ob- 
served. The output is maintained at normal test output by the voliune control for 
this test, or as near this value as possible. 

Variation of input signal level. With a 1000-kiIocycle signal, modulated at 
400 cycles, the distortion at normal test output is noted as the input signal voltage is 
varied. This test is to be performed at both 30% and 80% modulation. It is usually 
sufficient to take distortion at the standard input levels which fall within the limits 
of the receiver. When a standard-signal level exceeds the limit of the receiver, a 
measurement should be made at that limit. 

Variation of modulation frequency. To disclose the effect of the modulation 
frequency on distortion, tests on variation of output and variation of modulation 
should be repeated at several modulation frequencies throughout the a-f range. The 
maximum modulation frequency at which harmonic distortion can be measured is 
one-half the maximimi frequency which can produce any appreciable output. 

The harmonic distortion is measured across a standard dummy load and may be 
measured as either root-sum-square total harmonic distortion or each harmonic may 
be measured separately. It is expressed as the ratio of the harmonic voltage to the 
fundamental voltage either in per cent or decibels, 

Intermodulation measurements. Owing to the lack of signal generators 
suitable for r-f intermodulation work, these measurements are normally carried out 
only on the a-f end of radio receivers. See Sect. 3(ii)A of this chapter for details. 

(E) Maximum undistorted output (I.R.E.) 

" This test is intended to indicate the maximum power output which the receiver 
will deliver xmder given conditions, before appreciable overloading or other forms 
of distortion occur. The maximum undistorted output may be determined under 
given conditions by observing the total harmonic distortion, and continuously in- 
creasing the output from zero up to the least value v/hich contains a total harmonic 
distortion of 10% (root-sum-square voltage). This value is designated the maximiun 
undistorted output under the given conditions. 

The data should include a statement of the operating conditions, including which 
condition was varied in order to increase the output during this test. It is suggested 
that the volume control of the radio receiver be varied, the other conditions being 
unchanged during a single test and being chosen as suggested for the harmonic- 
distortion test. Freedom from distortion depends on the r-f input voltage and on 
the frequency and percentage of modulation. 

It is understood that there is no sharp dividing line between appreciable and negli- 
gible distortion. The figure of 10% has been chosen somewhat arbitrarily as a 
reasonable basis for the definition of maximum undistorted output as affected by all 
operations in the receiver." 
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(F) Automatic volume control 

The I.R.E. recommendation is to tune the receiver to a mean-signal input voltage 
400 c/s 30% modulated at 1000 Kc/s and to adjust the volume control so that with 
one volt input to the receiver the output is one half of the maximum power output. 
The output is then read as the input is varied from one microvolt to one volt. 

A disadvantage of this method is that the output readings for low inputs, from which 
much valuable information can be obtained, are carried out at very low levels (perhaps 
below 1 mW) and hum in the receiver output may be troublesome. 

Scroggie (Ref. 6) suggests beginnmg the a.v.c. curve with the volume control set 
at maximum and with the minimum input. Output readings are taken with in- 
creasing input until the output reaches one quarter of the maximum. It is then re- 
duced to one tenth of this value by means of the volume control and the input is further 
increased. This procedure is repeated until the maximum input is applied to the 
receiver. The sections of the curve are made continuous by the use of appropriate 
multiplying factors. This method has many advantages — Chapter 27 Sect. 3(xiv). 

Useful information can also be obtained from a noise curve plotted on the same 
sheet. The same procedure is adopted as for drawing the a.v.c. curve but the input 
carrier is unmodulated. 

Other information sometimes added to a.v.c. curves includes graphs of distortion, 
a.v.c. bias voltage and electrode current and dissipation for the controlled valves vs. 
input voltage, and it may be useful to draw a horizontal line across the a.yjc. curve 
(when drawn by Scroggie's method) at a level representing the nominal output of the 
receiver. Alternatively the maximum output of the receiver may be plotted. 

When the converter valve has a.v.c. applied to it, detuning of the signal may occur 
as the signal input is varied. This should be remedied by retiming the receiver with 
each input level change if necessary. 

(G) Noise 

The I.R.E. recommendation is that noise should be expressed as the equivalent- 
noise-sideband-input (ensi). An tmmodulated input carrier of suitable strength, 
E, is applied to the receiver, and the noise output power P„ is measured on a R.M.S.- 
reading instrument. A 400 c/s bandpass filter is connected between receiver and 
output meter, the carrier is 30% modulated at 400 c/s and the signal power output 
P, is measured. Then 

ensi = 0.3 E.VPJP,- 
Es should be at least three times and preferably ten times greater than the computed 
noise voltage. 

Excessive low frequency hum components may usually be filtered out by the use 
of a 300 cycle high- pass filter without materially affecting the random-noise output. 

An alternative method of specifying noise is by comparing the signal-to-noise ratio 
of a particular receiver with that of an ideal receiver, the difference being called the 
noise factor of the receiver in question. Ignoring any noise external to the receiving 
system, the only sovurce of noise which is inseparable from an incoming signal is the 
thermal agitation noise due to the radiation resistance of the anteima. Thus a signal- 
to-noise ratio has its highest possible value when the noise due to the antenna radiation 
resistance is the only noise source in a receiving system. 

Where a signal voltage e„„t is induced into an antenna of radiation resistance i?o„(, 
maximum signal power is delivered to a receiver with an input resistance of Rant- 
This maximum power available from the antenna is 




Similarly the noise from the antenna available to the receiver is 
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where K — Boltzmarm's constant = 1.38 x 10-^^ joule/degree Kelvin 

T = absolute temperature in degrees Kelvin 

F = bandwidth of system in cycles per second, 
and the signal to noise power ratio of an ideal system is 

The noise factor of an ideal receiver can thus be defined as the number of times 
by which the available signal power from the aerial must exceed KTAF in order to 
give imity ratio of available signal to noise power. 

The noise requirement for such an ideal receiver is that it must contain no internal 
sources of noise. It must also present an infinite impedance to the antenna so that 
there will be no loss of signal voltage. If for instance the input impedance of the 
receiver weie to match the antenna impedance the voltage available to the receiver 
would be one half of the signal voltage induced into the antenna and this would be 
developed across one half of the antenna impedance due to the parallel connection 
of the antenna and the matching input circuit. Substitution of these factors in the 
expression above shows that in such a case the maximum noise factor obtainable is 
2, i.e. 3 db. 

Since the requirement for maximum power transfer is that the input impedance 
of the receiver should be equal to the antenna impedance, it is evident that the con- 
ditions for maximum gain are in general different from those for minimimi noise. 
The best noise figure in practical receivers is obtained when the input impedance is 
intermediate between an open circuit and an impedance match with the antenna 
system. 

When noise calculations are being made the value T = 290 °K is commonly used 
as this gives KT the convenient value of 4 x 10"^'. However, the etfective tem- 
perature of the radiation resistance is subject to wide variations, and is affected by the 
surroundings with which the antenna can exchange energy by radiation. For in- 
stance, the noise temperature of a highly directional micro-wave radar antenna pointed 
at the depths of space may be only slightly above absolute zero. On the other hand 
a directional 7 metre antenna pointed at parts of the Milky Way may have an effective 
temperature much higher than ambient. 

The noise factor of a receiver can be obtained by using a signal generator or a noise 
diode (see below). With a signal generator, difficulty is experienced in that the 
characteristic of the detector in the receiver may affect the ratio of signal power to 
noise power. If the detector is a true power sensitive device such as a thermocouple 
no error occurs, but with normal detectors error is introduced to a degree dependent 
on the variation between the assumed and the actual detection characteristic. 

On the other hand, if the signal generator is replaced by a noise diode, detector 
distortion can be ignored since the noise from the diode has the same spectrum-as 
the noise from the antenna. 

The signal generator method is to apply the generator output to the receiver through 
a resistor Rant and to adjust the output imtil the indication at the receiver detector 
is twice that from noise alone. The noise factor is then obtained by calculation from 
the formula 

noise factor F = 4^~fe7 

where e^.,. = voltage output of signal generator. 
Alternatively the anode current of a temperature limited diode (noise diode) can 
be used as a noise source. The diode is connected with suitable d.c. isolation across 
the receiver input, which is also shunted by a resistor equal in value to Ram- The 
d.c. anode current of the diode is then increased imtil the noise output of the receiver 
alone is doubled, and under these conditions the noise factor of the receiver is 

noise factor F = ^^fJJ^^ 

where e = charge on an electron = 1.59 x 10~" coulombs 
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and /j = diode plate current in amperes, 
therefore noise factor F = 20 UR„„, at 290°K. 

A comparison of the two noise factor formulae shows a second advantage of the 
noise diode method, viz. : the receiver bandwidth need not be known. 

Additional information on noise factors will be found in Refs. 7, 8 and 9. 

(H) Hum 

Hum is a low pitched composite tone which may include a component at any 
integral multiple of the a-c power supply frequency. It may be due to the loud- 
speaker itself, to the a-f stages or to the r-f stages. 

When the field winding of a speaker is used for filtering, hum may appear in the 
voice coil even although some neutralizing is accomplished by connecting a hum- 
bucking coil in series with the voice coil. The I.R.E. recommendation is that this 
type of hum " should be measured in terms of the hmn current through the loud- 
speaker voice coil itself, rather than in terms of the voltage across the loudspeaker, 
and the total hum calculated using this current and the loudspeaker voice coil im- 
pedance. The loudspeaker is connected in the normal manner to the radio receiver 
when the observations are made. The current measuring equipment should intro- 
duce into the voice coil an impedance which is negligible as compared with the voice 
coil impedance. In the case of a loudspeaker having a field coil carrying hum current, 
this procedure evaluates the combined effect of hum originating in the radio receiver 
itself and hum induced in the voice coil from the field coil, with due regard to their 
phase relations." 

" Hum from the a-f stage of the receiver should be measured 

(a) with the volume control at minimum, 

(b) with the volume control left at that setting which would produce normal test 
output with mean-signal input, but with the intermediate-frequency-ampli- 
fier circuits inactivated, as by-passing the last i-f plate to. ground, 

(c) with the volume control at full volume and the i-f system inactivated. 

" In the case of phonograph combinations, a-f hum should also be measured with 
the phonograph pick-up connected to the a-f amplifier under the following conditions : 

(a) with the phonograph motor de-energized, the pick-up on the rest, and the 
volume control at minimvmi 

(b) same as (a) but with the volume control at maximum 

(c) with the volume control adjusted, while reproducing the outside 1000 cycle 
band on R.M.A. Frequency Test Record No. 1 to give normal test output, 
the needle then lifted not more than i inch above the record, with the motor 
still running." 

" Hum modulation is produced by hum sources which modulate a carrier being 
received, and its intensity generally increases with increasing carrier voltage. 

The hum-modulation test is intended to evaluate the himi components introduced 
in a radio receiver by himi disturbances modulating the received carrier. In order 
to measure htun modulation, as distinguished from a-f hum, the former is accentuated 
by the adjustments of the receiver. The receiver is tuned in the normal manner 
to each of the four standard input voltages at 1000 kilocycles. If the receiver has 
a tone control, it should be set in the " high " position. The volume control is first 
adjusted to give the normal test output with the given signal voltage modulated 30% 
at 400 cycles and the modulation is then reduced to zero. The hum is measured 
with the load and output-measuring equipment connected as in the electric-fidelity 
test, and is expressed in terms of reduction in decibels below standard test output." 

Hum distortion can also occur. It is identified as sidebands of frequencies 
differing from the audio frequency of modulation by an amount equal to the frequency 
of the hum disturbance causing the distortion. 

A typical design likely to introduce hum distortion is one in which the plate of the 
output valve is fed directly from the rectifier output (assuming a condenser-input 
filter). No specific test procedure for measuring this effect is given by the I.R.E. 
or R.M.A. but owing to its tmpleasant effects it should be eliminated if this is possible. 
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Acoustical measurement of hum output is desirable but difficult by available 
methods. The results of the electric measurement must be interpreted with reference 
to electric- and acoustical- fidelity curves and the characteristics of audition. 
(I) Frequency shift (I.R.E.) 

" This test is intended to show the variation in the frequency of the oscillator of a 
superheterodyne receiver. The tests are normally performed with the receiver tuned 
to a frequency in the middle of each tvining range of the receiver. If observations 
under the worst conditions are desired, the receiver should be tuned to the highest 
frequency of each range. 

" The variation of frequency is observed with the aid of a beat note obtained be- 
tween the oscillator under test and another oscillator of constant frequency. For 
example, the frequency of the beat note may be observed by comparison with a cali- 
brated a-f oscillator. 

" (a) The frequency varies with time during the warming-up period of the receiver 
.... The time is measured from switching on the receiver but observations are 
ordinarily started one minute later. 

" (b) The frequency varies with power-supply voltage in a manner that depends 
on the rate of variation of this voltage. The major change occurs almost instantly 
following a change of the power voltage. Therefore the test is performed as quickly 
as possible to minimize other eiTects. In the case of operation from a 115-volt power 
line, the line voltage is varied at least between 105 and 130 volts and the resultant 
frequency shift is observed. The amoimt of frequency shift is expressed in cycles 
per 1 per cent change of power voltage, as an average value over the specified range of 
power-line voltage. 

" (c) If the receiver has automatic gain control, the variation of signal-input voltage 
affects the oscillator frequency indirectly by way of the control circuit. The frequency 
shift with variation of signal-input voltage is observed after the receiver has been in 
operation a sufladent length of time to reach temperature stability." 
(J) Spurious response (I.R.E.) 

" With the radio receiver tuned to each of the test frequencies, the signal generator 
should be continuously varied over a wide frequency range to discover if the receiver 
is simultaneously resonant at frequencies other than the test frequency. These other 
resonant frequencies are called spurious-response frequencies and are most often 
found in superheterodyne receivers. Each spurious-response frequency is noted and 
the spurious-response sensitivity-test input is measured as in the sensitivity test, 
provided it is smaller than 1 volt. Its ratio to the desired-signal sensitiyity-test input 
may be computed, and is called the spurious-response ratio." 

" Care should be taken that the harmonic output of the signal generator is attenu- 
ated sufficiently not to affect the observation of the spurious response of the receiver." 

Image response. " A superheterodyne receiver is generally responsive to two 
frequencies whose difference from the local-oscillator frequency is equal to the inter- 
mediate frequency. One of these (usually the lower) is the desired-signal frequency, 
and the other is called the image frequency. This is a special case of spurious- 
response frequency, and is tested as such. Its observed characteristics are referred 
to as ' image-sensitivity test input ' and ' image ratio.' " 

Intermediate-frequency response. " Another special case of a spurious- 
response frequency in a superheterodyne receiver is that due to the sensitivity to an 
intermediate-frequency signal input. The test procedure is the same as for other 
spurious responses, and the observed characteristics are referred to as the intermediate- 
frequency-response sensitivity and the intermediate-frequency-response ratio." 
(K) Noise audibility (I.R.E.) 

" The actual audibility of random noise, hum, and miscellaneous noise is best 
determined by a listening test. Such observations are not capable of precision, but 
are fundamentally sound, as distinguished from less direct electrical observations. 
The completely assembled and operating radio receiver is placed in a quiet room, and 
an experienced observer with normal hearing notes the greatest distance at which 
the noise is audible under stated conditions. The distance is used to express the 
audibility of the noise. The room is preferably Mge, or treated to minimize rever- 
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beration. This method takes into account noise produced both by loudspeaker 
radiation and by mechanical vibration of parts. A brief description of the sound 
heard is useful, in addition to the audibility observation. Obviously, this method 
is suited only for observing a small amount of noise, audible for only a short distance. 

The noise-audibility test is intended to evaluate collectively random noise and hum 
under operating conditions. The radio receiver is tuned in the normal manner to 
each of the four standard input voltages at, 1000 kilocycles. If the receiver has a tone 
control, it is set in the ' high ' position. The yoliune control is adjusted to give 
normal test output with the signal modulated 30% at 400 cycles, and then the modu- 
lation is reduced to zero. The audibility of the remaining noise is then observed. 
The residual noise audibility is likewise observed, with no signal and with the volume 
control set at minimum." 

(L) Radiation from local oscillator (I.R.E.) 

" A local oscillator, such as is employed in a superheterodyne receiver, may radiate 
sufficient power to cause interference in other radio receivers operating in the same 
neighbourhood. Such radiation may be caused by coupling to the antenna, power 
line, or other external leads, or by incomplete shielding of the oscillator and the cir- 
cuits coupled thereto. 

The receiver is coimected to its proper antenna, and the electric- and magnetic- 
field intensity in the neighbourhood is observed by any of the known methods. There 
is no simple form for expressing the results. (The recommendation for local oscillator 
radiation in F-M receivers is that results are to be expressed in field intensity as a 
function of distance from the receiver under test. Observations are made at least 
at the middle frequency of each tuning band, and preferably at the extreme frequencies 
of each band." 

(M) Microphony 

Microphony troubles are of two main types, audio frequency, only and those in- 
volving radio frequencies. A convenient test to apply for the first type — which might 
be due to feedback between the speaker and a pick-up mounted in the same cabinet 
for instance— is to feed the receiver into a dummy load with an output meter across 
it, and excite the speaker, mounted in its normal position by means of a variable a-f 
oscillator. 

The pick-up is allowed to stand on a stationary record and a tendency to micro- 
phony is indicated by appreciable output across the dumrny load at any particular 
frequency. When the voltage across the dummy load equals the voltage across the 
speaker, microphony would occur (assuming equal speaker and dummy load im- 
pedance at the frequency concerned). Another speaker can be used instead of a 
dummy load if desired, so long as no sound from thi^ speaker reaches the receiver. 

This test has the advantage of indicating the margin available in a particular model 
before sustained microphony will be experienced. It can also be used for types of 
microphony involving radio frequencies, but owing to the increased number of pos- 
sible variables if loses some of its advantages. Tests outlined in (O) 1 below may 
be used for r-f microphony. 
(N) Phonograph combinations (I.R.E.) 

" In addition to the above tests on radio receivers, there are several special tests 
which reveal useful information on the operation of the phonograph portion of com- 
bination receivers ... In addition to hum, the following characteristics should be 
measured : 

(1) Electric fidelity 

(2) Rumble 

(3) Maximum output 

(4) " Wow " or flutter. 

Definitions of these characteristics, with methods of measurements, are given below. 

(1) Fidelity. The fidelity of a phonograph reproducer corresponds to the a-f 
fideUty described in Sect. l(vi)C of this chapter except that RMA Frequency Test 
Record No. 1 is used instead of a modulated carrier. This RIVIA Frequency Test 
Record No. 1 contains, on side A, a gliding frequency from 10 000 to 30 cycles for 
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usual nominal level testing. Side B contains five 1000-cycle bands, recorded at 
0, 2, 4j 6 and 8 decibels above the 1000-cycle reference on side A, and a gliding fre- 
quency 6 to 8 decibels above side A m the range between 3000 and 30 cycles for 
checking pickup tracking at various levels. 

In making the fidelity test, side A is used, and the output is first set at standard 
output using the outside 1000-cycle band. Readings of output are then made at all 
announced frequencies, including the 1000-cycle bands at start and finish. 

Suitable correction usually must be made for noise resulting from needle scratch 
to provide accurate data above 1000 cycles. 

(2) Rumble. Rumble is a low-frequency tone or series of random pulses gener- 
ated at the phonograph pickup as a result of vibrations of the record player. It is 
generally a maximum when the needle is near the outside of a 12-inch record. 

Rumble is measured with the load and output-measuring equipment connected 
as in the electric-fidelity test, except that a low-pass filter is used with a sharp cutoff 
at 300 cycles. The measuring equipment should have low wave-form error. 

Side A of the test record is also used in this test. The volume control is adjusted 
to give normal test output while reproducing the outside 1000-cycle band and with 
the low-pass filter disconnected. The filter is then recormected and measurements 
made of rumble components while the needle is in the region between the 1000-cycle 
tone and the 10 000-cycle tone. 

In some cases, a particular rumble frequency may predominate, resulting from motor 
vibration or pickup-arm resonance. IVteasurements of such a frequency may be 
accomplished by means of a timed filter or harmonic analyzer. 

(3) Maximum output. The maximum audio output on phonograph may be less 
than that obtained on radio, because of the absence of automatic-gain-control voltage 
which normally causes a rise in plate and screen voltages in the audio amplifier. 

The test is made by reproducing the 1000-cycle tone on side A of the test record 
and adjusting the volume control to produce maximum output. The measuring 
equipment used must give an accurate indication of root-simi-square independent 
of wave form. 

(4) ' Wow ' or flutter. ' Wow ' or flutter is caused by minute imperfections 
in the motor and/or transmission means used to drive the phonograph turntable ; 
and, if present to an appreciable extent, may noticeably impair the quaUty of repro- 
duction. It is usually evident when a steady note is being reproduced, such as the 
1000-cycle band, and evidences itself as a cyclic variation in pitch ; hence the name 
' wow.' While there is no great distinction between ' wow ' and flutter, the former 
is usually applied to very low cyclic variation, the latter to the more rapid type. 

* Wow ' or flutter is measured as a percentage of root-mean-square deviation in 
frequency of a tone to the average frequency. Special equipment is required tc 
make such a measurement, this equipment being capable of responding uniformly to 
all flutter rates up to 200 cycles, and of measuring to a precision of 0.02% flutter. 

Care should be exercised to insure that the method of measurement permits normal 
conditions to exist as when playing a commercial pressing." 
(O) Miscellaneous 

(1) Tuning tests 

Some receivers which perform well when tuned to a station exhibit tmdesirable 
characteristics while being tuned. A test which shows up most of these effects is 
to tune in unmodulated signals of varying strengths up to the maximum liable to be 
encountered in service, moving the tuning control slowly and also as rapidly as pos- 
sible. The volume control should be at its maximimi setting, and the test should be 
repeated at the high and low frequency end of each wave range, and also with modu- 
lated signals. 

Faults which are liable to be discovered are squeaks as the receiver is tuned rapidly 
through the sidebands of a signal, flutter on short-waves (and sometimes medium- 
waves) with slow timing, microphony, or a rapid variation in the tuning rate near the 
carrier frequency on short waves due to varying electrode potentials or capacitances 
affecting the oscillator frequency. This should not be taken as a complete iist of 
possible faults and any unusual effect should be investigated. 
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Other tests should be made with different aerial lengths (including very short 
aerials, and none) and signals tuned in all sections of the tuning range. Regeneration 
at the low frequency end of the broadcast band, particularly when a short aerial is 
placed as closely as possible to the second detector, and oscillation on the short-wave 
band with no aerial are possibilities in this case. 
(2) Dry battery receiver tests 

A set of batteries which has been discharged by normal use to a required low voltage 
should be used to test battery receivers at least for sensitivity, power output, stability 
and oscillator grid current (using a valve on the low limit of oscillator mutual con- 
ductance). 

The requirement that the batteries should be discharged by normal use is necessary 
since rapid discharge gives a lower value of internal resistance. To simulate a dis- 
charged battery by means of added resistance, fresh heavy duty batteries can be tapped 
and the following table (Ref. 21) used. 

Resistance Required to Simulate Discharged Radio " B " Batteries. 



Volts per 22J volt section 


Resistance per 


22J volt section 


Farm type batteries 


Portable type batteries 


22i 

20 

17 

15 

12 


0 ohms 
10 ohms 
50 ohms 
110 ohms 
250 ohms 


45 ohms 
60 ohms 
110 ohms 
175 ohms 
330 ohms 



The following points are important. First, only fresh heavy-duty batteries should 
be used, their resistance being negligible. Second, if intermediate voltage taps are 
used the added resistance must be distributed between the taps in proportion to their 
respective voltages. Third, voltage readings should be taken only under load and 
across the battery cable terminals to include the voltage drop of the load current 
through the added resistances. 

Battery end-of-life tests can be carried out in accordance with R.M.A. (U.S.A.) 
specifications M4-431 and M4-432 at 1.1 volts per cell for the A battery and 17, 15 
and 12 volts per 22i volt section for the B battery. 

The lowest filament voltages used for testing battery valves by valve manufacturers 
are 1.1 volts for 1.4 volt valves and 1.7 volts for 2 volt valves. Below these voltages, 
performance may not be consistent. 

(3) Interference tests 

A suitable test for vibrator operation is to wrap a short lead around the battery cable 
and battery, coimect one end of the lead to the aerial terminal of the receiver and check 
for interference throughout the tuning range of the receiver at maximimi sensitivity. 
In a well designed receiver no interference will be heard. 

Car-radio interference tests can be arranged using appropriate parts from the igni- 
tion system of a car, but such tests give no guarantee of interference-free reception 
from the receiver installed in a car. 

The R.M.A. Standard REC-U reads as follows :— 
Chassis Pickup of Vehicular Receivers. 

Vehictilar receivers shall be considered as complying with the principles of good 
engineering practice if, when installed according to the manufacturers' instructions 
and using materials supplied by the manufacturer, there is no perceptible chassis 
pick-up with any setting of the user controls. 

" Chassis pick-up " is defined as the interference arriving in the vehicular receiver 
other than through the antenna. 

" Perceptible " is defined as the difference in the noise output of the receiver with 
the engine running and with it stopped. 



1314 



(vi) (O) MISCELLANEOUS TESTS 



37.1 



Testing for chassis pickup shall be done by replacing the antenna of the installed 
receiver by an antenna equivalent, adequately shielded and grounded ; the antenna 
trimmer of the receiver shall be tuned for resonance at the normal aligning frequencies ; 
and observation made of any perceptible noise output. 
(4) Distortion 

Causes of distortion may be present in a receiver and remain undetected in spite of 
reasonably thorough testing with instrimients. One such type of distortion occurs 
with insufficient capacitance by-passing a.v.c. lines, which results in low frequency 
intermodulation or perhaps hum modulation in a back-biased receiver. Another 
may be due to simultaneous high modulation levels and high signal strengths, and 
another may be the hum distortion mentioned in (H) above which is easily missed. 
Because of this, testing is not completed until critical listening to broadcasting stations 
over a period of time has shown that such faults are not present. 
(P) Acoustical tests 

Rcfs. 1, 2 and 5 should be consulted. 



SECTION 2 . F-M RECEIVERS 

(t) Definitions (ii) Testing apparatus (Hi) Test procedures and operating con- 
ditions (id) Receiver adjustments {v) Performance tests. 

(i) Deikutions 

The information presented in this section, except where otherwise stated, is taken 
from the " Methods of Testing Frequency-Modulation Broadcast Receivers, 1947," 
Standard on Radio Receivers (Ref. 12), published by the Institute of Radio Engineers. 
Additional F-M information is available from the " Standards of Good Engineering 
Practice Concerning FM Broadcast Stations " published by the Federal Communica- 
tions Commission in 1945. 

(A) The three standard test frequencies are 88, 98 and 108 Mc/s. When only 
one frequency is used for testing it should be 98 Mc/s. 

(B) The five standard input values may be expressed in terms of available power 
or of input voltage. The available power is that delivered by a generator to a matched 
load and is equal to E^/4Ji where E is the equivalent open-circuit voltage of the genera- 
tor and R is the internal resistance of the generator (including the dummy-antenna 
resistance). 

Five standard input values are specified, the voltage and power figures being equiva- 
lent when the receiver has an input impedance of 300 ohms and R is 300 ohms. 

(a) Standard Input Powers 

(1) 130 decibels below 1 watt 

(2) 110 decibels below 1 watt 

(3) 90 decibels below 1 watt 

(4) 50 decibels below 1 watt 

(5) 30 decibels below 1 watt 

(b) Standard Input Voltages 

(1) 11 microvolts 

(2) 110 microvolts 

(3) 1100 microvolts 

(4) 110 000 microvolts 

(5) 1.1 volts. 

(c) The standard mean-signal input is either 90 decibels below 1 watt, or 1100 
microvolts. 

(C) The standard test modulation is a deviation at 400 c/s of 22 J Kc/s (30% 
of maximiun deviation). 
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(D) The standard test output is as set out from the I.R.E. Standards for A-M 
Receivers in Sect. l(ii)C of this chapter. 

(E) The maximum undistorted output is as set out from the I.R.E. Standards 
for A-M Receivers in Sect. l(ii)D of this chapter. 

(F) The standard 300-ohm antenna comprises a pair of resistors, one connected 
in series with each terminal of the signal generator, of such value that the total im- 
pedance between terminals, including the signal generator, is 300 ohms (Fig. 37.2), 



Fig. 37.2. Standard v-h-f 
dummy antenna and method 
of connection {from Ref. 
12). 



~ FIG. 37.2 

(G) The standard pre-emphasis characteristic has a rising response with 
modulating frequency, equivalent to that provided by a single circuit in the modulating 
source having a time constant of 75 microseconds. The characteristic may be ob- 
tained by taking the voltage across an inductor and a resistor connected in series and 
fed with constant current. The inductance in henries is 0.000 075 times the resistance 
in ohms. 

(H) The standard de-empliasis cliaracteristic has a falling response with 
modulation frequency, the inverse of the standard pre-emphasis characteristic, equiva- 
lent to that provided by a simple circuit having a time constant of 75 microseconds. 
The characteristic may be obtained by taking the voltage across a capacitor and a 
resistor connected in parallel and fed with constant current. The capacitance in 
farads is equal to 13 333 divided by the resistance in ohms. The standard de-emphasis 
characteristic is usually incorporated in the audio circuits of the receiver. 

(ii) Testing apparatus 

(A) " A frequency-modulated signal generator is required for testing fre- 
quency-modulation radio receivers. 

The signal generator should cover at least the carrier-frequency range from 88 to 
108 megacycles. It preferably also covers the intermediate-frequency range and fre- 
quency ranges required for spurious-response tests. 

The generator output should be controlled by a calibrated attenuator, and the out- 
put should be adjustable over a range of at least 1 microvolt to 100 000 microvolts, 
and preferably from 0.1 microvolt to 1.1 volts. Balanced output terminals should 
be provided for the radio-frequency ranges, and single-sided output terminals for the 
intermediate-frequency range. It may be desirable to provide single-sided output 
terminals for the radio-frequency range also All of these terminals should be pro- 
vided at the end of a flexible cable. 

The output meter of the signal generator should indicate the open-circuit voltage 
at the terminals, and the internal impedance should be stated. 

The generator should be capable of being frequency-modulated at rates from 30 
to at least 15 000 cycles per second, and at deviations from zero to at least rated system 
deviation and preferably to twice that value. It should be provided with a deviation 
indicator reading from not more than 5 kilocycles up to the maximum deviation. 

The modulation circuit of the generator should be provided with a standard pre- 
emphasis network. A switch should be provided for cutting this pre-emphasis, net- 
work in or out of the generator circuit at will. 

The generator should provide a frequency-modulated signal at 400 cycles up to 
maximum rated system deviation with less than 2%, and preferably less than 1% 
(root-sum-square) distortion. Ampl^pide modulation resulting from the frequency 
modulation should be kept to a ftiinlmum. 
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The frequency and amplitude modulation of the output voltage due to power- 
supply ripple should be negligible, in comparison with the effects under observation. 
The proper connection of a balanced-output signal generator for testing a balanced 
receiver is shown in Fig. 37.2." 

(B) Audio-output and distortion-measuring devices are the same as those 
required for the testing of amplitude modulation receivers. See Sect, l(iii) of this 
chapter. 

(C) Two-signal tests are carried out using two signal generators and durnmy 
antennas of twice the standard 300 ohms value with each generator as shown in Fig. 
37.3. The output terminals of the two dummy antennas are then cormected in parallel 
and to the input terminals of the receiver. With this connection the impedance 
connected across the receiver input terminals is the normal value and the open-circuit 
signal voltages are half the values indicated by each generator. 

(D) A standard-signal generator for amplitude-suppression testing should 
be capable of simultaneous 400 c/s amplitude modulation and 1000 c/s frequency 
modulation with preferably less than 1 % of incidental frequency modulation in the 
amplitude modulation process. Alternatively two signal generators may be used, 
connected as described above, but precautions must be taken that the beat note be- 
tween the two carriers does not influence the undesired output and that the amplitude 
modulated generator is free of incidental frequency modulation. 



STANDARD 
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Fig. 37.3. Standard v-h-f dummy antenna for two-signal test and method of connection 

{from Ref. 12). 

(iii) Test procedures and operating conditions 

(A) Input measurements are made through a standard 300-ohm dummy antenna 
on receivers designed for a balanced antenna. If only a single-sided signal-generator 
output is available, one terminal of the input circuit of the receiver is connected to 
the grounded terminal of the generator output circuit, and the correct value of dummy 
antenna resistance must be used. 

There are two simple tests for unbalance, the balanced receiver input coil can be 
reversed, or the power-line connection for either the receiver or the signal generator 
is moved to a different outlet. Any change in the sensitivity observed on alternating 
these connections indicates an error due to imbalance. 

(B) Output measurements are made as described in Sect. l(iv)A of this chapter. 

(C) Operating conditions are similar to those in Sect. l(iv)B of this chapter. 

(iv) Receiver adjustments 

The tuning control is adjusted imtil the desired a-f output is obtained either 
with the least possible r-f input power or with the lowest possible setting of the volume 
control. This is an approximate adjustment. 

A receiver for frequency-modulated waves is tuned accurately to a desired signal 
by first tuning it approximately and then adjusting the tuning controls until either 
the undesired noise is a minimum or the harmonic distortion of the demodulated 
desired signal is a minimum. In many receivers these two timing positions coincide. 
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When they do not coincide it should be stated whether the timing is for minimum 
noise or for minimum distortion. 

A simple method of tuning for minimum distortion in many receivers is by observ- 
ing the audio wave form on a cathode ray oscilloscope while increasing the deviation 
somewhat beyond 100%. 

The tone control is adjusted to give maximum modulation-frequency output 
unless otherwise specified. 

(v) Performance tests 

(A) Sensitivity 

There are three sensitivity values of general interest in relation to frequency- 
modulation receivers. Each gives information as to the usefulness of the receiver, 
and in expressing results the type of sensitivity should be specified. 

The maximum sensitivity is measured with the signal generator connected to 
the receiver through the dummy antenna. The receiver controls are adjusted for 
greatest sensitivity, and the output of the generator, which is modulated 30% (22i 
Kc/s) at 400 c/s, is adjusted to obtain standard test output from the receiver. 

When the tuning for minimum noise does not coincide with that for minimum 
distortion, the above test and the following test should be repeated with the receiver 
tuned for minimirai noise. 

The maximum-deviation sensitivity is measured by applying to the receiver 
a strong signal-input modulated 100% (75 Kc/s) at 400 c/s, tuning the receiver for 
minimum distortion and adjusting the receiver volume control to give standard out- 
put. The output distortion should be observed and the signal input reduced, keeping 
the indicated receiver output constant by readjusting the volume control if necessary, 
until the output distortion increases to 10%, or until the input is below that required 
for standard output. The signal input at which the distortion reaches 10% is the 
maximum-deviation sensitivity input and is expressed in decibels below 1 watt or in 
microvolts. 

The deviation sensitivity is measured with the receiver volume control at maxi- 
mum and with the standard mean-signal input (UOO /xV) applied. The generator 
is modulated at 400 c/s and the deviation adjusted to the value which gives standard 
test output. The value of deviation required is the deviation sensitivity, and it is 
expressed in Kc/s or as a percentage of rated system deviation. 

The quieting-signal sensitivity is measured by applying a signal of mean value, 
30% modulated at 400 c/s, to the receiver with the volume control adjusted to give a 
convenient output below audio overload. The modulation should then be switched 
off and the signal intensity reduced to the least value which will produce a 30 db 
rise in indicated output with standard test modulation as compared with the indicated 
output with the unmodulated carrier. The results are expressed in decibels below 
1 watt, or in microvolts. 

(B) Co-channel interference 

This test is intended to show the effect of an interfering signal of the same fre- 
quency as the desired signal, and includes the inherent effect of the detector, the 
limiter and the automatic volume control. 

Two signal generators are required, only one of which need be capable of frequency 
modulation. The outputs of both are applied simultaneously to the receiver under 
test at the mean carrier frequency of 98 Mc/s. 

With the desired signal frequency having standard test modulation and an intensity 
equal to one of the standard input values, the a-f output of the receiver is adjusted 
by means of the volume control to the standard test output. 

The modulation of the desired signal is then removed, keeping the intensity of its 
carrier unchanged, the interfering signal, frequency-modulated 30% at 400 c/s, is 
turned on and the output of the receiver read as the level of the interfering signal is 
increased from zero to 1 volt or more. 

The result of the test includes the effects of both the cross-talk and the beat-note 
components of the interference. If the results are desired for the cross-talk only, 
a 400 c/s filter is used in the output. 
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The co-channel interference characteristic may be expressed as the interfering- 
signal input, in decibels below the desired-signal input, which produces an output 
30 decibels below the standard test output 

(C) Masking interference 

The masking effect of an unmodulated interfering signal is obtained by a test similar 
to that for the co-channel interference but with the desired signal 30% modulated at 
400 c/s and with the interfering signal unmodulated. The output signal is noted 
as the level of the interfering signal is increased from zero. 

(D) Selectivity 

Test conditions are similar to those described for the co-channel interference test 
[(B) above] except that the interfering signal generator is separated in frequency 
from the desired signal by one standard channel separation. 

The desired signal, unmodulated, is applied at the lowest value of standard input 
and the output of the receiver is recorded as the level of the interfering signal, fre- 
quency modulated 30% at 400 c/s, is varied from zero to a value capable of producing 
standard test output. This procedure is repeated for all values of standard test input. 
The measurements are then repeated with the interfering signal generator separated 
from the desired signal by twice the standard channel separation. 

The adjacent-channel and second-channel interference may be expressed as the 
interfering signal input which produces an output 30 decibels below the standard 
test output. 

(E) Amplitude-modulation suppression 

This test measures the suppression of amplitude modulation which may be present 
in a frequency modulated signal. It is carried out at the standard mean carrier fre- 
quency. The frequency modulation is at a 1000 c/s rate with a deviation of 30% 
of maximum system deviation. The standard mean input-signal value having this 
modulation is applied to the receiver in the usual manner. The volume control is 
adjusted to produce standard output. The input signal is then amplitude-modulated 
at 400 c/s and 30% modulation. The intensity of the undesired output of the re- 
ceiver is measured by filtering out the 1000 c/s frequency. 

The amplitude suppression is the ratio of the tmdesired output to standard test 
output expressed in decibels. In order to determine the variation of amplitude- 
modulation suppression with input, the test is repeated with the other standard input- 
signal values. 

(F) Electric fidelity (frequency response) 

Methods similar to those for A-M receivers [Sect. l(vi)C of this chapter] are used 
at the standard mean carrier frequency and with a standard mean signal input. The 
standard pre-emphasis characteristic is employed in the standard-signal generator 
and the modulating voltage is to be maintained constant at that value which provides 
a modulation of 30% of maximum rated system deviation when the modulation fre- 
quency is 400 c/s. 

(G) Harmonic distortion 

The tests are similar to those used for A-M receivers [Sect. l(vi)D of this chapter] 
but variation of input signal testing is recommended with 30% and 100% of maximimi 
rated system deviation. In addition there is a deviation distortion test. 

The maximum-deviation distortion test is the measurement of the distortion 
due to inadequate bandwidth and/or inadequate amplitude-modulation rejection. 
It is measured at 98 Mc/s with the signal generator coimected to the receiver through 
the 300-ohm dummy antenna. Distortion at standard test output is measured at 
ftill system deviation over the range from maximimi sensitivity levels to 30 decibels 
below 1 watt. 

(H) Maximum undistorted output 

As for A-M receivers — Sect. l(vi)E of this chapter. 

(I) Automatic-volume-control cliaracteristic 

This test is similar, except for carrier frequency, to the I.R.E. test for A-M receivers 
— Sect. l(vi)F of this chapter. 
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(J) Spurious responses 

The testing of F-M receivers for spurious responses is carried out in a similar 
manner to that specified for the tuning of A-M receivers — Sect. l(vi)J of this chapter. 
However spurious response sensitivity test inputs up to 1.1 volts arc recorded and an 
additional intermediate frequency response test is specified. 

The procedure is to inject the intermediate-frequency test input signal, amplitude 
modulated 30%, between the two antenna terminals of the receiver, connected in 
parallel, and ground, through a standard 300-ohm dummy antenna. The frequency 
of the test signal is adjusted for maximum receiver output. 
(K) Hum 

Himi in F-M receivers has similar characteristics to hum in A-M receivers, and is 
measured in the same way — See Sect. l(vi)H of this chapter. 

(L) Noise audibility 

The noise audibility test for F-M receivers is the same as that for A-M receivers — 
Sect. l(vi)K of this chapter. 

(M) Tuning cliaracteristic test 

The tuning characteristic shows the variation in audio output of the receiver as it 
is tuned through a signal. This characteristic is of importance in frequency-modula- 
tion receivers since they may have spurious output responses adjacent to the correct 
tuning point. The effect is usually more easily measured by variation of the signal- 
generator frequency than by variation of receiver tuning, since the signal generator 
usually has better frequency control and calibration than the receiver. 

The receiver is tuned to the mean carrier frequency for each standard input signal 
value with standard test modulation and the volume control adjusted to standard out- 
put. The output is then measured as the signal is detuned to each side of the carrier 
frequency. A tuning curve is plotted for each signal input value (Fig. 37.4") 




^50 5 +200 +400 
Detuning in Kilocycles /Sec. 

A-rnput power 130 decibels below I wott 
B-Input power 110 decibels below I wart 
C- Input power 90 deeibcii below I wott 
D- Input power 50 decibels below I wott 
E— Input power 30 decibels below I watt 

FIG. 37.4 

Fig. 37 A. Tttning characteristics (from Ref. 12). 



(N) Frequency drift 

This test is carried out in the same way as that for frequency shift in A-M receivers 
— Sect. l(vi)I of this chapter— except that it is to be performed at the standard signal 
carrier frequency. 

(O) Low-frequency instability 

This test is intended to evaluate the limiting conditions for unstable operation of 
the receiver as affected by low frequency feed-back which may be electrical or acoustical 
in nature, and which may involve both carrier frequency and audio frequency and 
the audio-frequency circuits. At any given frequency, the variables employed to 
induce instability are the signal-input power, the tuning control, the manual volume 
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control and tone controlj the modulation frequency and degree of modulation, and, 
in battery receivers, the age and condition of the batteries. All parts of the receiver, 
including the loudspeaker, are mounted in their normal relations. 

The test is performed at the standard test frequencies. The receiver is tuned to a 
modulated test signal, after which the modulation is switched off. The conditions 
most conducive to the detection of any tendency to instability are found by trial. It 
is suggested that the frequency of the signal be varied manually over a range of about 
100 Kc/s above and below the normal test frequency as the test input power is varied 
from zero to a maximtmi of 0.01 watt. An observation is made of the maximum 
signal-input power at which any unstable operation appears. The maximum of 
such input power is also recorded if less than 0.01 watt. 

(P) Radiation from local oscillator 

Tests are made in a manner similar to that for the A-M receiver tests — Sect. l(vi)L 
of this chapter. Observations are made with the receiver tuned to each of the stan- 
dard test frequencies. Results are expressed in field intensity as a ftmction of dis- 
tance from the receiver under test, 

(Q) Mistuning 

The degree of mistuning is represented by the total signal output distortion re- 
sulting when the receiver is adjusted to a frequency other than the desired signal fre- 
quency. The measurement is made by setting the signal generator to standard input 
voltages successively, modulating the signal generator to 75 kc deviation at standard 
test output. The signal generator is then adjusted off tune by successive increments, 
the volume control is adjusted for standard test output, and the total distortion in 
per cent (or db) is meastured. For each value of input signal a curve is plotted, having 
as abscissa the frequency difference of detuning, and as ordinate the distortion ex- 
pressed in per cent, or db. Distortion components will comprise all frequencies pre- 
sent except the fundamental frequency of the modulating tone. In these tests the 
signal generator is. adjusted off tuiie on each side of the signal frequency. 

The standard measurement will comprise setting the signal generator on each side 
of the signal frequency and noting the amount of mistuning that will produce 10% 
distortion, expressing the degree of mistuning as the average of the measured plus and 
minus frequency excursions. The signal input for this test shall be the standard 
mean signal input (1100 microvolts). 

This mistuning test should be correlated with the frequency drift test — Sect. 2(v)N. 

(R) Downward, modulation 

This test will define the ability of the receiver to withstand the effects of downward 
amplitude modulation. In this test it is assumed that the principal forms of dis- 
tortion are caused by the downward component of modulation. 

The test is made at the standard mean-carrier frequency (98 megacycles). Fre- 
quency modulation is impressed at a 400-cycle modulation rate at 30% of maximum 
rated system deviation and the volume control is adjusted for standard output. The 
input signal is then simultaneously amplitude modulated at a 100-cycle rate. By 
means of a band cut-off filter, the iOO-cycle modulation is eliminated in the receiver 
output. The amplitude modulation is then increased until the total distortion reaches 
10%. The percentage modulation at this point is the downward modvilation capa- 
bility of the receiver. The test is made at all values of standard input signal voltages. 

(S) Open field method of measurement of spurious radiation from frequency 
modulation and television broadcast receivers 

See LR.E, Standard (Ref 41), 
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SECTION 3 : AUDIO FREQUENCY AMPLIFIERS 

(;) Equipment and measurements (ii) Tests. 

(i) Equipment and measurements 

The equipment already specified for testing the a-f end of a radio receiver is sufficient 
for the testing of a-f amplifiers. There are however additional tests commonly used 
in the design of a-f amplifiers and these tests need more instruments. 

Intermodulation testing requires at least another a-f signal generator, and equip- 
ment is available (Refs. 19, 22 and 27) which is specifically designed for the purpose. 
The technique of square-wave testing (Refs. 16 and 20) also needs an appropriate 
generator as do sirriilar techniques using other wave shapes (Ref. 18). 

Measurements of voltage, current, dissipation and heating differ if at all only in 
the higher values found in high-power a-f amplifier& and the appropriate parts of 
Section 1 of this chapter are applicable. 

(ii) Tests 

The American R.M.A. Standard SE-lOl-A on Amplifiers for Sound Equipment 
gives details of tests for noise level, amplifier gain, amplifier frequency response, 
distortion and power output. The following conditions of measurement apply to 
each of the tests mentioned. 

" The amplifier shall be operated at its rated power supply voltage and frequency. 
When a range of line voltage values is indicated for specified power input terminals, 
the arithmetic mean of the voltages specified for this range shall be applied except 
when R.M.A. standard M3-217* applies. The frequency of the power supply shall 
be within ± 2% of the lowest frequency specified. The rms harmonic voltage of 
the power supply voltage shall not exceed 10%. 

Manufacturers of amplifiers designed to work from crystal microphones or other 
capacitive devices and photocells, may provide additional ratings based on the stated 
source impedance applicable to condition of use. 

" The input and output shall be terminatedf in pure resistance equivalent to the 
rating impedance within ±5%. Grounding of the circuits and chassis shall be as 
normally used. 

" The gain control shall be adjusted to give a maximum gain " (except when 
measuring noise and frequency response when it is set to give maximimi noise and to 
reduce the gain 6 db below maximum respectively) " and any other controls shall be 
adjusted to give the most nearly imiform frequency response. 

" The measurements shall be made after the amplifier has been operated for not 
less than one hour at an output 6 db less than the rated output at 400 cps, and at a 
room temperature of not less than 20°C." 

The vacuum tubes used shall be selected to have the rated values of those charac- 
teristics which particularly affect the amplifier characteristic under test. 

(A) Amplifier distortion 

Definition (R.M.A. standard SE-lOl-A) : — " Amplifier distortion is the difference 
between the harmonic content of the voltage at the output terminals and that of the 
input voltage expressed as a percentage of the total rms output voltage " 

Additional test conditions are : — 

"Three distonion measurements shall be made with signals having frequencies 
of 100, 400 and 5000 cps applied to the input terminals. The harmonic content of 
these signals shall inappreciably affect the distortion of the amplifier. 

" A distortion factor meter shall be used that is capable of filtering out or suppress- 
ing the fundamental frequency with respect to its harmonics by at least 60 db, without 
affecting the phase or amplitude of the generated distortion." 

*R.M.A. Standard M3-217 states " When no means for adapting an electric radio receiver to the line 
voltage is provided, it shall be standard to adjust the secondary voltages so that the filaments and heaters 
of tubes are supplied with rated voltage when a line voltage of 117 volts is applied to the receivers." 

tThe input is effectively a low-impedance generator in series with a resistance eqtul to the rating 
source impedance. See Fig. 19.3. 
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If the amplitude of individual harmonics is measured and the distortion is small, 
the percentage of total harmonic distortion is given approximately by 

D V(H,%y + (H3%FTTTT 

where = second harmonic percentage, etc. 
with an error not exceeding 1 % if D does not exceed 10% — see Chapter 14 Sect. 2(iv). 

A knowledge of the matmer in which distortion decreases as output is reduced is 
desirable. Amplifiers with a large amount of feedback usually have very little dis- 
tortion until the output is almost a maximtun, but a class B amplifier may even give 
increased distortion with decreased output. 

A simple test which can be used as an indication of freedom from distortion at 
low levels is the plotting of a linearity curve, i.e. a graph of input voltage against 
output voltage. Over the range of output for which the curve is a straight line the 
amplifier can be assumed to have a low distortion level. However in many cases the 
graph is curved almost from the zero point, 

Intermodulation measurements are made with two signals applied to an am- 
plifier through a suitable mixing network (e.g. bridge), either from separate a-f oscilla- 
tors or from a combined unit designed for intermodulation testing. The usual 
procedure is for one frequency to be low (40, 60, 100, 150 or 400 c/s are used) and 
for the other to be high (1000, 2000, 4000, 7000 or 12 000 c/s). One test is carried 
out with the low frequency approximately at the low frequency limit of the amplifier 
and another at 100 or 150 c/s. The low frequency signal is usually made four times 
larger than the high frequency signal, although a 1 : 1 ratio is also used. The low 
frequency test will show distortion due to transformer saturation and the latter will 
be more representative of normal operation. 

Distortion is mainly dependent on the peak voltage output so that an amplifier 
delivering at the same time two output voltages of 4 imits and 1 unit (total output 
voltage = 5 units) would have distortion equivalent to a power output of 5" whereas 
the true output would be only 4^ + P. Because of this, the indicated output power 
is multiplied by 25/17 when intermodulation tests are carried out under the con- 
ditions above. 

The intermodulation products from the two signals can be measured separately 
or collectively. If they are measured separately and the lower frequency is /i and the 
higher /j, then the intermodulation products to be investigated — considering A as 
the carrier— are (f, - /,), (/, + /,), (A - 2f,), (f, + 2/,), (f, - 3f,), (/, + 3f,), . . . 
The intermodulation distortion percentage referred to /a, based on the r.m.s. sum, is 

V {En - n + En + n)' + (En - 2/1 + Ef2 + ^f^y -f (En - 3/1 + -6/2 + 3/l)^ .... 

En 

If the r.m.s. sum of the intermodulation products is measured collectively a high- 
pass, filter can be used to separate the low and high frequencies and their respective 
intennodulation products. The modulated high frequency is then rectified and 
passed through a low pass filter, the remainder being low frequency components 
previously modulating the high frequency signal. Descriptions and circuits of equip- 
ment of this type will be found in Reis. 19, 22, 23 and 27. 

The peak sum modulation method is described in Chapter 14 Sect. 3(v). 

Le Bel's Oscillographic method is described in Chapter 14 Sect. 3(vi). 

Another method of measurement is to keep a constant difference frequency 
(say 400 c/s) between the outputs of two a-f generators and determine the magnitude 
of the difference frequency as the generators are tuned through the a-f range of the 
amplifier (Ref. 28) — see Chapter 14 Sect. 3(iii). 

For an indication of the distortion tolerable imder different conditions, reference 
should be made to Chapter 14 Sect. 2(iii). Intermodulation distortion is covered 
in Chapter 14 Sect. 3 and References (B). 

Hum distortion may be overlooked if the individual distortion components are 
measured separately. It is due to intermodulation between signal and hum frequencies 
and with a 50 c/s power supply (100 c/s hum) and a 1000 c/s signal, hum distortion 
products will be found at 900 and 1100 c/s and also as sidebands to the harmonics 
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of the signal. Hum modulation is most likely to be experienced at full output in an 
amplifier in which the filtering of the plate supply to the output valves is inadequate. 

(B) Amplifier Power Output 

Definition (R.M.A. standard SE-lOl-A) :—" Amplifier power output is the maxi- 
mum rms power output (including distortion) at rated distonion which the amplifier 
will deliver into its rated load under normal operating conditions." 

An additional requirement is that " The power output shall be measured using an 
indicator which measures rms values, such as thermally actuated meters, simultan- 
eously with the distortion . . . ." 

During design it is helpful to measure power output over a range of frequencies 
as it may decrease at both low and high frequencies. When bass and treble boosts 
are available to the user it is particularly important for the power output to be main- 
tained over the range of frequencies to which the boosting applies. At high fre- 
quencies the response may be falling and the degree of overloading may not be ap- 
parent because the amplitude of the harmonics may be appreciably decreased, for 
instance by a capacitor across the primary of the output transformer. It is in such a 
case that the value of intermodulation measurements becomes apparent. 

When measuring ampUfier power output and other characteristics it is advisable to 
connect an oscilloscope across the output terminals so that the presence of parasitic 
oscillations can be detected. 

(C) AmpUfier Gain 

Definition (R.M.A. standard SE-lOl-A) : — " Amplifier gain is the ratio expressed 
in db of the power delivered to the load, to the power which would be delivered to 
the same load if the amplifier were replaced by an ideal transformer which matches 
both the load and source impedances." 

Additional test requirements are 

" The gain shall be measured at a frequency of 400 cycles per second and at an out- 
put 3 db less than the rated power output. The harmonic content of the input signal 
shall inappreciably affect the gain of the amplifier. 

" The gain shall be measured using input and output meters and associated measur- 
ing equipment that does not affect the frequency response or gain of the amplifier." 

(D) Amplifier Frequency Response 

Definition (R.M.A. standard SE-lOl-A) : — The amplifier frequency response is 
the variation of gain as a function of frequency over the range specified, expressed 
in db relative to the gain at 400 cycles per second." 

Additional test requirements are 

" Any automatic limiting or dynamic range control in the amplifier shall be dis- 
connected during this test. 

" The frequencies for testing shall be obtained from a source whose rms harmonic 
voltage does not exceed 5% of the fundamental voltage at any point in the frequency 
range of measurement. 

" Measurements shall be made with the input voltage adjusted at each frequency 
to produce output levels of 3 db and 10 db respectively below rated power output.* 

" The input and output meters and associated measuring equipment shall not 
discrimitiate as to frequency over the frequency range of measurement." 

The frequency response of an amplifier is usually measured in terms of the output 
voltage across a resistive load. If feedback from the output stage is used it is advisable 

also to check the response with the normal loudspeaker load and with the minimvim 
and maximum loads liable to be used. 

In all cases the signal input must be small enough for the input-output characteristic 
to be linear over the frequency range being investigated. The frequency response 
may vary with output level at the low frequency end of the range and more than one 
curve may be necessary for this reason. 

The effect of any controls which alter the frequency response should be shown by 
suitable curves. 



•Frequency response is also sometimes measured at levels of 30 and 60 db below rated power output. 
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Square wave testing is used to obtain a rapid indication of frequency response 
(or phase shift) during design and in production. Two test frequencies can be used, 
one low enough for some low frequency attenuation or phase shift to be present at the 
fundamental frequency and the other high enough for some of the harmonics in the 
square wave to be attenuated. In production testing, limits for the wave shape can 
be indicated on a blank in front of the screen of the oscilloscope. Peaks in response 
are indicated (the approximate frequency of the peak being readily determined) 
as well as the degree of damping of the transient response and parasitic oscillation 
(Refs.16 and 20). 

Details are given in Ref. 18 of a technique in which stepped sine waves are used in 
a similar maimer. 

(E) Noise Level 

Definition (R.M.A. standard SE-lOl-A). (This is proposed as an interim standard 
for the measurement of steady state noise, and of pulse noise waves having a peak 
factor (ratio of peak to rms) approximating the maximtmi obtainable in speech) : — 
" Noise level is the level of any noise signals appearing at the output terminals with 
no signal applied to the input. 

" The weighted noise level is the noise level weighted in accordance with the 70 
decibel equal loudness contour of the, human ear and expressed in dbm, i.e. decibels 
referred to a level of 1 milliwatt." 

An additional testing requirement is " The measuring amplifier shall be one whose 
audio frequency response is weighted with the 70 db equal- loudness contour of the 
human ear in accordance with Curve B of the ASA Specification Z24.3-1944 (Sound 
level Meters for Measurement of Noise and Other Sounds) with a standard VU meter 
as defined by ASA Specification CI 6.5- 1942 (American Recommended Practice for 
Volume Measurements of Electrical Speech and Program Waves) as an indicator. 

" Illustrative : A properly weighted amplifier may be obtained by applying an 
RC network with a 1 millisecond time constant to an amplifier having frequency re- 
sponse of ± 1 db from 50 to 15 000 cycles. This will give an attenuation of 1 db 
at 300 cycles, 5.7 db at 100 cycles and 9 db at 60 cycles." 

(F) Micropliony 

High gain, high output a-f amplifiers may be subject to microphony under some 
conditions of use. A test similar to the one described in Sect. l(vi)M of this chapter 
enables variations between microphonic tendencies between different amplifiers to 
be checked reliably. 

(G) Stability 

In amplifiers without feedback the most probable type of instability is parasitic 
oscillation. This can best be observed on an oscilloscope while the signal input is 
varied from zero past the overload point at various frequencies (including very low 
and very high). 

Varying load impedances and high mains voltages may also cause trouble and the 
test should be repeated at least for design purposes with the highest power supply 
voltage liable to be encountered in the field and with a range of load impedances vary- 
ing from an open circuit through capacitive and inductive loads to a short circuit. 
The plate dissipation of the output valves in AB or B class amphfiers should be ob- 
served during tests with the load impedance smaller than specified as it may become 
excfcisive. On occasions, variation in input impedance can provoke trouble and all 
possible types of pickup and microphone inputs should be tried. Square wave, 
instead of sine wave, excitation may induce parasitic oscillation. 

(H) Feedback 

Probably the most important feedback test is that for stability and the tests under 
(G) should be adequate, although instability experienced may be due to causes other 
than parasitic oscillation. For example an amplifier with voltage feedback from the 
output stage may oscillate when operated with open-circuited output, due to excessive 
feedback. 

The output impedance is liable to be variable with frequency in a feedback amplifier. 
It can be estimated by varying the output impedance and noting jhe change in voltage 
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across it (Ref. 26). However a variation in output impedance alters the amount of 
feedback and thus the impedance being measured. A more accurate determination 
can be made by coimecting the correct load and driving source to the amplifier (it is 
only necessary to complete the input circuit if feedback is applied to the input stage, 
see Chapter 7 Sect. 2(vi)A) then connecting an a-f oscillator through a high impedance 
to the amplifier output and measuring the current flowing into the output circuit and 
the voltage across it. The impedance of the load in parallel with the output im- 
pedance of the amplifier is then obtainable and since the load is known the output 
impedance can be calculated. If output impedance is important it is desirable to 
make a measurement at least at the speaker resonant frequency as well as at mid- 
frequencies. 

Another useful feedback test is a measurement of gain reduction vs. frequency. 
Such a curve is readily plotted and draws attention to any points at which the feed- 
back may become positive. The shape of this curve is similar to an inverted output- 
impedance curve. 



SECTION 4 : MEASUREMENTS ON COILS 

(!) Measurement of coefficient of coupling {ii) Measurement of primary resonant 
frequencies of aerial and r-f coils (Hi) Measurement of distributed capacitance across 
coils. 

(i) Measurement of coefBlcieiit of coupling 

The measurement of k, the coefficient of coupling, has been covered in Chapter 26 
Sect. 4(ii)E and (iii)B. 

(ii) Measurement of primary resonant frequencies of aerial and 
r-f coils 

The usual methods of measuring primary resonant frequencies are either 

(a) connecting a valve voltmeter across the secondary circuit, which is tuned 
to a much higher frequency than that to be measured (or a much lower fre- 
quency in the case of low impedance primaries), and feeding in a signal from 
the signal generator. The primary resonant frequency shows up by a sharp 
increase in the voltage across the valve voltmeter as the generator is timed 
through this frequency. The secondary detuning is readily effected by 
rotating the rotor of the gang condenser, say, half-way across the band, or 

(b) connecting the valve voltmeter straight across the primary winding, finding 
the resonant frequency, and then finding the true primary frequency by 
calculation after allowing for the input capacitance of the valve voltmeter, 
which can be measured on a Q meter or found by other means. 

(iii) Measurement of distributed capacitance across coils 

The distributed capacitance across a coil can be found with the use of a Q meter, 
following the methods given in most Q meter instruction books, as summarized below. 
Approximate method (zt 2 t*f^^) 

This is suitable for large inductors only 

1. Coimect the inductor under test to the coil (L) terminals of the Q meter. 

2. Set the tuning capacitor to about 200 fifiF (Ci) and adjust the oscillator fre- 
quency for resonance. 

3. Note the oscillator frequency /i. 

4. Change the oscillator to a frequency exactly twice /j. 

5. Set the tuning capacitor to a new value for resonance 
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6. The distxibuted capacitance Co may then be calculated, 

Co = (Ci - 4C2)/3 Mf'F. (1) 
If it is not convenient to use a frequency ratio of 2 : 1, the more general expressions 
for determining distributed capacitance are : 
(C, - C) - C, (g^ - 1) 
Co = f /iF (2; 

where a = 

The true inductance is given by 
25 330 

^ = /TccTTc:) 

/ being expressed in Mc/s 
C2 and Co in fifiF. 

Natural resonant frequency of inductor = /„ = /jV 1 + (C2/C0). (4) 
Accurate method (accuracy about ± 4%) 
This method involves measuring the natural resonant frequency of the inductor. 

1. Connect the inductor to the coil (L) terminals of the Q meter, set the Q circuit 
tuning capacitor to about 400 /li/xF and adjust the oscillator frequency for resonance. 
Call the frequency /j and the tuning capacitance Cj. 

2. Replace the inductor tmder test by a shielded coil having an inductance about 
1 /25 of that of the inductor under test. 

3. Set the oscillator to a frequency about 10 times /i, and adjust the Q circuit tuning 
capacitor for resonance. 

4. Conriect the inductor under test to the coil (L) terminals of the Q meter, in 
parallel with the shielded coil, taking care to avoid coupling between the two coils. 
Then adjust the Q circuit tuning capacitance for resonance, observing whether the 
capacitance has to be increased or decreased from its previous setting. If the capacit- 
ance has to be increased, increase the oscillator frequency by an appreciable amount 
(10 to 20 %), If the capacitance has to be decreased, decrease the oscillator frequency. 

5. Disconnect the inductor under test and adjust the Q circuit tuning capacitance 
to resonance at the new frequency, repeating the procedure of (4) above, changing 
the oscillator frequency by smaller increments as it approaches the resonant frequency 
of the inductor under test, until the frequency reaches a value at which the Q tuning 
capacitance is tmchanged when the inductor under test is connected or disconnected. 
The corresponding oscillator frequency is called /o. 

6. The distributed capacitance, Co, of the inductor may then be calculated : 

C - 

y J 

or by the close approximation 

C„ Pa ~ ■ Ci. (6) 
Jo 

The accuracy of this measurement depends on the inductance of the coil remaining 
constant over the two frequencies. This is reasonably accurate for commonly used 
coils, although it may not hold for coils having iron cores. 

This method often requires a considerable amount of trial and error. As a starting 
point it is helpful to measure L (this is not the true inductance of course) and make 
a guess at the value of Co. The natural resonant frequency /„ can then be calculated 
to give a rough guide for starting niore accurate measurements. 
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SECTION I : UNITS 

(j) General physical units (ii) Electrical and magnetic units (Hi) Photometric 
units (iv) Temperature. 



(i) General physical units 

TABLE 1 : UNITS 



Quantity 


English 


Metric 


Length 


1 mil = 0.001 inch = 0.00254 cm 
1 inch = 1000 mils = 2.54 cm 
1 foot = 12 inches = 30.48 cm 
1 yard = 3 feet = 0.9144 m 
1 mile = 1760 yards = 1.6093 Km 
1.152 miles = 1 nautical mile 

= 1.853 Km 
60 naut. miles = 1 degree = 111.100 

Km 


1 mm = 39.37 mils 
1 cm = 0.3937 inches 

= 0.0328 foot 
1 m = 1.094 yards 

= 3.272 feet 
1 Km = 0.6214 mile 






1 micron = ,10~' metre 
= 0.0001 cm 
= 10 000 Angstroms 
1 Angstrom (A") = 10"^° metre 
= 10-' cm 
= 0.0001 micron 


Area 


1 mil" = 6.452 x 10"" m" 

1 circ. mil* = 0.7854 x lO"' in* 

= 5.067 X 10-'" m^ 
1 in" = 6.452 cm"t 
1 ft^ = 144 in" = 0.0929 m" 
1 yd" = 9 ft" = 0.8361 m" 


1 cm" = 0.1550 in" 

= 0.001 076 ft^ 
1 m" = 10.76 ft" 


Volume 


1 in" = 16.39 cm^t = 0.016 39 litres ** 
1 ft^ = 1728 in" = 28.32 litres 


1 cm" = 0.061 02 in" 
1 litre == 61.02 in" 


Mass 


(Avoirdupois) 

1 grain = 0.0648 grams 

1 dram = 1 .772 grams 

1 ounce = 16 drams = 28.35 grams 

1 pound =16 ounces 

= 7000 grains 

= 453.6 grams 
112 pounds = 1 hundredweight 

= 50.800 Kg 
1 ton = 20 cwt = 1016.1 Kg 


1 gram = 15.432 grains 
= 0.035 27 ounce 
= 0.002 205 lb 
1 Kg = 2.205 lb 
1000 Kg = 0.9842 ton 
= 1 metric ton 



(Continued on page 1330) 



*1 circular mil is the area of a circle 0.001 inch diameter. 

t cm" = sq. cm = square centimetres (similarly for other symbols). 

cm" = cub. cm = cubic centimetres. 
**1 litre = 2.202 lb of fresh water at 62°F 
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Quantity 


English 


Metric 


Force 


1 pound weight = 4.448 x 10' dynes 
1 poundal = 1.382 x 10* dynes 


1 dyne = 0.2248 x 10-^ pound 
weight 

= 0.001 0197 gm weight 
1 gram weight = 980.62 dynest 


Intensity 

of 
Pressure 


1 atmosphere = 760 mm mercury at 

0°C 

= 1.0132 X 10« dynes/ 
cm^ 

1 Ib/ft^ = 478.8 dynes/cm^ 
1 Ib/in^ = 0.6894 x 10° dynes/cm^ 
1 ton/ft^ = 1.072 X 10« dynes/cm^ 
1 inch of mercury at 0 °C 

= 3.386 X 10* dynes/cm* 

= 34.53 gms/cm'' 


1 dyne/cm* 

= 0.9869 X 10-" atmosphere 
1 mm mercury at 0 °C 

= 1.333 x 10« 
dynes/cm^ 

= 1.359 gms/cm^ 

= 1.316 X 10~' atmosphere 


Angles 


1 degree (1 °) = 0.017 4533 radian 
1 radian — z>j 17 44.o0o 

= 57° 17.7468' = 57.295 780° 
1 quadrant = 90° = 7r/2 = 1.571 

radians 

1 revolution = 360° = 2jr = 6.283 
radians 





JThe internationally accepted value of gravitational acceleration at latitude 45° 
and sea level. 
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(ii) Electrical and magnetic units 

There are several systems of units in common use, but they may be divided into three 
clearly distinguished groups : 

1. Unrationalized systems, including 

(a) Absolutef c.g.s.* electrostatic system. 

(b) Absolutef c.g.s.* electromagnetic system. 

(c) Absolutef m.k.s. (metre- kilogram-second) system. Otherwise known as 
the Giorgi system. 

2. Rationalized systems including 

(a) Rationalized m.k.s. system (Giorgi). 

3. Practical systems 

The common practical system includes the volt, ampere, coulomb, ohm, farad, 
henry and watt. 

All fundamental physical relationships are normally worked out in one of the un- 
rationalized systems, and the final result may be converted into practical units for 
general use. 

Rationalized systems have been developed to simplify certain calculations. They 
may be used as alternatives to unrationalized systems. 

The m.k.s. system is increasing in popularity because neither the-c.g.s. electrostatic 
system nor the c.g.s. electromagnetic system is convenient for use with all problems, 
and the combined use of the two systems has been generally adopted in the past. 
Another reason for its popularity is that it includes many of the practical units, the 
second, joule, watt, coulomb, ampere, volt, ohm, mho, farad and henry. The ration- 
alized m.k.s. system has been standardized by the Ainerican I.R.E. (January 1948). 

The Giorgi m.k.s. system absolute system was adopted by the International Elec- 
trotechnical Commission (I.E.C.) in Bruxelles, June 1935 (see Proceedings of National 
Academy of Sciences Vol. 21 No. 10 pp. 579-583, October 1935 ; reprinted by 
Harvard University, Publications from the Graduate School of Engineering 1935-36 
No. 167). See also A. E. Kennelly " I.E.C. adopts MKS System of Units," Elec- 
trical Engineering 54.12 (Dec. 1935) 1373. See also References below. 

In any one sequence of calculations it is essential to retain the same system through- 
out. The final result may then, if desired, be converted to any other system. Table 2 
should enable any engineer to convert from one quantity in any system to any other 
of the major systems. 

REFERENCES TO MKS SYSTEM 

Carr, H. L. A. " The M.K.S. ot Giorgi system of units — the case for its adoption " Proc. I.E.E. Part I 
97.107 (Sept. 1950) 235. 

Rawcliffc, G. H. " The rationalization of electrical units and its effect on the M.K.S. System " Proc. 

I.E.E. Part I 97.107 (Sept. 1950) 241. 
Marriott, H., and A. L. Cullcn " The rationalization of electrical theory and units " Proc. I.E.E. Part I 

97.107 (Sept. 1950) 245. 

Bradshaw, E. " Rationalized M.K.S. units in electrical engineering education " Proc. I.E.E. Part I 
97.107 (Sept. 1950) 252. 

A brief description of all systems including the m.k.s. is given in " Applied Electronics " (Massa- 
chusetts Institute of Technology ; John Wiley & Sons Inc. New York i Chapman & Hall Ltd., Lon- 
don. 1043) Appendix B. 



•c.g.s. = centimetre-gramme-second. 

tAn absolute system is one which includes length, mass and time in its fundamental dimensions. 
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TABLE 2 : THE PRINCIPAL ELECTRICAL AND MAGNETIC UNITS 





Practical 
(English) 


Giorgi MKS 


C.G.S. 

Flt^ptTnsfQt'i p 


C.G.S. 

1^1 L.^L1 LJlllci^lieLlV.' 


T i^n frt" n 


1 foot, 1 inch 


1 metre 


1 L-^ti Lime Lie 


X V^CllLlllieLX C 




1 pound 


1 kilogram 


1 gl allJL 


1 gram 


Force 


1 pound 
weight 


I dyne-five 
= 1 newton 


1 dyne 


1 dyne 


Time 


1 second 


1 second 


1 second 


Work, Energy- 


1 joule 


1 erg 


1 erg 


Power 


1 watt 


1 erg/second 


1 erg/second 


Charge 


1 coulomb 


1 statcoulomb 


1 abcoulomb 


Current 


1 ampere 


1 statampere 


1 abampere 


Electromotive 
force 


1 volt 


1 statvolt 


1 abvolt 


Resistance 
Resistivity 


1 ohm 

1 ohm/cm cube or 1 ohm- 
centimetre 


1 statohm 


1 abohm 


Conductance 
Conductivity 


1 Siemens = 1 mho 
1 mho/cm cube 


1 statmho 


I abmho 


Capacitance 


1 farad 


1 statfarad 


1 abfarad 


Inductance 


1 hei 


iry 


1 stathenry 


1 abhenry 


MKS 

unrationalized 


MKS 
rdLioiiaiizca 


Flux (9!.) 


1 line = 1 
maxwell 


1 line = 1 
maxwell 


1 weber 


1 weber 


Flux density (B) 


1 line/ sq in 


1 weber/sq 
metre 


1 weber/sq 
metre 


1 gauss 


Magnetizing 
force (H) 


1 ampere-turn 
/in 


1 praoersted 


1 ampere-turn 
/metre 


1 oersted 


Magnetomotive 
force (F) 


1 ampere-turn 


1 pragilbert 


1 ampere-turn 


1 gilbert 


Reluctance 




1 pragilbert/ 
weber 


1 ampere-turn/ 
weber 


1 gilbert/ 
maxwell 


Permeability of 
free space 




10-' henry/ 
metre (or 10-' 
weber/sq 
metre/praoer- 
sted) 


4 X 10-' 
henry /metre 


1 abhenry /cm 
(or 1 gauss/ 
oersted) 



38.1 



(ii) ELECTRICAL AND MAGNETIC UNITS 
RELATIONSHIPS BETWEEN UNITS 



1333 



1 metre = 100 centimetres 


1 centimetre = 1/100 metre 


1 kilogram = 1000 grams 


1 gram = 1/1000 kilogram 


1 newton = 10' dynes 


1 dyne = 10-' newton 




1 joule = 10' ergs 


1 erg = 10"' joule 


1 watt = 10' ergs /second 


1 erg/second = 10-' watt 


1 coulomb = 3 X 10" statcoulombs =0.1 abcoulomb 

1 statcoulomb = 3.33 x I0-" abcoulomb 1 abcoulomb = 3 x 10" statcoulombs 


1 ampere = 3 x 10" statamperes = 
1 statampere = 3.33 x 10"^' abampere 


0. 1 abampere 
1 abampere = 3 x 10" statamperes 


1 volt = 3.33 X 10-' statvolt = 10« 
1 statvolt = 3 X lO^abvolts = 300 volts 


abvolts 

1 abvolt = 3.33 x 10-" statvolt 


1 ohm = 1.11 X 10-^2 statohm = 10" abohms 

1 statohm = 9 x 10" abohms 1 abohm = l.Il x 10-" statohm 


1 mho = 9 X 10" statmhos = 10-» 
1 statmho = 1.11 x 10^^' abmho 


abmho 

1 abmho = 9 x lO'^" statmhos 


1 farad = 9 x 10" statfarads = 10~ 
1 statfarad = 1.11 x 10-^' abfarad 
= 1.11 X 10-iii farad 


' abfarad 
1 abfarad = 9 X 10" statfarads 
1 /i/ip = 0.9 statfarad 


1 hemry = 1.11 X 10"" stathenry = 
1 Stathenry = 9 X 10"° abhenrys 


10" abhenrys 

1 abhepry = 1.11 X 10"^' stathenrys 


1 weber = 10* maxwells = 10' lines 


1 maxwell = 10-' weber 


1 weber/sq metre = 10'' gauss 


1 gauss = lO-* weber/sq metre 


1 praoersted = 10-' oersted 1 oersted = 10' praoersted 

1 ampere-turn/inch = 0.495 oersted = 495 praoersteds 

1 ampere-turn/metre = 0.01257 oersted = 12.57 praoersteds 



1 ampere-turn = 1.257 gilberts 1 gilbert = 0.796 ampere-turn 

1 pragilbert = 0.1 gilbert 1 gilbert = 10 pragilberts 

I ampere-turn = 12.57 pragilberts 1 pragilbert = 0.0796 ampere-turn 



1 pragilbert/weber = 10-° gilbert /maxwell = 0.0796 ampere-tum/weber 
1 ampere-tum/weber = 1.257 x 10~* gilbert/maxwell 
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(iii) Photometric units 

TABLE 3 : PHOTOMETRIC UNITS 



Quantity 


Symbol 


Unit 


Relationship 


Luminous Flux 


F 








Ltimen 


1 lumen = x flux emitted by one 








candle 


Light Intensity 


I 


Candle 


Flux emitted by 1 candle = in lumens 


lUtimination 


E 


Footcandle = lumens /ft^ 






Phot = cm candle = lumens/cm^ 






Lux = metre candle = lumens /m^ 



Relationship between units of illumination 



Unit 


Foot-candle 


Phot 


Lux 


1 


Foot-candle 


1 


0.001076 


10.76 


1 


Phot 


929 


1 


10' 


X 


Lux 


0.0929 


10-* 


1 



(iv) Temperature 

TABLE 4 : 

Freezing point of water \ 
(normal pressure) J 

Boiling point of water \ 
(normal pressure) J 

1 Fahrenheit degree 

1 Centigrade* degree 

Temperature in °C 

Temperature in °F 
Temperature in °K \ 
Absolute temperature J 
Temperature in °C 
Absolute Zero 



TEMPERATURE 

= 32° Fahrenheit 

= 0° Centigrade* 

= 273.16° Kelvin (Absolute) 

= 212° Fahrenheit 

= 100° Centigrade* 

= 373.16° Kelvin (Absolute) 

= — Centigrade* degree 

= 0.5556 Centigrade* degree 

= 0.5556 Kelvin degree 

= 1.800 Fahrenheit degree 

= 1.0 Kelvin degree 

= 5 TF - 32) 

= 1.8 (°C) + 32 

= (°C) + ZJ?i.\6 

= (°K) - 273.16 
= 0°K 

= -273.16 °C 
= -459.68 °F 



•The Ninth General Conference on Weights and Measures held in Paris in October. 1948, decided 
to abandon the designation Centigrade and use Celsius (International Temperature Scale) instead 
For most practical purposes the two scales may be regarded as identical. 
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SECTION 2 : COLOUR CODES 

(i) Colour code for fixed composition resistors (it) Colour code for fixed wire- 
wound resistors («»V) Table of R.M.A. colour code markings for resistors (iv) Colour 
code for moulded mica capacitors (v) Colour code for ceramic dielectric capacitors 
(di) Colour code for i-f transformers (vii) Colour code for a-f transformers and output 
transformers (viii) Colour code for power transformers (ix) Colour code for loud- 
speakers (x) Colour code for chassis wiring (.xi) Colour code for battery cables (xit) 
Colour code for metallized paper capacitors. 

(i) Colour code for fixed composition resistors 

(A) R.M.A. Standards GEN-101, REC-116, July 1948. 

In fixed composition resistors with axial leads the nominal resistance value is in- 
dicated by bands of colovir of equal width around the body of the resistor (Fig. 38.1). 

Band A indicates the first significant figure. 

Band B indicates the second significant figure. 

Band C indicates the decimal multiplier. 

Band D, if any, indicates the tolerance limits about the nominal resistance value. 




FIG. 38. 2 

Fig. 38.1. R.M.A, colour code for fixed composition resistors {axial leads). 
Fig. 38.2. R.M.A. colour code for fixed composition resistors (radial leads). 



TABLE 5 : COLOUR CODE 



Colour 


Significant 


Decimal 


Tolerance 




Figure 


Multiplier 


% 


Black 


0 


1 




Brown 


1 


10 




Red 


2 


W 




Orange 


3 


10' 




Yellow 


4 


10* 




Green 


5 


10« 




Blue 


6 


10« 




Violet 


7 


10' 




Grey 


8 


10' 




White 


9 


10« 




Gold 




io-» 


±5 


Silver 




10-* 


±10 


No Colour 






±20 



Body colour : Black indicates uninsulated. Any other colour indicates insulated. 
Colour code with radial leads 

Resistors with radial leads may use the same colour code as those with axial leads, 
but alternatively* they may be colour coded as in Fig. 38.2 where 
Body A corresponds to Band A above. 
End B corresponds to Band B above. 
Dot C (or band C) corresponds to Band C above. 
Band D corresponds to Band D above. 
See also Sect. 3(i) — Standard fixed composition resistors. 



•As JAN-R-U and old R.M.A. specification. 
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(B) British Standard BS. 1852 : 1952 

for fixed resistors for telecommunication purposes. 
Interpretation of marking 



Fig. 38.3A 


Fig. 38.3B or 
Fig. 38. 3C 


Interpretation 


1st band (A) 


Body (A) 


Indicates first significant figure of 
resistance value. 


2nd band (B) 


First tip (B) 


Indicates second significant figure. 


3rd band (C) 


Spot (C) 


Indicates multiplier. 


4th band (D) 


Second tip (D) 


If present, indicates percentage toler- 
ance on nominal resistance value. If 
no colour appears in this position the 
tolerance is ± 20 per cent. 


5th band (E) 




If present, indicates grade of resistor. 



Colour values : 

As Table 5 with the addition of 
Colour 

Brovirn 
Red 
Colour 

Salmon pink 



Tolerance % 

± 1 

± 2 
Grade 

Grade 1 (" high stabihty ") 



FIG. 36.3A FIG. 36.3B i.J. 3e.3C 




This may be general body colour PIq 39 3 

Fig. 38.3A. British Standard coloured band marking (preferred). 

Fig. 38. 3B. British Standard body, tip and spot marking. 
Fig. 38. 3C. British Standard body, tip and central band marking. 

(ii) Colour code for fixed wire-wound resistors 

(A) R.M.A. Standard REC-117, July 1948 

In fixed wire-wound resistors with axial leads the nominal resistance value is in- 
dicated by bands of colour around the body of the resistor (Fig. 38.3). 




FIG. 38.3 

Fig. 38.3. R.M.A. colour code for fixed wire wound resistors {axial leads). 

Band A is of double width, thereby indicating a wire-wovmd resistor. The colour 
of Band A, and those of bands B, C and D, have the same indications regarding re- 
sistance and tolerance as for composition resistors. The body colour also has the 
same indications as for composition resistors. 

See also Sect. 3(ii) for standard fixed wire woimd resistors. 
(Bl British Standard colour code for fixed resistors. See (i) (B) above. 
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(iii) Table of R.M.A. colour code markings for resistors 

TABLE 6 : STANDARD COLOUR CODING FOR RESISTORS 



Preferred 


values of resistance 


Old 










(ohms) 




standard 


Resistance designation 








resistance 








±20% 


±10% 


±5% 


values 








D = no col 


D = silver 


D = gold 


(ohms) 


A 


B 


c 








50 


Green 


Black 


Black 






51 




Green 


Brown 


'Black 




56 


56 




Green 


Blue 


Black 






62 




Blue 


Red 


Black 


68 


68 


68 




Blue 


Gray 


Black 






75 


75 


Violet 




Black 




82 


82 






Red 


Black 






91 




VV IllLC 






100 


100 


100 


100 




Black 


X>X*JW11 






110 




iJiUWIl 


JJlVj W1.1 


Brown 




120 


120 




Browil 


Red 


Brown 






130 




Brown 


Orsnge 


Brown 


150 


150 


150 


150 


Brown 


Green 


Brown 






160 




Brown 


Blue 


Brown 




180 


180 




Brown 


Gray 


Brown 






200 


200 


Red 


Black 


Brown 


220 


220 


220 




Red 


Red 


Brown 






240 




Red 


Yellow 


Brown 








250 


Red 


Green 






270 


270 




J\CU 


Violet 


TKmwn 






300 


300 




Black 


JJIU Wll 


330 


330 


330 






Orange 


JJIU WiJ, 








350 


Orange 


\JL ecu 


JJl VJWll 






360 






Blue 


Brown 




390 


390 




Orsnge 


White 


Brown 








400 


Yellow 


Black 


Brown 






430 




Yellow 


Orange 


Brown 








450 


Yellow 


Green 


Brown 


470 


470 


470 




Yellow 


Violet 


Brown 








500 




Black 


Brown 






510 




Crreen 


Thrown 


Brown 




560 


560 




Green 


XjIUc 


LjL. v.* W 11 








600 


clue 


xSiacK 


Brown 










Blue 


Ked 


Brown 


680 


680 


OoU 




Blue 


Gray 


Brown 






750 


7 SO 


Violet 


Green 


Brown 




820 


820 




Gray 


Red 


Brown 






910 




White 


Brown 


Brown 


1,000 


1,000 


1,000 


1 non 


Brown 


Black 


Red 


1,100 




Brown 


Brown 


K.ea 




1,200 




1,200 


Brown 


Red 


Red 




1,300 


Brown 


Orange 


Red 


1,500 


1,500 


1,500 


1,500 


Brown 


Green 


Red 


1,600 




Brown 


Blue 


Red 




1,800 


1,800 




Brown 


Gray 


Red 




2,000 


2,000 


Red 


Black 


Red 


2,200 


2,200 


2,200 


Red 


Red 


Red 


2,400 




Red 


Yellow 


Red 






2,500 


Red 


Green 


Red 




2,700 


2,700 


Red 


Violet 


Red 




3,000 


3,000 


Orange 


Black 


Red 
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Preferred 


values of resistance 


Old 










(ohms) 




standard 


Resistance designation 








resistance 








±20% 


±10% 


± 5% 


values 








D = no col 


D = silver 


D = gold 


(ohms) 


A 


B 


C 


3,300 


3,300 


3,300 




Orange 


Orange 


Red 






3,500 


Orange 


Green 


Red 






3,600 




Orange 


Blue 


Red 




3,900 


3,900 




Orange 


White 


Red 








4,000 


Yellow 


Black 


Red 






4,300 




Yellow 


Orange 


Red 


4,700 


4,700 


4,700 




YeUow 


Violet 


Red 




5,000 


Green 


Black 


Red 






5,100 




Green 


Brown 


Red 




5,600 


5,600 




Green 


Blue 


Red 






6,200 




Blue 


Red 


Red 


6,800 


6,800 


6,800 




Blue 


Gray 


Red 






7,500 


7,500 


Violet 


Green 


Red 




8,200 


8,200 




Gray 


Red 


Red 






9,100 




White 


Brown 


Red 


10,000 


10,000 


10,000 


10,000 


Brown 


Black 


Orange 






11,000 




Brown 


Brown 


Orange 




12,000 


12,000 


12,000 


Brown 


Red 


Orange 






13,000 




Brown 


Orange 


Orange 


15,000 


15,000 


15,000 


15,000 


Brown 


Green 


Orange 






16,000 




Brown 


Blue 


Orange 




18,000 


18,000 




Brown 


Gray 


Orange 






20,000 


OA AAA 


Red 


Black 


Orange 




22,000 


22,000 




Red 


Red 


Orange 






24,000 




Red 


Yellow 


Orange 








25,000 


Red 


Green 


Orange 




27,000 


27,000 




Red 


Violet 


Orange 






30,000 


30,000 


Orange 


Black 


Orange 


33,000 


33,000 


33,000 




Orange 


Orange 


Orange 






36,000 




Orange 


Blue 


Orange 




39,000 


39,000 




Orange 


White 


Orange 








40,000 


YeUow 


Black 


Orange 






43,000 




Yellow 


Orange 


Orange 


47,000 


47,000 


47,000 




Yellow 


Violet 


Orange 








50,000 


Green 


Black 


Orange 






51,000 




Green 


Brown 


Orange 




56,000 


56,000 




Green 


Blue 


Orange 








60,000 


Blue 


Black 


Orange 






62,000 




Blue 


Red 


Orange 


68,000 


68,000 


68,000 




Blue 


Gray 


Orange 






75,000 


75,000 


Violet 


Green 


Orange 




82,000 


82,000 




Gray 


Red 


Orange 






91,000 




White 


Brown 


Orange 


100,000 


1 Art AAA 
100,000 


1 AA AAA 

100,000 


100,000 


Brown 


Black 


Yellow 






110,000 




Brown 


Brown 


Yellow 




120,000 


120,000 


120,000 


Brown 


Red 


Yellow 






130,000 




Brown 


Orange 


Yellow 


150,000 


150,000 


150,000 


150,000 


Brown 


Green 


Yellow 






160,000 




Brown 


Blue 


Yellow 




180,000 


180,000 




Brown 


Gray 


Yellow 






200,000 


200,000 


Red 


Black 


Yellow 
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Preferred 


values of resistance 


Old 










(ohms) 




standard 


Resistance designation 








resistance 








±20% 


±10% 


± 5% 


values 








D = no col 


D = silver 


D = gold 


(ohms) 


A 


B 


C 


220,000 


220,000 


220,000 




Red 


Red 


Yellow 






240,000 




Red 


Yellow 


Yellow 








250,000 


Red 


Green 


Yellow 




270,000 


270,000 




Red 


Violet 


Yellow 






300,000 


300,000 


Orange 


Black 


Yellow 


330,000 


330,000 


330,000 




Orange 


Orange 


Yellow 






360,000 




Orange 


Blue 


Yellow 




390,000 


390,000 




Orange 


White 


Yellow 








400,000 


Yellow 


Black 


Yellow 






430,000 




Yellow 


Orange 


Yellow 


470,000 


470,000 


470,000 




Yellow 


Violet 


Yellow 








500,000 


Green 


Black 


Yellow 






510,000 




Green 


Brown 


Yellow 




560,000 


560,000 




Green 


Blue 


Yellow 








600,000 


Blue 


Black 


Yellow 






620,000 


Blue 


Red 


Yellow 


680,000 


680,000 


680,000 




Blue 


Gray 


Yellow 






750,000 


750,000 


Violet 


Green 


Yellow 




820,000 


820,000 




Gray 


Red 


Yellow 






910,000 




White 


Brown 


Yellow 


1.0 MQ 


1.0 MQ 


1.0 MQ 


1.0 M.Q 


Brown 


Black 


Green 






1.1 MQ 




Brown 


Brown 


Green 




1.2 MQ 


1.2 MQ 




Brown 


Red 


Green 






1.3 MQ 




Brown 


Orange 


Green 


1.5 M.O 


1.5 MQ 


1.5 MQ 


1.5 M.Q 


Brown 


Green 


Green 






1.6 MQ 




Brown 


Blue 


Green 




1.8 MQ 


1.8 MQ 




Brown 


Gray 


Green 






2.0 Mi? 


2.0 MQ 


Red 


Black 


Green 


2.2 M.Q 


2.2 MQ 


2.2 MQ 




Red 


Red 


Green 






2.4 Mfl 




Red 


Yellow 


Green 




2.7 MQ 


2.7 MQ 




Red 


Violet 


Green 






3.0 Mi3 


3.0 MQ 


Orange 


Black 


Green 


3.3 MQ 


3.3 MQ 


3.3 Mf5 




Orange 


Orange 


Green 






3.6 MQ 




Orange 


Blue 


Green 




3.9 MQ 


3.9 Mi2 




Orange 


White 


Green 








4.0 MP 


Yellow 


Black 


Green 






4.3 MQ 




Yellow 


Orange 


Green 


4.7 MQ 


4.7 MQ 


4.7 Mfl 




Yellow 


Violet 


Green 








5.0 MQ 


Green 


Black 


Green 






5.1 Mi3 




Green 


Brown 


Green 




5.6 MQ 


5.6 MQ 




Green 


Blue 


Green 








6.0 Mi3 


Blue 


Black 


Green 






6.2 MQ 




Blue 


Red 


Green 


6.8 MQ 


6.8 MQ 


6.8 MQ 




Blue 


Gray 


Green 








7.0 MQ 


Violet 


Black 


Green 






7.5 Mf? 




Violet 


Green 


Green 








8.0 Mi2 


Gray 


Black 


Green 




8.2 MQ 


8.2 Mfi 




Gray 


Red 


Green 








9.0 Mi3 


White 


Black 


Green 






9.1 MQ 




White 


Brown 


Green 


10 MQ 


10 MQ 


10 Mfl 


10 M.Q 


Brown 


Black 


Blue 
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(iv) Colour code for moulded mica capacitors 

The Standard American R.T.M.A. Colour Marking (R.C.M.) uses six dots for 
moulded mica capacitors. 

(R.T.M.A. Standard REC-115-A, May 1951) (Fig. 38.4). 

Dot (1) : White indicates R.T.M.A. moulded mica capacitor colour coding. 

Black indicates JAN colour coding (see below). 

Any other colour indicates old R.M.A. 6 dot system. 
Dot (2) : First digit of capacitance (see Table 7 below). 
Dot (3) : Second digit of capacitance (see Table 7 below). 
Dot (4) : Class of capacitor (see REC-115-A). 
Dot (5) : Tolerance (see Table 7 below). 
Dot (6) : Multiplier for capacitance (see Table 7 below). 



Dot t Dot 2 Dot 3 



<i) 6 6 



NAME 

o o o 



Dot 4 Dots Dot 6 

FIG. 38.4 



p y 9 



Corntr Dot 
NAME 



Dot I Dots Dots 

FIG. 36.5 



Dot I Dot 2 Dot 3 
FIG. 38.6 



Pig. 38.4. Colour code for moulded mica capacitors (6 dot). 
Fig. 38.5. Colour code for moulded mica capacitors (3 dot). 
Fig. 38.6. Colour code for moulded mica capacitors (4 dot). 

TABLE 7 : R.T.M.A. MOULDED MICA CAPACITORS 



Colour 


Numeral 


Multiplier 


Tolerance 


Class 


Black 


0 


1 


20% 


A 


Brown 


1 


10 




B 


Red 


2 


100 


2% 


C 


Orange 


3 


1000 


3% 


D 


Yellow 


4 


10 000 


E 


Green 


5 




5% 




Blue 


6 






Violet 


7 








Grey 


8 






I 


White 


9 






J 


Gold 




0.1 




Silver 




0.01 


10% 





JAN-C-5 six dot colour marking (Fig. 38.4) 

In the JAN-C-5 code the black Dot 1 signifies a mica dielectric capacitor. Dot 4 
gives the capacitor characteristic (for details see JAN specification). The remaining 
dots have the same significance as in the R.C.M. system. 
Old R.M.A. six dot colour marking (Fig. 38.4) 

Dots 1, 2 and 3 signify the first three significant figures of the capacitance. Dot 4 
signifies the rated direct working voltage. Dot 5 gives the percentage tolerance. 
Dot 6 gives the decimal multiplier. 

Three dot system 

This applies only to capacitors with 500 volt ratings and ±20% tolerances in 
capacitance (Fig. 38.5). 
Dot 1 gives the first significant figure. 
Dot 2 gives the second significant figure. 
Dot 3 gives the decimal multiplier. 
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Four dot system 

To extend the usefulness of the three dot system, a fourth dot is sometimes added 
in the top left-hand comer (Fig. 38 6) to indicate the percentage tolerance. 
See also Sect. 3(v) for standard moulded mica capacitors. 

(v) Colour code for ceramic dielectric capacitors 
(A) R.]VI.A. Standard REC-107, Oct. 1947 

The colour markings consist of five colours, one of which unambiguously marks 
the end of the capacitor bearing the inner-electrode terminal while the remaining 
four colour markings are successively closely adjacent along the length of the capaci- 
tor ; an indicator is provided to avoid ambiguity in the interpretation of the signifi- 
cance of the position of the colour markings. 

The end colour indicates the temperature coefficient in accordance with Table 8 
below. 

The first and second colour markings indicate the first and second digits of the value 
of the capacitance in micro-microfarads. 

The third colour marking indicates the decimal multiplier of the value of the 
capacitance. 

The fourth colour marking indicates the capacitance tolerance in accordance with 
Table 8 below. 



TABLE 8 



Position 


End 


Nos. 1, 2 


No. 3 


No. 4 




Temperature 






Capacitance tolerance 


Colour 


coeff. parts/ 


Significant 


Decimal 








million/ °C 


figure 


multiplier 


C > 10 iifiF 


C < 10 iJ.iiF 


black 


0 


0 


1 


±20% 




brown 


-30 


1 


10 


± 1% 


±0.1 iiiiV 


red 


-80 


2 


10= 


± 2% 




orange 


-150 


3 


10^ 


±2.5% 




yellow 


-220 


4 


10* 






green 


-330 


5 




± 5% 


±0.5 ^i/xF 


blue 


-470 


6 








violet 


-750 


7 








grey 


-1-30 


8 


0.01 




±0.25 n/xF 


white 


General pur- 


9 


0.1 


± 10% 


±1.0 /i/iF 




pose con- 












denser* 











Capacitance change 

silver ±25% (Class 4 capacitors) 
silver ±25%, - 50% (Class 5 capacitors) 



•May have any nominal temperature coefficient between + 120 and -750 parts per million per degree 
Centigrade, at option of the manufacturer. 
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(B) British R.I.C. colour code for ceramic dielectric capacitors, RIC/133 
(Ref. F7) 



Colovir 


End 
Colour 

(Temper- 
ature 

Coeffici- 
ent)* 


1st dot, 1st 
significant 
figure 


2nd dot, 
2nd signi- 
ficant 
figure 


3rd dot 
Multiplier 


4th dot 


Tolerance 


10 /xfiF 
or less 


More than 
10 ^ifip 


Black 


NPO. 


0 


0 


1 


±2.0 i^iiF 


±20% 


Brown 


N030 


1 


1 


10 


±0.1 ft/tF 


± 1% 


Red 


N080 


2 


2 


100 




± 2% 


Orange 


N150 


3 


3 


1000 




±2.5% 


Yellow 


N220 


4 


4 


10 000 






Green 


N330 


5 


5 




±0.5 /i/iF 


± 5% 


Blue 


N470 


6 


6 








Violet 


N750 


7 


7 








Grey 


P030 


8 


8 


0.01 


±0.25 (iii¥ 




White 


PlOO 


9 


9 


0.1 


±1.0 mmF 


±10% 



•N signifies negative, P signifies positive temperature coefficient. Figures give parts per million per "C. 

See also Sect. 3(vi) for standard cerami'- dielectric capacitors. 



(vi) Colour code for i-f transformers 

(R.M.A. Standard REC-114, March 1948, for 455 Kc/s) 

Blue — plate lead. 

Red— B + lead. 

Green — grid (or diode) lead. 

White — grid (or diode) return. 
(For " full-wave " transformer, the second diode lead will be violet). 

(vii) Colour code for a-f transformers and output transformers 

(R.M.A. Standard U.S.A. S410, M4-507, May 1935) 
Blue — plate (finish) lead of primary. 

Red — B± (this applies whether primary is plain or centre-tapped). 

Brown — plate (start) lead on C.T. primaries. Blue may be used for this lead if 

polarity is not important. 
Green — grid (finish) lead to secondary (hot end of voice coil). 
Black — grid return (this applies whether the secondary is plain or centre tapped). 
Yellow — grid (start) lead on centre-tapped secondaries. (Green may be used 

for this lead if polarity is not important). 
Note : These markings apply also to line-to-grid and valve-to-line transformers. 

(viii) Colour code for power transformers 

(R.M.A. Standard S410, M4-505, May 1935) 

1. Primary leads — no tap Black 

If tapped — Common Black 
Tap : Black and yellow 50/50 striped design 
Finish : Black and red 50/50 striped design 

2. Rectifier — Plate winding Red 

Centre tap : Red and yellow 50/50 striped design 

3. Rectifier — Filament winding Yellow 

Centre tap : Yellow and blue 50/50 striped design 

4. Amplifier — Filament winding No. 1 Green 

Centre tap : Green and yellow 50/50 striped design 
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5. Amplifier — Filament winding No. 2 Brown 

Centre tap : Brown and yellow 50/50 striped design 

6. Amplifier — Filament winding No. 3 Slate 

Centre tap : Slate and yellow 50/50 striped design 

(ix) Colour code for loudspeakers 

(R.M.A. Standard U.S.A. M5-181 Nov. 1936) 
Loudspeaker field coils 

Black and red* — start. 

Yellow and red* — finish. 

Slate and red — ^tap (if any). 
Note : If two field coils are fitted to the same loudspeaker, the basic colour coding 
is used for the lower resistance field, and green is substituted for the red in the higher 
resistance field. 

Loudspeaker transformer primaries 
Centre-tapped 

Blue or brown — start 
Blue — finish 
Red — centre tap 
Untapped 

Redt — start 
Blue — finish 

Loudspeaker transformer secondaries 

Black — start 
Green — finish 

Standard pin arrangement 4A 

Pin 1 (large) Yellow and red (field finish). 

Pin 2 Blue or brown (transformer start) for push-pull. 

No connection or red (transformer start). 
Pin 3 Blue (transformer finish). 
Pin 4 (large) Black and red (field start). 

Standard pin arrangement 5A 

Pin 1 Yellow and red (field finish). 
Pin 2 Blue or brown (transformer start). 
Pin 3 Red (transformer centre-tap). 
Pin 4 Blue (transformer finish). 
Pin 5 Black and red (field start). 
The start, tap and finish of all windings occur in clockwise order around the plug 
pins when the plug is viewed from the socket end. 

(x) Colour code for chassis wiring 
(A) R.M.A. Standard U.S.A. REC-108-A (December 1949) 



Colour 


Circuit 


Black 


Grounds, grounded elements, and returns 


Brown 


Heaters or filaments, off ground 


Red 


Power supply B + 


Orange 


Screen grids 


Yellow 


Cathodes 


Green 


Control grids 


Blue 


Plates 


Violet 


Not used 


Grey 


A.C. power lines 


White 


Above or below ground returns, a.v.c, etc. 



•Some manufacturers use a single colour, omitting the red. 
fSome manufacturers use brown whether tapped or untapped. 



1344 



(x) COLOUR CODE FOR CHASSIS WIRING 



38.2 



When leads for antenna and ground connections are provided on the receiver, it 
shall be standard to colour code the antenna lead blue and the ground lead black. 
Special antenna connection leads shall be coded with combinations of blue and black. 

(B) RTMA Standard Colour marking of thermoplastic insulated hook-up 
wire, GEN-104 (July 1951) 

Colour coding for thermoplastic hook-up wire without fabric braids shall be accom- 
plished either by the use of solid coloured insulation or by natural colour or white 
insulation with coloured helical stripes. It is intended that these wires be inter- 
changeable by colour with fabric braid wires. Where, in fabric, braids consist of 
solid colours with tracer threads of contrasting colours, this standard implies that 
base colour stripe (wide stripe) is used in lieu of solid coloured fabric braid. Helical 
tracer stripes are used in lieu of contrasting colour threads in fabric braid-covered 
wire. 

(xi) Colour code for battery cables 

(American R.M.A. Standard S-410, M4-508, April 1939) 



(xii) Colour code for metallized paper capacitors 

A 3 dot colour code may be used to indicate capacitance in ju/nF. Dot 1 gives the 
first significant figure. Dot 2 gives the second significant figure (Table 7 col. 2). 
Dot 3 gives the multiplier (Table 7 col. 3). 



SECTION 3: STANDARD RESISTORS AND CAPACITORS 



(t) Standard fixed composition resistors (ii) Standard fixed wire wound resistors 
(m) Fixed paper dielectric capacitors in tubular non-metallic cases (iv) Metal encased 
fixed paper dielectric capacitors for d.c. application (v) Standard fixed mica dielectric 
capacitors (vi) Standard ceramic dielectric capacitors (vii) Standard variable capaci- 
tors (viii) Standard variable composition resistors (ix) Standard metallized paper 
dielectric capacitors (x) Standard electrolytic capacitors (xi) References to standard 
resistors and capacitors. 

The information in this Section is in the form of sunmiaries or extracts from certain 
recognized standards, and is necessarily incomplete. The purpose of this Section is, 
in part, to draw the attention of design engineers to the importance of the information 
obtainable from such standards. However, all design engineers are urged to secure 
up-to-date copies of the official standard specifications under which they work. 

See also Chapter 4 Sect. 9 for general information. 

(i) Standard fixed composition resistors 

(A) American R.iVI.A. Standard REC-116, July 1948 

Values of resistance from 1 ohm to 100 megohms. The preferred values of re- 
sistance, over the range from 50 ohms to 10 megohms, are shown in Table 6 in Sect. 
2(iii). The complete list is given in the R.M.A. Standard REC-116. These pre- 
ferred values have been adopted in U.S.A. and to some extent in England, but not 
universally. The old standard resistance values, shown in bold typeface, are generally 
used where the preferred values have not been adopted. 

The tolerance in resistance is ±5%, ±10% or ±20% as desired. 



A + 

A - 

B + 

B - 



Red 
Black 
Blue 
Yellow 



B intermediate 

C + 

C intermediate 
C - 



White 
Brown 
Orange 
Green 
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The resistance-temperature characteristic is expressed as the change of 
resistance between ambient temperatures of +25°C and +85°C in the form of the 
percentage of the resistance at 25 °C. 

The voltage coefiScient is given by 

„ , ^ . 100 - Rd 111 {Ri - i?2) 
voltage coeffiaent = ^^^^^-^ = 

where Ei = rated continuous working voltage (to give rated power dissipation, 
or maximum continuous voltage rating, whichever is the higher) 
£2 = EJW 

Ri = resistance measured with applied voltage Ei 
and i?2 = resistance measured with applied voltage £2- 

The test is carried out firstly with reduced voltage (E2), and immediately afterwards 
with voltage E,^. 

The noise is measured by connecting the resistor in a d.c. circuit and comparing 
the noise voltage with an audio frequency of 1000 c/s. The measuring equipment 
includes an amplifier, filter and valve voltmeter (for details see REC-116). The 
noise is expressed in microvolts per volt (applied direct voltage). 
Ambient temperature — effect on maximum working voltage 

Temperature 40° 60° 80° 85° 100° 110°C 

Max. voltage 100% 77.5% 55% 50% 20% 0 

For colour code see Sect. 2(i). 

(B) American JAN-R-11 (Ref. El) 

Some commercial resistors are manufactured in accordance with JAN-R-11 speci- 
fications while these are compulsory for use in American Army /Navy equipment. 

There are two resistance-temperature characteristics ; characteristic F has one 
half the change in resistance of characteristic E. The de-rating curve is tabulated 
on page 187. The maximum surface temperature is 135 °C. The maximum con- 
tinuous working voltage is : 

Type RC15 (i watt) 200 volts (d.c. or r.m.s.) 

RClOj 16 (i watt) 250 

RC20, 21, 25 (i watt) 350 

RC30, 31, 35 (1 watt) 500 

RC38 (I watt) 1000 

RC40, 41, 45 (2 watts) 500 „ 

RC65 (4 watts) 500 „ „ 

RC75, 76 (5 watts) 500 „ 
The voltage coefficient shall not exceed 0.035% per volt for i and i watt ratings, or 
0.02% per volt for larger ratings. Tests are specified for temperature cycling, 
humidity, vibration, effect of soldering, overloading etc, also salt water immersion 
and insulation strength where applicable. The root mean-square value of the noise 
generated shall not exceed 3.0 r.m.s. ^iV/V at the rated continuous working voltage 
for i and i watt ratings, or 1.2 r.m.s. ^iV/V for larger ratings, frequency characteristic 
— 3 db at 70 and 5000 c/s). Marking, resistance values and tolerances are as R.M.A. 
REC-116. 

Amendment No. 3 provides for a characteristic G which has an ambient temperature 
of 70°C with a linear de-rating characteristic which reaches zero at 130°F. 

(C) British R.I.C. Specification No. RIC/1I2 

Grade 1 (high stability). Issue No. 1, May 1950. Resistance values follow the 
series, 1,1.1, 1.2, 1.3, 1.5, 1.6,1.8,2.0,2.2,2.4,2.7,3.0,3.3,3.6,3.9,4.3,4.7,5.1,5.6,6.2, 
6.8, 7.5, 8.2, 9.1, 10 for all tolerances. Range 10 ohms to 10 megohms with some 
limitations. 

Tolerances ± 1%, ±2%, ±5%. 

Ratings i, i, i, i, 1, 2 watts. 

Colour code (five colours) — see Sect. 2(i)B. 

The surface temperature shall not exceed 150°C. The voltage coefficient shall 
not exceed 0.002% per volt. The noise shall not exceed 0.5 fiV per volt (d.c). Re- 
sistance change with soldering shall not exceed ±0.3%. 
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Temperature coefficient : 



Watts 




i 


i 


i 


1 and 2 


Temp, coeff. 


Res up to 


lOOK 


250K 


0.5M 


IM 


2M 


0 to -0.0004 


Res. up to 


0.5M 


IM 


2.5U 


5M 


lOM 


0 to -0.0008 


Res. up to 


2.5M 


5M 


lOM 


lOM 




0 to —0.001 



Permissible variation in resistance after climatic and durability tests, endurance, 
tropical exposure, humid atmosphere, salt atmosphere : 



Permissible variation 


iW 


iW 


4W 


fW 


1 and 2 W 


1 % up to resistance of 


lOK 


25K 


50K 


lOOK 


200K 


3J 3, 33 


lOOK 


250K 


0.5M 


IM 


2M 


0 0/ 

/O ,, „ 33 


0.5M 


IM 


2.5M 


5M 


lOM 


■2 0/ 

/O 33 33 33 33 


2.5M 


5M 


lOM 


lOM 





Rating curve (dissipation) 100% to 70°C ambient temperature, then decreasing 
linearly to 0% at 150°C. 



(D) British R.I.C. Specification No. RIC/113 
Grade 2. Issue No. 1, June 1950. 

Resistance values as Table 5 for corresponding tolerances. 
Range 10 ohms to 10 megohms with some limitations. 
Tolerances ±20%, ±10%, ±5%. 
Ratings — ^axial, non-insulated : i, 1 watt 

radial, non-insulated 1/10, J, 1, 2 J watts. 

axial, insulated : i, i, i, 1 watt. 
Colour code — see Sect. 2(i)C. 

The surface temperature shall not exceed 120 °C. The voltage coefficient shall not 
exceed 0.025% per volt (below 1 megohm), or 0.05% (1 megohm and above). Tem- 
perature coefficient shall not exceed 0.12%. Resistance change with soldering shall 
not exceed ±2%. Rating curve (dissipation) : 100% at 70°C, decreasing linearly 
to 0% at 110°C, and increasing to 175% at 40°C ambient temperature. 

(ii) Standard fixed wire wound resistors 
(A) American R.M.A. Standard REC-117, July 1948 
There are three styles : 
Style No. 

Max. watts dissipation at 40°C 

ambient 
Minimum resistance, ohms 
Maximum resistance, ohms 
Standard tolerances : 

More than 10 ohms 5% 10% 20% 5% 10% 20% 5% 10% 20% 

10 ohms or less 10% 20% 10% 20% 10% 20% 

The preferred values of resistance are as for composition resistors, except for the 
extension to lower values. 

Ambient temperature — effect on max. working voltage 

Temperature 40° 70° 100° 110°C 

Max. voltage 100% 60% 20% 0 

Power rating — ^in still air at 40 °C ambient temperature the temperature rise should 

not exceed 70°C for styles 3 and 4, and 95°C for style 6, for the rated power input. 

At temperatures higher than 40 °C, with reduced working voltage and power dissipation 

as tabulated above, the hot spot temperature should not exceed U0°C for styles 

3 and 4, and 135°C for style 6. 



RRU3 RRU4 RRU6 

i 1 2 

0.24 0.47 1.0 

820 5100 8200 
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Resistance change with temperature 

The change in resistance referred to an ambient temperature of 25 °C shall not be 
more than ±0.025% per 1°C for all resistors over 10 ohms, and not over ±0.15% 
per 1°C for 10 ohms and lower. 
Marking 

Typical marking RRU3 511 J. 
RRU3 indicates fixed wire wound resistor, style 3. 

511 indicates resistance. The first two digits are the significant figures of 
the value of resistance in ohms, while the last digit indicates the number 
of zeros which follow the significant figure. The letter R indicates a 
decimal point e.g. 511 indicates 51 x 10 = 510 ohms. 
R56 indicates 0.56 ohms. 
J indicates the tolerance : 

symbol J K L 

tolerance ±5% ±10% ±20% 

(B) American JAN-R-26A, JAN-R-19, JAN-R-184 should also be examined. 
See (xi) below for list. 

(C) British R.I.C. Specification No. RIC/111 

Resistors, fixed, wirewound, non-insulated. Issue No. 1, July 1950. 
Resistance values (all tolerances) as column 3 in Table 6. 
Tolerances ±1%, ±2%, ±5%, ±10%. 
Colour code as Fig. 38.2B, with Table 5. 



(iii) Fixed paper dielectric capacitors in tubular non-metallic cases 

(A) American R.M.A. Standard REC-118, Sept. 1948 

TABLE 9 



Nominal 


Standard 














capacitance 


tolerance 






Voltage Ratings 




1.0 /iF 


+20%, -10% 


100 


200 


400 








0.5 


+20%, -10% 


100 


200 


400 


600 






0.25 


+20%, -10% 


100 


200 


400 


600 






0.15 


+20%, -10% 


100 


200 


400 


600 


1000 




0.10 


+20%, -20% 


100 


200 


400 


600 


1000 




0.05 


+20%, -20% 


100 


200 


400 


600 


1000 


1600 


0.03 


+20%, -20% 


100 


200 


400 


600 


1000 


1600 


0.02 


+20%, -20% 


100 


200 


400 


600 


1000 


1600 


0.01 


+20%, -20% 


100 


200 


400 


600 


1000 


1600 


0.005 


+40%, -20% 








600 


1000 


1600 


0.003 


+40%, -20% 
+40%, -20% 








600 


1000 


1600 


0.002 








600 


1000 


1600 


0.001 


+60%, -25% 








600 


1000 


1600 



Insulation Resistance at 25 °C 



TABLE 10 



Nominal capacitance 


Insulation resistance not less than: 


1.0 ^F 


1000 megohms 


0.5 


2000 megohms 


0.25 


4000 megohms 


0.001 to 0.15 


5000 megohms 



1348 (iii) PAPER CAPACITORS IN TUBULAR NON-METALLIC CASES 38.3 



To determine the minimum insulation resistance at temperatures from 20°C to 
40°C, multiply the values above by the factor : 

°C 20 25 30 35 40 

Factor 1.42 1.00 0.71 0.51 0.35 

At still higher temperatures see Table 11. 



TABLE 11 


Capacitance 


Insulation resistance a 


: elevated temperatures 


65°C Class W* 


85 °C Class M* 


1.0 

0.5 

0.25 

0.15 

0.10 

0.05 

0.03 to 0.001 


not less than 25 megohms 
not less than 50 megohms 
not less than 100 megohms 
not less than 1 66 megohms 
not less than 250 megohms 
not less than 250 megohms 
not less than 250 megohms 


not less than 10 megohms 
not less than 20 megohms 
not less than 40 megohms 
not less than 66 megohms 
not less than 100 megohms 
not less than 200 megohms 
not less than 250 megohms 



* Classification 

Class W Operating temperature range — 30°C to +65°C. Power factor not 
greater than 2%. Resistance to humidity as below. Insulation resist- 
ance at 65 °C as below. 

Class M Operating temperature range — 30°C to -|-85°C. Power factor not 
greater than 1%. Insulation resistance at 85 °C as above. 

Humidity resistance (Class W only) 

After humidity treatment (see REC-118 for details), the insulation resistance shall 
not be less than : 

Nominal capacitance 0.001 to 0.15 0.25 0.5 1.0 fiF 

Insulation resistance 1750 1400 700 350 Mfi 

Power Factor Class M — not more than 1%. 

Class W — not more than 2%. 
Marking. Typical marking RCPIO W 6 504 K 

RCPIO = RMA Standard Capacitor employing Paper Dielectric, with non- 
metallic cylindrical enclosure equipped with axially positioned wire 
leads. 

W = Class (see above). 

6 = Voltage in units of 100 volts. 

504 = Indicating capacitance 50 X 10* giving capacitance in micro-micro- 
farads. 
K = tolerance. 

K indicates +10%, -10% X indicates +40%, -20% 

L indicates +20%, -10% Y indicates +60%, -25% 

M indicates +20%, -20% 

(B) American JAN-C-91 should also be examined. See (xi) below for list. 

(C) British R.I.C. Specification No. RIC/131 

Issue No. 1, July 1950. 

Capacitance values conform to the series 1, 2, 5, 10, etc. 

Capacitance range 0.001 to 2 /u.F. 

Tolerances ±25% up to and including 0.01 fip. 

±20% above 0.01 f^F. 

+ 10% (Red Group only). 
Maximum vdltage ratings (d.c.) 150, 350, 500, 750, 1000 volts at rated temperature 
Rated temperature 70°C (Red and Yellow) ; 60°C (Green). 
Power factor shall not exceed 0.01. 
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Insulation resistance (one month after delivery) shall not be less than 2000 ohm- 
farads or 10 000 M.Q whichever is the less, for Red and Yellow, or 500 ohm-farads or 
2500 M.Q, whichever is the less, for Green. 

Tests are specified for climatic and durability, humid atmosphere, tropical exposure, 
endurance etc. 

This specification also includes capacitors in metallic and ceramic cases. 

(iv) Metal encased fixed paper dielectric capacitors for d.c. applica- 
tion 

(A) American R.M.A. Standard TR-113 (April 1949) 

TABLE 12 



Nominal 


Standard 










Capacitance 


Tolerance 


Voltage ratings* 


(up to 40 °C) 


50 ii¥ 


±10% 




600 






25 


±10% 




600 






20 


±10% 




600 






15 


±10% 




600 


1000 


1500 


12 


±10% 




600 


1000 


1500 


10 


±10% 




600 


1000 


1500 


8 


±10% 




600 


1000 


1500 


6 


±10% 




600 


1000 


1500 


4 


±10% 




600 


1000 


1500 


2 


±10% 


200 


600 


1000 


1500 


1 


+20%, -10% 


200 


400 600 


1000 


1500 


0.5 


+200/0, -10% 


200 


400 600 


1000 


1500 


0.25 


+20%, -10% 


200 


400 600 


1000 


1500 


0.1 


+20%, -20% 


100 200 


400 600 


1000 


1500 


0.05 


+20%, -20% 




400 600 


1000 


1500 


0.02 


+20%, -20% 


100 


600 


1000 


1500 


O.OI 


+40%, -20% 


100 200 


600 


1000 


1500 


0.006 


+40%, -20% 


100 


600 


1000 


1500 


0.003 


+40%, -20% 




600 


1000 


1500 


0.001 


+60%, -25% 


100 









* Voltage ratings above 1500V are not shown here. 



Life : The voltage ratings given above, and the reduced voltage ratings for tem- 
peratures above 40°C, are based on an expected life of 1 year continuous operation at 
these temperatures. Longer life can be expected by operation at still lower voltages, 
e.g. 5 years at 70% of the values indicated. 

Working voltage : The average working voltage over 24 hours should not exceed 
the adjusted lated voltage by more than 5%. A voltage of 110% of the rated voltage 
may be applied for not more than 10% of the operating time in any 24 hour period. 

Alternating current component : In cases where alternating voltages are pre- 
sent in addition to direct voltages, the capacitor working voltage should be taken as 
the sum of the direct voltage and the peak value of the alternating voltage, provided 
that the peak alternating voltage does not exceed 20% of the direct voltage and that 
the frequency is 60 c/s or less. At higher frequencies the voltage should be adjusted 
as tabulated below : 

Frequency 60 100 200 400 1000 4000 10 000 c/s 

Ripple 20 16 12 9 6.2 2.8 1 % 
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Insulation resistance 

Minimum insulation resistance in megohms : 

TABLE 13 



Temperature 


25°C 


40°C 


55°C 


70°C 


85°C 




Characteristic A 


3000 


1000 


300 


100 


30 


M.Q 


Characteristic B 


1000 


300 


100 


30 


10 




Characteristic C 


500 


150 


50 


15 


5 





Eflfect of temperature on capacitance (basis = 25 °C) 



TABLE 14 



Temperature 


85 "C 


50 °C 


25 °C 


o°c 


-40°C 


Maximum tolerances : 
Characteristic A 
Characteristic B or C 


±5% 
±5% 


±2«/o 
±2% 


±0 
±0 


± 2% 
/ + 2% 
l -30% 


± 5% 
+ 5% 
-30% 



Effect of ambient temperature on voltage rating 

Where condensers arc used at ambient temperatures in excess of 40°C, the working 
voltage shall be reduced as indicated below : 

TABLE 15 



Temperature 


40°C 


50°C 


60°C 


70°C 


80°C 


85°C 


Voltage rating (1) 
Voltage rating (2) 


100% 
100% 


98% 
97.5% 


94% 
92% 


86% 
82.5% 


74% 
66% 


65% 
55% 



Voltage rating (1) applies to condensers with a watt-second rating from 0 to 5. 
Voltage rating (2) applies to watt-second ratings over 5 (Voltage ratings over 2000 V 
are not included here). 
Watt-second rating 

Watt-second rating = iCE^ 
where C = capacitance in microfarads 
and E = nominal rating in kilovolts. 

For other details and standard tests see TR-113-A. 
Marking— Typical marking 71 B 1 A H 205 K. 

71 indicates style (case form)* 

B indicates terminal designation 

(A indicates wire lead, B indicates solder lug, C indicates screw and nuts). 

1 indicates schematic circuit and number of terminals*. 

A indicates characteristic (A, B or C) — see above. 

H indicates nominal voltage rating, as under : 

Code letter B C E F G H etc. 

Voltage 100 200 400 600 1000 1500 etc. 

205 indicates capacitance (here 20 x lO'' f^fF). 

K indicates tolerance : 



Code letter 
Tolerance 
Code letter 
Tolerance 



K L 

d=10% ±15% 
X 

-20%, +40% 



V 

-10%, +20% 
Y 

-25%, + 60% 



M 

±20% 



W 

-0,+25% 



•For details see TR-113-A. 
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The tolerance code may be omitted if the tolerance is standard (see table above). 
(B) American JAN-C-25 should also be examined. See (xi) below for list. 

CC) British R.I.C. Specification No. RIC/131 

This specification includes both metallic and non-metallic cases — see Sect. 3(iii)C. 

(v) Standard fixed mica dielectric capacitors 

(A) Standard molded mica capacitors (American R.M.A. Standard REC-115-Aj 
May 1951). 



Nominal capacitance (;u^F) 

TABLE 19 



10 


36 


100 


300 


820 


2400 


6800 


.020 iiF 


12 


39 


no 


330 


910 


2700 


7500 


.022 II.F 


15 


43 


120 


360 


1000 


3000 


8200 


.024 /xF 


18 


47 


130 


390 


1100 


3300 


9100 


.027 fiF 


20 


51 


150 


430 


1200 


3600 


.010 fiF 


.030 ^i.F 


22 


56 


160 


470 


1300 


3900 


.011 /xF 


.033 i^F 


24 


62 


180 


510 


1500 


4300 


012 


.036 /nF 


27 


68 


200 


560 


1600 


4700 


.013 fiF 


.039 iiF 


30 


75 


220 


620 


1800 


5100 


.015 ;uF 


.043 imF 


33 


82 


240 


680 


2000 


5600 


.016 fiF 


.047 fiF 




91 


270 


750 


2200 


6200 


.018 /xF 





These are available in 1 1 styles, but any one value of capacitance is only available 
in a limited number of styles. 



Standard d.c. voltage ratings 

At temperatiue — 20''C to +85°C ; barometric pressure 28 in. to 32 in. of mercury j 
relative humidity 10% to 80%. 

TABLE 20 



Voltage rating 


Available in styles 


300 


20, 25, 30, 35, 40 


500 


20, 25, 30, 35, 40 


600 


45, 50, 55 56, 60, 61 


1000 


40 


1200 


45, 50, 55, 56, 60, 61 


2500 


45, 50, 55, 56, 60, 61 



Standard Classification 

TABLE 21 





Q* 


Insul. Resist. 


Temp, coeff.t 


Capacit. drift 


Class 


not less than 


not less than 


not more than 


not more than 


A 


30% 


3000 M.Q 


± 1000 ppm 


± (5% + 1) ^^^..F 


B 


100 


6000 


± 500 


± (3% + 1) 


C 


100 


6000 


± 200 


± (0.5% + 0.5) 


I 


100 


6000 


+ 150, -50 


± (0.3% + 0.2) 


D 


100 


6000 


± 100 


± (0.3% +0.1) 


J 


100 


6000 


+ 100, -50 


± (0.2% + 0.2) 


E 


100 


6000 


+ 100, -20 


±(0.1% +0.1) 



♦Not less than this percentage of values tabulated below ; 

Nomin. capacit. 7 10 20 40 60 100 200 1000 fJ-fJ-P 

Minimum Q 120 160 280 450 580 760 1000 1000 
(Q is measured at approximately 1 Mc/s). _ 
tTemperature coefficient of capacitance, being capacitance change in parts per million per °C. 
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Insulation resistance after humidity cycle : 

Class A capacitors — not less than 1000 megohms. 
Other classes — not less than 2000 megohms. 
Marking (alternative to colour code for which see Sect. 2(iv)). 
Typical marking RCM 20 A 050 M 

RCM = RMA Standard Capacitor employing Mica dielectric. 

20 = style designation (see SP158B). 

A = class designation (see above). 

050 = 05 X 10°«=5/^/iF (capacitance). 

M indicates tolerance as under : 

Code letter G H J K M 

Tolerance ±2% ±3% ±5% ±10% ±20% 

(B) American JAN-C-ft should also be examined. See (xi) below for list. 

(C) British R.I.C. Speciflcation RIC/132 
Mica dielectricj smcked foil (Ref. F6). 

Tolerance ±20%. Power factor shall not exceed 0.001. Insulation resistance 
shall not be less than 10 000 megohms. Capacitance values conform to the series 
10, 15, 22, 33, 47, 68 and 100. Range from 100 to 10 000 fifiF. Voltage ratings 
350, 750 volts. 

(D) British R.I.C. Specification RIC/137 

Mica dielectric, metallized (Ref. FIO). 

Tolerances ±20%, ±10%, ±5%, ±2%, subject to a minimum of ±1 ftfiF. 
Power factor shall not exceed 0.001 except on values below 47 /xftF where the limit 
is 0.002. Insulation resistance shall not be less than 10 000 megohms. Capacitance 
values conform to the series, according to tolerance, given by the first three columns 
of Table 6. Range from 10 to 10 000 ^/xF. Voltage ratings 350, 750 volts (d.c.) 
at 70°C. 

(vi) Standard ceramic dielectric capacitors 
(A) American R.M.A. Standard REG- 107, Oct. 1947 
Nominal capacitances (ja/xF) 

TABLE 22 



0.5 


0.75 1.0 


1.5 


2.0 


3.0 


4.0 


5.0 


6.0 


7.0 


8.0 


9.0 


10 


12 


13 


15 


18 


20 


22 


24 


27 


30 


33 


36 


39 


43 


47 


51 


56 


62 


68 


75 


82 


91 


100 


110 


120 


130 


150 


160 


180 


200 


220 


240 


270 


300 


330 


360 


390 


420 


470 


510 


560 


620 


680 


750 


820 


910 


1000 


1100 


1 200 


1 300 


1 500 


1 600 


1 800 


2 000 


2 200 


2 400 


2 700 


3 000 


3 300 


3 600 


3 900 


4 200 


4 700 


5 100 


5 600 


6 200 


6 800 


7 500 


8 200 


9 100 


10 000 


11 000 


12 000 


13 000 


15 000 









Tolerances in capacitance 

TABLE 23 



Clssses 1, 2, 3 


Classes 4, 5 


All classes 


±20% 


±20% 


(Capacit. 10 (nftF or less) 


±10% 




±2.0 IXIJ.F 


± 5% 




±1.0 fi/iF 


± 2i% 




±0.5 iJ.fxF 


± 2% 




±0.25 /x^uF 


± 1% 




±0.1 ixf^F 



Working voltage (peak) 

Classes 1, 2, 3 : 500 volts (down to 3.4 in. mercury) 
Classes 4, 5 : 350 volts (down to 3.4 in. mercury) 
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Q and insulation resistance 



Class 


Q not less than 


Insulation resistance not 
less than 


1 


1000* 


7500 megohms 


2 


650* 


7500 


3 


335* 


7500 


4 


100 


1000 


5 


40 


1000 



♦For capacitances 30 f^f^F and over. Lower values for lower capacitances. 
Capacitance drift with temperature cycling 

Classes 1, 2, 3 : not more than 0.3% or 0.25 /j-ijF whichever is the greater. 
Capacitance-temperature characteristic 

Classes 1, 2 and 3 : 

Standard characteristics — Change of capacitance over the range — 55°C to +85°C 
per luiit of capacitance at 25°C per degree change in temperature : +100, +30, zero, 
-30, -80, -150, -220, -330, -470, -750 parts per million per °C. 

Classes 4 and 5 : 

Maximum change in capacitance from its value at 25 °C over temperature range 
from -55°C to +85°C : 

Class 4 ±25% ; Class 5 -50%, +25%. 
Tolerances on temperature coefficient 

(when based on 2 point measurement, one at 25°C and one at 85°C) ±15, ±30, 
±60, ±120, ±250, ±500 parts per million per °C. 

An alternative method of measurement, with unsymmetrical tolerances, is also 
given in REC-107. 

Humidity tests — see REC-107. 
Marking 

Iimer electrode terminal indicated by dot or depression. 
Typical marking : R2 CC 20 CH 100 G 

R2 indicates RMA Class 2 

CC indicates ceramic capacitor 

20 indicates style (see REC-107) 

CH indicates temperature characteristic and capacitance tolerance (see Table 1 
below) 

100 indicates capacitance (here 10 x 10° = 10 /i/^F). For values incorporating 
decimal fractions, R indicates decimal point, e.g., 1R5 indicates 1.5 fi/iF, 
R75 indicates 0.75 utiF 

G indicates tolerance (see Table 24 below) 

TABLE 24 



Letter symbol 


Tolerance for capacitance of 


10 /i/LiF or less 


more than 10 /i/xF 


B 


±0.1 mmF 




C 


±0.25 




D 


±0.50 




F 


±1.0 


± 1% 


G 


±2.0 


± 2% 


H 




± 2.5% 


J 




± 5% 


K 




±10% 


M 




±20% 



For alternative colour code see Sect. 2(v). 
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TABLE 25 





Capacitance-tempera- 




Capacitance tolerance 


First letter 


ture coefficient or per 


Second letter 


on temp, coeff. or per 


symbol 


cent decrease* in 


symbol 


cent increase* in 


A 


+ 100 parts/mln/°C 






B 


+ 30 parts/mln/°C 


F 


15 parts/mln/°C 


C 


Zero parts/mln/°C 


G 


30 parts/mln/°C 


H 


- 30parts/mln/°C 


H 


60 parts/mln/°C 


T 


— oU parts /nun/ C 


T 

J 


120 parts/mm/ C 


p 


- 150 parts/mln/°C 


K 


250 parts/mln/°C 


R 


- 220 parts/mln/°C 


L** 


500 pans/mln/°C 


S 


- 330 parts/mln/°C 


Y 


25% 


T 


- 470 parts/mln/°C 


Z 


50% 


U 


- 750 parts/mln/°C 






y 


-25% 






z 


-50% 







*From that at 25°C over temperature range ~55°C to 85 °C. 

**Use only with first letter symbol S (characteristic) to indicate general purpose condenser which may 
have any nominal temperature coefficient between +120 and —750 parts per million per °C'. 



TABLE 26 



Standard capacitance-temperatiire characteristics 



Capacit. 


First letter of temperature characteristic symbol 




A 


B 


C 


H 


L 


P 


R 


S 


T 


U 


0.5 to 2.0 


K 


K 




K 


K 


K 


K 


KL 


K 




3 


JK 


JK 


JK 


JK 


JK 


JK 


JK 


JKL 


JK 


JK 


4 to 9 


HJK 


HJK 


HJK 


HJK 


HJK 


HJK 


HJK 


HJKL 


JK 


HJK 


10 to 91 


GHJK 


GHJK 


GHJK 


GHJK 


GHJK 


GHJK 


GHJK 


HJKL 


HJK 


HJK 


100 to 1600 


GHJK 


FGHJK FGHJK FGHJK GHJK 


GHJK 


GHJK 


HJKL 


HJK 


HJK 



(B) American JAN-C-20A and JAN-C-81 should also be examined. See (xi) 
below for list. 

(C) British R.I.C. Specificaaon RIC/133 
Ceramic dielectric. Grade 1. (Ref. F7). 

Capacitance values conform to the series, according to tolerance, given by the first 
3 columns of Table 6. Range from 1 to 1000 /ifiF. Tolerances ±20%, ±10%, 
±5%, ±2%, subject to minimum of ±l;i/j,F. Voltage ratings 500 and 750 volts (d.c). 

Temperature coefficient (standard) +100, —30, —80, —470, —750 parts per 
million per °C, with tolerance ±40 ppm or ±15%, whichever is the greater. A 
special tolerance (available only on values of 47 fi,fiF and above) shall be ±40 ppm 
or 7i%, whichever is the greater. 

The power factor shall not exceed 0.0015. The insulation resistance shall not be 
less than 10 000 megohms. 

Colour code (optional) : see Sect. 2(v)B. 

(vii) Standard variable capacitors 
(A) R.M.A. air dielectric, tuning 

The standard capacitance range (American R.M.A. REC-106-A Class A) without 
trimmers (compensators) is given by table 27. 
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TABLE 27 



No. of plates 


Difference in 
capacitance (ji^F) 


Min. capacitance (lii^F) 


R-F 


Osc. 


25 


530.0 


not greater than 15.0 




23 


485* 


not greater than 15.0 




21 


441* 


not greater than 13.5 


13.0 


19 


397* 


not greater than 13.0 


12.0 


17 


353* 


not greater than 12.5 


11.5 


15 


309* 




11.0 


13 


265* 




10.5 


11 


221* 




10.0 



The standard capacitance range (American R.M.A. REC-101 Class B) without 
trimmers is given by table 28. 

TABLE 28 



No. of plates 



Difference in 
capacitance (^t/xF) 



Min. Capacitance ((iftF) 



R-F 



Osc. 



27 
25 
23 
21 



420 
388* 
355* 
323* 



not greater than 13 
not greater than 12 
not greater than 11 
not greater than 10 



'Calculated in proportion to the number of dielectrics. 

Tolerance in capacitance (Class A and Class B) : 
Reference section ±(1 /i^F + 1% of tabulated value). 
Other sections compared with reference section ±(1 ji/iF + 4%). 

Capacitance characteristics with maximum number of plates** 

TABLE 29 





REC-106-A Class A 


REC-101 Class B 


Dielectrics 


24 


20 


26 


18 


Rotation 


Difference in 


capacitance (fi/u.F) from that of zero position 


R-F Section(s) 


Oscillator 


R-F Section(s) 


Oscillator 


0* 


0.0 


0.0 


0.0 


0.0 


10% 


9.4 


7.3 


7.3 


5.1 


20% 


33.7 


29.1 


22.3 


15.2 


25% 


47.9 


41.8 


31.8 


21.1 


30% 


63.6 


55.1 


42.9 


27.7 


40% 


101.9 


84.5 


71.4 


43.3 


50% 


154.6 


IIQ.O 


10Q.9 


61.9 


60% 


222.6 


157.5 


159.7 


82.9 


70% 


299.9 


196.8 


219.6 


104.9 


75% 


340.1 


215.4 


252.0 


115.7 


80% 


380.4 


232.4 


285.3 


126.0 


90% 


461.3 


262.5 


354.6 


145.5 


100% 


530.0 


285.2 


420.0 


162.0 



•♦With smaller number of plates, the capacitance values given above should be determined in pro- 
portion to the number of dielectrics. 

♦180° from 100% rotation position (i.e. mechanically maximum position). 
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Trimmers (compensators) : Each adds a maximum of 2.0 jijiF to the minimum 
capacitance of the section. The minimum capacitance change of each compensator 
is 15 fifiF. 

Rotor torque : Class A : From 2 to 6 inch-ounces. Class B : From 2 to 5 inch- 
ounces. 

Slotted plates : The outside rotor plates shall be slotted radially. 

(B) R.I.C. air dielectric, tuning 

RIC/141 (Ref. Fll). This specification was incomplete at the time of going to 
press. 

(C) R.I.C. Capacitors, variable, preset, air dielectric 

RIC/142 (Ref. F12). This specification was incomplete at the time of going to 
press. 

(D) R.I.C. Capacitors, variable, preset, mica dielectric 

RIC/143 (Ref. F13). Single plate : variable between 2 to 15, 3 to 30, or 4 to 40 iifiF. 
Multiple plate types with max. capacitance up to 3000 fi/^F are included. The speci- 
fication was incomplete at the time of going to press. 

(viii) Standard variable composition resistors (" potentiometers ") 

(A) American RTMA Standard variable control resistors REC-121-A, 
July 1952. 

Resistance values 5 000, 10 000, 25 000, 100 000, 250 000, 500 000 ohms, 1.0, 2.0 
megohms (total) 
Tapers 

Linear : 

Midpoint resistance = half total resistance. Minimum resistance between 
either terminal and shaft = 0.05% of total resistance for total resistances 
100 000 ohms and greater (higher percentages for lower total resistances) . 
" S " taper : 

25% resistance with 25% ± 3% rotation 
50% resistance with 50% ±3% rotation 
75% resistance with 75% ± 3% rotation 
Minimum resistance as for linear type. 
10% clockwise modified logarithmic taper 

10% resistance with 50% ± 3% rotation. Min. resistances 0.02% and 1% 
of total resistance for 100 000 ohms and greater. 
20% clockwise modified logarithmic taper 
20% resistance with 50% ± 3% rotation. 
Minimum resistances as for 10% logarithmic taper. 
10% counterclockwise modified logarithmic taper 
20% counterclockwise modified logarithmic taper 
(both as for clockwise type with ends reversed). 
(B; American JAN-R-94 should also be examined. See (xi) below for list. 
(C) British Radio Industry Council Specification No. RIC/122 for rotary 
variable resistors (Ref. Fl). 
Resistance in multiples of 1, 2, 5. Tolerances ± 20%. 
Dissipation range : 0.1 to 1.5 watts. 
Resistance range : 1000 ohms to 2 megohms. 

Logarithmic taper : (1) resistance between 5% and 15% of actual overall resistance 
at 45% to 55% effective rotation (2) resistance between 2% and 5% of actual overall 
resistance at 20% to 30% effective rotation 

Linear law : resistance between 35% and 65% of actual overall resistance at 45% 
to 55% effective rotation. 

Hop-on resistance : less than 50 ohms or 0.05% of overall resistance, whichever 
is the greater. 

Hop-off resistance : less than 1% of overall resistance. 

Noise : not greater than 50 mV when tested under specified conditions with 20 
volts d.c. applied. 
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(ix) Standard metallized paper dielectric capacitors 

RIC/136 (Ref. F9). 

Capacitance values conform to series 1, 2, 5, 10 etc. Range of values from 0.0001 
to 2 ^F. Tolerance ± 25 % . Voltage ratings 1 50, 250, 350, 500 volts (d.c ), 300 volts 
r.m.s. (20 to 120 c/s). The power factor shall not exceed 0.015 at 1000 c/s. The 
insulation resistance shall not be less than (a) for 2-foil types : 200 ohm-farads or 
1200 megohms, whichever is the less, (b) for single-foil — castellated — types (below 
0.05 /iF) : 10 000 megohms, (c) to case : 10 000 megohms, Colour code — see Sect. 
2(xii). 

(x) Standard electrolytic capacitors 

(A) JAN-C-62 specification : Capacitors, dry-electrolytic, polarized 
Working temperature 

Designation A B C D E F 

Temp. (°C) 0 to 85 -20 to -|-85 -40 to -|-85 0 to 65 -20 to 65 -40 to 65 
Voltage limits 

TABLE 30 



Designation 


Working voltage (d.c.) 


Surge voltage (d.c.) 


E 


15 


20 


F 


25 


40 


G 


50 


75 


H 


100 


150 


J 


150 


200 


K 


200 


250 


M 


250 


300 


N 


300 


350 


P 


350 


400 


Q 


400 


450 


R* 


450 


500 



♦Available only with working temperature designations D, E and F. 



Direct current leakage (under specified test conditions at rated working voltage) 
shall not exceed either 10 mA or the value calculated below, whichever is the smaller. 

I = KC + 0.3 
where / = d.c. leakage current in milliamperes 

C = rated capacitance in microfarads 
and K = 0.01 for rated working voltage 15 to 100, 
0.02 for rated working voltage 101 to 250, 
0.025 for rated working voltage 251 to 350, 
0.04 for rated working voltage 351 to 450, 
Tolerance in capacitance -10%; +250%. 

Equivalent series resistance (tmder specified test conditions at maximum rated 
voltage) shall not exceed the value of P tabulated below, divided by the rated capacit- 
ance in microfarads. 



Rated working voltage 


P 


Rated working voltage 


P 


15 


600 


250 


230 


25 


500 


300 


210 


50 


400 


350 


200 


100 


330 


400 


200 


150 


300 






200 


250 


450 


200 



Test conditions : 20°C to 40 °C. Frequency 120 c/s. 
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Maximum r.m.s. ripple current (extracts from table) 



Rated cap. 






Working 


voltage 






100 


150 


200 


250 


330 


450 V 


10 iiF 
20 

30 /xF 
40 liF 
50 IJ.F 


130 
160 
170 
190 


170 
180 
190 
200 


130 
170 
180 
190 
200 


130 
170 
200 
190 
200 


140 
180 
200 
200 
200 


150 mA 
180 mA 
200 mA 
200 mA 
200 mA 



(B) British R.I.C. Specification RIC/134 (Ref. F8) 
Range of capacitance 1 to 1000 ;iF. 

Voltage ratings : At 60°C— 12, 25, 50, 150, 275, 350, 450, 500. 

At 70°C— 12, 25, 50, 120, 220, 280, 360, 400. 

Tolerances : +50%, —20% for working voltages above 100 V (except etched foil 
types up to and including 16 iiF) ; +100 —20% for working voltages of 100 V and 
less, and all etched foil types up to and including 16 jtF. Ripple rating at 70 °C is 
0.75 of the ripple rating at 60''C. Power factor at 50 c/s shall not exceed 0,2 for work- 
ing voltages up to and including 100 V ; 0.15 for working voltages above 100 V. 
The leakage current of single winding capacitors shall not exceed 0.5 Fa/C/^A or 100 
fiA, whichever is the greater, where F is the rated voltage and C the actual capacitance 
in /J.F. 

(xi) References to standard resistors and capacitors 

(A) British Standard for Service Equipment 

These standards are not complete, and have been largely superseded by the R.C.S C. 
Components Book (see below) 

Al. BS/RC.G/1. General guide on radio components (Issue 1) Aug. 1944. 
A2. BS/RC.G/1 10 Guide on fixed resistors (Issue 1) Aug. 1944. Superseded by 
RCGllO. 

A3. BS/RC.S/110 Group test-specification for fixed resistors (Issue 2) July 1946 j 
Amended Aug. 1947, May 1948. Superseded by RCS112. 

A4. BS/RC.S/110.1 . Test schedule for fixed resistors (Issue 2) July 1946 ; amended 
Oct. 1946, Feb. 1947, Aug. 1947. Superseded by RCSU2. 

A5. BS/RC.G/130. Guide on fixed capacitors (Issue 1) Aug. 1945. Superseded 
by RCG130. 

A7. BS/RC.S/130.3. Test schedule for ceramic dielectric fixed capacitors (Issue 1) 
March 1944 ; amended Jan. 1946, Mar. 1946, Aug. 1947, Dec. 1947. 

A8. BS/RC.S/130.4. Test schedule for electrolytic capacitors (Issue 1) March 
1944. Superseded by RCS134. 

A9. BS/RC.S/130.6m. Test schedule for miniature paper-dielectric capacitors 
. (metallised paper type) (Issue 2) June 1945, amended Jan. 1946, March 1946, 
Aug. 1947. 

AlO. BS/RC.S/130.7m. Test schedule for miniature (High K) type ceramic die- 
lectric fixed capacitors (Issue 1) July 1944. Amended Aug. 1947. 

All. BS/RC.S/141. Group test specification for air dielectric rotary variable 
capacitors (Issue 1) Nov. 1945 ; amended Aug. 1948. Superseded by RCS141. 

A12. BS/RC.S/141. 1. Test schedule for air dielectric rotary variable capacitors 
(Issue 1) Nov. 1945 ; amended Aug. 1948. Superseded by RCS141. 

A13. BS/RC.S/141. Im. Test and performance specification for miniature variable 
capacitors (air-spaced ganged type) (Issue 1) July 1944. Superseded by RCS 
141. 

(B) British R.C.S.C. Components Book 

This book is available to manufacturers of British Service Equipment, and is avail- 
able for reference at Standards Libraries. 
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New Issues and amendments are made from time to time. 
RCSl General specification for Electronic Components. 
RCG4 Guide to approved components. 

RCSll Specification for the climatic and durability testing of service electronic 
components. 

RCG100.9 Guide to the tropic proofing of electrical equipment. 

Resistors 

RCGllO Guide on fixed resistors. 
RCLl 10.11 Working schedule, fixed resistors. 
RCSl 11 Specifications for wire-wound resistors. 
RCSl 12 Specifications, fixed composition resistors. 
RCS121 Specifications for rotary wire-wound resistors. 
RCL121 List of standard rotary wire-wound resistors. 
RCS122 Specifications for rotary composition resistors. 
RCL122 List of standard rotary composition resistors. 

Capacitors — ^general 
RCG130 Guide on capacitors, fixed. 

Capacitors, fixed, paper dielectric 
RC.L130.il Working schedule — Rectangular metal case. 
RCL130.12 Working schedule — Tubidar type stud mounting and insulated. 
RCL130.13 Working schedule— Tubular metal case, non-insulated. 
RCS131 Specification. 

Capacitors, fixed, mica dielectric 
RCL130.21 Working schedule — ^metallized case. 
RCL130.22 Working schedule — ^metallized, wax protected. 
RCL130.23 Working schedule — foil, moulded case. 
RCL130,24M Working schedule— miniature foil and metallized types. 
RCSl 32 Specification (Excluding wax-protected types). 
RCS132.1 Specification for wax-protected types. 

Capacitors, fixed, ceramic dielectric 
RCL130.31 Working schedule — Cup and disc types, and temperature compensating 
types. 

RCL130.71M Working schedule— high K. 
RCS133 Specification. 

C:,^ icitors, fixed electrolytic 

RCS134 Specificati^ . 

R'';i,i34 Standard .' —tubular, metal case. 

Capacitors, fixed, paper dielectric (metallized) 
RCS136 Specification. 

RCS136.1 Specification, humidity class 3, insulated only. 
RCL136 Standard list — ^tubular, insulated and aon-insuiated. 

Capacitors, variable 
BS/RCS141 Group test specification, air dielectric, rotary 
BS/RCS141.1 Test schedule, air dielectric, rotary. 
BS/RCS141.1m Test specification, air-spaced, ganged, miniature. 
RCL141.11m Working schedule, air-spaced, ganged, miniature. 
RCL141.12m Working schedule, air dielectric trimmer, miniature. 
RCL141.14 Working schedule, air dielectric trimmer, with locking device. 
RCL141.15 Working schedule, air dielectric trimmer, concentric. 
RCS14l.2m Test specification, air-spaced trimmer, vane type, miniature. 
(D) American R.M.A. Standards for resistors and capacitors 
Dl. REC-116 Standard fixed composition resistors (July 1948). 
D2. REC-117 Standard fixed wire womd resistors (July 1948). 
D3. REC-118 Standard fixed paper dielectric capacitors in tubular non-metallic 
cases (Sept. 1948). 

D4. TR-113-A Metal encased fixed paper dielectric capacitors for d.c. application 
(May 1951). 

D5. REC-115-A Standard molded mica capacitors (May 1951). 
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D6. RBC-107-A Standard ceramic dielectric capacitors (Aug. 1952). 
D7. REC-106-A Standard variable capacitors Class A (Jan. 1949). 
D8. REC-101 Standard variable capacitors. Class B (Oct. 1946). 
D9. REC-121-A Standard variable composition resistors (July 1952). 
DIO. S-417 ; M4-571 through 574-Wet electrolytics. 
Dll. S-418 ; M4-591 through 598-Dry electrolytics. 

(E) American Joint Army /Navy Standards for resistors and capacitors. 

111. JAN-R-11 (31 May 1944) : Resistors^ fixed composition. Amendment No. 3 
(22 March 1949). 

E2. JAN-R-19 (31 July 1944) : Resistors, variable wire-wound (low operating 
temperature). Amendment No. 2 (12 Jan. 1949). 

E3. JAN-R-22 (31 July 1944) : Rheostats, wire wound, power- type. Amendment 
No. 4 (26 June 1950). 

E4. JAN-R-26A (17 Sept. 1948) : Resistors, fixed, wire wound, power type. Amend- 
ment No. 1 (28 July 1949). 

E4A. JAN-R-93 (16 June 1945) : Resistors, accurate, fixed, wire-wound. Amend- 
ment No. 3 (Jan. 1949). 

E5. JAN-R-94 (4 Oct. 1948) : Resistors, variable, composition. Amendment 
No. 2 (17 Jan. 1949). 

E6. JAN-R-184 (31 July 1945) : Resistors, fixed, wire wound, low power. Amend- 
ment No. 2 (17 Jan. 1949). 

E7. JAN-C-5 (20 April 1944) : Capacitors, mica-dielectric, fixed. Amendment 
No. 2 (6 Jan. 1949). 

E8, JAN-C-20A (4 Dec. 1947) : Capacitors, ceramic-dielectric, fixed (temperature 
compensating). Amendment No. 2 (15th June 1950). 

E9. JAN-C-25 (24 July 1947) : Capacitors, direct-current, paper- dielectric, fixed 
(hermetically sealed in metallic cases). Amendment No. 4 (June 1950). 

ElO. JAN-C-62 (30 November 1944) : Capacitors, dry-electrolytic, polarized. 
Amendment No. 3 (Jan. 1949). 

Ell. JAN-C-81 (27 August 1945) : Capacitors, ceramic-dielectric, variable. Amend- 
ment No. 1 (Oct. 1948). 

E12. JAN-C-91 (21 Aug. 1947) : Capacitors, paper dielectric, fixed (non-metallic 
cases). Amendment No. 2 (25 Aug. 1950). 

E13. JAN-C-92 (30 Dec. 1944): Capacitors, air-dielectric, variable (trimmer 
capacitors). Amendment No. 4 (25 Aug. 1950). 

(F) British Radio Industry Council* 

Fl. RIC/IU."! 

F2. RIC/112. J^Superseded by British Standard BS.1852 : 1952. 
F3. RIC/113.J 

F4. RIC/122. Resistors, rotary, variable, composition track (with or without 
switches). 

F5. RIC/131. Capacitors, fixed, paper dielectric, tubular foil. Issue No. 1, 
July 1950. 

F6. RIC/132. Capacitors, fixed, mica dielectric, stacked foil. Issue No. 1, 
July 1950. 

F7. RIC/133. Capacitors, fixed, ceramic dielectric. Grade 1. Issue No. 1, April 
1951. 

F8. RIC/134. Capacitors, fixed, electrolytic. Issue No. 1, April 1951. 

F9. RIC/136. Capacitors, fixed, paper dielectric, tubular, metallized. Issue 

No. 1, February 1951. 
FIO. RIC/137. Capacitors, fixed, mica dielectric, metallized. Issue No. 1, April 

1951. 

Fll. RIC/141. Capacitors, variable, air dielectric, timing. Issue No. 1, Feb. 1951. 
F12. RIC/142. Capacitors, variable, preset, air dielectric. Issue No. 1, Sept. 1951. 
F13. RIC/143. Capacitors, variable, preset, mica dielectric. Issue No. 1, Sept. 1951. 



•It is hoped that these Radio Industry Council Speciiications will, in due course, be incorporated into 
British Standard Specifications. 
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SECTION 4 : STANDARD FREQUENCIES 

{i) Standard frequency ranges (») Frequency bands for broadcasting (Hi) Standard 
intermediate frequencies. 

(i) Standard frequency ranges 

The Final Acts of the International Telecommunication and Radio Conferences 
at Atlantic City, 1947, proposed the following nomenclature of frequencies. 

Frequencies shall be expressed in kilocycles per second (Kc/s) at and below 30 000 
Kc/s and in megacycles per second (Mc/s) above this frequency. 



TABLE 32 


Frequency sub-division 


Frequency range 


Metric sub-division 


v-l-f (very low frequency) 
1-f (low frequency) 
m-f (medium frequency^ 
h-f (high frequency) 
v-h-f (very high frequency) 
u-h-f (ultra high frequency) 
s-h-f (super high frequency) 
e-h-f (extremely high frequency) 


below 30 Kc/s 
30 to 300 Kc/s 
300 to 3 000 Kc/s 
3 000 ro 30 000 Kc/s 
30 000 Kc/s to 300 Mc/s 
300 to 3 000 Mc/s 
3 000 to 30 000 Mc/s 
30 000 to 300 000 Mc/s 


myriametric waves 
Isilometric waves 
hectometric waves 
decametric waves 
metric waves 
decimetric waves 
centimetric waves 
millimetric waves 



(ii) Frequency bands for broadcasting 

The International Telecommunication and Radio Conference at Atlantic City, 1947, 
allocated the following frequency bands for broadcasting purposes. 



TABLE 33 

Band shared with maritime mobile 150 — 160 Kc/s 

Low frequency (not world-wide) 160 — 285 Kc/s 

Medium frequency (Region 1 only) 525 — 535 Kc/s 

Medium frequency (world wide) 535 — 1605 Kc/s 

Short wave frequencies (world wide) 5.95 — 6.2 Mc/s 

9.5—9.775 Mc/s 
11.7—11.975 Mc/s 
15.1—15.45 Mc/s 
17.7—17.9 Mc/s 
21.45—21.75 Mc/s 
25.6—26.1 Mc/s 

Very high frequency (world wide) 88 — 100 Mc/s 

(U.S.A.) 88—108 Mc/s 

In Australia, the band 100-108 Mc/s has been allocated for the aeronautical mobile 
service until required for broadcasting service. 



(iii) Standard Intermediate Frequencies 

It is recommended that superheterodyne receivers operating in the medium fre- 
quency broadcast band use an intermediate frequency of 455 Kc/s. This frequency is 
reserved as a clear channel for the purpose in most countries of the world. 

The European " Copenhagen Frequency Allocations " provide the following two 
intermediate frequency bands : 415—490 Kc/s and 510—525 Kc/s. 

An intermediate frequency of 175 Kc/s is also used. 

The American RTMA has standardized the following intermediate frequencies 
(REC-109-B, March 1950) : Standard broadcast receivers— either 260 or 455 Kc/s. 
V-H-F broadcast receivers — 10.7 Mc/s. 
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SECTION 5 : WAVELENGTHS AND FREQUENCIES 

(0 Wavelength-frequency conversion tables (ti) Wavelengths of electromagnetic 
radiations. 

(i) Waveleagth-frequency conversion table 

Convenient points selected for rapid reference. 

TABLE 34 : MEDIUM-FREQUENCY BROADCAST BAND 



Fre- 


Wave- 


Fre- 


Wave- 


Fre- 


Wave- 


Fre- 


Wave- 


quency 


length 


quency 


length 


quency 


length 


quency 


length 


Kc/s 


m 


Kc/s 


m 


K<f/s 


m 


Kc/s 


m 


540 


555.5 


810 


370.4 


1080 


277.8 


1350 


222.2 


550 


545.5 


820 


365.9 


1090 


275.2 


1360 


220.6 


560 


535.7 


830 


361.4 


1100 


272.7 


1370 


219.0 


570 


526.3 


840 


357.1 


1110 


270.3 


1380 


217.4 


580 


517.2 


850 


352.9 


1120 


2682 


1390 


215.8 


590 


508.5 


860 


348.8 


1130 


265.5 


1400 


214.3 


600 


500.0 


870 


344.8 


1140 


263.2 


1410 


212.8 


610 


491.8 


880 


340.9 


1150 


260.9 


1420 


211.3 


620 


483.9 


890 


337.1 


1160 


258.6 


1430 


209.8 


630 


476.2 


900 


333.3 


1170 


256.4 


1440 


208.3 


640 


468.8 


910 


329.7 


1180 


254.2 


1450 


206.9 


650 


461.5 


920 


326.1 


1190 


252.1 


1460 


205.5 


660 


454.5 


930 


322.6 


1200 


250.0 


1470 


204.1 


670 


447.8 


940 


319.1 


1210 


247.9 


1480 


202.7 


680 


441.2 


950 


315.8 


1220 


245.9 


1490 


201.3 


690 


434.8 


960 


312.5 


1230 


243.9 


1500 


200.0 


700 


428.6 


970 


309.3 


1240 


241.9 


1510 


198.7 


710 


422.5 


980 


306.1 


1250 


240.0 


1520 


197.4 


720 


416.7 


990 


303.0 


1260 


238,1 


1530 


196.1 


730 


411.0 


1000 


300.0 


1270 


236.2 


1540 


194.8 


740 


405.4 


1010 


297.0 


1280 


234.4 


1550 


193.5 


750 


400.0 


1020 


294.1 


1290 


232.6 


1560 


192.3 


760 


394.7 


1030 


291.2 


1300 


230.8 


1570 


191.1 


770 


389.6 


1040 


288.5 


1310 


229.0 


1580 


189.9 


780 


384.6 


1050 


285.7 


1320 


227.3 


1590 


188.7 


790 


379.7 


1060 


283.0 


1330 


225.6 


1600 


187.5 


800 


375.0 


1070 


280.4 


1340 


223.9 






TABLE 35 : SHORT WAVE BAND 


Fre- 


Wave- 


Fre- 


Wave- 


Fre- 


Wave- 


Fre- 


Wave- 


quency 


length 


quency 


length 


quency 


length 


quency 


length 


Mc/s 


m 


Mc/s 


m 


Mc/s 


m 


Mc/s 


m 


1.5 


200 


11 


27.3 


21 


14.3 


65 


4.62 


2.0 


150 


12 


25.0 


22 


13.6 


70 


4.29 


3.0 


100 


13 


23.1 


23 


13.0 


75 


4.00 


4.0 


75.0 


14 


21.4 


25 


12.0 


80 


3.75 


5.0 


60.0 


15 


20.0 


30 


10.0 


85 


3.53 


6.0 


50.0 


16 


18.8 


35 


8.57 


88 


3.41 


7.0 


42.9 


17 


17.6 


40 


7.50* 


90 


3.33 


8.0 


37.5 


18 


16.7 


45 


6.67 


95 


3.16 


9.0 


33.3 


19 


15.8 


50 


6.00 


100 


3.00 


10.0 


30.0 


20 


15.0 


55 


5.45 


105 


2.86 










60 


5.00 


108 


2.78 
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TABLE 36 



Rays 




Wavelengths 


Angstrom 
units 


Microns 


Metres 


Cosmic rays 


10-6—10-2 


10-10—10-6 




Gamma rays 


10-2—1 


io-«— 10-" 




X-Rays 


10-'— 10" 


10-5— lo-s 




Ultraviolet rays 


100—3900 


10-^—0.39 




Visible light rays 


3900—7600 


0.39—0.76 




Infrared rays 


7600—106 


0.76—102 




"Electric or radio rays 




10"— 10'» 


10-^—10* 


Radio broadcasting rays 




10'— 10» 


10—103 



SECTION 6: STANDARD SYMBOLS AND ABBREVIATIONS 

(i) Introduction (ii) Multipliers (Hi) Some units and multipliers (iv) Magnitude 
letter symbols (o) Subscripts for magnitude letter symbols (vi) Magnitude letter 
symbols with subscripts (vii) Mathematical signs {viii) Abbreviations (ix) Ab- 
breviations of titles of periodicals (x) References to periodicals (xi) References to 
standard symbols and abbreviations. 

(i) Introduction 

Owing to the lack of international standardization, the editor has been forced to 
select suitable symbols for use in this Handbook. The choice which has been made 
is believed to be a reasonable compromise, and capable of being understood readily 
throughout the English-speaking world. 



(ii) Multipliers 

In general, small letters are used for quantities below unity, and capital letters for 



quantities above unity. 






d = deci 


= 1/10 


= 10-1 


c = centi 


= 1/100 


= 10-2 


m = milli 


= 1/1000 


= 10-^ 


fi, = micro 


= 1/1000 000 


= 10-6 


fift. = micromicro 


= 1/1000 000 000 000 


= 10-12 


K or k = kilo 


= 1000 


= 10' 


M = meg 


= 1000 000 


= 106 


(iii) Some imits and 


multipliers 




A = ampere 


mA = milliampere 


fiA = microampere 


F = farad 


fiF = microfarad 


fif^F* ~ micromicrofarad 


H = henry 


mH = millihenry 


/jH = microhenry 


Q = ohm 


Mi3 = megohm 




V = volt 


mV = millivolt 


KV or kV = kilovolt 


W = watt 


mW = milliwatt 




m = metre 


cm = centimetre 


mm = millimetre 



♦Alternatively, pF ^ picofarad ^/xF = micromicrofarad. 
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(iv) Magnitude letter symbolsf 



B 




susceptance 


C 




capacitance 


Cr,g 


_ 


conductance 


D 


— 


total harmonic distortion 


E, e 




electromotive force 


P. 
f 


= 


power factor 


= 


frequency 






conductance 




= 


fundamental frequency component of distortion 


Hjj Hi, etc. 




second (third etc.) harmonic components of distortion 


/, i 




current 


K 


— 


dielectric constant 


L 




inductance 


M 




mutual inductance 


P 




power 


Q 


= 


charge, quantity of electricity 


also Q 




figure of merit of a reactor 


R 




resistance 


X 




reactance 


Xl 




inductive reactance 


X, 




capacitive reactance 


Y 




admittance 


Z 




impedance (scaler) 


z 




impedance (vector) 



A = increment of 
e = 2.7182818 
■t] = efficiency 
A = wavelength 
7T = 3.14159 

cu = 27r/ = angular velocity. 

Magnetic units 

B = magnetic flux density 

H = magnetic field strength, magnetizing force 

^ = magnetic fiux 

fi = magnetic permeability 

Operators 

d = differential ; S = partial differential 

j = 90° rotational = v^l. 

(v) Subscripts for magnitude letter symbols 



in = input 

out = output 

max = maximum (reduced to m when combined with another subscript) 

min = minimimi 

av = average 

b = plate — steady or total value 

bb = plate supply 

c = grid — steady or total value 

Ci = grid no. 1 ; similarly c«, Cj etc. 

cc = grid supply 

CO = at point of plate current cutoff 

f = filament 

g = grid — varying component 



tA magnitude letter symbol is used to designate the magnitude of a physical quantity in mathematical 
equations and expressions. Two or more magnitude symbols printed together represent a product. 
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gi = grid no. 1 ; similarly gj, gs etc. 

h = heater 

k = cathode 

o = quiescent (no signal) 

p = plate (anode) — varying component 

s = screen or metal shell or other self-shielding envelope 

t == triode 

N.B. Grids are numbered in order, beginning at the cathode and working outwards 
towards the plate. 

(vi) Magnitude letter symbols with subscripts 
Symbols for filament or heater circuits 

Ef = filament or heater (terminal) voltage 
Ehic = voltage of heater with regard to cathode 
// = filament or heater current. 

Symbols for plate circuits 

All voltages are taken as being with respect to the cathode unless otherwise indicated. 

Eht = plate supply voltage 

El = average or quiescent value of plate voltage 

Eio = quiescent (no signal) value of plate voltage 

£„„ = maximum value of plate voltage 

Ej, = r.m.s. value of varying component of plate voltage 

E^„ = maximum value of varying component of plate voltage 

et, = instantaneous total plate voltage 

fij = instantaneous value of varying component of plate voltage 

/j = average or quiescent value of plate current 

hm = peak total plate current 

/jo = quiescent (no signal) value of plate current 

Ip = r.m.s. value of varying component of plate current 

/p„ = maximimi value of varying component of plate current 

/, = total electron emission 

ii = instantaneous total plate current 

ip = instantaneous value of varying component of plate current. 

Symbols for grid circuits 

Ec = average or quiescent value of grid voltage 

Ecm = maximum value of grid voltage 

Eg = r.m.s. value of varying component of grid voltage 

E,„ = maximum value of varying component of grid voltage 

Cc = instantaneous total grid voltage 

Cg = instantaneous value of varying component of grid voltage 

= average or quiescent value of grid current 
Ig = r.m.s. value of varying component of grid current 
ic = instantaneous total grid current 

ig = instantaneous value of varying component of grid current. 

Symbols for valve characteristics 
(A) Inside the valve 

Epg = voltage of plate with regard to grid 

ij. = amplification factor 

/i, = amplification factor (triode connected) 

)igig2 = tnu factor from grid no. 1 to grid no. 2, and similarly for other electrodes 
g„ = mutual conductance (= gg^) or "slope" 
= conversion conductance 

= dynamic conductance (slope of dynamic characteristic) 
gp — plate conductance 
gg = grid conductance 

g„ = plate-grid transconductance (inverse mutual conductance) = g^g 
gtt = transconductance from electrode to electrode k 
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= 


plate resistance 






grid resistance 






screen (grid no. 2) resistance 


c „ 




grid-plate capacitance 


Cgk 




grid-plate cathode capacitance 


Cj,Jc 




plate-cathode capacitance 


^ gh 




grid-heater capacitance 


ft 




plate-heater capacitance 






input capacitance 






output capacitance. 


(B) Valve 


and circuit 


Rl 




plate load resistor 






plate load impedance 


R„ 




cathode resistor 


Gu 




cathode by-pass capacitor 


Co 




coupling condenser 


R ji 




grid resistor 


R-ii 




following grid resistor 


Ti 




input resistance 


To 




output resistance 


R. 




screen series resistor 


c. 




screen by-pass capacitor 


Pi 




power input 


Po 




power output 


P. 




plate (anode) dissipation 


P at 




screen (grid no. 2) dissipation 


A 




amplification (voltage gain of stage) 


Ao 




amplification (voltage gain of stage) at mid-frequency 






peak fundamental current 






peak second harmonic current. 



(vii) Mathematical signs 



+ 


plus 




therefore 




minus 


oc 


varies as 


± 


plus or minus 


v 


square root 


X or . 


multiplied by 


■V 


nth root 


-:- or / 


divided by 


factorial 




equal to 


F 


function 




not equal to 




integration 




approximately equal to 


1 


> 


equal to or greater than 


00 


infinity 


< 


equal to or less than 


o 


degree 




identical with 


/ 


minutes of degree 


> 


greater than 




seconds of degree 


< 


less than 


8 or id 


increment 
summation 


log X 


logarithm of x to base 10 






log£ X 


logarithm of x to base e 






i 


square root of minus one (90° angular rotation) 


c 


base of natural logarithms 


(2.71828) 




IT 


ratio of circumference to diameter of circle (3.141593 approx.) 



For trigonometrical symbols and differentiation refer to Chapter 6. 



(viii) Abbreviations 

a.c. = alternating current 
d.c. = direct current 
a-f = audio frequency 
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i-f = intermediate frequency 

r-f = radio frequency 

v-h-f = very-high-frequency 

u-h-f = ultra-high-frequency 

(For other frequency designations see Sect. 4.) 

AWG = American Wire Gauge 

B & S = same as AWG 

SWG = Standard Wire Gauge 

E = enamelled 

r.m.s = root mean square 

db = decibel 

dbm = decibels of power referred to 1 milliwatt 

c/s = cycles per second 

Kc/s = kilocycles per second (kc/s may also be used) 

Mc/s = megacycles per second 

Hz = Hertz = cycles per second 

a V.C.- = automatic voliune control 

a.a.v.c. = audio automatic volume control 

A-M = amplitude modulation 

F-M = frequency modulation 

SSC = single silk covered 

DSC = double silk covered 

sec == single cotton covered 

DCC = double cotton covered. 
Note : Abbreviations art used to indicate either singular or plural, either as a noun 



or as an adjective. 

(ix) Abbreviations of 

Standard Abbreviations 
A.R.T.S. & P. 

Audio Eng. 

(formerly Radio) 

Australian Radio & Elec- 
tronics (formerly Austral- 
asian Radio World) 

A. W.A. Tec. Rev. 

B. B.C. Quarterly 
B.S.T.J. 

Bell. Lab. Rec. 
British P.O.E.E.J 

Brown-Boveri Review 
Comm. 

E.E. 



titles of periodicals 

Title and Publisher 
Australian Radio Technical Services and Patents 
Bulletin (47 York St., Sydney, Australia). 

Audio Engineering (Radio Magazines Inc. 10 McGovem 
Ave., Lancaster, Pa.). 

Radio & Electronics (Aust.) Pty. Ltd., 17 Bond St., 
Sydney. 

A.W.A. Technical Review (Amalgamated Wireless 
Australasia Ltd., 47 York St., Sydney, Australia). 

British Broadcasting Corporation, 35 Marylebone High 
St., London, W.l. 

Bell System Technical Journal (American Telephone 
& Telegraph Coy., 195 Broadway, New York 7, N.Y. 
U.S.A.). 

Bell Laboratories Record (Bell Telephone Laboratories 
Inc. 463 West Street, New York 14, N.Y.). 
Post Office Electrical Engineers' Journal, Institution 
of P.O.E.E. Engr-in-chief's office Alder House, Alders- 
gate St., London E.C.I. 

Brown Boveri & Co. Ltd., Baden, Switzerland. 

Communications (Bryan Davis Publishing Coy., Inc., 
52 Vanderbih Ave., New York 17, N.Y. U.S.A.). 

Electrical Engineering (American Institute of Elec- 
trical Engineers, 33 West 39th St., New York 18 
N.Y.). 
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E.W. & W.E. 

Elect. 

Elect. Comm. 



Electronic Eng. 
Electronic Industries 



Engineering 
F.M. & T. 
FM-TV 



} 



G.E. Review 

G.R. Exp. 

J. Acous. Soc. Am. 

Journal of Applied Physics 
Jour. I.E.E. 

J. Brit. I.R.E. 

Jour. Sci. Instr. 

Jour. S.M.P.E. \ 
Jour. S.M.P.T.E. J 
Marconi Review 

Phil. Mag. 

Philips Tec. Com. 

Philips Tec. Rev. 
Phys. Rev- 
Proc. I.R.E. 
Proc. I.R.E. Aust. 

Proc. Roy. Soc. 

Q.S.T. 

R.C.A. Rev. 

R. & E. Retailer 

Radio 



Same as Wireless Engineer. 

Electronics (McGraw-Hill Publishing Co., Inc., 
West 42nd St., New York 18, N.Y., U.S.A.). 
Electrical Commimication (International Telephone 
& Telegraph Corp. 67 Broad St., New York 4, N.Y. 
U.S.A.). 

Electronic Engineering, 28 Essex St., London W,C.2. 
Caldwell-Clements Inc., 480 Lexington Ave., New 
York 17, N.Y. 

J. A. Dixon, 33-36 Bedford St., London W.C.2. 
FM-TV Radio Communication, formerly FM Maga2ine, 
FM and Television, FM Radio Electronics (FM 
Company, 264 Main St., Great Barrington, Mass. 
U.S.A.). 

General Electric Review (G.E. Co., Schenectady, 
New York, U.S.A.). 

General Radio Experimenter (General Radio Company, 
275 Massachusetts Av., Cambridge, 39, Mass., U.S.A.). 
Journal Acoustical Society of America. Published for 
A.S.A. by the American Institute of Physics, Prince and 
Lemon Streets, Lancaster, Pa. U.S.A. 
American Institute of Physics, 57 East 55th St., New 
York 22 N.Y. 

Journal of the Institution of Electrical Engineers (Savoy 
Place, Victoria Embankment, London, W.C.2., Eng- 
land). 

Journal of British Institution of Radio Engineers (9 
Bedford Square, London, W.C.I England). 
Joiu-nal of Scientific Instruments (Institute of Physics, 
47 Belgrave Sq., London S.W.I). 
Journal of the Society of Motion Picture and Television 
Engineers 342 Madison Ave., New York 17, U.S.A. 
Marconi's Wireless Telegraph Co. Ltd., Marconi 
House, Chelmsford. 

Philosophical Magazine (Taylor and Francis Ltd., 
Red Lion Court, Fleet St., London, E.C.4). 
Philips Technical Communications (Philips Electrical 
Industries of Australia Pty. Ltd., 69-73 Clarence St., 
Sydney). 

Philips Technical Review (N.V. Philips' Gloeilampen- 
fabrieken, Eindhoven, Holland). 

Physical Review (American Institute of Physics, 57 
East 55th Street, New York 22, N.Y.). 
Proceedings of the Institute of Radio Engineers (I.R.E. 
Inc. 1 East 79 Street, New York 2I,_ N.Y., U.S.A.). 
Proceedings o£ the Institute of Radio Engineers Aus- 
tralia (Science House, Gloucester St., Sydney, Aus- 
tralia). 

Proceedings of the Royal Society Burlington House 
London W.l. 

American Radio Relay League Inc. (38 La Salle Rd., 
West Hartford 7, Conn. U.S.A.). 
R.C.A. Review (Radio Corporation of America, R.C.A. 
Laboratories Division, Princeton, N.J. U.S.A.). 
Radio and Electrical Retailer (Australian Radio Pub- 
lications Pty. Ltd., 30-32 Carrington St., Sydney). 
Radio Magazines Inc. 10 McGovern Ave., Lancaster, 
Pa). 
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Radiotronics Amalgamated Wireless Valve Co. Pty. Ltd. (47 York 

St.j Sydney, Australia). 
Radio Craft \ Radiocraft Publications Inc. (25 West Broadway, 

Radio Electronics / New York, 7, N.Y. U.S.A.). 

Radio Electrical Weekly Mingay Publishing Co. 146 Foveaux St., Sydney. 

Radio Eng. Radio Engineering. Same as Communications. 

Radio & Hobbies, Associated Newspapers Ltd., 60-70 Elizabeth-St., 

Australia Sydney. 

Radio Review of Australian Radio Publications Pty. Ltd., 30-32 Car- 

Australia rington St., Sydney. 

Rev. of Sci. Instr. Review of Scientific Instruments (American Inst, of 

Physics 57 East 55th St., New York 22 N.Y.). 

Radio News \ Ziff Davis Publishing Coy. (185 North Wabash Ave., 

Radio & TV News / Chicago 1, 111. U.S.A.). 

Service Bryan Davis Publishing Coy. Inc., 52 Vanderbilt Ave., 

New York 17, N.Y. U.S.A.). 
TV Eng. Tele Vision Engineering (Bryan Davis Publishing Coy., 

(formerly Communications ; Inc., 52 Vanderbilt Av., New York 17, N.Y. LT.S.A.). 
formerly Radio Engineer- 
ing ; formerly Communica- 
tion and Broadcast Engin- 
eering) 

Telecommunications Postal Electrical Society of Victoria, G.P.O. Mel- 

Joumal of Australia bourne Australia. 
Tele-Tech Caldwell-Clements Inc. 480 Lexington Ave., New 

York 17 N.Y. 

Trans. A.I.E.E. Transactions of the American Institute of Electrical 

Engineers (A.I.E.E., 33 West 39th Street, New York 
18 N.Y.). 

W.E, \ Wireless Engineer (Iliffe & Sons Ltd., Dorset House, 

W.E. & E.W. f Stamford St., London, S.E.I., England). 

W.W. Wireless World (Iliife & Sons Ltd., Dorset House, 

Stamford St., London, S.E.I, England). 
Western Electric Western Electric Company (Graybar Electric Co, 

Oscillator 420 Ixxington Ave. New York 17, N.Y.). 

(x) References to periodicals 

The references to periodicals in this Handbook follow substantially the form re- 
commended in British Standard 1219 : 1945. 

Example : Lamson, H.W. " Permeability of dust cores " W.E. 24.288 (Sept. 1947) 
267. 

Lamson, H. W. indicates the author. 

" Permeability of dust cores " indicates the title. 

W.E. indicates the periodical (see abbreviations above). 

24 indicates the volume niraiber. 

288 indicates the number. 

Sept. 1947 indicates the date. 

267 indicates the first page of the article. 

(xi) References to standard symbols and abbreviations 

1. " Standards on abbreviations, graphical symbols, letter symbols and mathematical 
signs." The Institute of Radio Engineers (U.S.A.) 1948. 

2. " American standard letter symbols for electrical quantities " A.S.A. Z10.5, 1949. 

3. British Standard 1409 : 1950 " Letter symbols for electronic valves " British 
Standards Institution 28 Victoria St., London, S.W.I. 

4. " Standards on designations for electrical, electronic and mechanical parts and 
their symbols, 1949 " Standard 49 IRE, 21 SI, published Proc. I.R.E. 38.2 (Feb. 
1950) 118. 

5. " Standards on abbreviations of radio-electronic terms, 1951 " Standard 51 IRE 
21 SI, published Proc. I.R.E. 39.4 (April 1951) 397. 



SECTION 7 : STANDARD GRAPHICAL SYMBOLS 
GRAPHICAL SYMBOLS 



Y 



ALTERNATING CURRENT 




CONDENSERS 



CANGEO 
SPtlT-STATOR 



CONNECTIONS 



COMMON POINT 



CROSSING 
NO CONNECTION 



_f 



SLIDING CONTACT 



t 



GENERATOR (A.C.) 



INDUCTANCE 



IRON -CORED 
INDUCTANCE 



LOOP AERIAL 



LOUDSPEAKERS 




ELECTRO -WNAMIC 



ELECTRO-DYNAMIC 
WITH HUM NEUTRALISING 



PERMANENT MAGNET 



y 

\ 

A 



.icIlJtR^ 




.7 



1371 



GRAPHICAL SYMBOLS 



METERS 



0 @ 

VOLTMETER MILLIAMMETER 



MICROPHONE 



MICROAMMETER 




TAPPING ON INDUCTANCE 



TANCE T 



ELECTRO- MAGNETIC CRYSTAL 



PRESSBUTTON 



RECTIFIER 
(ORY Disc) 



ARROW POINTS IN DIRECTION OF 
FORWARD CURRENT FLOW 



— WW\A— 



SHAPE TO SUIT CIRCUMSTANCES 



1 



X 



TAPPINS ON 

RESISTANCE 



-vvyv\A- 



o 



TRANSFORMERS 



AIR CORE LAMINATED IRON CORE 



LAMINATED IRON CORE 
WITH E/S SHIELD 



WITH POWDERED 



SYNCHRONOUS (SPLIT REEO) 



o- 



NON -SYNCHRONOUS 
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SECTION 8 : PROPERTIES OF 2VIATERIALS AND CHEMICAL 
AND PHYSICAL CONSTANTS 

(i) Properties of insulating materials (ii) Properties of conducting materials {Hi) 
Composition of some common plastics (iv) Weights of common materials {v) Re- 
sistance of a conductor at any temperature (vi) References to properties of materials 
(vii) Chemical and physical constants. 
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CO 



o 





Relative 
Resistance 


Temperature 
Coefficient of 
Resistivity 
at 2U 


Specific 
Gravity 


1 nermai 
Conductivity 
at 20 °C 


Coeiiicient 
of Linear 
Expansion 


ivlelting r 
( ^) 






>.y 1 A— 4 






X 10""^ 




/VLunuiuuin 




4u 


O 7 


A AO 




AAA 


Brsss 


<l 0 


on 


0.4/ 


A 


1 Q A 

lo.y 


AOA 

yzu 


Osdmiiun 




Jo 


o.o4 


0.222 


2o.o 


J21 




D.O 


el's 


O. /X 






1 /I OA 

14oU 


Oonstantan * 


Z0.4D 


±2 


O A 


0.054 


1 "7 A 


1 01 A 


Copper 


l.UU 


■an '2. 


Q OA 

o.oy 


0.918 


10./ 


lUoJ 


Gas Carbon 




— !> 


I .c5o 


A AAA J 
U.U004 


->.4 


■a*?AA 
J3(JU 


VJUICI 


1 .rtlO 


<IA 


1 Q "JO 


A '7AfiC 
U. /U_> 


1 -3 A 

u.y 


1 AAQ 




D.O 


ou 


7 R7 


A 1 Q 


1 A O 


i3J3 


X\.(iLllld 


77 1 
/ /.I 


_L A 0 










Lead 


1 9 78 
IZ. /CS 


AO 


I 1 ^^7 

I I .J / 






■^07 


Alagnesium 


O A7 


AA 




^.376 


2->.4 


031 


A4.anganin 




t A O 




A ACQ 


1 Q A 

lo.U 


Q1 A 

yiu 


Alercury 


DD.O 


O A 

o.y 




0.0148 




■aO Q7 


Adoly b denum 


J.J 




"I A ■o 
iU.Z 


A "^Aei 

U.J4o 


CZ. A 


OAOO 


Adonel A^etal 


07 ft 
Z/ .o 


OA 


o.o 


A AA 


1 A 

14 


U3U 


Nichrome 


Oj 


1 7 

1,/ 


O OC 




12.3 


1 ■XfZ.n 






A7 
4/ 






1 o w 
lZ,o 


1 A'^O 
143Z 


Nickel Silver 


10 


^.0 


Q 70 
O./Z 


A AT 
U.U/ 


lo.JO 


I 1 lA 

I I lU 


Phosphor Bronze 






O A 

O.y 


A 1 C 


1 A A 

ly.u 


1 ACTA 


ir idLinum 


0.10 


HQ 

Jo 


01 A 
Z1.4 


u.loo 


Q A 

O.y 


1 Tl'X 


Oliver 




AA 

4U 


1 A 


1 AA^; 
i.UUO 


1 A C 


AAA ^ 


OLCCl 


7 1 0 7 


lO-4i 


7 ft 


A 1 1 'I 


1 A C 11 


1 j.ftn 

140U 


Steel — Stainless 






7 A 


0.069 


10-11 


1 yl 1 A 

14lU 


X aXlLctlLUil 




JJ 


lU.D 




0.3 




Tin 


6.7 


42 


7.3 


0.155 


21.4 


231.9 


Tungsten 


3.25 


45 


19.2 


0.476 


4.44 


3370 


Zinc 


3.4 


37 


7.14 


0.265 


26.3 


419.5 


Zirconium 


2.38 


44 


6.4 






1860 



63 

r 



s 
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jn 
o 
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g* 
§• 

3 

n 
p 

GO 



o 

M 
?S 

H 

o 
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d 
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n 

H 

Z 

w 

JO 
I— t 

r 



♦Also known as Advance, Copel, Eureka, Ideal, etc. 



See also Refs. 1, 5, 6. 
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(iii) CompositioD of some common plastics 



TABLE 39 



Trade Name 


Composition 


Bakelite 


Phenol formaldehyde 


Bakelite 


Urea formaldehyde 


Bakelite 


Cellulose acetate 


Bakelite 


Polystyrene 


Beetle 


Urea iformaldehyde 


Cellophane 


Regenerated cellulose film 


Celluloid 


Cellulose nitrate 


Distrene 


Polystyrene 


Duperite 


Phenol formaldehyde 


Erinoid 


Casein 


Formica 


Phenol formaldehyde (lamination) 


Glyptal 


Glycsrol-phthalic anhydride 


Lucite 


Methyl methacrylate polymer 


Alicarta 


Phenol formaldehyde (lamination) 


Mycalex 


Alica bonded glass 


Neoprene 


Chloroprene synthetic rubber 


Nylex 


Polyvinyl chloride 


Nylon 


Synthetic polyamides and super polyaitiides 


Paxolin 


Phenol formaldehyde 


Perspex 


Methyl methacrylate polymer 


Plexiglass 


Methyl methacrylate polymer 


Polythene 


Polyethylene 


PVC 


Polyvinyl chloride 


Scarab 


Urea formaldehyde 


Synthane 


Phenol formaldehyde 


Trolitul 


Polystyrene 


Vinylite A 


Polyvinyl acetate 


Vinylite Q 


Polyvinyl chloride 


Vinylite V 


Vinyl chloride-acetate copolymer 


Vinylite X 


Polyvinyl butyral 


Xylonite 


Nitrocellulose 



(iv) Weights of common materials 

The weights of the following materials are given in pounds per cubic inch. 



TABLE 40 



Aluminium 


0.098 


Armco iron 


0.284 


Brass 


0.304 


Constantan 


0.321 


Copper 


0.310 


German silver 


0.323 


Iron (cast) 


0.281 


Mumetal 


0.318 


Perm-Alloy B 


0.299 


Perm-Alloy C 


0.310 


Perspex 


0.043 


Polyamide (Nylon) 


0.041 



Polystyrene 


0.038 


Radio metal 


0.299 


Rho metal 


0.292 


Steel 




Cast 


0.278 


2% silicon 


0.278 


4% silicon 


0.271 


Synthetic wax 




Seekay 


0.056 


Halowax 


0.056 


2129 Alloy 


0.292 



See Sect. lO(viii) for weight of metal sheets. 



1376 (v) RESISTANCE OF CONDUCTOR AT ANY TEMPERATURE 38.8 



(v) Resistance of a conductor at any temperature 

To find the resistance of a conductor at any temperature : 
Rt = R^oll + (t - 20)a] 
where Rt = resistance at temperature t°C 
i?2o = resistance at 20 °C 

t = temperature of conductor °C 
and a = temperature coefficient of resistivity at 20 °C. 
Most conductors increase in resistance when their temperature is increased. 

(vi) Reference to properties of materials 

1. English readers are referred to the Radio Industry Council Specification No. 
RIC/IOOO/A " Choice of materials for radio and other electronic equipment and for 
components therein " Issue No. 1 — July 1949. 

2. British Standard 1598 : 1949 " Ceramic materials for telecommimication and 
allied purposes." Gives summary of electrical, mechanical, thermal and general 
properties of insulators. 

3. British Standard 1540 : 1949 " Moulded electrical insulating materials for use 
at radio frequencies ". 

4. D. W. Thomasson " Silicones and other silicon compounds " Electronic Eng. 
22.272 (Oct. 1950) 422. 

5. Federal Telephone and Radio Corporation " Reference Data for Radio En- 
gineers " 3rd ed. 31-39, 47-53. 

6. " Standard handbook for Electrical Engineers," McGraw-Hill Book Co. Inc. 
8th ed. 1949, Sect. 4. 

Extensive treatment ; also gives bibliography of insulating materials Sect. 4-619. 

(vii) Chemical and physical constants 

Some Chemical and Physical Constants as at 1 Dec. 1950, extracted from Table 
VII, " A re-evaluatioa of the fundamental atomic constants " Physical Review 81.1 
(Jan. 1, 1951) 73. 

Electron mass m = (9.10710 ± 0.00022) x 10-^*^ 

Electronic charge e = (4.80217 ± 0.00006) x 10-"esu 

= (1.601844 ± 0.000021) x 10-2''emu 
Boltzmann's constant k = (1.38020 ± 0.00007) x 10-i»erg deg^i 
Ratio proton mass to electron mass 

M/m = (1836.093 ± 0.044) 
Velocity of light c = (299790.0 ± 0.7) km/sec 

The velocity of light in a vacuum, following the recommendation of the Inter- 
national Scientific Radio Union (U.R.S.I.), is to be taken as 2997924 2 km/sec 
(see W.W. March 1953 page 121). 
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SECTION 9 : REACTANCE, IMPEDANCE AND RESONANCE 

(») Inductive reactances {it) Capacitive reactances (m) Impedance of reactance 
and resistance in parallel (iv) Impedance of reactance and resistance in series (o) 
Resonance (vi) Approximations in the calculation of impedance for reactance and 
resis'ance in series and parallel (vii) Reactance chart. 

(i) Inductive reactances 

(Correct to three significant figures) 

TABLE 41 

AUDIO FREQUENCIES = «.L 

Induct- Reactance in Ohms at : — 



ance 



(Henries) 30 c/s 


50 c/s 


100 c/s 


400 c/s 


1000 c/s 


5000 c/s 


250 


47 100 


78 500 


157 000 


628 000 


1 570 000 


7 850 000 


100 


18 800 


31 400 


62 800 


251 000 


628 000 


3 140 000 


50 


9 420 


15 700 


31 400 


126 000 


314 000 


1 570 000 


25 


4 710 


7 850 


15 700 


62 800 


157 000 


785 000 


10 


1 880 


3 140 


6 280 


25 100 


62 800 


314 000 


5 


942 


1 570 


3 140 


12 600 


31 400 


157 000 


1 


188 


314 


628 


2 510 


6 280 


31 400 


.1 


18.8 


31.4 


62.8 


251 


628 


3 140 


.01 


1.88 


3.14 


6.28 


25.1 


62.8 


314 


1000 tiH 


.188 


.314 


.628 


2.51 


6.28 


31.4 


200 


.0376 


.0628 


.126 


.502 


1 26 


6.28 


100 


.0188 


.0314 


.0628 .251 


.628 3.14 



RADIO FREQUENCIES = wL 

Induct- Reactance in Ohms at : — 

ance — — ■ ■ — — — 

(Henries) 175 Kc/s 252 Kc/s 465 Kc/s 550 Kc/s 1000 Kc/s 1500 Kc/s 

1 1 100 000 1 580 000 2 920 000 3 460 000 6 280 000 9 430 000 

.1 110 000 158 000 292 000 346 000 628 000 943 000 

.01 11 000 15 800 29 200 34 600 62 800 94 300 

1000 ^H 1 100 1 580 2 920 3 460 6 280 9 430 

200 fiH 220 317 584 691 1 260 1 890 

100 nH 110 158 292 346 628 943 
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(ii) Capacitive reactances 

(Correct to three significant figures) 

TABLE 42 

AUDIO FREQUENCIES X^, = l/o-C 

Capacit- 
ance Reactance in Ohms at : — 

Micro- 

farads 30 c/s 50 c/s 100 c/s 400 c/s 1000 c/s 5000 c/s 



.00005 


— 


— 


— 


— 


— 


637 000 


.0001 


— 


— 


— 


— 1 


590 000 


318 000 


.00025 








1 590 000 


637 000 


127 000 


.0005 






3 180 000 


796 000 


318 000 


63 700 


.001 




3 180 000 


1 590 000 


398 000 


159 000 


31 800 


.005 


1 060 000 


637 000 


318 000 


79 600 


31 800 


6 370 


.01 


531 000 


318 000 


159 000 


39 800 


15 900 


3 180 


.02 


263 000 


159 000 


79 600 


19 900 


7 960 


1 590 


.05 


106 000 


63 700 


31 800 


7 960 


3 180 


637 


.1 


53 100 


31 800 


15 900 


3 980 


1 590 


318 


.25 


21 200 


12 700 


6 370 


1 590 


637 


127 


.5 


10 600 


6 370 


3180 


796 


318 


63.7 


1 


5 310 


3 180 


1 590 


398 


159 


31.8 


2 


2 650 


1 590 


796 


199 


79.6 


15.9 


4 


1 310 


796 


398 


99.5 


39.8 


7.96 


8 


663 


398 


199 


49.7 


19.9 


3.98 


10 


531 


318 


159 


39.8 


15.9 


3.18 


20 


265 


159 


79.6 


19.9 


7.96 


1.59 


50 


106 


63.7 


31.8 


7.96 


3.18 


0.637 



RADIO FREQUENCIES = \/coC 

Capacit- 
ance Reactance in Ohms at : — 

Micro- ■ . 

farads 175 Kc/s 252 Kc/s 465 Kc/s 550 Kc/s 1000 Kc/s 1500 Kc/s 



.00005 


18 200 


12 600 


6 850 


5 800 


3 180 


2 120 


.0001 


9 100 


6 320 


3 420 


2 900 


1 590 


1 060 


.00025 


3 640 


2 530 


1 370' 


1 160 


637 


424 


.0005 


1 820 


1 260 


685 


579 


318 


212 


.001 


910 


632 


342 


290 


159 


106 


.005 


182 


126 


68.5 


57.9 


31.8 


21.2 


.01 


91.0 


63.2 


34.2 


28.9 


15.9 


10.6 


.02 


45.5 


31.6 


17.1 


14.5 


7.96 


5.31 


.05 


18.2 


12.6 


6.85 


4.79 


3.ld 


2.12 


.1 


9.10 


6.32 


3.42 


2.89 


1.59 


1.06 


.25 


3.64 


2.53 


1.37 


1.16 


.637 


.424 


.5 


1.82 


1.26 


.685 


.579 


.318 


.212 


1 


.910 


.632 


.342 


.289 


.159 


.106 


2 


.455 


.316 


.171 


.145 


.0796 


.0531 


4 


.227 


.158 


.0856 


.0723 


.0398 


.0265 



38.9 (ii) CAPACITIVE REACTANCES 1379 



(Table 42 — -continued) 
RADIO FREQUENCIES Xc = l/'oC 

Pananii-- Rcactancc in Ohms at : — 



ance 


6 Mc/s 


12 Mc/s 


18 Mc/s 


25 Mc/s 


50 Mc/s 


100 Mc/s 


10 


2650 


1330 


888 


637 


318 


159 


22 


1206 


603 


402 


290 


145 


72.4 


47 


565 


282 


188 


135 


67.7 


33.9 


100 


265 


133 


88.8 


63.7 


31.8 


15.9 


220 


120.6 


60.3 


40.2 


29.0 


14.5 


7.24 


470 


56.5 


28.2 


18.8 


13.5 


6.77 


3.39 


1000 


26.5 


13.3 


8.8i 


6.37 


3.18 


1.59 


2200 


12.06 


6.03 


4.02 


2.90 


1.45 


0.724 


4700 


5.65 


2.82 


1.88 


1.33 


0.677 


0.339 


10 000 


2.65 


1.33 


0.888 


0.637 


0.318 


0.159 
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(iii) Impedance of reactance and resistance in parallel 

Table 43 has been prepared to permit the finding of any one of the three quantities 
X,R ot Z when the other two are given. When X and R are given, divide the larger 
of the two quantities into the smaller one and thus get a ratio less than 1 . Find this 
ratio in the left column and multiply the number obtained in the second column by 
RovX whichever is the larger and find Z. 

Suppose R equals 1000 ohms and X is 200 ohms, which makes XJR = .20. Table 
43 shows us that Z/R is then 0.1961. Multiplying by R, we have Z =- 0.1961 X 1000 
= 196.1 ohms. 

TABLE 43 : REACTANCE AND RESISTANCE VALUES IN PARALLEL 





"7 / D 

Z/K 


X/K 


■7/0 




'7 / D 


or R/X 


or Z/X 


or R/X 


or Z/X 


or R/X 


or Z/X 


0.10 


0.0995 


0.49 


0.4400 


0.88 


0.6606 


0.11 


0.1093 


0.50 


0.4472 


0.89 


0.6648 


0.12 


0.1191 


0.51 


0.4543 


0.90 


0.6690 


0.13 


0.1289 


0.52 


0.4613 


0.91 


0.6730 


0.14 


0.1386 


0.53 


0.4683 


0.92 


0.6771 


0.15 


0.1483 


0.54 


0.4751 


0.93 


0.6810 


0.16 


0.1580 


0.55 


0.4819 


0.94 


0.6849 


0.17 


0.1676 


0.56 


0.4886 


0.95 


0.6888 


0.18 


0.1771 


0.57 


0.4952 


0.96 


0.6925 


0.19 


0.1867 


0.58 


0.5017 


0.97 


0.6963 


0.20 


0.1961 


0.59 


0.5082 


0.98 


0.6999 


0.21 


0.2055 


0.60 


0.5145 


0.99 


0.7036 


0.22 


0.2149 


0.61 


0.5208 


1.00 


0.7071 


0.23 


0.2242 


0.62 


0.5269 


1.10 


0.7400 


0.24 


0.2334 


0.63 


0.5330 


1.20 


0.7682 


0.25 


0.2425 


0.64 


0.5390 


1.30 


0.7926 


0.26 


0.2516 


0.65 


0.5450 


1.40 


0.8137 


0.27 


0.2607 


0.66 


0.5508 


1.50 


0.8320 


0.28 


0.2696 


0.67 


0.5566 


1.60 


0.8480 


0.29 


0.2785 


0.68 


0.5623 


1.70 


0.8619 


0.30 


0.2874 


0.69 


0.5679 


1.80 


0.8742 


0.31 


0.2961 


0.70 


0.5735 


1.90 


0.8850 


0.32 


0.3048 


0.71 


0.5789 


2.00 


0.8944 


0.33 


0.3134 


0.72 


0.5843 


2.20 


0.9104 


0.34 


0.3219 


0.73 


0.5895 


2.40 


0.9231 


0.35 


0.3304 


0.74 


0.5948 


2.60 


0.9333 


0.36 


0.3387 


0.75 


0,6000 


2.80 


0.9418 


0.37 


0.3470 


0.76 


0.6051 


3,00 


0.9487 


0.38 


0.3552 


0.77 


0.6101 


3.20 


0.9545 


0.39 


0.3634 


0.78 


0.6150 


3.40 


0.9594 


0.40 


0.3714 


0.79 


0.6199 


3.60 


0.9635 


0.41 


0.3793 


0.80 


0.6246 


3.80 


0.9671 


0.42 


0.3872 


0.81 


0.6289 


4.00 


0.9702 


0.43 


0.3950 


0.82 


0.6341 


5.00 


0.9807 


0.44 


0.4027 


0.83 


0.6387 


6.00 


0.9864 


0.45 


0.4103 


0.84 


0.6432 


7.00 


0.9902 


0.46 


0.4179 


0.85 


0.6477 


8.00 


0.9921 


0.47 


0.4254 


0.86 


0.6520 


9.00 


0.9939 


0.48 


0.4327 


0.87 


0.6564 


10.00 


0.9950 



By means of Chart 38.1 it is possible to determine either the parallel impedance 
(Z), reactance {X) or resistance {R) knowing the other two values. Expressing the 
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capacitance (C) in microfarads, the inductance (L) in henrys and the frequency (F) 
in cycles use the bottom scale and read directly on to the chart. 

REACTANCE AND RESISTANCE IN PARALLEL 

CHART 38.1 



NNNISI-N N N N 
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(iv) Impedance of reactance and resistance in series 

To use Table 44, find the ratio R/X or X/R, refer to the table and find the corres- 
ponding ratio Z/X or Z/R. The table can also be used when Z is given together 
with one of the other quantities. It was for this reason that the table had to be ex- 
tended for values of R/X or X/R from 0.1 to 1.0 since otherwise it would have been 
sufficient to include values from 1 upwards or downwards but not both. Example : 
suppose X = 1600 ohms and R = 1000 ohms. Then X/R = 1.6 ; the table shows 
Z/R = 1.8868. Then Z equals 1 8868 R or 1886.8 ohms. 



lAiiL,h 44 : 


REACTANCE AND 




\TAT TTXjC TXT 




X/R 


Z/R 


X/R 


Z/R 


X/R 


Z/R 


or R/X 


or Z/X 


or R/X 


or Z/X 


or R/X 


or Z/X 


0.10 


1,0050 


0.53 


1.1318 


0.96 


1.3862 


0.11 


1.0060 


0.54 


1.1365 


0.97 


1.3932 


0.12 


1.0072 


0.55 


1.1413 


0.98 


1.4001 


0.13 


1.0084 


0.56 


1.1461 


0.99 


1.4071 


0.14 


1.0097 


0.57 


1.1510 


1.00 


1.4141 


0.15 


1 0112 


0.58 


1.1560 


1.1 


1.4866 


0.16 


1.0127 


0.59 


1.1611 


1.2 


1.5621 


0.17 


1.0144 


0.60 


1.1662 


1.3 


1.6401 


0.18 


1.0161 


0.61 


1.1714 


1.4 


1.7205 


0.19 


1.0179 


0.62 


1.1765 


1.5 


1.8028 


0.20 


1.0198 


0.63 


1.1819 


1.6 


1.8868 


0.21 


1.0218 


0.64 


1.1873 


1.7 


1 .9723 


0.22 


1.0239 


0.65 


1.1927 


1.8 


2.0591 


0.23 


1.0261 


0.66 


1.1981 


1.9 


2.1471 


0.24 


1.0284 


0.67 


1 .2037 


2.0 


2.2361 


0.25 


1.0308 


0.68 


1 .2093 


2.1 


2.3259 


0.26 


1.0333 


0.69 


1 7140 




f 4166 


0.27 


1.0358 


0.70 


1 .2207 


2.3 


2.5080 


0.28 


1.0384 


0.71 


1.2264 


2.4 


2 6000 


0.29 


1.0412 


0.72 


1 .2322 


2.5 




0.30 


1.0440 


0.73 


1.2381 


2.6 


2.7857 


0.31 


1.0469 


0.74 


1.2440 


2.7 


2.8792 


0.32 


1.0499 


0.75 


1.2500 


2.8 


2.9732 


0.33 


1.0530 


0.76 


1.2560 


2.9 


3.0676 


0.34 


1.0562 


0.77 


1.2621 


3.0 


3.1623 


0.35 


1.0595 


0.78 


1 .2682 


3.1 


3.2573 


0.36 


1 .0628 


0.79 


1.2744 


3.2 


3.3526 


0.37 


1.0662 


0.80 


1.2806 


3.3 


3.4482 


0.38 


1.0698 


0.81 


1.2869 


3.4 


3.5440 


0.39 


1.0733 


0.82 


1.2932 


3.5 


3,6400 


0.40 


1.0770 


0.83 


1.2996 


3.6 


3.7362 


0.41 


1.0808 


0.84 


1.3060 


3.7 


3.8327 


0.42 


1.0846 


0.85 


1.3125 


3.8 


3.9293 


0.43 


1.0885 


0.86 


1.3190 


3.9 


4.0262 


0.44 


1.0925 


0.87 


1.3255 


4.0 


4.1231 


0.45 


1.0966 


0.88 


1.3321 


4.1 


4.2202 


0.46 


1.1007 


0.89 


1.3387 


4.2 


4.3174 


0.47 


1.1049 


0.90 


1.3454 


4.3 


4.4147 


0.48 


1.1092 


0.91 


1.3521 


4.4 


4.5122 


0.49 


1.1136 


0.92 


1,3588 


4.5 


4.6098 


0.50 


1.1180 


0.93 


1.3656 


4.6 


4.7074 


0.51 


1.1225 


0.94 


1.3724 


4.7 


4.8052 


0.52 


1.1271 


0.95 


1.3793 


4.8 


4.9030 
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TABLE 44 (Continued) 



X/R 


Z/R 


X/R 


Z/R 


X/R 


Z/R 


or R/X 


or Z/X 


or R/X 


or Z/X 


or R/X 


or Z/X 


A Q 


j.uuuy 


o.o 


o.o / JZ 


O.J 


o. jduu 


D.yj 


s noon 


ft 7 


ft 7741 


R 4 
o.*± 


8 4594 


S 1 


1 071 
J. 1 y ( 1 


6 8 


ft R7^1 
O.o / Jl 


8.5 


8.5580 


5.2 


5.2952 


6.9 


6.9720 


8.6 


8.6576 


J. J 


J. jyj J 


7 n 


7 071 1 


8.7 


8.7572 




j.'±y lo 


7 1 


7 1 701 


o.o 


8.8566 


J.J 


J. jyui 


7 9 


7 9fiQl 


0.3 


8.9560 


J.O 


J.OcSOj 


/.J 


7 "^ARl 


0 o 


y.v J J"* 


D. I 


D.ioii 


■7 /! 
/.4 


/.4d/1 


y.i 


y.i j4o 


5.8 


5.8856 


7.5 


7.5662 


9.2 


9.2542 


5.9 


5.9841 


7.6 


7.6654 


9.3 


9.3536 


6.0 


6.0828 


7.7 


7.7646 


9.4 


9.4530 


6.1 


6.1814 


7.8 


7.8638 


9.5 


9.5524 


6.2 


6.2801 


7.9 


7.9630 


9.6 


9.6518 


6.3 


6.3789 


8.0 


8.0623 


9.7 


9.7512 


6.4 


6.4777 


8.1 


8.1615 


9.8 


9.8507 


6.5 


6.5764 


8.2 


8.2608 


9.9 


9.9503 










10.0 


10.0499 



From Chart 38.2 (page 1384) it is possible to determine either the series impedance 
(Z), reactance (X) or resistance (R) knowing the other two values. Expressing the 
capacitance (C) in microfarads, the inductance (L) in henrys and the frequency (/) 
in c/Sj use the top scale and read directly on to the chart. 

Tables 43, 44 and charts 38.1, 38.2 are reprinted from the Aerovox Research Worker 
11, Nos. 1 and 2 (Jan. and Feb. 1939) by courtesy of the Aerovox Corporation. 
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CHART 38.2 

REACTANCE AND RESISTANCE IN SERIES 
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Z.500 
Z.600 

2-700 

!:§88 

Z-(0OO 



Z-3000 

Z-4000 
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z-eooo 

J.900O 
Z- (0,000 
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2-30,000 

2.40,000 
2-5O.00O 
2-60.000 

r-70,000 
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Resistance and reactance in series — Alternative method 

Chart 38.3 assists in the evaluation of the impedance Z and its phase angle 0 when 
the values of resistance R and reactance X are knovra. Firstly read R along the 
horizontal scale, then read upwards to the value of }X \ the magnitude of Z is given 
by the radius which may be read by running the eye down the arc to the horizontal 
axis. The angle of Z is given directly by the angle at the point of intersection. For 
example, i? = 15 ohms in series with jX = 5.6 ohms gives R + jX = 16 ohms, 
Z.20° (approx.). When any value of i? or is greater than the limits on the chart, 
both scales should be multiplied by the same factor. For example, R = 150 ohms 
in series ■wiih.jX = 56 ohms gives R + jX = 160 ohms, Z20°. Negative reactances 
may be treated as positive when using the chart, but the angle of Z will then be nega- 
tive. 



CHART 38.3 



RESJSTANCEl REACTANCE IN SERIES 
R+^X- Zip" 

80° 70° 6Q° 50* 
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(v) Resonance 

(A) Resonance frequency table (audio frequencies) 

TABLE 45 : RESONANCE FREQUENCY C/S 





DKf 






AC\C\ 


1 C\(\C\ 
i.\jKj\J 




5000 


10 000 




1 A 1 




fi.'X'X 
OD3 


iDo 


'iD.J 


O.JJ 






















0.507 


0.25 


40.5 


10.1 


2.53 


633 


101 


25,3 


A Ait 


1 A1 


A 1 


lUl 


ZD.D 




1 CO 
I. Do 






1 A 1 




0.05 


203 


50.7 


12.7 


3.17 


507 


127 


20.3 


5.07 


0.02 


507 


127 


31.7 


7.91 


1.27 


317 


50.7 


12.7 


0.01 


1010 


253 


63.3 


15.8 


2.53 


633 


101 


25.3 


0.005 


2030 


507 


127 


31.7 


5.07 


1.27 


203 


50.7 


0.002 


5070 


1270 


317 


79.1 


12.7 


3.17 


507 


127 


0.001 


10 100 


2530 


633 


158 


25.3 


6.33 


1.01 


253 



Inductance values above the stepped line are in millihenrys and those below in 
henry s. 

(B) R-F solenoid design chart 

Chart 38.4 enables the radio engineer to determine the approximate number of 
turns on a solenoid of specified diameter and length, to resonate at a specified fre- 
quency with a specified capacitance. (Chart by P. G. Sulzer in Tele-Tech, May 
1951, p. 45 and reproduced by kind permission). 

The following example will indicate the method : 

It is desired to design a coil for a harmonic generator which is to operate at a fre- 
quency of 10 IVIc/s with a total capacitance of 50 ixfiV. Drawing a straight line be- 
tween 10 Mc/s on the / scale and 50 jj-ixV on the C scale, the inductance L is found to 
be approximately 5 ^H. This value need not be recorded unless it is required for 
some other purpose. Assuming that the winding is to be one inch in diameter by 
two inches long, the intersection of the appropriate lines is found in the graph at the 
right-hand side of the chart. This intersection is projected horizontally to the left 
as shovra, and then a straight line is drawn to the 5 point on the L scale. The 
result is found to be 22 turns, as indicated on the n scale. 

(vi) Approximations in the calculation of impedance for reactance 
and resistance in series and parallel 

When a resistance and a reactance are in series, and the reactance is numerically 
smaller than the resistance, the value of the resistance may be taken as being an ap- 
proximation to the impedance, with the errors indicated below : 

R/X = 1 2 3 4 5 7 10 

error = 29% 11% 5% 3% 2% 1% 0.5% 

When a resistance and a reactance are in parallel, and the reactance is nxmierically 
larger than the resistance, the value of the resistance may be taken as being an approxi- 
mation to the impedance, with the errors indicated below : 

X/R = 1 2 3 4 5 7 10 

error = 41% 12% 5.5% 3% 2% 1% o.5% 
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(vii) Reactance chart 

A very complete form of reactance chart, including reactance, frequency, inductance, 
capacitance, susceptance, wavelength and time constant, is given by H. A. Wheeler 
"Reactance Chart" Proc. I.R.E. 38.12 (Dec. 1950) 1392. 



CHART 38.4: R-F SOLENOID DESIGN CHART— iee page 1386. 
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SECTION 10 : SCREW THREADS, TWIST DRILLS AND SHEET 

GAUGES 

Cj) Standard American screws used in radio manufacture (li) B.A. screw threads 
(w) Whittoorth screw threads (iv) Unified screw threads (») Drill sizes for self- 
tapping screws Qvi') Wood screws (vii) Ticist drill sizes {viii) Sheet steel gauges. 
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(ii) B.A. screw threads 



TABLE 47 
Dimensions given are only approximate 



B.A. 


Outside 


Core 


Turns 


Clearing 


Tapping 


No. 


dia. 


dia. 


per in. 


drill 


drill 


0 


.236 


.189 


25.4 


i in. or " B " 


10-12 


1 


.209 


.166 


28.3 


2-3 


18-19 


2 


.185 


.147 


31.4 


10-11 


25-26 


3 


.161 


.127 


34.8 


18-19 


30-31 


4 


.142 


.111 


38.5 


26-27 


33-34 


5 


.126 


.098 


43.1 


29-30 


39-40 


6 


.110 


.085 


47.9 


32-33 


44 


7 


.098 


.076 


52.9 


38-39 


48 


8 


.087 


.066 


59.2 


42-43 


51 


9 


.075 


.056 


65.1 


46-47 


53 


10 


.067 


.050 


72.5 


49-50 


55 



(iii) Whitworth screw threads 

TABLE 48 



Outside 


Core 


Threads 


Tapping 


dia. 


dia. 


per inch 


drill 


1/8 in. 


.093 in. 


40 


41 


3/16 in. 


.134 


24 


9/64 in. 


1/4 in. 


.186 


20 


12 


5/16 in. 


.241 


18 


1/4 in. 


3/8 in. 


.295 


16 


5/16 in. 


1/2 in. 


.393 


12 


13/32 in. 


5/8 in. 


.509 


11 


17/32 in. 


3/4 in. 


.622 


10 


5/8 in. 


1 in. 


.840 


8 


27/32 in. 
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(iv) UNIFIED SCREW THREADS 
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(iv) Unified screw tkreads 

Provisional British Standard B.S. 1580 : 1949. 
American Standard A.S.A. Bl. 1—1949. 



TABLE 49 



Designation 


Pitch 


Turns 


Major 
diameter 


Effective 
diameter* 


Minor 


diameter 


Nut and 
bolt 


Nut and 
bolt 


Nut 
(design 
size)t 


Bolt 


Coarse Thread 


in. 


per in. 




in. 


in. 


in. 


in. 


1/4-20.UNC 


0.05000 


20 


0.2500 


0.2175 


0.1959 


0.1887 


5/'6-18.UNC 


0.05556 


18 


0.3125 


0.2764 


0.2524 


0.2443 


3/8-16.UNC 


0.06250 


16 


0.3750 


0.3344 


0.3073 


0.2983 


7/16-14.UNC 


0.07143 


14 


0.4375 


0.3911 


0.3602 


0.3499 


1/2-12.UNC 


0.08333 


12 


C.5000 


0.4459 


0.4098 


0.3978 


9/16-12.UNC 


0,08333 


12 


0.5625 


0.5084 


0.4723 


0.4603 


5/8-1 l.UNC 


0.09091 


11 


0.6250 


0.5660 


0.5266 


0.5135 


3/4-lO.UNC 


0.10000 


10 


0.7500 


0.6850 


0.6417 


0.6273 


7/8-9.UNC 


0.11111 


9 


0.8750 


0.8028 


0.7547 


0.7387 


1-8.XJNC 


0,12500 


8 


1.0000 


0.9188 


0.8647 


0.8466 


Fine Thread 














1/4-28.UNF 


0.03571 


28 


0.2500 


0.2268 


0.2113 


0.2062 


5/16-24.UNF 


0.04167 


24 


0.3125 


0.2854 


0.2674 


0.2614 


3/8-24.UNF 


0.04167 


24 


0.3750 


0.3479 


0.3299 


0.3239 


7/16-20.UNF 


0.05000 


20 


0.4375 


0.4050 


0.3834 


0.3762 


1/2-20.UNF 


0 05000 


20 


0.5000 


0.4675 


0.4459 


0.4387 


9/16-18.UNF 


0.05556 


18 


0.5625 


0.5264 


0.5024 


0.4943 


5/8-18.UNF 


0.05556 


18 


0.6250 


0.5889 


0.5649 


0,5568 


3/4-16.UNF 


0.06250 


16 


0.7500 


0.7094 


0.6823 


0.6733 


7/8-14.UNF 


0.07143 


14 


0.8750 


0.8286 


0-7977 


0,7874 


1-12.UNF 


0.08333 


12 


1.0000 


0.9459 


0.9098 


0.8978 



*American : Pitch diameter. 

tCorresponds to a fiat of ^/4 where p = pitch. 

Note : The final decimal point is subject to slight modification when the British 
Standard has been approved. 
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(v) Drill sizes for self-tapping screws 

TABLE 50 



Screw No. 


Metal 
thickness* 
mils 


Drill size 


Screw No. 


Metal 
thickness* 
mils 


Drill size 


2 


16 


52 


4 


50 


41 


2 


20 


52 


4 


62 


39 


2 


25 


51 


4 


78 


38 


2 


31 


50 


6 


10 


37 


2 


39 


49 


6 


20 


37 


2 


50 


49 


6 


25 


36 


2 


62 


48 


6 


31 


36 


4 


16 


44 


6 


39 


35 


4 


20 


44 


6 


50 


34 


4 


25 


43 


6 


62 


32 


4 


31 


42 


6 


78 


31 


4 


39 


42 


6 


99 


30 



*Por steel or brass. Use a somewhat smaller hole for softer metals. 



(vi) Wood screws 

TABLE 51 





American National Standard 


British Practice 


No. 




















shank 


clearance 


shank 


clearance 




dia. in. 


drill No. 


dia. in. 


drill No. 


0 


0.060 


50 


0.063 


52 


1 


.073 


49 


.066 


51 


2 


.086 


44 


.080 


46 


3 


.099 


39 


.094 


41 


4 


.112 


33 


.108 


35 


5 


.125 


30 


.122 


30 


6 


.138 


28 


.136 


28 


7 


.151 


24 


.150 


23 


8 


.164 


19 


.164 


18 


9 


.177 


16 


.178 


14 


10 


.190 


11 


.192 


9 


11 


.203 


6 


.206 


4 


12 


.216 


2 


.220 


1 


14 


.242 


E 


.248 


E 


16 


.268 


I 


.276 


K 
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(vii) Twist drill sizes 

TABLE 52 



Number drills 



Drill 


Dia. 


Drill 


Dia. 


Drill 


Dia. 


No. 


Inch 


No. 


Inch 


No. 


Inch 


1 


.2280 


28 


.1405 


55 


.0520 


2 


.2210 


29 


.1360 


56 


.0465 


3 


.2130 


30 


.1285 


57 


.0430 


4 


.2090 


31 


.1200 


58 


.0420 


5 


.2055 


32 


.1160 


59 


.0410 


6 


.2040 


33 


.1130 


60 


.0400 


7 


.2010 


34 


.1110 


61 


.0390 


8 


.1990 


35 


.1100 


62 


.0380 


9 


.1960 


36 


.1065 


63 


.0370 


10 


.1935 


37 


.1040 


64 


.0360 


11 


.1910 


38 


.1015 


65 


.0350 


12 


.1890 


39 


.0995 


66 


.0330 


13 


.1850 


40 


.0980 


67 


.0320 


14 


.1820 


41 


.0960 


68 


.0310 


15 


.1800 


42 


.0935 


69 


.0292 


16 


.1770 


43 


.0890 


70 


.0280 


17 


.1730 


44 


.0860 


71 


.0260 


18 


.1695 


45 


.0820 


72 


.0250 


19 


.1660 


46 


.0810 


73 


.0240 


20 


.1610 


47 


.0785 


74 


.0225 


21 


.1590 


48 


.0760 


75 


.0210 


22 


.1570 


49 


.0730 


76 


.0200 


23 


.1540 


50 


.0700 


77 


.0180 


24 


.1520 


51 


.0670 


78 


.0160 


25 


.1495 


52 


.0635 


79 


.0145 


26 


.1470 


53 


.0595 


80 


.0135 


27 


.1440 


54 


.0550 







Letter drills 





Dia. 




Dia. 




Dia. 


Letter 


Inch 


Letter 


Inch 


Letter 


Inch 


A 


0-2340 


J 


0.2770 


S 


0.3480 


B 


0.2380 


K 


0.2810 


T 


0.3580 


C 


0.2420 


L 


0.2900 


U 


0.3680 


D 


0.2460 


M 


0.2950 


V 


0.3770 


E 


0.2500 


N 


0.3020 


w 


0.3860 


F 


0.2570 


O 


0.3160 


X 


0.3970 


G 


0.2610 


P 


0.3230 


Y 


0.4040 


H 


0.2660 


Q 


0.3320 


Z 


0.4130 


I 


0.2720 


R 


0.3390 
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(viii) Sheet metal gauges 



TABLE 53 : Thickness and weight per square foot 





Birmingham 


American 












Gauge 


(B.G.) 


Manufacturers 
Standard Gauge* 


B & S (American) 
for non-ferrous sheet 










for sheet steel 










Gauge 




















steel 








lb per 


square foot 






inch 


Ib/ft^ 


inch 


lb/ft'' 


inch 


copper 


brass aluminium 


10 


.1250 


5.100 


1345 


5.625 


.1019 


4.71 


4.51 


1.44 


11 


.1113 


4.541 


.1196 


5.000 


.0907 


4.19 


4.02 


1.28 


12 


.0991 


4.043 


.1046 


4.375 


.0808 


3.74 


3.58 


1.14 


13 


.0882 


3.599 


.0897 


3.750 


.0720 


3.33 


3.19 


1.01 . 


14 


.0785 


3.203 


.0747 


3.125 


.0641 


2.96 


2.84 


.903 


15 


.0699 


2.852 


.0673 


2.8125 


.0571 


2.64 


2.53 


.804 


16 


.0625 


2.550 


.0598 


2.500 


.0508 


2.35 


2.25 


.716 


17 


.0556 


2.268 


.0538 


2.250 


.0453 


2.10 


2.01 


.638 


18 


.0495 


2.020 


.0478 


2.000 


.0403 


1.86 


1.78 


.568 


19 


.0440 


1.795 


.0418 


1.750 


.0359 


1.66 


1.59 


.506 


20 


.0392 


1.599 


.0359 


1.500 


.0320 


1.48 


1.42 


.450 


21 


.0349 


1.424 




1 . J / J 


.0285 


1.32 


1.26 


.401 


22 


.03125 


1.275 


.0299 


1.250 




117 
1.1/ 


1.12 


.357 


23 


.02782 


1.134 


.0269 


1.125 


.0226 


1.05 


1.00 


.318 


24 


.02476 


l.UlU 


.0239 


1.000 


.0201 


.931 


.890 


.283 


25 


.02204 


0.898 


.0209 


.8750 


.0179 


.829 


.793 


.252 




.01961 


0.800 


.0179 


.7500 


.0159 


.738 


.706 


.225 


27 


.01745 


0.712 


.0164 


.6875 


.0142 


.657 


.628 


.200 


28 


.015625 


0.636 


.0149 


.6250 


.0126 


.589 


.560 


.178 


29 


.0139 


0.567 


.0135 


.5625 


.0113 


.521 


.499 


.159 


30 


.0123 


0.502 


.0120 


.5000 


.0100 


.464 


.444 


.141 


31 


.0110 


0.449 


.0105 


.4375 


.00893 


.413 


.395 


.126 


32 


.0098 


0.400 


.0097 


.40625 


.00795 


.368 


.353 


.112 


33 






.0090 


.3750 


.00708 


.328 


.314 


.100 


34 






.0082 


.34375 


.00635 


.292 


.279 


.089 


35 






.0075 


.3125 


.00562 


.260 


.249 


.079 



*Based on 41.820 lb. per sq. foot per inch thick ; variations in thickness are to be expected. 
Other gauges are based directly on thiclcness ; variations in weight per square inch are to be expected. 



American Standard Preferred Thicknesses for uncoated thin flat metals 
(ASA. B32.1— 1941). 

This series of thickness is given in inches. 



TABLE 54 





0.180 


0.090 


0.045 


0.022 


0.011 






0.160 


0.080 


0.040 


0.020 


0.010 


0.005 




0.140 


0.071 


0.036 


0.018 


0.009 






0.125 


0.063 


0.032 


0.016 


0.008 


0.004 


0.224 


0.112 


0.056 


0.028 


0.014 


0.007 




0.200 


0.100 


0.050 


0.025 


0.012 


0.006 
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SECTION 11 : TEMPERATURE RISE AND RATINGS 



360 
240 



ojoo 

is 

o 

g 160 



10 20 30 40 50 60 70 

POWER IN PER CENT OF RATED WATTAGE 



eo 90 100 

FIC. 36.7 



Fig. 38.7. Curves of temperature rise of power viire-ioound resistors in free air. The 
temperature is considerably affected by the radiating properties of the coating. Type A 
coating refers to a vitreous enamel which is used for " tropic proofed " application and 
type B coating refers to an organic cement coating. 
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Lead 
a = 1379 
Dia. S.W.G. 
inch Appiox. 


(TIcnOJOJCMCJi-Hr.* 

—cooqotnvoininov 

O— i—iMf^fSini^ 
Sooooooo 


Tin-Lead Alloy 

a = 1318 
Dia. S.W.G. 
inch Approx. 


Sooooooo 


Tin 
a = 1642 
Dia. S.W.G. 
inch Approx. 


Sooooooo 


German Silver 

a = 5230 
Dia. S.W.G. 
inch Approx. 


OOOOQ—itNCO 

Sooooooo 


Alimiinium 

a = 7585 
Dia. S.W.G. 
inch Approx. 


^o^^o^^-vool^lO 

\OF-<'3<iri\oo^o 
SoSSoooo 


Copper 
a = 10 244 
Dia. S.W.G. 
Inch Approx. 


cim^mvoovino 
000000^03 
00000000 


Fusing 
Current 
(Amperes) 


— icst<i.*inopo 

M M CI 



SECTION 12 : FUSES 

The fusing current of wire 
depends largely upon external 
conditions such as atmospheric 
temperature, method of mount- 
ing, proximity of other objects, 
and time of operation. For 
sizes up to about 25 amps, a 
simple construction may be used 
with metals such as aluminitmi 
or special alloys which produce 
a minimum vapour on fusing. 

Copper wire, operated near 
the fusing current, is particularly 
subject to corrosion and should 
therefore be coated with a metal 
— such as tin— which does not 
oxidise so readily. 

Table 55 applies only to con- 
ditions with the wire freely 
suspended in air. The maxi- 
mum safe working current may 
be taken as approximately 67% 
of the fiising current under the 
same conditions. 

Fuses designed for inter- 
mediate values of ciurent may 
be calculated from the formula 



diameter = 



^current\'/' 



where a is the factor given in 
Table 55. 

See Chapter 35 Sect. 9(iv) 
for fuses in radio receivers. 
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SECTION 13 : CHARACTERISTICS OF LIGHT ; PANEL LAMPS 

(i) Visibility curves of human eye, and relative spectral energy curves of sunlight 
and tungsten lamp (ii) Velocity of light (Hi) American panel lamp characteristics., 

(i) Visibility curves of human eye, and relative spectral energy 
curves of sunlight and tungsten lamp (Fig. 38.8) 

The wavelength of light is measured in Angstrom ^Units (A"). One Angstrom 
Unit is equal to 1/10 000 of a micron, that is 1/10 of a milli-micron.' A micron is 
1/1 000 000 (10-") of a metre. 

The wavelengths visible to the human eye extend from about 4000 to 7000 A°. 
Beyond these extends the region of " invisible light " which, although invisible to 
the human eye, may be detected by the photo-tube or other means. 

The eye, when accustomed to high light intensity, is most sensitive to a wavelength 
of 5550 A°, in the green-yellow region. The relative visibility curve for these con- 
ditions is Curve A, which is taken after H. E. Ives*. As the light intensity is reduced, 
the wavelength at which the eye is most sensitive decreases imtil at very low intensity 
it is approximately as shown in Curve B. 

Different light sources have different spectral energy curves. The curve for sun- 
light (Curve C is for sunlight at the earth's surface at a zenith distance of 25°) is more 
nearly constant over the range of visible light than that for a tungsten lamp (Curve D 
is for a 1000 watt gasfilled tungsten lamp, 20 lumens per watt). The relative posi- 
tions of curves C and D are quite arbitrary. 

5070 A\ 5550 A° 



5 0 







Z' y 

^ 1- 
















1 


h- 












1 

1- 


1 \ 














1 
















1— / — 
^h- 
















1 




-V — 

\ 
















\ 










/ 






\ 

V-, 
















\ 


H ^ 








/ 














4,000 1 5,000 
j WAVELENGTH 


8,000 
ANGSTROMS 
1 1 


7,000 

i 



ULTRA- VIOLET _ GREEN RED ,nfra_ 

VIOLET 5LUE YELLOW "^0 

FIG. 38. 8 



Fig. 38.8. Relative visibility curves, etc. {for description see text). 



(ii) Velocity of light 

Velocity of light in a vacuum = 2.9979 x 10' metres/sec. 

^ 3 X 10* metres/sec. 
See Editorial, W.E. 28.331 (April 1951) 99. 
Also Electronic Eng. (Dec. 1950) 524. 
Photometric units — see page 1334. 

See also page 1376 (vii) Chemical and Physical Constants. 



*See R. A. Houston, " Vision and Colour Vision," Longmans Green and Co. (1932) Chapter 5- 
tThe name Angstrom is Swedish, pronounced " ongstrem." 
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(iii) American panel lamp characteristics 

(RTMA Standard REC-137, October 1951). 



TABLE 56 : AMERICAN STANDARD PANEL LAMPS 



Trade 


Circuit 


Design 


Amperes 


Approx. 








Number 


Volts 


Volts 


or Watts 


CP. 


Life* 


Bulb 


Base 


40 


6.3 


6.3 


0.1 5A 


i 


3000 


T-3i 


(A) 


41 


2.5 


2.5 


0.50A 




3000 


T-3i 


(A) 


44 


6.3 


6.3 


0.25A 


i 


3000 


T-3i 


(B) 


46 


6.3 


6.3 


0.25A 


i 


3000 


T-3i 


(A) 


49 


2 


2 


0.06A 




1000 


T-3i 


(B) 


48 


2 


2 


0.06A 




1000 


T-3i 


(A) 


47 


6.3 


6.3 


0.15A 


4 


3000 


T-3i 


(B) 




115-125 


120 


low 


3 


3000 + 


C7 


(C) 



A. Miniature screw base. B. Miniature bayonet base, single contact. C. Can- 
delabra bayonet base, double contact. 



SECTION 14 : GREEK ALPHABET 



TABLE 57 : GREEK ALPHABET 



Name 


Large 


Small 


English Equivalent 


alpha 


A 


a 


a 


beta 


B 




b 


gamma 


r 


Y 


g 


delta 


A 


a 


d 


epsilon 


E 




e (short e as in " met ") 


zeta 


Z 




z 


eta 


H 


-n 


e (long e as in " meet ") 


theta 


0 


e 


th 


iota 


/ 


L 


i 


kappa 


K 


V. 


k 


lambda 


A 


A 


1 


mu 


M 


,u 


m 


nu 


N 


V 


n 


xi 


S 




X 


omicron 


o 


0 


0 (as in " olive ") 


pi 


n 


rt 


P 


rho 


p 


P 


r 


Sigma 


z 


a 


s 


tau 


T 


T 


t 


upsilon 


Y 


V 


u 


phi 


* 


<P 


ph 


chi 


X 


X 


ch (as in " school ") 


psi 


"f 


<!• 


ps 


omega 


Q 


to 


o (as in " hole ") 



* Rated average laboratory life expectancy in hours at design volts. 
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SECTION 15 : DEFINITIONS 

Most words which need explanation are explained or defined in the text and a 
reference is given in the index. The definitions below are supplementary and not 
inclusive. 

See also other references at end of definitions (pp. 1403-1404). 

A 

A-battery Battery for supplying power to the valve filaments. (English name 
L.T. battery). 

Absolute value Refers to magnitude without regard to direction or sign. De- 
signated 1^4 1 . 

A.C./D.C. receiver One which operates from either power source. 

Acoustical feedback The operation of a microphone by the return to it of sound 

waves from the loudspeaker in the same sound system, reinforcing the input. 

It can cause sustained oscillation, or howling. A similar effect can occur from 

a microphonic valve. 
Air-core Having no iron in its magnetic circuit. 

Algebraic sum The sum of two or more quantities paying due regard to the posi- 
tive or negative sign before each quantity. 

Alternating current (or voltage) One that alternates regularly in direction, which 
is periodic and has an average value (over a period) of zero. 

Ambient temperature The temperature of the air at a particular point, usually 
as indicated by a thermometer. 

Amplification Increase in signal voltage (or power). 

Angular velocity of a rotating body is the angle through which any radius turns in 

one second, generally expressed in radians per second. 
Anode Positive electrode or plate. 

Antinode A point on a stationary wave system which has a maximum amplitude. 
Asymmetrical Having different characteristics for conduction in the two directions. 
Attenuation Decrease in signal voltage or power. 

Audio frequency A frequency within the range of frequencies audible to the 

normal human ear (say 25-16 000 c/s). 
Axial leads Leads from the ends of resistors, capacitors, etc. 

B 

B-battery The battery which supplies power to the plate and screen circuits. 

(English name is H.T. battery). 
B-supply A plate and screen voltage source for a receiver and amplifier. 
Band Frequencies between a specific upper and lower limit. 
Band-pass Passing a specific band of frequencies only. 

Bandspread A means for spreading the coverage, on the dial, of a band of fre- 
quencies. 
Bass Low audio frequencies. 

Bass boost To boost the amplification at bass frequencies relatively to that at 
higher frequencies. 

Beating A periodic variation in the amplitude of an oscillation (or sound) which is 

the resultant of two or more oscillations (or sounds) of different frequencies. 
Bias Voltage applied to the grid to obtain the desired operating point. 
Bleeder resistor Resistor connected across a voltage source to provide an additional 

load. The term is sometimes applied to a voltage divider carrying a relatively 

heavy current to provide good regulation. 
Blocking Cutting off the plate current by a high negative bias on the grid. For 

Grid Blocking see page 21. 
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Bogie Each individual characteristic in the manufacturing specification is normally 
prescribed as a bogie value with plus and minus tolerances. The bogie value of 
a characteristic is the exact value specified for that characteristic by the valve 
manufacturing specifications. 

Bucking Two forces opposing one another. 

By-pass condenser One which allows alternating current to by-pass part of a 
circuit. 

C 

C-battery Battery which supplies voltage to the grid. Also known as bias battery. 
Capacitor Condenser. 

Carrier frequency The frequency of a component of a modvilated wave which 
is the same as that of the wave before modulation is applied. 

Carrier wave The unmodulated wave radiated by a broadcast station. 

Cascade In an amplifier, when the output of one valve is used to control the grid 
circuit of another valve, the valves are said to be in cascade. 

Cathode Negative electrode. 

Cathode current The total electronic current passing through the cathode. 
Channel The assigned band of frequencies within which a broadcast station is 

expected to keep its modulated carrier. 
Choke coil Inductance. 
Co-azial Having a common axis. 

Compliance The ratio of the displacement of a body to the force applied. The 

inverse of stil&iess. 
Condenser Capacitor. See Chapter 4. 

Consonance The agreeable effect produced by certain intervals (in music). 
Constant A quantity which retains its fixed value under all conditions. 
Converter The stage in a receiver which converts the frequency from radio fre- 
quency to intermediate frequency. 
Co-planar In the same plane. 
Core The centre of a coil. 

Cross modulation The modulation of the carrier of the desired signal by an un- 
desired signal. 

Cut-off frequency The frequency beyond which the attenuation increases rapidly. 
Cycle A cycle is one complete series of values of a periodic quantity. These 
values repeat themselves at regular intervals. 

D 

Delay Time delay is when an interval of time occurs between cause and effect. 
Voltage delay, as in an a.v.c. system, is when a specified voltage has to be de- 
veloped before there is any effect. 

Demodulation A process by which the carrier frequency is removed, and the 
modulating frequencies retained. 

Denominator The part of a fraction below the fraction bar. 

Detection Demodulation by means of an asymmetrical conducting device. 

Dissipation Loss of electrical energy. 

Dissonance The disagreeable effect produced by certain intervals (in music). 

Dividend Number to be divided by divisor. 

Divisor Number by which the dividend is to be divided. 

Drain To take current from a voltage source. 

Driver A power amplifier stage which drives a Class B or other following stage 

requiring input power. 
Dynamic (1) Having a moving coil in a magnetic field. 

(2) When applied to a valve with signal voltage on the grid, usually with plate 
load in circuit. 

(3) " Dynamic characteristic " is the mutual characteristic when a (usually 
resistive) load is in the plate circuit. 



1400 



DEFINITIONS 



38. IS 



E 

Effective current The value of alternating or varying current which produces the 
same heating effect as the same value of direct current. It is the same as r.m.s. 
current. 

Efficiency The ratio or percentage of output to input. 

Electromotive force That force which tends to cause an electric current to flow 

in a circuit. The practical unit is the volt. 
Empirical Obtained from experimental data. 

Envelope The envelope of a periodic wave is obtained by passing one smooth 
curve through the maximum, another through the minimum, points or peaks of 
the wave. 

Equation A mathematical equation is a statement that the terms to the left of the 

equal sign are equal to those on the right. 
Equivalent circuit A relatively simple circuit which may be used in calculations 

as having the same effect as the actual circuit. 
Excitation A signal voltage applied to the control electrode of a valve. 
Exponential curve The same as a logarithmic curve. See Chapter 6 Sect. 2(xvii) 

for exponential functions. 
Expression A mathematical expression is a combination of terms giving the value 

of some quantity. 

F 

Factor Any of the numbers whose product equals the given number. 
Factorial n Is the multiple product n{n — V){n — 2) ... . 3x2x1. 
First detector The same as Converter. 

Frequency The number of cycles per second j the reciprocal of the period. 
Frequency changer The same as Converter. 

Function A function is a quantity whose value depends on the value of a variable 
quantity. 

Fundamental frequency The lowest frequency of a number of harmonically 
related frequencies. 

G 

Generator A device which develops electrical voltage either direct or alternating 

at any frequency. 
Gramophone Also known as a Phonograph. 
Ground Earth, or conductor serving as the earth. 

H 

Hard valve A valve which has reverse grid current less than the specified maximum 
for its type. 

Harmonic frequency A frequency which is a multiple of the fundamental fre- 
quency. Twice fundamental frequency is called the second harmonic, etc. 
Hertz Cycles per second. 

High level A relative term indicating the level of the final stages of an amplifier. 
High-pass filter A filter which passes all frequencies above a critical value. 
Honeycomb winding A coil winding in which spaces are left between turns so 

as to give the appearance of a honeycomb. 
Hunting (of a rotary machine) An oscillation of angular velocity about a state of 

uniform rotation. 

I 

Integer A whole number, having no fraction or decimal portion 
Intensity The strength of a quantity such as current, voltage or pressure. 
Intermediate frequency A frequency to which the incoming signal is changed 

in superheterodyne reception. 
Intermodulation The modulation of the components of a complex wave by each 

other, in a non-linear system. 
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L 

Layer winding A coil winding in which one layer is wound over another. 
Lead A connecting wire. 

Linear Having an input versus output characteristic which, when plotted on or- 
dinary graph paper, is a straight line. A distortionless amplifier is linear, be- 
cause its amplification is constant for all values of input voltage. 

Linear reflex detector (also called infinite input impedance detector) An anode- 
bend detector having its negative bias supplied from a high resistance cathode 
bias resistor which is by-passed for radio frequencies only. 

Line voltage The voltage of the power lines. Mains voltage. 

Load Any device which absorbs electrical power. 

Locus The path followed by a moving point. 

Loudness A subjective evaluation which is primarily a function of intensity but 

is strongly influenced by frequency. 
Low level A relative term indicating the level of the early stages of an amplifier 

(e.g. pre-amplifier). 

Low-pass filter A filter which passes all frequencies below a critical value. 

M 

Manual Adjusted by hand. 

Maximum signal Usually applied to the conditions under which the amplifier 
just reaches the point of " maximum undistorted power output." 

Maximum undistorted power output The maximum power output for a speci- 
fied distortion. 

Microphonic A valve or other component which amplifies sound waves or vibration 
sufficiently to produce a loud sound or continuous howl in the loudspeaker. 

Mirror image One curve is a mirror image of another when the first one, seen 
through a mirror, is identical with the second. 

Mixer The stage in a superheterodyne receiver in which the incoming signal is 
mixed with the voltage from a local oscillator to produce the intermediate fre- 
quency signal. Also a control which combines the output from a number of 
microphones in any desired proportion to the input of the main amplifier. 

Modulation The process by which the amplitude, frequency or phase of a carrier 
wave is modified in accordance with the characteristics of a signal. 

Monaural Hearing with one ear only. 

Motorboating Regeneration at low audio frequencies causing sounds like those 
of a motor boat. 

N 

Network An electrical circuit. See Chapter 4. 

Neutralization The process of balancing out an undesirable effect, such as re- 
generation. 

Node A point on a stationary wave system which has zero amplitude. 
Non-linear The opposite of linear. Distorted. 
Numerator The part of a fraction above the fraction bar. 

O 

Open circuit A circuit which is not complete and can therefore carry no current. 
Order " Of the order of " indicates " that the value is in the general vicinity of." 

The expression is looser than " approximately equal to." 
Output stage The final stage in an amplifier which supplies audio frequency power 

to a loudspeaker. Also known as power amplifier. 

P 

Parallel Conductors or components are in parallel when the current flowing in 
the circuit is divided between them. 

Parameter Where there are three variables, any one of them (called the para- 
meter) may be given a series of fixed values, and two dimensional curves may then 
be drawn to show the relationships between the remaining two variables. 

Penultimate Last but one. 
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Period The time for one complete cycle of values ; the reciprocal of the frequency. 
Phonograph Also known as a gramophone. 

Pitch A subjective observation of a musical sound, principally dependent on fre- 
quency but also affected by intensity. 

Polarity (1) electrical— a term applied to electrical apparatus when it is desired to 
indicate which terminal is positive and which is negative ; 
(2) magnetic— that quality of a body by virtue of which certain characteristic 
properties are manifested over certain regions of its surface, which are known as 
poles, and whose polarity is indicated by the term north or south pole. 

Potential The potential at a point is the potential difference between that point 
and earth. 

Potential difference The potential differenci between two points is equal to the 
work done in transferring unit quantity of positive electricity from one point to 
the other. The practical unit is the volt. 

Power pack The power supply of a radio receiver or amplifier. It converts the 
available voltage to the values required b" the plate, screen, and grid circuits. 

Q 

Q factor The ratio of reactance to resistance of a coil, condenser or resonant circuit. 
Quiescent Stationary. The quiescent operating point is that with instantaneous 
zero signal voltage. 

R 

Radial lead A lead at 90° to the axis. 

Radio frequency Any frequency at which electromagnetic radiation is used for 

telecommunication. 
Reciprocal of a number is 1 divided by the number. 

Rectification The process of converting an alternating current to unidirectional 
current by means of an asymmetrical conducting device. 

Ripple frequency The frequency of the a.c. component of a current when this 
component is small relative to the d.c. component. 

Roll-off A frequency response charaaeristic is said to have a roll-off when the 
attenuation at high or low frequencies has the same form as that of a single section 
low- or high-pass RC filter. The term is also used in a loose sense to cover any 
charaaeristic with gradually increasing attenuation at high or low frequencies, 
in distinction to a sharp cut-off. 

S 

Scalar Has magnitude and sign but no direction. 

Series Conductors or components are in series when traversed by the same current. 
Short circuit A low resistance coimection, usually accidental, across part of a 

circuit, restilting in excessive current flow. 
Shunt Same as parallel. 

Sideband A band of frequencies within which lie the frequencies of the waves 

produced by modulation. 
Side frequency A frequency produced by modvilation. 

Signal voltage The audio frequency voltage in aii a-f amplifier ; the modulating 
voltage in an r-f or i-f amplifier, also applied to the whole modulated carrier 
voltage. 

Sinusoidal Having the form of a sine (or cosine) wave. 

" Small compared with " A vague term indicating that it may be neglected in a 
rough approximation, or that its square may be neglected with only a small 
error — say " less than one tenth of." 

Soft valve One which has reverse grid current in excess of the specified maximum 
for its type. 

Space current The same as cathode current. 

Steradian The solid angle subtended at the centre of a sphere by an area on its 
surface nimierically equal to the square of the radius. The maximum possible 
value is 4ir steradians. 
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Strain Is the deformation produced by an applied stress, for example change in 
length per unit length produced by a tensile stress. 

Stress is the deforming force per unit area. Examples are tensile stress, compressive 
stress and bending stress. 

Subharmonic A component of a complex wave having a frequency which is an 
integral sub-multiple of the basic frequency. Example : basic frequency 300 
c/s ; subharmonics 150, 100, 75, 60, 50 c/s. 

Subscript Printed below the line. For example the letter m in g„ is a subscript. 

Superscript Printed above the line. For example the figure 2 in is a super- 
script. 

N.B. Q' is called " Q dash." 
Supersonic Air waves having frequencies above those which may be heard by the 

human ear. The preferred term is ultrasonic. 
Symmetrical Having the same characteristics for conduction in both directions. 

T 

Tap A connection at some point other than the ends. 

Term A portion of an expression which is separated from the other portions by 
+ or — signs. In a sequence, series or progression the terms may be separated 
by commas. 

Terminal A point to which electrical connections may be made. 
Tertiary Third. 

Tolerance The maximum permissible variation from an assigned value. 

Transducer A transducer is a device by means of which energy may flow from one 
or more transmission systems to one or more other transmission systems. The 
energy transmitted by these systems may be of any form (for example it may be 
electrical, mechanical or acoustical), and it may be of the same form or different 
forms in the various input and output systems (e.g. electro-acoustical). 
An electrical transducer is an electrical network by means of which energy 
may flow from one or more transmission systems to one or more other trans- 
mission systems ; in most cases it has two input and two output terminals. 
An electron-tube transducer is an electrical transducer containing one or 
more electron tubes (valves). Examples are an amplifler, and a frequency con- 
verter. 

Treble High audio frequencies. 

U 

Ultrasonic Air waves having frequencies above those which may be heard by the 
human ear. 

Unidirectional current Current which may change in value but never reverses 

its direction. 
Unity The figure 1. 

V 

Variable A quantity whose value changes. 

Variational The variational slope of a curve at a point is the differential slope at 
that point. 

Vector A quantity having both magnitude and direction. 

« Very small compared with " A vague term indicating that it may be neglected 

with only a small error — say " less than one twenty-fifth of." 
Voice coil Moving coil of a dynamic loudspeaker. 

W 

Work function The thermionic work fimction of a conductor is the definite amount 
of work which must be applied to release one electron. An electron must possess 
kinetic energy at least as great as the work fimction of the conductor to pass out 
through the surface. 

Z 

Zero signal Having no signal input voltage. 
See also 

" American Standard Definitions of Electrical Terms " A.S.A. C42-1941 (American 
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Institute of Electrical Engineers, New York). 

British Standard 204 : 1943 " Glossary of Terms used in Telecommunication " 
(British Standards Institution). 

Also Supplement No. 3 (1949) to BS204 : 1943 " Fundamental Radio Terms." 

British Standard 205 : 1943 " Glossary of Terms used in Electrical Engineering " 
(British Standards Institution). 

American I.R.E. Standards 

" Standards on electron tubes : Definitions of Terms, 1950," Proc. I.R.E. 38.4 
(April 1950) 426. 

38 IRE 6 SI Standards on Electroacoustics 1938. 
38 IRE 17 SI Standards on Radio Receivers 1938. 
50 IRE 24 SI Standards on Wave Propagation, 1950. 

(Proc. I.R.E. 38.11 November 1950 p. 1264). 
52 IRE 17 SI Standards on Receivers : Definitions of Terms, 1952. 

[Proc. I.R.E. 40.12 (Dec. 1952) 1681]. 

SECTION 16 : DECIMAL EQUIVALENTS OF FRACTIONS 



TABLE 58 : DECIMAL EQUIVALENTS OF FRACTIONS 



Fractions 


of an inch 


Decimal 


Fractions 


of an inch 


Decimal 




1/64 




0.0156 


1/2 




0.5000 


1/32 




0.0313 




33/64 


0.5156 




3/64 


0.0469 


17/32 




0.5313 


1/16 




0.0625 




35/64 


0.5469 




5/64 


0.0781 


9/16 




0.5265 


3/32 




0.0938 




37/64 


0.5781 




7/64 


0.1094 


19/32 




0.5938 


1/8 




0.1250 




39/64 


0.6094 




9/64 


0.1406 


5/8 




0.6250 


5/32 




0.1563 




41/64 


0.6406 




11/64 


0.1719 


21/32 




0.6563 


3/16 




0.1875 




43/64 


0.6719 




13/64 


0.2031 


11/16 




0.6875 


7/32 




0.2188 




45/64 


0.7031 




15/64 


0.2344 


23/32 




0.7188 


1/4 




0.2500 




47/64 


0.7344 




17/64 


0.2656 


3/4 




0.7500 


9/32 




0.2813 




49/64 


0.7656 




19/64 


0.2969 


25/32 




0.7813 


5/16 




0.3125 




51/64 


0.7969 




21/64 


0.3281 


13/16 




0.8125 


11/32 




0.3438 




53/64 


0.8281 




23/64 


0.3594 


27/32 




0.8438 


3/8 




0.3750 




55/64 


0.8594 




25/64 


0.3906 


7/8 




0.8750 


13/32 




0.4063 




57/64 


0.8906 




27/64 


0.4219 


29/32 




0.9063 


7/16 




0.4375 




59/64 


0.9219 




29/64 


0.4531 


15/16 




0.9375 


15/32 




0.4688 




61/64 


0.9531 




31/64 


0.4844 


31/32 


63/64 


0.9688 
0.9844 
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SECTION 17 : MULTIPLES AND SUB-MULTIPLES 

TABLE 59 : MULTIPLES AND SUB-MULTIPLES 



Alultiply reading in 


bv 


to obtain reading in 


Amperes 


1 000 000 000 000 


micromicroamperes 


Amperes 


1 000 000 


microftmperes 


Amperes 


1000 


milliamperes 


Farads 


1 000 000 000 000 


micromicrofarads 


Farads 


1 000 000 


microfarads 


Farads 


1000 


millifarads 


Hemrys 


1 000 000 


microbenrys 


Henrys 


1000 


millihenrys 


Volts 


1 000 000 


microvolts 


Volts 


1000 


millivolts 


Mhos 


1 000 000 


micromhos 


Mhos 


1000 


millimhos 


Watts 


1000 


milliwatts 


Cycles per second 


0.000 001 


megacycles per second 


Cycles per second 


0.001 


kilocycles per second 


Adicroamperes 


0.000 001 


amperes 


Milliamperes 


0.001 


amperes 


Micromicrofarads \ 


0.000 000 000 001 


farads 


Picofarads j 




Microfarads 


0.000 001 


farads 


Millifarads 


0.001 


farads 


Microhenrys 


0.000 001 


henrys 


Microvolts 


0.000 001 


volts 


Millivolts 


0.001 


volts 


Micromhos 


0.000 001 


mhos 


Millimhos 


0.001 


mhos 


Millivpatts 


0.001 


watts 


Kilowatts 


1000 


watts 


Megacycles per second 


1 000 000 


cycles per second 


Kilocycles per second 


1000 


cycles per second 


Megohms 


1 000 000 


ohms 
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SECTION 18 : NUMERICAL VALUES AND FACTORIALS 

(0 Numerical values (it) Factorials. 

(i) Numerical values 



TABLE 60 





Numeric 


Reciprocal 






More 




More 




Approx. 


accurately 


Approx. 


accurately 


7r 




■a 1 At drta 


0.318 3 


n ai Q afio o 
U.-)li> jUy y 


2n 




o.zo:> lOj 


U.IjV zi 


n 1 ^n 1 Rfi 


3tt 


9.4248 


9.424 778 


0.106 1 


0 106 103 


47r 


12.566 


12.566 371 


0.0796 


0.079 577 4 


St 


15.708 


15.707 963 


0 0637 


0.063 662 


n/2 


1.5708 


1.570 796 


0.6366 


0.636 620 




1.0472 


1.047 198 


0.9549 


0.954 930 




0.7854 


0.785 398 


1.273 


1.273 23 


n/6 


0.5236 


0.523 598 


1.910 


1.909 86 




9.8696 


9.869 604 


0.1013 


0.101 321 






an Ajo Al A 




U.UZJ JJV J 


31.0062 


31.006 277 


0.0322 


0.032 252 




1.7725 


1 .772 454 


0.5642 


0 564 190 




1.2533 


1.253 31 


0.7979 


0 797 887 




1.4646 


1 .464 592 


0.6818 


0 6S1 784 


logioir 


0.4971 


0.497 150 


2.011 


2.011 46 


Iogi„ir/2 


0.1961 


0.196 120 


5.099 


5.098 92 


logioT*_ 


0.9943 


0.994 300 


1.006 


1.005 73 




0.2486 


0.248 575 


4.023 


4.022 93 




2.718 


2.718 282 


0.3679 


0.367 879 




7.389 


7.389 057 


0.1353 


0.135 335 




1.649 


1.648 721 


0.6065 


0.606 531 


logio* 


0.4343 


0.434 294 


2.3026 


2.302 585 


V2 


1.414 


1.4142 


0.7071 


0.707 113 5 


VT 


1.732 


1.7321 


0.5773 


0.577 334 2 




2.236 


2.2361 


0.4472 


0.447 206 




1.260 


1.2599 


0.7939 


0.793 873 




1.442 


1.4422 


0.6933 


0.693 385 




1.587 


1.5874 


0.6300 


0.629 960 




1.710 


1.7100 


0.5848 


0.584 79 
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1 
2 
3 
4 
5 
6 
7 
8 
9 
10 



= 1.2.3 . . 

1 
2 
6 
24 
120 
720 
5040 
40 320 
362 880 
3 628 800 



l/«! 



1 

0.5 

0.166 667 
0.416 667 
0.833 333 
0.138 889 
0.198 413 
0.248 016 
0.275 573 
0.275 573 



10-1 

io-» 
io-« 
io-» 

10-* 

io-» 
io-« 
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TABLE 62 

Bare Copper Wire, A.W.G. (20° C. = 68° F.) 





Dia- 


Area 


Area 


Ohms 


Ohms 


Feet 


Pounds 


AWG 




Circular 


Square 


per 1000 






per 1000 


No. 


Mils 


Mils 


Inches 


Feet 


Pound 


Pound 


Feet 


0000 


460 


211 600 


,166 2 


,04901 


,000 076 52 


1,561 


640.5 


000 


410 


167 800 


,131 8 


.06180 


,000 121 7 


1,968 


507.9 


00 


364.8 


133 100 


,104 5 


,07793 


,000 193 5 


2,482 


402,8 


0 


324.9 


105 500 


,082 89 


,09827 


,000 307 6 


3.130 


319,5 


1 


289.3 


83 700 


,065 73 


,1239 


,000 489 1 


3.947 


253,3 


2 


257.6 


66 400 


,052 13 


,1563 


,000 777 8 


4.977 


200,9 


3 


229.4 


52 600 


.041 34 


,1970 


,001 237 


6.276 


159,3 


4 


204.3 


41 700 


.032 78 


,2485 


,001 966 


7.914 


126,4 


5 


181.9 


33 100 


,026 00 


.3133 


,003 127 


9.980 


100.2 


5 


162 0 


26 250 


090 69 


.3951 


004 972 


12 58 


79 46 




144 3 




016 35 


4982 


007 905 


1 J.O / 


63 02 


8 


128.5 


16 510 


,012 97 


.6282 


,012 57 


20.01 


49,98 


9 


114.4 


13 090 


,010 28 


,7921 


.019 99 


25.23 


39,63 


10 


101 9 


10 380 


008 155 


9989 


031 78 


31 82 


31 43 


11 


90.7 


8 230 


.006 467 


1.260 


.050 53 


40 12 


24.92 


12 


80.8 


6 530 


,005 129 


1.588 


.080 35 


50.59 


19.77 


13 


72.0 


5 180 


,004 067 


2.003 


.1278 


63.80 


15.68 


14 


64.1 


4 110 


.003 225 


2.525 


.2032 


80.44 


12.43 


15 


57.1 


3 257 


,002 558 


3.184 


.3230 


101.4 


9.858 


16 


50.8 


2 583 


.002 028 


4.016 


.5136 


127 9 


7 818 


17 


45.3 


2 048 


001 600 


5.064 


8167 


161 3 


6 200 


18 


40.3 


1 624 


,001 276 


6.385 


1.299 


203.4 


4,917 


19 


35.89 


I 288 


,001 012 


8.051 


2.065 


256.5 


3,899 


20 


31.96 


1 022 


nnn fino "X 


10.15 


3.283 


323,4 


3,092 


Zl 


28.46 


810 


.UUU D5u D 


12,80 


5.221 


407,8 


2,452 


22 


25.35 


642 


f\r\l\ KfiA (L 


16.14 


8.301 


514,2 


1,945 


23 


22.57 


509 


.000 400 2 


20.36 


13.20 


648,4 


1.542 


24 


20.10 


404 


.000 317 3 


25.67 


20.99 


817.7 


1.223 


25 


17.90 


320.4 


.Uu0 2bl / 


32,37 


33.37 


1 031.0 


0.9699 


26 


15.94 


254.1 


f\f\t\ 1 r\r\ £. 

.000 199 6 


40.81 


53.06 


1 300 


0.7692 


27 


14.20 


201.5 


.000 158 3 


51 .47 


84.37 


1 639 


0,6100 


28 


12.64 


159.8 


.000 125 5 


64.90 


134.2 


2 067 


0.4837 


29 


11.26 


126.7 


.000 099 53 


81,83 


213.3 


2 607 


0.3836 


30 


10.03 


100.5 


Ann mo od 


103.2 


339.2 


3 287 


0.3042 


31 


8.928 


79.70 


,OUU ^Oti du 


130.1 


539.3 


4 145 


0.2413 


32 


7.950 


63.21 


A/in A/in 


164.1 


857,6 


5 227 


0.1913 


33 


7.080 


50,13 


,000 039 37 


206,9 


1 364.0 


6 591 


0,1517 


34 


6.305 


39.75 


,000 031 22 


260.9 


2 168 


8 310 


0,1203 


35 


5.615 


31,52 


,000 024 76 


329.0 


3 448 


10 480 


0,095 42 


36 


5.000 


25,00 


,000 019 64 


414.8 


5 482 


13 210 


,075 68, 


37 


4.453 


19,83 


,000 015 57 


532.1 


8 717 


16 660 


,060 01 


38 


' 3.965 


15,72 


,000 012 35 


659.6 


13 860 


21 010 


,047 59 


39 


3.531 


12,47 


,000 009 793 


831.8 


22 040 


26 500 


,037 74 


40 


3.145 


9,888 


,000 007 766 


1 049.0 


35 040 


33 410 


.029 93 


(41) 


2.75 


7.5625 


,000 005 940 


1 370 


59 990 


43 700 


,022 89 


(42) 


2.50 


6,2500 


,000 004 909 


1 660 


87 700 


.52 800 


,018 92 


(43) 


2.25 


5,0625 


,000 003 976 


2 050 


133 700 


65 300 


.015 32 


(44) 


2.00 


4,0000 


,000 003 142 


2 600 


214 000 


82 600 


,012 11 


(45) 


1.75 


3,0625 


,000 002 405 


3 390 


356 200 


107 900 


,009 27 


(46) 


1.50 


2,2500 


,000 001 767 


4 610 


676 800 


146 800 


,006 81 



*See also A. F. Maine " Rapid coil calculations for magnetic devices " Jour. Brit. I.R.E. 12.7 (July 
1952) 403 for nomographs. 
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Table 63 

Bare Copper Wire S.W.G. (60^ F); 





Dia- 


Area 


Area 


Ohms 


Ohms 


Feet 


Pounds 


SWG 


meter 


Circular 


Square 


per 1000 


per 


per 


per 1000 


No. 


Mils. 


Mils. 


Inches 


Feet 


Pound 


Pound 


Feet 


4/0 


400 


160 000 


.125 66 


.06368 


,000 131 46 


2,064 


484.4 


3/0 


372 


138 400 


.108 69 


.0736 


.000 175 74 


2,390 


418,9 


2/0 


348 


121 100 


.095 11 


.0841 


.000 229 5 


2.730 


366.7 


1/0 


324 


105 000 


.082 45 


.0971 


.000 305 4 


3.147 


317.8 


1 


300 


90 000 


.070 69 


.1132 


.000 415 5 


3.670 


272.5 


'2 


276 


76 180 


.059 83 


.1338 


,000 580 0 


4,338 


230.6 


3 


252 


63 500 


.049 88 


.1605 


,000 834 5 


5,200 


192.3 


4 


232 


53 820 


.042 27 


.1893 


.001 161 7 


6,139 


162.9 


5 


212 


44 940 


.035 30 


.2267 


.001 666 1 


7,348 


136.1 


6 


192 


36 860 


.028 95 


.2764 


.002 476 


8,961 


111,6 


7 


176 


30 980 


.024 33 


.3289 


.003 507 


10,66 


93.8 


8 


160 


25 600 


.020 1 1 


.3980 


.005 135 


12.90 


77,5 


9 


144 


20 740 


.016 286 


.4914 


.007 827 


15.93 


62,78 


10 


128 


16 380 


.012 868 


.6219 


.012 537 


20.16 


49,61 


11 


116 


13 460 


.010 568 


.7570 


,018 587 


24.55 


40,74 


12 


104 


10 820 


.008 495 


.942 


,028 77 


30,54 


, 32 75 


13 


92 


8 464 


.006 648 


1.204 


,046 98 


39,01 


25,63 


14 


80 


6 400 


.005 027 


1.592 


.082 16 


51,60 


19,38 


15 


72 


5 184 


.004 072 


1.966 


.125 23 


63,73 


15,69 


16 


64 


4 096 


.003 217 


2.488 


.2006 


80,65 


12,40 


17 


56 


3 136 


.002 463 


3.249 


.3422 


105.4 


9,49 


18 


48 


2 304 


.001 809 6 


4.422 


.6340 


143.3 


6,98 


19 


40 


1 600 


.001 256 6 


6.368 


1.3146 


206.4 


4,844 


20 


36 


1 296 


.001 017 9 


7.860 


2.004 


254.8 


3,924 


21 


32 


1 024 


.000 804 2 


9.950 


3,209 


322,6 


3.100 


22 


28 


784 


.000 615 8 


12.997 


5,475 


421.2 


■ 2,374 


23 


24 


576 


.000 452 4 


17.69 


10,144 


573,4 


1.744 


24 


22 


484 


.000 380 1 


21.05 


14.366 


682.6 


1.465 


25 


20 


400 


.000 314 2 


25.47 


21.03 


825,8 


1 211 


26 


18 


324 


.000 254 5 


31.45 


32,06 


1 019 


0.981 


27 


164 


269 


.000 211 2 


37.88 


46,52 


1 229 


0.814 


28 


14.8 


219 


.000 17203 


46.52 


70,14 


I 508 


0.6632 


29 


13.6 


185 


.000 145 27 


55.09 


98,37 


1 786 


0.5600 


30 


12.4 


153.8 


.000 120 76 


66.27 


142.35 


2 148 


0.4655 


31 


11.6 


134.6 


.000 105 68 


75.7 


185.87 


2 455 


0.4074 


32 


10.8 


116,6 


.000 091 61 


87.4 


247,4 


2 832 


0.3531 


33 


lO.O 


100.0 


.000 078 54 


101.9 


336,5 


3 302 


0.3028 


34 


9.2 


84.64 


.000 066 48 


120.4 


469,8 


3 901 


0.2563 


35 


8.4 


70.56 


.000 055 42 


144.4 


676,0 


4 682 


0.2136 


36 


7.6 


57.76 


.000 045 36 


176.4 


1 008.7 


5 718 


0.1749 


37 


6.8 


46.24 


.000 036 32 


220.4 


1 574 


7 143 


0.1400 


38 


6.0 


36.00 


.000 028 27 


283.0 


2 596 


9 174 


0.1090 


39 


5.2 


27.04 


.000 021 24 


376.8 


4 603 


12 210 


0.0819 


40 


4.8 


23.04 


.000018 096 


442.2 


6 340 


14 330 


0.0698 


41 


4.4 


19.36 


.000 015 205 


526.3 


8 979 


17 060 




42 


4.0 


16.00 


.000 012 566 


636.8 


13 146 


20 640 


.048 44 


43 


3.6 


J 2. 96 


.000010179 


786.3 


20 040 


25 480 


.039 24 


44 


3.2 


9.734 


.000 008 042 


995.0 


32 090 


32 260 


.03100 


45 


2.8 


7.840 


.000 006 158 


1 299,7 


54 750 


42 120 


.023 74 


46 


2.4 


5.760 


.000004 524 


1 769 


101 440 


57 340 


.017 44 


47 


2.0 


4.000 


.000 003 142 


2 547 


210 300 


82 580 


.012 11 


48 


1.6 


2.560 


.000 002 011 


3 980 


513 500 


129 000 


.007 75 


49 


1.2 


1.440 


.000 001 131 


7 077 


1 623 000 


229 400 


.004 36 


50 


1.0 


1.000 


.000000 785 4 


10 190 


3 365 000 


303 000 


.003 03 
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TABLE 64 

TLTRNS PER INCH AND INSULATED WIRE DIAMETER A.W.G. 
COPPER WIRE 





Diameter (mils) 


Turns per inch (exact winding) 




AWG 




































No. 


•Enam. 


D.C.C. 


Bate 


Enam. 


S.C.C. 


D.C.C. 


S.S.C. 


D.S.C. 


8 


130.6 


142.5 


7.78 


7.65 


7.32 


7.01 







9 


116.5 


126.4 


8.74 


8.58 


8.23 


7.91 




— 


10 


104.0 


112.9 


9.81 


9.61 


9.26 


8.85 


— 


— 


11 


92.7 


100.2 


11.02 


10.7 


10.4 


9.98 




— 


1 1 


82.8 


90.3 


12.37 


12.0 


11.6 


11.07 


. 




13 


74.0 


81.5 


13.89 


13.5 


12.9 


1227 








14 


66.1 


73.6 


15.60 


15.1 


14.4 


13.59 





— 


15 


59.1 


66.6 


17.52 


16.9 


16.1 


15.0 


— 


— 


16 


52.8 


60.3 


19.68 


18.9 


17.9 


16.5 


18.9 


18.2 




47.1 


54.8 


22.1 


21.2 


19.8 


18.2 


21.1 




18 


42.1 


49.8 


24.8 


23.7 


22.0 


20 0 


23.6 


22.5 


19 


37.7 


45.4 


27.8 


26.5 


24.4 


22.0 


26.3 


25.0 


20 


33.8 


41.5 


31.3 


29.5 


27.0 


24.1 


29.4 


27.7 


21 


30.2 


38.0 


35.1 


33.1 


29.8 


26.3 


32.7 


30.7 


22 


27.0 




30 4 


37 f) 


33.5 


29.5 


36.6 


34.1 


23 




31 1 


44.3 


41.4 


36.9 


32.1 


40.6 


37.5 


24 




28.6 






40.6 


34.9 


45.2 


41 A 


25 


192 


26.4 


55.8 


52.0 


44.6 


37.8 


50.0 


45.6 


26 


17.1 


24.4 


62.7 


58.4 


49.0 


40.9 


55.8 


50.0 


27 


15.3 


22.7 


70.4 


65.3 


53.4 


44.0 


61.7 


54.9 


28 


13.6 


21.1 


82.8 


73.5 


58.4 


47.3 


68.4 


60.2 


29 


12.2 


19.8 


88.8 


81.9 


63.2 


50.5 


75.1 


65.3 


30 


10.8 


18.5 


99.7 


92.5 


68.9 


54.0 


83.3 


71.4 


31 


9.7 


17.4 


112.0 


103 


74.6 


57.4 


91.7 


77.5 


32 


8.7 


16.5 


125.8 


114 


80.0 


60.6 


100 


83.3 


33 


7.7 


15.6 


141 9 


129 


86.2 


64.1 


109 


90.0 


34 


6.9 


14 8 


1 58 6 


144 


Q7 5 


67.5 


120 


97.0 


35 


6.2 


14.1 


178 


161 


99.9 


70.9 


131 


104 


36 


5.5 


13.0 


200 


181 


111 


76.9 


142 


111 


37 


4.9 


12.5 


224 


204 


117 


80.0 


153 


117 


38 


4.4 


12.0 


252 


227 


125 


83.3 


166 


125 


39 


3.9 


11.5 


283 


256 


1?3 


86.9 


181 


133 


40 


3.5 


11.1 


318 


285 


140 


90.0 


196 


140 


(41) 


3.05 




363 


327 










(42) 


2.64 




400 


378 










(43) 


2.37 




444 


421 










(44) 


2.12 




500 


471 










(45) 


1.91 




571 


523 










(46) 


1.72 




666 


581 











♦Nominal Value. Actual dimensions vary slightly. 
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TABLE 65 

TURNS PER INCH AND INSULATED WIRE DIAMETER, S.W.G. 
COPPER WIRE 





Diameter (mils) 


Turns per inch (exact winding) 




SWG 


































No. 


*E 


D.C.C. 


jjare 


£,nam. 




r* r* 




D.S.C. 


10 


132 


142 


7.81 


7.63 


7.35 


7.04 


— 





11 




1 "^n 


ft fiO 


R ^"^ 

O.J J 


o.V/ / 


7 /iO 

I Sri 




— 


12 


1 on 

XUO 


1 1 A 
i io 


0 AO 

y.oz 


O Ofi 

y.zo 










13 


yo 


1 AA 


iU.cS/ 


1 A AO 


1 A AA 


A A'X 

9.43 






14 






12.50 


1 1 AA 
1 1.9U 


11. Jo 


1 A <;>i 
10.04 






15 


75.5 


84 


13.89 


13.25 


12.66 


11.90 







16 


07. 5 


70 


15.63 


14.81 


14.08 


13.16 


14.93 


14.71 


17 


Dy 


Oo 


1 I.OO 


16.95 


15.87 


14.71 


16.95 


16.67 


18 


30.7 


59 


20,83 


19.72 


18.18 


16.95 


20,00 


19.61 


19 


42.0 


51 


25.00 


23.47 


21.28 


19.61 


23.81 


23.26 


20 


38.5 


47 


27.78 


25.97 


23.81 


21.28 


26.32 


25.64 


21 






■21 OK 








9Q 41 


28.57 


22 






71 




00 A1 




DD.D3 


32.26 


23 


25.7 




**! .O / 






90 41 


■^ft 4fi 


37 04 


24 


23.6 














40.00 


25 


21.5 


30 


50.00 


46.51 


40.00 


33.33 


46.51 


43.48 


26 


1 Q A 


Zo 






/II AO 




CI 01 


48.78 


27 


1 / . / 


OA A 
Z0.4 


Art no 


DO.jU 


40. #3 


11 OQ 

3/.00 


CA CA 


52.91 


28 


1 A A 


24. o 


0/.57 


Vtl.Dij 


CA CI 


/lA "20 


02.11 


57.80 


29 


14. o 


Zd.O 


Ca 

/3.53 




c^ Trf; 
53. /O 


42.37 


AT 1 1 
O/.ll 


62.11 


30 


13.4 


22.4 


80.65 


74.63 


57.47 


44.64 


72.99 


67.11 


31 


12.6 


21.6 


86.21 


79.37 


60.24 


46.30 


77.52 


70.92 


32 


117 


20.8 


92.59 


85.47 


63.29 


48.08 


82.64 


75.19 


33 


10.9 


20.0 


100.00 


91.74 


66.67 


50.00 


88.50 


80.00 


34 


10.0 


19,2 


108.7 


100.0 


70.42 


52.08 


95.24 


85.47 


35 


9.1 


17.4 


119.0 


109.9 


80.65 


57.47 


103.1 


91.74 


36 


8.3 


16.6 


131.6 


120.5 


86.21 


60.24 


112.4 


99.01 


37 


7.4 


15.8 


147.1 


135.1 


99.21 


63.29 


123.5 


107.5 


JO 


6.6 


15.0 


166.7 


151.5 


100.0 


66.67 


137.0 


117.6 


39 










AUO. / 


70.42 




129.9 


40 


5.3 


13,8 


208.3 


188.7 


113.6 


72.46 


163.9 


137.0 


41 


4.8 




227.3 


208.3 






178.6 


151.5 


42 


4.4 




250.0 


227.3 






192.3 


161.3 


43 


3.9 




277.8 


256.4 






208.3 


172.4 


44 


3.5 




312.5 


285.7 






227.3 


185.2 


45 


3.1 




357.1 


322.6 






250.0 


200.0 


46 


2.65 




416.7 


377.4 






277.8 


217.4 


47 


2.25 




500.0 


444.4 






312.5 


238.1 


48 



















♦Nominal Value. Actual dimensions vary slightly. 
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TABLE 66 

MULTI-LAYER COIL WINDING AND WEIGHT OF INSULATED WIRE, 

A.W.G. 



COPPER WIRE 



AWG 
Nc. 


Enamelled 


D 


.C.C. 


Weight— lbs. per 1000ft. 


Turns 

per 
square 
inch* 


Ohms 
per 
cubic 
inch* 


Turns per 
square inch 
layer 
insulated 


Turns 
per 
square 
inch* 


Ohms 
per 
cubic 
inch* 


Enam. 


D.C.C. 


D.S.C. 


8 
9 
10 


57 

72 
90 


.003 15 
.004 75 
.007 48 


Paper insulated each layer. 
- - 20% allowance for waste space at ends of 
M lavers. 


48 
59 
76 


.002 65 
.003 88 
.006 31 


50.55 
40.15 
31.80 


51.15 
40.60 
32.18 




11 
12 
13 
14 
15 


113 

177 
221 
277 


.011 83 

.029 5 
.046 4 
.073 4 


93 
114 
140 
171 
208 


.009 74 
.015 19 
.023 3 
.035 9 
.055 1 


25.25 

15.90 
12.60 
10.00 


25.60 

16.20 
12.91 
10.33 




16 
17 
18 
19 
20 


348 
437 
548 
681 
852 


.1162 
.1840 
.291 0 
.456 0 
.720 0 


260 
316 
378 
455 
545 


.086 9 
.1331 
.200 8 
.304 8 
.460 5 


7.930 
6.275 
4.980 
3.955 
3.135 


8.210 
6.540 
5.235 
4.220 
3.373 


7.955 
6.315 
5.015 
3.990 
3.173 


21 
22 
23 
24 
25 


1 065 
1 340 

1 665 

2 100 
2 630 


1.134 
1.800 
2.820 
4.488 
7.080 


650 
865 
1 030 
1 215 
1 420 


.6920 
1.162 
1.774 
2.596 

3.822 


2.490 
1.970 
1.565 
1.245 
.988 


2.685 
2.168 
1.727 
1.398 
1.129 


2.520 
2.006 
1.593 
1.272 
1.018 


26 
27 
28 
29 
30 


3 320 

4 145 

5 250 

6 510 
8 175 


11.27 
17.75 
28.34 
44.32 
70.15 


o. 2 030 
d 2 620 
B 3 250 

3 920 

4 780 


1 690 

1 945 

2 250 
2 560 
2 930 


5.740 
8.330 
12.15 
17.30 
25.15 


.7845 
.6220 
.4940 
.3915 
.3105 


.9140 
.7560 
.6075 
.4890 
.3955 


.8100 
.6450 
.5140 
.4130 
.3330 


31 
32 
33 
34 
35 


10 200 
12 650 
16 200 
19 950 
25 000 


110.4 
127.6 
279.0 
433.2 
684.5 


S 6 780 
1 8 250 
^ 10 600 
■g 12 400 
(s, 15 200 


3 330 

3 720 

4 140 

4 595 

5 070 


36.05 
50.76 
71.30 
99.77 
138.7 


.2465 
.1960 
.1550 
.1230 
.0980 


.3257 
.2700 
.2270 
.1928 
.1600 


.2678 
.2170 
.1750 
.1412 
.1130 


36 
37 
38 
39 
40 


31 700 
39 600 
49 100 
62 600 
77 600 


1 094 

1 723 

2 693 
4 332 
6 770 


b 21 500 
& 26 300 
^ 32 000 
•g 40 000 
„ 48 400 


5 550 

6 045 
6 510 

6 935 

7 450 


191.6 

263 

357 

480 

650 


.0776 
.0616 
.0488 
.0387 
.0307 


.1361 
.1204 
.1049 
.0937 
.0838 


.0920 
.0740 
.0623 
.0504 
.0429 



•For exact winding with no allowance for space factor. 
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TABLE 67 

MULTI-LAYER COIL WINDING AND WEIGHT OF INSULATED WIRE, 



S.W.G. 
COPPER WIRE 


SWG 
No. 




Enamelled 

f 


D.C.C. 


Weight- 


-lbs. per 1000ft. 


Turns 

per 
square 
inch* 


Ohms 
per 
cubic 
inch* 


Turns per 
square inch 

layer 
insulated 


Turns 
per 

inch* 


Ohms 
per 

inch* 


Enam. 


D.C.C. 


D.S.C. 


10 


58.22 


.002 95 


a 


49.56 


.00256 


47.77 


50.77 




11 
12 
13 
14 
15 


69.39 
85.75 
108.6 
141.6 
175.6 


.006 73 
.0109 
.0189 
.0287 


u 
<j 
m 

a 

C " 

a C , 
— M V 
3 S ° 
2 O » 
.S 3 Tl 
a a 

rt O 
C oi 


71.91 
88.92 
113.2 
141.6 


C\(\'X 12. 
.UUo ID 

.005 65 
.008 93 
.0150 
.0234 


44.40 
33.04 
25.89 
19.60 
15.87 


33.71 
26.50 
20.12 
16.36 




16 
17 
18 
19 
20 


219.3 
287.3 
388.9 
550.8 
674.4 


.0456 

.0776 

.1431 

.290 

.440 


173.2 
216.4 
287.3 
384.6 
452.8 


.0358 

.0585 

.1055 

.204 

.296 


12.56 
9.607 
7.060 
4.910 
3.987 


12.67 
10.03 
7.43 
5.262 
4.267 


12.56 
9.640 
7.093 
4.945 
4.011 


21 
22 
23 


849.7 
1 109 
1 513 


.705 
1.200 
2.23 


541.0 
657.4 
864.9 


.448 
.710 
1.26 


3.152 
2.419 
1.779 


3.409 
2.649 
1.918 


3.181 
2.446 
1.807 


24 
25 


1 789 

2 162 


3.14 
4.58 


1 220 
1 460 


976.6 
1 109 


1.71 
2.35 


1.498 
1.241 


1.667 
1.392 


1.305 
1.247 


26 
27 
28 

on 
30 


2 663 

3 192 
3 906 

ft D /U 

5 565 


6.95 
10.05 
15.18 
20.9 
30.7 


S. 1 760 
g. 2 080 
_• 2 500 
■g 2 870 
3 430 


1 274 
1 436 
1 624 
1 798 
1 989 


3.33 
4.51 
6.28 
8.23 
10.98 


1.008 
.836 
.683 

. J / o 

.478 


1.152 
.977 
.811 
.699 
.604 


1.013 
.844 
.689 
.582 
.486 


31 

,32 


6 304 

7 310 


39.8 
53.1 


"3840 
4 360 


2 144 
2 314 


13.45 
16.83 


.419 
.364 


.524 
.467 


.428 
.371 


33 
34 
35 


8 409 
10 000 
12 080 


71.2 
100.5 
145 


u 5 680 
D, 6 670 
S, 7 920 


2 500 

2 714 

3 306 


21.15 

27.3 

39.3 


.313 
.264 
.221 


.412 

.328 
.317 


.329 
.271 

.288 


JO 

37 
38 


18 220 
22 950 


212 
336 


^ 9 360 
B 1 1 400 

1/11 AA 


3 624 

4 007 


53.1 
73.5 


.181 
.146 
.114 


.238 
.207 
.169 


"Tl88' 
.151 
.119 


39 
40 


30 770 
35 610 


965 
1 310 


S3 20 900 
g- 24 000 


4 956 

5 256 


155.0 
193.5 


.0854 
.0726 


.138 
.123 


.0868 
.0791 


41 
42 
43 
44 


43 390 
51620 
65 740 
81 620 


1 905 

2 740 
4 300 
6 760 


^ 28 800 
d 33 700 
B 41 800 
- 50 800 






.0608 
.0505 
.0408 
.0324 




~ .0677 
.0571 
.0473 

.0386 


45 


104 300 


11 250 








.0249 




.0309 


46 
47 
48 


142 100 
197 100 


21 000 
41 700 








.0182 
.0126 




"^".0231 
.0172 



♦For exact winding with no allowance for space factor. 



1414 



WIRE TABLES (A.W.G.) 



38.19 



TABLE 68 
RESISTANCE WIRE TABLE, A.W.G. 
20° C. (68° F.) 









Advance Wire 




Nichrome Wire** 


AWG 


Dia. 


































No. 


mils. 


Ohms 


Lbs. 




Current 


Ohms 










per 1,000 




per 


Milli 




IjOOO 


Milli 






feet 


feet 


Ohm 


Amps * 


feet 


feet 


Amps'f 


Q 

O 




1 "7 n 
1 / .V 




Q 










g 


114 


22.6 


■^Q 
oy 






31 .y 


j\J 




10 


102 


28.0 


jz 






f\A 0 


OQ 

zy 




11 


91 


35.5 


25 


28.2 




81.5 


23 


— ' 


12 


81 


44.8 


20 


22.3 




102 


18 


— ^- 


13 


72 


56.7 


1 C '7 


1 /.o 






1 A 
14 






0^ 


1 l.i 




1 Q 

1 j.y 






I 1 
1 1 




15 


'S7 


90.4 




111 






Q 0 

y .z 




16 


51 


113 


7.8 


8.85 




259 


7.2 


— 


17 


45 


145 


6.2 


6.90 




333 


5.6 


— 


18 


40 


184 


4.y 




800 




A AO 




19 


36 


226 


Q 




650 




J.JO 




20 


32 


287 


3.1 


3.48 


522 








/.I 


ZcS.j 


3t)Z 


2.5 


2.76 


420 


831 


2.24 


— 


oi 
/Z 


ZD. J 


/i/;n 


1.9 


2.17 


335 


1 055 


1.77 




oi 

Z3 


/z.o 


D 


1 .J 


1 . /I 


273 


X .3Zi 






24 


20.1 


728 


1.2 


1 "^7 
1 / 


220 


1 fi7n 
1 o /u 


1 .IZ 


400 


25 


17.9 


919 


.y / 


i.uy 


178 


z lOo 


.89 


390 


26 


15.9 


1 162 


.77 


.861 


144 


2 669 


.70 


330 


27 


14.2 


1 455 


.61 


.687 


117 


3 347 


.56 


278 


28 


12.6 


1 850 


.48 


.541 


95 


4 251 


.44 


228 




11.3 


2 300 


.38 


.435 


78 


5 286 


.35 


196 




inn 




.30 


.340 


63 


6 750 


.276 


165 


31 


8.9 


3 680 


.24 


.272 


52 


8 521 


.199 


158 


32 


8.0 


4 600 


.19 


.217 


43 


10 546 


.177 


117 


33 


7.1 


5 830 


.15 


.172 


36 


13 390 


.139 


97 


"2/1 




/ 400 


.12 


.135 


29 


17 006 


.110 


82 


35 


5.6 


9 360 


.095 


.107 


24 


21 524 


.087 


69 


36 


5.0 


11760 


.076 


.085 


20 


27 000 


.069 


58 


37 


4.5 


14 550 


.060 


.0687 


17 


33 333 


.056 


49 


38 


4.0 


18 375 


.047 


.0544 


14.5 


42187 


.045 


41 


39 


3.5 


24100 


.038 


.0415 


12 


55102 


.034 


34 


40 


3.1 


30 593 


.028 


.0327 


10 


70 239 


.025 


28 


(41) 


2.75 


38 888 


.0229 


0257 


8.5 


89 256 


.0209 


24 


(42) 


2.5 


46 400 


.0189 


.0215 


7.5 


108 000 


.0173 


20.5 


(43) 


2.25 


58 103 


.0153 


.0172 


6.8 


133 333 


.0140 


17.5 


(44) 


2.0 


73 500 


.0121 


.0136 


6.0 


168 750 


.0110 


14.5 


(45) 


1.75 


96 078 


.0092 


.0104 


5.0 


220 408 


.0084 


12.0 


(46) 


1.5 


130 666 


.0068 


0076 


4.0 


300 000 


.0062 


9.5 



**Wire produced by some manufacturers differs considerably from the resistance values given. 
•D.S.C. wound on spool. 

tBare wire on slab — well ventilated. Spacing between turns equal to wire diameter. 
N.B. — To find current for Advance wire wound on slab, multiply Nichrome Current column by 
approx. 1.5. 
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TABLE 69 



RESISTANCE WIRE TABLE, S.W.G. 









Eureka Wire 




Nichrome Wire** 




Dia. 
















SWG 


















No. 


mils. 


Ohms 


Lbs. per 


Feet 


Current 


Ohms 


Lbs. per 


Current 






per 1,000 


1,000 


per 


Milli 


per 1,000 


1,000 


Milli 






feet 


feet 


Ohm 


Amps* 


feet 


feet 


Ampsf 


10 


128 


17.4 


49.7 


57.5 




40.8 


45 





11 


116 


21.2 


40.9 


47.2 




50.2 


37.3 




12 


104 


26.4 


32.9 


37.9 




62.4 


29.5 




13 


92 


33.8 


25.7 


29,6 




79.7 


23.4 




14 


80 


44.6 


19.5 


22.4 




105.4 


17.7 




15 


72 


55.1 


15.8 


18.15 




130 


14.0 





16 


64 


69.8 


12.5 


14.33 




164 


11.3 




17 


56 


91.1 


9.5 


10.98 





215 


8.7 




18 


48 


123.9 


7.0 


8.07 





292 


6.4 




19 


40 


178.5 


4.9 


5.60 





421 


4.42 





20 


36 


220.4 


3.9 


4.53 


650 


520 


3.58 





21 


32 


279.1 


3.12 


3.58 


510 


659 


2.83 




22 


28 


364 


2.38 


2.75 


390 


861 


2.17 




23 


24 


496 


1.75 


2.02 


300 


1 170 


1.60 




24 


22 


590 


1.47 


1.70 


250 


1390 


1.33 




25 


20 


714 


1.21 


1.40 


210 


1 680 


1.12 


, 


26 


18 


882 


0.99 


1.134 


170 


2 080 


.897 


400 


27 


16.4 


1 062 


82 


.942 


140 


2 510 


746 


350 


28 


14.8 


1 305 


fi7 


766 


117 


3 080 


.uu / 




29 


13.6 


1 545 


.56 


.647 


101 


3 650 


.513 


250 


30 


12.4 


1 858 


.47 


.538 


85 


4 390 


.427 


230 


31 


11.6 


2 123 




471 


75 


5 010 


,D t D 




32 


10.8 


2450 


._) J 




66 


J 1 Ov 






33 


10.0 


2 857 


.JKf'x 


.JJ\) 


57 




.£il\> 




34 


9.2 


3 376 


.257 


.296 


49 


7 970 


.235 


145 


35 


8.4 


4049 


.215 


.247 


41 


9 560 


vl95 


125 


36 


7.6 


4 947 


.1 / J 




35 




.lOU 


1 1 A 


37 


6.8 


6 179 


.140 


.1618 


29 


14 600 


.128 


91 




6.0 


7 936 


.109 


.1260 


23 


18 700 


.100 


76 


39 


5.2 


10 565 


.082 


.0947 


19 


24 900 


.075 


62 


40 


4.8 


12 395 


.070 


.0807 


16 


29 200 


.064 


55 


41 


4.4 


14756 


.059 


.0677 


13 


34 800 


.0536 


48 


42 


4.0 


17 855 


.049 


.0560 


11 


42 180 


.0450 


41 


43 


3.6 


22 045 


.039 


.0454 


9.5 


52 000 


.0358 


35 


44 


3.2 


27 888 


.031 


.0359 


8.0 


63 900 


.0283 


30 


45 


2.8 


36 216 


.024 


.0276 


65 


86 100 


.0217 


25 


46 


2.4 


49 588 


.018 


.0202 


5.0 


117 000 


.0160 


20 


47 


2.0 


71 428 


.012 


.0140 


4.0 


168 000 


.0112 


15 


48 


1.6 


111 333 


.008 


.0090 


3.0 


263 600 


.0071 





♦•Wire produced by some manufacturers differs considerably from the resistance values given. 
♦D.S.C. wound on spool. 

tBarc wire on slab — well ventilated. Spacing between turns equal to wire diameter. 
N.B. — To find current for Eureka wire wound on slab, multiply Nichrome Current column by approx. 
1.5. 
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LOGARITHM TABLES 
SECTION 20 : LOGARITHM TABLES 



38.20 





0 


1 2 3 


4 5 8 


7 8 9 


Differences 


1 2 3 


4 5 6 


7 8 9 


10 


GOOD 


0043 0086 0128 


0170 0212 0253 


0294 0334 0374 


4 8 12 


17 21 25 


29 33 37 


11 

12 
13 
14 
15 


0414 
0792 
1139 
1461 
1761 


0453 0492 0531 
0828 0864 0899 
1173 1206 1239 
1492 1523 1553 
1790 1818 1847 


0569 0607 0645 
0934 0969 1004 
1271 1303 1335 
1584 1614 1644 
1875 1903 1931 


0682 0719 0755 
1038 1072 1106 
1367 1399 1430 
1673 1703 1732 
1959 1987 2014 


4 8 11 
3 7 10 
3 6 10 
3 6 9 
3 5 8 


15 19 23 
14 17 21 
13 16 19 
12 15 18 
11 14 17 


26 30 34 
24 28 31 
23 26 29 
21 24 27 
20 22 25 


16 
17 
18 
19 

20 


2041 
2304 
2553 
2788 
3010 


2068 2095 2122 
2330 2355 2380 
2577 2601 2625 
2810 2833 2856 
3032 3054 3075 


2148 2175 2201 
2405 2430 2455 
2648 2672 2695 
2878 2900 2923 
3096 3118 3139 


2227 2253 2279 
2480 2504 2529 
2718 2742 2765 
2945 2967 2989 
3160 3181 3201 


3 5 8 
2 5 7 
2 5 7 
2 4 7 
2 4 6 


11 13 16 
10 12 15 
9 12 14 
9 11 13 
8 11 13 


18 21 24 
17 20 22 
16 19 21 
16 18 20 
15 17 19 


21 
22 
23 
24 
25 


3222 
3424 
3617 
3802 
3979 


3243 3263 3284 
3444 3464 3483 
3636. 3655 3674 
3820 3838 3856 
3997 4014 4031 


3304 3324 3345 
3502 3522 3541 
3692 3711 3729 
3874 3892 3909 
4048 4065 4082 


3365 3385 3404 
3560 3579 3598 
3747 3766 3784 
3927 3945 3962 
4099 4116 4133 


2 4 6 
2 4 6 
2 4 6 
2 4 5 
2 3 5 


8 10 12 
8 10 12 
7 9 11 
7 9 11 
7 9 10 


14 16 18 
14 15 17 
13 15 17 
12 14 16 
12 14 15 


26 
27 
28 
29 
30 


4150 
4314 
4472 
4624 
4771 


4166 4183 4200 
4330 4346 4362 
4487 4502 4518 
4639 4654 4669 
4786 4800 4814 


4216 4232 4249 
4378 4393 4409 
4533 4548 4564 
4683 4698 4713 
4829 4843 4857 


4265 4281 4298 
4425 4440 4456 
4579 4594 4609 
4728 4742 4757 
4871 4886 4900 


2 3 5 
2 3 5 
2 3 5 
1 3 4 
1 3 4 


7 8 10 
6 8 9 
6 8 9 
6 7 9 
6 7 9 


11 13 15 
11 13 14 
11 12 14 
10 12 13 
10 11 13 


31 
32 
33 
34 
35 


4914 
5051 
5185 
5315 
5441 


4928 4942 4955 
5065 5079 5092 
5198 5211 5224 
5238 5340 5353 
5453 5465 5478 


4969 4983 4997 
5105 5119 5132 
5237 5250 5263 
5366 5378 5391 
5490 5502 5514 


5011 5024 5038 
5145 5159 5172 
5276 5289 5302 
5403 5416 5428 
5527 5539 5551 


1 3 4 
1 3 4 
1 3 4 
1 3 4 
1 2 4 


6 7 8 
5 7 8 
5 6 8 
5 6 8 
5 6 7 


10 11 12 
9 11 12 
9 10 12 
9 10 11 
9 10 11 


36 
37 
38 
39 
40 


5563 
5682 
5798 
5911 
6021 


5575 5587 5599 
5694 5705 5717 
5809 5821 5832 
5922 5933 5944 
6031 6042 6053 


5611 5623 5635 
5729 5740 5752 
5843 5855 5866 
5955 5966 5977 
6064 6075 6085 


5647 5658 5670 
5763 5775 5786 
5877 5888 5899 
5988 5999 6010 
6096 6107 6117 


1 2 4 
1 2 3 
1 2 3 
1 2 3 
1 2 3 


5 6 7 
5 6 7 
5 6 7 
4 5 7 
4 5 6 


8 10 11 
8 9 10 
8 9 10 
8 9 10 
8 9 10 


41 

42 
43 
44 
45 


6128 
6232 
6335 
6435 
6532 


6138 6149 6160 
6243 6253 6263 
6345 6355 6365 
6444 6454 6464 
6542 6551 6561 


6170 6180 6191 
6274 6284 6294 
6375 6385 6395 
6474 6484 6493 
6571 6580 6590 


6201 6212 6222 
6304 6314 6325 
6405 5415 6425 
6503 6513 6522 
6599 6609 6618 


1 2 3 
1 2 3 
1 2 3 
1 2 3 
1 2 3 


4 5 6 
4 5 6 
4 5 6 
4 5 6 
4 5 6 


7 8 9 
7 8 9 
7 8 9 
7 8 9 
7 8 9 


46 
47 
48 
49 

50 


6628 
6721 
6812 
6902 
6990 


6637 6646 6656 
6730 6739 6749 
6821 6830 6839 
6911 6920 6928 
6998 7007 7016 


6665 6675 6684 
6758 6767 6776 
6848 6857 6866 
6937 6946 6955 
7024 7033 7042 


6693 6702 6712 
6785 6794 6803 
6875 6884 6893 
6954 6972 6981 
7050 7059 7067 


1 2 3 
1 2 3 
1 2 3 
1 2 3 
1 2 3 


4 5 6 
4 5 5 
4 4 5 
4 4 5 
3 4 5 


7 7 8 
6 7 8 
6 7 8 
6 7 8 
6 7 8 


51 
52 
53 
54 


7076 
7160 
7243 
7324 


7084 7093 7101 
7168 7177 7185 
7251 7259 7267 
7332 7340 7348 


7110 7118 7126 
7193 7202 7210 
7275 7284 7292 
7356 7364 7372 


7135 7143 7152 
7218 7226 7235 
7300 7308 7316 
7380 7388 7396 


1 2 3 
1 2 2 
1 2 2 
1 2 2 


3 4 5 
3 4 5 
3 4 5 
3 4 5 


6 7 8 
6 7 7 
6 5 7 
5 5 7 




0 


1 2 3 


4 5 6 


7 8 9 


1 2 3 


4 5 6 


7 8 9 
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0 


12 3 


4 5 6 


7 8 9 


Differences 


12 3 


4 5 6 


7 8 9 


55 


7404 


7412 7419 7427 


7435 7443 7451 


7459 7466 7474 


1 2 2 


3 4 5 


5 6 7 


56 
57 
58 
59 
60 


7482 
7559 
7634 
7709 
7782 


7490 7497 7505 
7566 7574 7582 
7642 7649 7657 
7716 7723 7731 
7789 7796 7803 


7513 7520 7528 
7589 7597 7604 
7664 7672 7679 
7738 7745 7752 
7810 7818 7825 


7536 7543 7551 
7612 7619 7627 
7686 7694 7701 
7760 7767 7774 
7832 7839 7846 


1 2 2 
I 2 2 
1 1 2 
1 I 2 
1 1 .2 


3 4 5 
3 4 5 
3 4 4 
3 4 4 
3 4 4 


5 6 7 
5 6 7 
5 6 7 
5 6 7 
5 6 6 


61 
62 
63 
64 
65 


7853 
7924 
7993 
8062 
8129 


7860 7868 7875 
7931 7938 7945 
8000 8007 8014 
8069 8075 8082 
8136. 8142 8149 


7882 7889 7896 
7952 7959 7966 
8021 8028 8035 
8089 8096 8102 
8156 8162 8169 


7903 7910 7917 
7973 7980 7987 
8041 8048 8055 
8109 8116 8122 
8176 8182 8189 


1 1 2 
1 1 2 
1 1 2 
! 1 2 
1 1 2 


3 4 4 
3 3 4 
3 3 4 
3 3 4 
3 3 4 


5 6 6 
3 6 6 
5 5 6 
5 5 6 
5 5 6 


66 
67 
68 
69 
70 


8195 
8261 
8325 
8388 
8451 


8202 8209 8215 
8267 8274 8280 
8331 8338 8344 
8395 8401 8407 
8457 8463 8470 


8222 8228 8235 
8287 8293 8299 
8351 8357 8363 
8414 8420 8426 
8476 8482 8488 


8241 8248 8254 
8306 8312 8319 
8370 8376 8382 
8432 8439 8445 
8494 8500 8506 


1 1 2 
1 1 2 
1 1 2 
1 1 2 
1 1 2 


3 3 4 
3 3 4 
3 3 4 
2 3 4 
2 3 4 


5 5 6 
5 5 6 
4 5 6 
4 5 6 
4 5 6 


71 
72 
73 
74 
75 


8513 
8573 
8633 
8692 
8751 


8519 8525 8531 
8579 8585 8591 
8639 8645 8651 
8698 8704 8710 
8756 8762 8768 


8537 8543 8549 
8597 8603 8609 
8657 8663 8669 
8716 8722 8727 
8774 8779 8785 


8555 8561 8567 
8615 8621 8627 
8675 8681 8686 
8733 8739 8745 
8791 8797 8802 


1 1 2 
I 1 2 
1 1 2 
1 1 2 
1 1 2 


2 3 4 
2 3 4 
2 3 4 
2 3 4 
2 3 3 


4 5 5 
4 5 5 
4 5 5 
4 5 5 
4 5 5 


76 
77 
78 
79 
80 


8808 
8865 
8921 
8076 
9031 


8814 8820 8825 
8871 8876 8882 
8927 8932 8938 
8982 8987 8003 
9036 9042 9047 


8831 8837 8842 
8887 8893 8899 
8943 8949 8954 
8998 9004 9009 
9053 9058 9063 


8848 8854 8859 
8904 8910 8915 
8960 8965 8971 
9015 9020 9025 
9069 9074 9079 


1 1 2 
1 1 2 
1 1 2 
1 1 2 
1 1 2 


2 3 3 
2 3 3 
2 3 3 
2 3 3 
2 3 3 


4 5 5 
4 4 5 
4 4 5 
4 4 5 
4 4 3 


81 

82 
83 
84 
85 


9085 
9138 
9191 
9243 
9294 


9090 9096 9101 
9143 9149 9154 
9196 9201 9206 
9248 9253 9258 
9299 9304 9309 


9106 9112 9117 
9159 9165 9170 
9212 9217 9222 
9263 9269 9274 
9315 9320 9325 


9122 9128 9133 
9175 9180 9186 
9227 9232 9238 
9279 9284 9289 
9330 9335 9340 


1 1 2 
1 1 2 
1 I 2 
1 1 2 
1 1 2 


2 3 3 
2 3 3 
2 3 3 
2 3 3 
2 3 3 


4 4 5 
4 4 5 
4 4 5 
4 4 5 
4 4 5 


86 

87 
88 
89 
90 


9345 
9395 
9445 
9494 
9542 


9350 9355 9360 
9400 9405 9410 
9450 9455 9460 
9499 9504 9509 
9547 9552 9357 


9365 9370 9375 
9415 9420 9425 
9465 9469 9474 
9513 9518 9523 
9562 9566 9571 


9380 9385 9390 
9430 9435 9440 
9479 9484 9489 
9528 9533 9538 
9576 9581 9586 


1 1 2 
0 1 1 
0 1 1 
0 1 1 
0 1 1 


2 3 3 
2 2 3 
2 2 3 
2 2 3 
2 2 3 


4 4 5 
3 4 4 
3 4 4 
3 4 4 
3 4 4 


91 

92 
93 
94 
95 


9590 
9638 
9685 
9731 
9777 


9595 9600 9605 
9643 9647 9652 
9689 9694 9699 
9736 9741 9745 
9782 9786 9791 


9609 9614 9619 
9657 9661 9666 
9703 9708 9713 
9750 9754 9759 
9795 9800 9805 


9624 9628 9633 
9671 9675 9680 
9717 9722 9727 
9763 9768 9773 
9809 9814 9818 


0 1 1 
0 1 1 
0 1 1 
0 1 1 
0 1 1 


2 2 3 
2 2 3 
2 2 3 
2 2 3 
2 2 3 


3 4 4 
3 4 4 
3 4 4 
3 4 4 
3 4 4 


96 
97 
98 
98 


9823 
9868 
9912 
9950 


9827 9832 9836 
9872 9877 9881 
9917 9921 9926 
9961 9955 9969 


9841 9845 9850 
9886 9890 9894 
9930 9934 9939 
9974 9978 9983 


9854 9859 9863 
9899 9903 9908 
9943 9948 9952 
9967 9991 9996 


0 1 1 
0 1 1 
0 1 1 
0 1 1 


2 2 3 
2 2 3 
2 2 3 
2 2 3 


3 4 4 
3 4 4 
3 4 4 
3 3 4 




0 


1 2 3 


4 5 6 


7 8 9 


1 2 3 


4 5 6 


7 8 9 
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SECTION 21 : TRIGONOMETRICAL AND HYPERBOLIC TABLES 

TABLE 72 : TRIGONOMETRICAL RELATIONSHIPS 



Angle 


Radians 


Sine 


Cosine 


Tangent 


Angle 


Radians 


Sine 


Cosine 


Tangent 


0° 


.0000 


.0000 


1.000 


.0000 


45° 


.7854 


.7071 


.7071 


1.0000 


1 


.0175 


.0175 


.9998 


.0175 


46 


,8029 


.7193 


.6947 


1.0355 


2 


.0349 


.0349 


.9994 


.0349 


47 


.8203 


.7314 


.6820 


1.0724 


3 


.0524 


.0523 


.9986 


.0524 


48 


.8378 


.7431 


,6691 


1 1106 


4 


.0698 


.0698 


.9976 


.0699 


49 


.8552 


.7547 


.6561 


1.1504 


5 


.0873 


.0872 


.9962 


.0875 


50 


.8727 


.7660 


.6428 


1.1918 


6 


.1047 


.1045 


.9945 


.1051 


51 


.8901 


.7771 


.6293 


1.2349 


7 


.1222 


.1219 


.9925 


.1228 


52 


.9076 


.7880 


6157 


1.2799 


8 


.1396 


.1392 


.9903 


.1405 


53 


.9250 


.7986 


.6018 


1.3270 


9 


.1571 


.1564 


.9877 


.1584 


54 


.9425 


.8090 


.5878 


1.3764 


10 


.1745 


.1736 


.9848 


.1763 


55 


.9599 


.8192 


.5736 


1.4281 


11 


.1920 


.1908 


.9816 


.1944 


56 


.9774 


.8290 


.5592 


1,4826 


12 


.2094 


.2079 


.9781 


.2126 


57 


.9948 


.8387 


.5446 


1.5399 


13 


.2269 


.2250 


.9744 


.2309 


58 


1.0123 


.8480 


.5299 


1.6003 


14 


.2443 


.2419 


.9703 


.2493 


59 


1.0297 


.8572 


.5150 


1,6643 


15 


.2618 


.2588 


.9659 


.2679 


60 


1.0472 


.8660 


.5000 


1.7321 


16 


.2793 


.2756 


.9613 


.2867 


61 


1.0647 


.8746 


.4848 


1,8040 


17 


.2967 


.2924 


.9563 


.3057 


62 


1.0821 


.8829 


.4695 


1,8807 


18 


.3142 


.3090 


.9511 


.3249 


63 


1.0996 


.8910 


.4540 


1.9626 


19 


.3316 


.3256 


.9455 


.3443 


64 


1.U70 


.8988 


.4384 


2.0503 


20 


.3491 


.3420 


.9397 


.3640 


65 


1.1345 


.9063 


-.4226 


2.1445 


~2r~ 


.3665 


.3584 


.9336 


.3839 


66 


1.1519 


.9135 


..4067- 


2,2460 


22 


.3840 


.3746 


.9272 


.4040 


67 


1.1694 


.9205 


.3907 


2,3559 


23 


.4014 


.3907 


.9205 


.4245 


68 


1.1868 


.9272 


.3746 


2,4751 


24 


.4189 


.4067 


.9135 


.4452 


69 


1.2043 


.9336 


.3584 


2,6051 


25 


.4363 


.4226 


.9063 


.4663 


70 


1.2217 


.9397 


.3420 


2,7475 


26 


.4538 


.4384 


.8988 


.4877 


71 


1.2392 


.9455 


.3256 


2,9042 


27 


.4712 


.4540 


.8910 


.5095 


72 


1.2566 


.9511 


.3090 


3,0777 


28 


.4887 


.4695 


.8829 


.5317 


73 


1.2741 


.9563 


.2924 


3,2709 


29 


.5061 


.4848 


.8746 


.5543 


74 


1.2915 


.9613 


.2756 


3.4874 


30 


.5236 


.5000 


.8660 


.5774 


75 


1.3090 


.9659 


.2588 


3.7321 


31 


.5411 


.5150 


.8572 


.6009 


76 


1.3265 


.9703 


.2419 


4.0108 


32 


.5585 


.5299 


.8480 


.6249 


77 


1.3439 


.9744 


.2250 


4.3315 


33 


.5760 


.5446 


.8387 


.6494 


78 


1.3614 


.9781 


.2079 


4.7046 


34 


.5934 


.5592 


.8290 


.6745 


79 


1.3788 


.9816 


.1908 


5.1446 


35 


.6109 


.5736 


.8192 


.7002 


80 


1.3963 


.9848 


.1736 


5.6713 


36 


.6283 


.5878 


.8090 


.7265 


81 


1.4137 


.9877 


.1564 


6.3138 


37 


.6458 


.6018 


.7986 


.7536 


82 


1.4312 


.9903 


.1392 


7.1154 


38 


.6632 


.6157 


.7880 


.7813 


83 


1.4486 


.9925 


.1219 


8.1443 


39 


.6807 


.6293 


.7771 


.8098 


84 


1.4661 


.9945 


.1045 


9.5144 


40 


.6981 


.6428 


.7660 


.8391 


85 


1.4835 


.9962 


.0872 


11.43 


41 


.7156 


.6561 


.7547 


.8693 


86 


1,5010 


.9976 


.0698 


14.30 


42 


.7330 


.6691 


.7431 


.9004 


87 


1.5184 


.9986 


.0523 


19.08 


43 


.7505 


.6820 


.7314 


.9325 


88 


1.5359 


.9994 


.0349 


28.64 


44 


.7679 


.6947 


.7193 


.9657 


89 


1.5533 


.9998 


.0175 


57.29 
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TABLE 73 : HYPERBOLIC SINES, COSINES AND TANGENTS 



sinh X = i(€' - t-'); cosh x = i(c* + c-»^); tanh x = (e* - + c"') 

e = 2.718 = 1/0.3679 



X 


sinh X 


cosh X 


tanh X 


X 


sinh X 


cosh X 


tanh X 


0.00 


0.000 


1.000 


0.000 0 


2.50 


6.050 


6.132 


0.986 6 


0.10 


0,100 


1.005 


0.099 7 


2.60 


6.695 


6.769 


0.9890 


0.20 


0.201 


1.020 


0.1974 


2.70 


7.406 


7.473 


0.991 0 


0.30 


0.304 


1.045 


0.291 3 


2.80 


8.192 


8.253 


0.992 6 


0.40 


0.411 


1.081 


0.3800 


2.90 


9.060 


9.115 


0.994 0 


0.50 


0.521 


1.128 


0.462 1 


3.00 


10.018 


10.068 


0.995 1 


0.60 


0.637 


1.185 


0.537 0 


3.10 


11.077 


11.122 


0.996 0 


0.70 


0.759 


1.255 


0.6044 


3.20 


12.246 


12.287 


0.996 7 


0.80 


0.888 


1.337 


0.6640 


3.30 


13.538 


13.575 


0.997 3 


0.90 


1.027 




0.716 3 


3.40 


14.965 


14.999 


0.997 8 


1.00 


1.175 


1.543 


0.761 6 


3.50 


16.543 


16.573 


0.998 2 


1.10 


1.336 


1.669 


0.800 5 


3.60 


18.285 


18.313 


0.998 5 


1.20 


1.509 


1.811 


0.8337 


3.70 


20.211 


20.236 


0.998 8 


1.30 


1.698 


1.971 


0.861 7 


3.80 


22.339 


22.362 


0.999 0 


1.40 


1.904 


2.151 


0.885 4 


3.90 


24.691 


24.711 


0.999 2 


1.50 


2.129 


2.352 


0.905 2 


4.00 


27.290 


27.308 


0.999 3 


1.60 


2.376 


2.577 


0.921 7 


4.10 


30.162 


30.178 


0.999 45 


1.70 


2.646 


2.828 


0.935 4 


4.20 


33.336 


33.351 


0.999 55 


1.80 


2.942 


3.107 


0.946 8 


4.30 


36.843 


36.857 


0 999 63 


1.90 


3.268 


3.418 


0.956 2 


4.40 


40.719 


40.732 


0.999 70 


2.00 


3.627 


3.762 


0.964 0 


4.50 


45.003 


45.014 


0.999 75 


2.10 


4.022 


4.144 


0.970 5 


4.60 


49.737 


49.747 


0.999 80 


2.20 


4.457 


4.568 


0.975 7 


4.70 


54.969 


54.978 


0.999 83 


2.30 


4.937 


5.037 


0.980 1 


4.80 


60.751 


60.759 


0.999 86 


2.40 


5.466 


5.557 


0.983 7 


4.90 


67.141 


67.149 


0.999 89 










5.00 


74.203 


74.210 


0.999 91 
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(i) LOG. SCALES 



38.22 



SECTION 22 : LOG. SCALES AND LOG. SCALE INTERPOLATOR 

(0 Log scales (it) Log scale interpolator. 
(i) Log scales 

The exact (to 3 significant figures) relationship between the log. and linear scales 
are set out in Fig. 38.9. It will be seen that the approximation of Fig. 38.10 is very 
close and the error is negligible in comparison with ordinary graphical errors. To 
plot the approximate log. scale, use a decimal rule (inches or centimetres etc.) and 
mark 0.3, 0.6, 0.9 and 1.0 for each major division, and continue similarly. If linear 
graph paper is available, select values for 1 and 10 on the log. scale such that the linear 
scale is 10 or a convenient multiple of 10, then mark log. values as in Fig. 38.10. 

See also Chapter 19 Sect, l(xii) for decibels, slide rules and mental arithmetic. 



FIG. 38.9 , , 

Log Scok 



J 3 A 5 6 7 8 9 lO 



'Soijc — -aoix 1 . 1 < .3oix — ».|-097x|-* Fig. 38.9. Log. and linear scales 
|-« X ^ {exact). 

Linear Measurement 



Lineor Scale 

OI2345 6799IO 

I . .—^ , , 1 . . 1 1 

I 2 4 8 10 

Log Scale ([Approx) 



Pig. 38.10. Log. and linear scales 
(approx.). 



(ii) Log. scale Interpolator 

Often it is desired to know the exact value of a point on a logarithmic scale, when 
it does not come on one of the scale markings. In such a case, mark on a straight 
edge of paper the distance from the point to the next lower scale marking which is a 
multiple of 10, also marking the distance to the next higher marking which is a mul- 
tiple of 10. The piece of paper with the three pencil marks should then be placed 
on the Log Scale Interpolator (see opposite page) so that the edge of the paper is 
roughly horizontal, and the two extreme points come exactly on the outer radial lines, 
the lower value to the left and the higher value to the right. The value of the point 
may then be read on the top scale, multiplied by the appropriate multiple of 10. 
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INDEX 



A 

A-battery, definition, 1398 
A.C./D.C. receiver, definition, 1398 
Abampere, 1332, 1333 
Abbreviations, 1366-1367 
tities of periodicals, 1367-1369 
Abcoulomb, 1332, 1333 
Abfarad, 1332, 1333 
Abhenry, 1332, 1333 
Abmho, 1332, 1333 
Abohm, 1332, 1333 
Abscissa, 279 
Absolute magnitude of complex quan- 
tity, 140, 285 
Absolute maximum system, 9, 77 
Absolute system, definition, 1331 
Absolute temperature, 1334 
Absolute value, definition, 1398 
Absolute zero, 1334 
Abvolt, 1332, 1333 
Acceptance testing of values, 120 
Accumulator operation, valves ratings 

for, 78, 79 

Acoustical absorption coefficient, 863 
Acoustical damping to eliminate standing 

waves in loudspeaker enclosures, 843-845, 

849 

Acoustical data, summary of, 871—874 
Acoustical, electrical and mechanical 

equivalents, 872 

Acoustical feedback, avoidance of, 866 

Acoustical feedback, definition, 1398 

Acoustical labyrinth loudspeakers, 850 
Acoustical phase inverter (vented baffle) 

loudspeakers, 845-850 

Acoustical power of orchestra, peak, 623 

Acoustical QUAD amphfer, 544, 596 
Acoustical radiation by pickup, 714, 718, 719, 

760, 762 

Acoustical tests on receivers, 1314 

Acoustics and music, references, 634 

Acoustics of rooms, 864-865 

Activation of cathode, 69 

Addition, 260 

Admittance and impedance, 144—158 

Admittance as reciprocal of impedance, 154 

Admittance circle diagram, 156 

Admittance coefficents, 50-55 

Admittance, grid input, 49-53 

Admittance, grid input, components of, 51-53 

Admittance, grid input, effects of, 927-934 

Admittance neutralization, stable, 389 

Admittance of arms and networks, 153—158 
Admittance of parallel connections of L, 

C and R, 147-149 
Admittance of series connections of L, 

C and R, 144-147 
Admittance of series-parallel connections 

ofL,CandR, 149-153 

Admittance, short-circuit feedback, 50-55 
Admittance, short-circuit feedback, 

methods of increasing in i-f ampli- 
fiers, 1064 
Admittance, short-circuit feedback, test 

for, 117 

Admittance, short-circuit forward, 50-55 
Admittance, short-circuit forward, test 

for, 117 

Admittance, short-circuit input, 50-55 

Admittance, short-circuit input, test for, 1 13-1 17 

Admittance, short-circuit output, 50-55 



Admittance, short-circuit output, test for, 1 17 
Admittance, signal grid input, of con- 
verters, 970, 973, 976-978, 980-98 1 

Admittances, short circuit, 69 

Admittances, valve, 49-57, 69, 70 

Aerial coin gain, 916-917,920 

Aerial coupling, 912-913 

Aerial coupling capacitance, 921 
Aerial coupling transformer, mutual 

inductance, 916-920 
Aerial coupling transformer, tapped in- 
ductance, 920-921 
Aerial coupling transformer, three special 

cases for, 918-920 

Aerial coupling units, generalised, 9 1 5-9 1 6 
Aerial primary windings of short-wave 

coils, 474 
Aerial stages, 912-913, 915-922 

Aerial stages, fixed tuned, 921 

Aerials (Chapter 22), 890-9 1 1 

Aerials and power transfer, 892-893 

beam width of, 894 

broadside array, 893-894 

car radio, aerials for 1276-1277 

characteristics of, 893-894 
dipoles, 892-895, 898, 904-906, 908-91 1, 919 
effect of spacing between aerial and 

reflector, 905-906 

discone, 910 
dummy, 906-907,1299,1315,1316 

effective area of receiving, 893-894, 896 

effects of earth on performance of 894—900 

height above earth, desirable, 895 

imperfectly conducting earth, 896-900 
attenuation between transmitter 

and receiver, 896-900 

attenuation charts, 897-900 
attenuation of radio waves due 

to, 896-900 

conductivity of eartii, 896-900 

effective area with, 896 
field intensity at receiver — 

charts, 897-900 
height of receiving aerial above 

earth, effect of— charts, 898-900 
power- flux per uiut area at re- 
ceiver, 896-897 
resistivity of earth, 896 
space waves, 896, 897 
surface wave, 896, 897 
perfectly-conducting earth, 894—895 
vertical and horizontal aerials, com- 
parison between, 895, 896 
equivalent circuit of aerial and input 

circuit of receiver, 904 
equivalent circuit of aerial-earth system, 903 
field intensity of wave, electric, and 
power-flux per unit area, relation be- 
tween, 896 
F-M receivers, aerials for, 1288, 1294 
function of a receiving, 892 
half wave dipole, 893,919 
half wave dipole, folded, 910-911 
horizontal, 895-896,910 
impedance of, 901-906 
characteristic, 903 
equivalent series loss resistance, 902 
example of calculations, 903-904 
input impedance, 904 
voltage at receiver terminals, 904 
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Aerials and power transfer (continued) 
power that can be extracted from 

aerial with resistive losses, 
radiation efficiency, 
radiation resistance, 

base radiation resistance, 
reactive component of, 
resistive component of, 
indoor, 

inverted L, 901, 
inverted T, 

ionosphere, effect on reception, 

fading due to interference between 
reflected and ground waves 

reflected waves, 

reflecting layers in, 
loop aerials, 901, 
loop aerials, directly tuned, 
loop aerials, measuring (2 of, 
magnetic and electric fields of wave, 

relation between, 
power available at receiver, 
power gain of, 

power-flux per unit area and electric 
field intensity of wave, relation be- 
tween, 

power transfer between two straight 

dipole aerials, 
quarter-wave, 

references, 

sensitivity-test input, definition, 

space, intrinsic resistance of, 

standard, definition, 

standard 300 ohm, 

types used for broadcast reception, 

medium frequency, 

short-wave, 

v-h-f, 

909-911 

vertical, 892, 893, 895, 

wave antenna, 

wave tilt. 
Air-core, definition. 
Air-cored i-f coils, design of. 

Air-cored medium waveband coils, de- 
sign of. 
Algebra, 

Algebra, complex. 

Algebra, complex, polar coordinates. 
Algebra, complex, rectangular coordin- 
ates. 

Algebraic sum, definition. 
Aligned grids. 

Alignment of converter stage, short- 
wave. 

Alternating current. 

Alternating current, definition. 

Alternating current generator. 

Alternating current, sine wave. 

Alternating current, 3 phase, 

Alternating current waveform, standard. 

Ambient temperature, definition 

Ambient temperatures of composition 
resistors. 

Ambient temperatures of electrolytic con- 
densers. 

Ampere, 

1332, 1333 

Ampere-turn, 

Ampere-turn per inch. 

Ampere-turn per metre, 

Ampere-turn, per weber, 

Amplification, a.c, test for. 

Amplification by valve. 

Amplification, definition. 

Amplification factor, definition. 

Amplification factor, effective, with 

feedback, 311, 

Amplification factor, graphical determina- 
tion, 

AmpUfication factor of r.c.c. triodes. 
Amplification factor plate to screen. 
Amplification factor screen to control grid. 
Amplification factor, tests for. 
Amplification factor, triode, of pentodes, 
AmpUfied a.v.c. 



902 
903 

902, 905, 906 
902 
903 
902 
908 

902, 903-904, 907 
907 
901 

901,908 
901 
901 

905, 908, 918-919 
921-922 
919 

897 
893 
894 



896 

892-893 
909-910 
911 
1297 
897 
1298 
1315 
907-911 

907- 908 

908- 909 



896, 901,904, 907, 
909-910 
908 
908 
1398 
453-454, 
1041-1043 

459-460 
259-272 

285- 287 

286- 287 

285-286 
1398 



990-991 
129-130 
1398 
129 

129, 130, 278 
129 
130 
1398 

187 

193 



1332, 1333 
1332, 1333 
1332, 1333 
1332, 1333 
74, 105, 124 
13 
1398 
13,72 

313,314,315,316 

15, 16, 18 
493 
35-36 
35 

74, 104, 113 
35-36 
1112-1113 



Amplifier gain expressed in decibels, 
AmpUfiers, a-f, complete 
acoustical QUAD, 
bias and screen stabilized amplifier, 
design procedure and examples, 
feedback — see Chapter 7, 

combined positive and negative, to 
give any desired positive, zero or 
negative plate resistance, 
positive, to offset loss of gain by 
omission of by-pass condensers, 

2 stages, 331, 

3 stages, 343- 
Mcintosh amplifier, 

reproduction of sound, complete am- 
plifiers for, 

Walsh, Lincoln, ampUfier, 

Williamson — see under Williamson am- 
plifier. 

Amplifiers, a-f direct-coupled, 
bridge balanced, 
bridge circuit, 
cascode amplifiers, 
cathode-coupled amplifiers, 
cathode-coupled phase inverter, 
cathode follower, 

changes in filament and place voltages, 
compensation for, 

drift of valve characteristics, 

drift of valve characteristics, com- 
pensation for, 

gas-tube coupled, 

maximum gain in, 

modulation systems, 

phase-splitter with positive feedback, 

references, 

screen-coupled, 
Amplifiers, a-f, in-phase, 

cathode-coupled amplifiers, 

grounded-grid amplifiers, 

inverted input amplifiers. 
Amplifiers, a-f power (Chapter 13) 

back bias, in, 

back bias, sources of, 

cathode (self) bias in, 547 



810-811 

544, 596 
593-594 
599-600 



354-355 
354 

334-343, 353, 354 
-347, 353, 370, 377 
544, 594-596 

744-751 
600 



cathode-follower power amplifiers, 

cathode-follower as driver, 

cathode-follower as output stage. 
Class A, definition. 
Class A, limiting, definition. 
Class A, regulated grid bias for. 
Class A single multi-grid valves, 

beam power valves, 

cathode bias, 

fifth harmonic distortion, effecton 

power output 
graphical analysis, power output and 

distortion 
ideal pentodes, 

inductance of transformer primary, 
leakage inductance in output trans- 
former, effects of, 
load resistance, 
loudspeaker load, 
oscillation or parasitics, 
overload characteristics, 
partial triode operation of pentodes 
plate circuit efficiency, 
power output, 

power output and distortion of typical 
beam power ampUfier v's load re- 
sistance, 

practical pentodes, operating con- 
ditions, 

ratio between plate and screen cur- 
rents, 

rectification, correcting loadline for, 

rectification effects, 
rectification effects, fixed bias 
rectification effects, cathode bias, 
regulation, plate and screen, effects 

of, 
568-569 

resistance of transformer primary, 
effect of. 



529-534 

533 
530 
533-534 
348,529, 531 
347-348, 532 
531 

533 

23-24, 530, 533 

533 
532 
65 
532 
354 
543 
532 
529 

348,529, 531 
529 
325, 529 
544-602 
547, 597-598 
597-598 
552-553, 565-566, 
582,585 
596 
591,596 
596 
545, 572 
545, 572 
1215 
560-570 
569 

565- 566 

565 

563-565 
561 
212-214 

566 
561 

566- 567 
562 
563 
570 
562 
561 



570 

561-563 

562 

568-569 
561 
565 
566 



566 
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Amplifiers, a-f power (continued) 

screen current, 

screen dissipation, 

screen source regulation, 

shunt filter, 

space charge tetrodes, 

third harmonic distortion, effect on 
power output. 
Class A single triodes, 

a.c. filament supply, effect of, 

calculating gain and distortion at 
high inputs from measurements of 
g„, and gp at low inputs 

cathode bias, 

cathode by-passing, 

choke-coupled amplifier, 

graphical conditions, power output 
and distortion, 

inductance of transformer prim- 
ary, 

limitations of operating point, 
loudspeaker load, 558, 

optimum grid bias, 

optimum load resistance, 

optimum operating conditions, ideal 
characteristics 

optimum operating conditions, prac- 
tical characteristics, 

optimum plate current, 

overloading, 

plate circuit efficiency, 

plate dissipation, 

power output and distortion of 
typical triode v's load resistance, 

rectification effects, cathode bias, 

rectification effects, fixed bias, 

regulation of power supply, effect of, 

resistance of transformer primary, 
effect of, 

sensitivity, power. 
Class Ai, distortionless, power and 

efficiency in. 
Class AB, 
Class AB,, 

Class AB2 amplifiers, 

bias and screen stabilized amplifier, 

Mcintosh amplifier. 
Class B,545 

Class B amplifiers and drivers. 
Class B amplifier, definition. 
Class Bi amplifiers, quiescent push- 
pull, 

design procedure for Class ft am- 
plifiers, 
distortion in, 

earthed-grid cathode-coupled ampli- 
fiers, 

grid driving conditions. Class ft, 
driver transformer, design of, 
driver valve curved loadHne, 
instability due to negative input 

resistance of valve, 
leakage inductance of driver trans- 
former, effect of, 
leakage inductance of driver trans- 
former, method of minimizing 



562 
562 
562 
567, 636 
569 

564 
548-560 
560 



554, 555 

552- 553 
554 

559-560 

548-554 

212-214, 550 
559 

566-567, 600-601, 
881-882 
557 
557-558 

555-558 

557-558 
557 
560 
559 
559 

558 

553- 554 
551-552, 

565 
551 

550 
559 

59-61 
545 

572 
593-596 

593- 594 

594- 596 

587-593 
587 

592-593 

592 
587 

592 
590-591 
591 
591 

590 

590 



effects of. 


590 


minimum grid inputresistance. 


590 


minimum variational grid resistance. 


590 


peak grid input power. 


590 


plate circuit efficiency. Class ft. 


589 


plate dissipation and power output. 




Class B2, relation between. 


589 


power output and distortion. Class 




B2, 


588-590 


power output, ideal conditions. Class 




B2, 


588 


classes of operation, 


545, 572 


complete amplifiers, 


599-601 


automatic bias control, 


572, 600 


design procedure and examples. 


599-600 


Lincoln Walsh amplifier. 


600 


distortion in — see under Distortion. 




driver stage. 


547, 590-591 



Amplifiers, a-f power (continued) 
effective plate resistance (output re- 
sistance), optimum, 546 
fixed bias in, 547, 597 
fixed bias, sources of, 597 
feedback in — see under Feedback. 

grid circuit resistance, 566, 596-597 

grid circuit resistance with back bias, 597 

hum from plate and screen supplies, 599 

load resistance, critical, 546 
loudspeaker load, 546, 558, 566-567, 600-601 , 

881-882 

Miller effect, 598 

output transformer efficiency, 567 

parallel Class A amplifiers, 570-571 
parasitic oscillation, 547, 562, 590 

plate efficiency, definition, 545 

power output, 545 
push-pull pentodes and beam power 

amplifiers Class A, Aft 583-587 

cathode bias, 585 
extended Class A (triode and pentode 

in parallel on each side), 587 
matching and effects of mismatching 

in valves, 584 
phase inversion in the power stage, 585-586 
common cathode impedance, 585 
Parry cathamplifier, 586 
phase inverter, 585 
screen resistance coupling, 585 
plate and screen currents, average, 584 
power output and distortion, 583-584 
regulation of power supply, effect of 584 
push-pull triodes. Class A, Aft, 571-582 
automatic bias control, 572, 600 
cathode bias, 582 
classes of operation, 572 
common impedance, effects of, 574 
composite characteristics, 574-577, 581 
equivalent circuit for push-pull am- 
plifier, 576-577 
fundamental principles of push- 
pull, 571-573 
hum in plate and grid supplies, effect 

of, 573-574 
leakage inductance of outpit trans- 
former, effect of, 572-573 
matching and effects of mismatching 

in valves, 580-582 

permissible unbalance, 582 

plate current, average, 579-580 

plate dissipation at max. signal, 578 

power output and distortion, 577-579 
rate of change of ciment near cut-off, 

effect of, 572-573 
regulation of power supply, effect 

of, 572, 582 
theory of push-pull amplification 

based on infinite series, 573-577 

references to power amplifiers, 601-602 
regulation of power supply, effect of 

547-548, 551, 562, 568-569, 572, 582, 584 
self bias — see under Cathode bias. 

sensitivity, power, definition, 545 
some characteristics of power ampli- 

fliers, 545-547 

special featiu-es of power amplifiers, 596-599 
testing of, 548, 1321-1325 
see also under Amplifiers, a-f, tests and 
measurements, 

triode operation of pentodes, 547 

types of, 544-545 

28 volt operation, 598 
Amplifiers, a-f, push-pull, methods of 

exciting, 521-527 
balanced output amplifiers with highly 

accmate balance, 527 
common cathode impedance self-bal- 

ancing inverters, 347-348, 526-527 

cross-coupled phase inverter, 527, 663-664 

methods involving iron-cored inductors, 

521-522 

paraphase, common plate impedance, 525—526 
paraphase, floating, 524-525, 534 

paraphase inverter, 524 

paraphase inverter, see-saw self-balancing, 526 
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Amplifiers, a-f, push-pull, methods 
of exciting (continued) 

paraphase inverter, self-balancing, 524-526 

phase inverter, 524 

phase inverter, self-balancing, 524 
phase splitter, 329-330, 522-524 

phase splitter, with positive feedback, 354, 523 

references, 542-543 

Schmitt phase inverter, 526, 670 

Amplifiers, a-f push-pull, voltage, 527-528 
cathode resistors, 527 
output circuit, 527-528 
phase compressor, 527, 528 
push-pull impedance-coupled ampli- 
fiers, mathematical treatment, 528 

Amplifiers, a-f, tests and measurements, 

548, 1321-1325 

distortion, total harmonic, 1321-1322 

equipment, 1321 

feedback, special effects with, 1 324 

frequency response, 1323-1324 

output levels for measurements, 1323 

gain, 1323 

hum distortion, 1322-1323 

intermodulation distortion, 1322 

microphony, 1311, 1324 

noise level, 1324 

operating conditions for tests, 1321 

output, power, 1323 

references, 1327 

square wave testing, 1324 

stability, 1324 

tests, 1321-1325 

Amplifiers, a-f, transformer coupled, 27-34, 

517-520 

applications of, 520 

auto-transformer coupling, 520 

cathode loadlines, 29-30 

desirable valve characteristics, 517 
distortion, core, 206, 207, 210, 21 1, 212, 

214-217, 227 

distortion, valve, 518,519 
elliptical loadlines, 30-34, 64, 213 

equivalent circuits, 204,205,518 
frequency response, 209, 212-214, 517, 518 

gain at mid-frequency, 517 

input impedance, unloaded transformer, 517 

loading of transformer, 519 

maximum peak output voltage, 518-5 19 

parallel feed, 519,520 

parallel feed, bass boosting with, 519 

peak response at high frequencies, 209, 518 

phase shift at high frequences, 518 

phase shift at low frequencies, 206, 207, 214 
primary inductance — see under Induct- 
ance, transformer primary, 

reactive loads, 30-34 

Amplifiers, a-f voltage (Chapter 12), 48 1-543 

choke-coupled amplifiers, 521 

direct-coupled amplifiers, 529-534 
see also under Amplifiers, a-f direct- 
coupled. 

feedback in — see under Feedback. 

in-phase amplifiers, 529 
see also Hn(/er AmpUfiers, a-f, in- 
phase. 

methods of exciting push-pull ampli- 
fiers, 521-527 
see also under Amplifiers, a-f push- 
pull, methods of exciting, 
multistage voltage amplifiers, 541 
multi-channel amplifiers, 541 
single-channel amplifiers, 541 
phase splitter, 329-330, 354, 522-524 
phase splitter with positive feedback, 354, 523 
pre-amplifiers — see under Pre-ampUfiers. 
push-pull voltage amplifiers, 527-528 
see also under Amplifiers, a-f push- 
pull voltage. 

references, 542-543 

resistance-capacitance-coupled pento- 
des, 496-517 
attenuation (gain/frequency) charac- 
teristics with incomplete screen by- 
passing. 496-497 



Amplifiers, a-f voltage (continued) 

bias, increase required with low re- 
sistance screen supply, 506 
cathode by-passing, incomplete, effect 
on gain when screen is adequately 



by-passed, 499-501 
cathode and screen incompletely by- 
passed, effect on gain and phase 



shift. 


498-500 


choice of operating conditions 


496 


combined screen and cathode load- 




lines and the effect of tolerances. 


515-516 


comments on tabulated characteris- 




tics. 


517 


conversion factors applied to complete 




amplifier stage, 


512 


conversion factors with, 


511 


coupling condenser. 


496 


curves of constant plate/screen cur- 




rent ratio, 


515 


data for types 6J7 and 6SJ7, 


507-508, 


510-511 


distortion, comparison between triode 




and pentode. 


511 


dynamic characteristics, 


503-506 


dynamic characteristics, comparison 




with triodes. 


508-509 


equivalent circuit. 


512 


fixed bias, 


501-502 , 506 


gain calculated from dynamic char- 




acteristic, 


506 


gain/frequency characteristic. 


512 


gain at mid-frequency. 


506-508 


gain in terms of g„ and gp, 


507 


gains, typical. 


506 


grid resistor, maximum, 


496 


grid resistor, maximum, cathode bias, 


501 


grid resistor, maximum, fixed bias. 


502-503 


load resistance, 


496 


load resistance to give maximum gain 




with specified following grid re- 




sistor. 


507 


maximum output voltage and dis- 




tortion, 


510-511 



multi-grid valves as r.c.c. amplifiers, 516 
mutual conductance at operating 

point. 506,507-508,511 
optimum operating conditions, 504-505 
phase shift/frequency characteristic, 512 
phase shift/frequency characteristics 
with incomplete screen by-pass- 
ing, 498-499 
plate resistance, 507-508, 511-512 
plate supply voltage, 496 
references, 542 
remote cut-off pentodes as r.c.c. am- 

pUfiers, 516 
screen by-pass, 496-499 
screen loadlines, 513-514 
screen supply, 496 
screen supply from voltage divider, 506 
series screen and cathode bias resis- 
tors, determination of, 505-506 
slope of dynamic characteristic, 506, 

507-508 

special applications, 516 

unbypassed screen and unbypassed 
cathode resistors, relation be- 
tween, 498-499 

variations in plate/screen ciment 

ratio, 514-515 
resistance-capacitance-coupled ttiodes, 

482-495 

attenuation (gain/frequency) charac- 
teristic, 494-495 
cathode bias, 484-487 
cathode bias attenuation (gain/fre- 
quency) characteristics, 484-485 
cathode bias loadlines, 29-30, 486-487 
cathode bias, phase shift, 485-486 
cathode bias resistor, choice of 486 
comments on tabulated characterislcs, 495 
comparison between cathode and 

fixed bias, 488 

conversion factors with, 493 
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Amplifiers, a-f voltage (continued) 
coupling condenser, 
damping due to positive grid current, 
dynamic characteristics, 
equivalent circuit, exact, 
fixed bias, 

gain and distortion at mid-fre- 
quency, 
grid leak bias, 
grid resistor, maximum, 
input impedance and Miller effect, 
load resistance, 

maximum output voltage and dis- 
tortion, 

operating conditions, 

optimum grid bias, 

phase shift/frequency characteris- 
tic, 

plate supply voltage, 
plate voltage and current relation- 
ships, 
references, 
resistance loaded valves, 

dissipation of tiiode, 
stability, decoupling and hum, 
effect of common impedance in 

power supply, 
grid circuit decoupling, 
hum in voltage amplifiers, 
plate circuit decoupling 
plate supply by-passing, 
references, 

screen circuit decoupUng, 
transformer-coupled amplifiers, 

see also under AmpUfiers, a-f, trans- 
former coupled, 
transients and pulses, 

rectangular pulses, 

references, 

transient distortion in amplifiers, 
unbypassed cathode resistor, 
Amplifiers, cathode degenerative. 
Amplifiers, feedback — see under Feedback. 
Amplifiers, intermediate frequency, 
cathode resistor, unbypassed, use of, 
commonly used circuits, 
composite i-f, F-M/A-M, 
crystal filters, variable bandwidth, 
behaviour of equivalent circuit, 
design of, 

crystal constants, 

example, 

gain, 

gain variation with bandwidth, 
overloading arising from, 
position in receiver, 
selectivity, 

types other than bridge, 
damping due to diode circuits, 

degenerative cathode impedance, 
design methods, 

calculation of coupling coeffici- 
ents, 414-416, 
critically-coupled transformers, 
design and table, 
k-measurement, 
f-m i-f transformers, 
general, 

i-f transformer construction, 
over-coupled transformers, 

design and table, 

k-measurement (when k is high) 

under-coupled transformers aid single- 
tuned circuits, 

single-tuned circuits, 
under-coupled transformers, 
detuning due to a.v.c, 
causes of, 

reduction of effects, 
diodes, valves incorporating three, 
distortion, 

in a-m i-f stages. 



483-484 
489 
25-26, 491 
494 

487-489 

490- 491 
489, 786, 1280-1281 

482-483, 487, 488 

493- 494 

482 

491- 493 
482-483 
487-488 

494- 495 

482 

489-490 
542 

24-27, 58-59, 
482-517 
26 

535-540 

535 
538 
538-540 
535-537 
535 
543 
537 
517-520 



540-541 
540-541 
543 
540 
327-329 
327-330 



1020 
330, 
1022 
1024 
1050- 
105O 
1053 
1056 
1057 
1053 



1055 

1036, 
1077- 
330, 
1025- 



-1071 
1064 
■1025 
■1025 
-1061 
■1051 
-1061 
-1057 
-1061 
■1054 
1054 
1121 
1057 
■1056 
1057 
1074, 
■1078 
1064 
1048 



419-421, 1043-1048 
1026-1031 
1026-1030 
1025, 1030-1031 

1037-1041 
1025-1026 
1041-1043 
1031-1034 
1031-1033 

1033-1034, 1102 

1034-1037 

1034- 1035 

1035- 1037 
1061-1064 

1061- 1062 

1062- 1064 
1024 

1067-1069 
1067-1068 



Amplifiers, intermediate-frequency (continued) 
in f-m i-f stages, 

in f-m receivers, 1022, 

in portable battery receivers, 

in short-wave receivers, 

intermediate frequencies commonly ac- 
cepted, 

intermediate frequency, choice of, 
Umiters, 

mixed coupling, 
modulation hum in, 
mutual inductance coupling. 



1024, 



1068-1069 
1290-1292 
1021 
1022 



1021 

1020- 1021 
1023, 1040 

1025, 1044-1048 
1119 

1023, 1025-1041, 
1046, 1048-1050 
1065-1067, 1291 

1021- 1022 
1022, 1024, 1095-1105 

1069-1071 



neutralizing, 
number of stages 
ratio detector, 
references, 
regeneration or degeneration due to 
coupling between diode detector and 

signal grid, 1081 
selectivity of, 1026-1028, 1031-1033, 

1035-1037 

shunt capacitance coupling, 1023-1024 
sliding screen, effect on distortion, 1067 
sliding screen, effect on gain, 28-29 
stability and instabiUty , 1065-1067, 1116 



criterion for choice of valve, 

stage gain, maximum, 
stagger tuning, 

transformers, i-f, see also wnrfer Trans- 
formers, i-f. 
valve characteristics and leadlines, 
variable (expanding) selectivity, 

automatic. 

Amplifiers, pre-, see under Pre- Amplifiers. 
Amplifiers, radio frequency(Chapter 
23), 
aerial stages, 
aerial coupling, 
aerial coupling, car radio, 
capacitance coupling, 
difficulties involved, 
fixed tuned aerial stages, 
F-M receivers, 
general summary, 
generalized aerial coupling units, 
loop, directly tuned, 
mutual inductance coupling, 

aerial coil gain, 

coefficient of coupling, 

selectivity, 

three special cases for the aerial 
coupling transformer, 
tapped inductance aerial transformer, 

gain and selectivity, 
input loading, minimizing, 
degenerative cathode impedance, 

distortion in, 

cross modulation distortion, 
modulation envelope distortion, 
image rejection, 
due to aerial stage, 
meaning of, 
other considerations, 
introduction, 

design considerations, 
references, 
r-f amplifiers, 

choke-capacitance coupling, 
F-M receivers, 
grounded grid stages, 
gain, voltage, 
load impedance, optimum, 
noise factor, 
resistance loading, 
mutual inductance coupled, 
coefficient of coupling, 
high impedance primary, 
low impedance primary, 
stage gain, 

top capacitance coupling, 
parallel tuned circuit, 
gain. 



1065 
1028, 1032, 1036 
1026 



28 

455-456, 

1048- 1050 

1049- 1050 



912-946 

912- 913,915-922 

912-913 
1276-1277 
921 
915 
921 

1287-1288 
921-922 

915- 916 

921- 922 

916- 920 
916-917,920 

918-920 

917- 918 

918- 920 

920-921 
920 
921 
330, 
933-934 
944-945 
945 

944- 945 
925-927 

926 

925- 926 

926- 927 
912-915 
914-915 

945- 946 

913- 914, 922-925 

924 

915-946, 1287-1289 
529, 592, 925 
925 
925 
925 
925 

922- 923 
923 
923 
922 
923 
923 

923- 924 
924 
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Amplifiers, radio frequency (continued) 
reasons for using r-f stage, 
untuned and pre-tuned stages, 
sliding screen, effect on gain, 
stability in, 

causes of instability, 
inter-electrode capacitance coup- 
Ung, 

maximum permissible grid-plate 
capacitance for stability, 
summary, 
tuning methods, 
valve and circuit noise, 
conclusions, 

equivalent noise resistance, 
induced grid noise, 
shot effect noise, 
thermal agitation noise, 
total noise calculations, 
valve input admittance, effects of, 
general considerations, 

determination of loading effects, 

experimental, 
figure of merit for valves, 
valves with two cathode connections, 
input loading of receiving valves at 
radio frequencies, 
detuning, reduction of, 
input capacitance, change in, 
input conductance, 
input conductance, cold, 
input conductance, hot, 
unbypassed cathode resistance, 
effect of. 
Amplitude, critical, in recording. 
Amplitude discriminator. 

Amplitude limiting, 1088, 



Amplitude modulation. 

Amplitude of modulation in recording, 

peak. 

Amplitude recording, constant. 
Amplitude rejection 

by gated beam discriminator 6BN6, 

by detector, 

see also under Limiters, amplitude. 

by ratio detector, 

testing any type of detector, method of 
measurement, 

testing F-M receivers, 

testing, standard signal generator for. 
Angle, phase. 
Angles, measures of. 
Angles of a triangle, 

Angles of any magnitude, trignometrical 

relationships. 
Angstrom unit. 
Angular velocity. 
Angular velocity, definition. 
Anode, 

Anode current, 

{see also under Plate current). 
Anode, definition. 
Anode-grid 

Anode resistance — see under Plate re- 
sistance. 
Antennas — see under Aerials. 
Antinode, definition. 
Anti-resonance, 
Approximations, 

Approximations, use of Binomial Theorem 
for. 

Arc sine, arc cos, arc tan etc.. 
Arcing, 

Arcing in rectifier valves. 

Area, cooling, for power transformers. 

Area of receiving aerial, effective. 

Area, units of, 

Areas by integration. 

Areas, calculation of, 

Argand diagram. 

Arithmetic and the slide rule. 

Arithmetic, short cuts in. 



922 
924-925 
28-29 
942-944, 1116 

942- 943 

943- 944 

943 
944 
913 
935-942 
942 

783,937-938 

939- 940 
783, 787, 936-938 

935-936 

940- 942 
927-934 
927-928 

927- 928 
927 
928 

928- 934 
933-934 

932- 933 
929 

929- 930 

930- 932 

933- 934 
704, 708 

1088 

1090, 1095, 1098, 
1099 
405 

702- 703, 709 

703- 704, 727 

1293 
1293 



1095-1096, 1103-1104 

1104 
1318 
1316 
139-140 
1330 
272 

276 

404, 1329, 1396 
278 
1398 
2 

2,6 

1398 
9 



1398 
151 

258-259, 271-272 

268-269 
277 
3 

100 
237 

893-894, 896 
1329 
296 

274-275, 280, 296 
284 
255-259 
258-259 



Arithmetical mean. 
Arithmetical-mean tracking 
Arithmetical progression. 
Arm of network, definition. 
Arm, series. 
Arm, shunt. 
Armature of pickup. 
Articulation index. 
Articulation of speech. 
Asymmetrical, definition. 
Atmosphere, pressure due to. 
Atomic structure, references to, 
Atoms, 

Attack time of peak limiters. 
Attenuation and phase angle characteris- 
tics. 

Attenuation and phase angle, relationship 
between. 

Attenuation band of filter. 

Attenuation, bass — see also under Bass 
attenuation. 

Attenuation, bass, with enclosed cabinet 
loudspeakers. 

Attenuation between transmitter and re- 
ceiver. 

Attenuation characteristics and subsidiary 

voltages, summation of. 
Attenuation characteristics of multistage 

amplifiers. 
Attenuation characteristics, r.c. filters. 
Attenuation characteristics, r.c.c. triodes, 

incomplete cathode by-passing. 
Attenuation characteristic, total slope of. 
Attenuation, definition. 
Attenuation expressed as time constant. 
Attenuation (gain/frequency) characteristic 
r.c.c. pentode, 

r.c.c. pentode with incomplete cathode 

and screen by-passing 
r.c.c. pentode with incomplete cathode 

by-passing, 
r.c.c. pentode with incomplete screen 

by-passing, 
r.c.c. triode. 
Attenuation in tone contiol, definition. 
Attenuation of radio waves due to earth. 
Attenuation, ultimate. 
Attenuators, 
electronic, 
ladder, 

multiple section, 

potentiometer type (volume controls), 
single section, constant impedance, 
single section, constant impedance, one 

direction, 
use of, in receiver testing 
Audak Polyphase pickup, 
AudibiUty curves for the ear, 
Audioa.v.c., 1113-1114,1 
Audio a.v.c, public address. 
Audio frequency, definition. 
Audio frequency transformers — see under 

Transformers, a-f. 
Auto-transformers, 
Auto- transformer coupling, 
Automatic frequency-compensated volume 

control. 
Automatic frequency control, 
electionic reactances. 
Miller effect circuits, 
quadrature circuits, 

design procedure, 
references, 

resistance in series with capacit- 
ance, 

fi-equency discriminators, 
Foster-Seeley (phase), 

discriminator transformer, de- 
sign, 
equivalent circuit, 
references, 
Round-Travis, 
ratio detector, a.f.c. voltage from, 
use in F-M receivers. 



266-267 
1010, 1014-1017 

266-267 
159 
159 
159 
702 
629 

628-629, 630 
1398 
1330 
12 
1 

682-683, 684 

360, 361 

359-364 
180 



844-845 

896-900 

372-375 

541 
173-176 

484-485 
362 
1398 
638 

512 

498- 500 

499- 501 

496-497 

494-495 
636 
896-900 
174, 359-364, 637 

794- 798 
389, 797-798 

796-797 
796-797 
794 
795 

795- 796 
1299 

719 

606, 620, 621 
120, 1127, 1128, 1142 
693 
1398 



200 
520 

672-674 
1150-1160 
1151, 1156-1160 
1157 
1157-1160 
1159-1160 
1160 

1156-1157 
1151, 1152-1156 

1153- 1156 

1154- 1156 
1154 
1160 
1153 
1098 

1289, 1293 
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Automatic gain control — see under Auto- 
matic volume control. 
Automatic record changers. 
Automatic variable selectivity, 
Avoirdupois, 

Automatic volume control, 

a.v.c. characteristics, conventional, 
a.v.c. characteristics, preferred. 



705-706, 727 
1048-1050 

1329 
1105-1125, 
1229-1334 

1113-1114, 1117-1118 
1229-1234, 
1251-1252 
1114, 1232 
1307, 1318 



a.v.c. characteristics, Scroggies, 
a.v.c. characteristics, tests for, 
a.v.c. voltage from primary of i-f trans- 
former, 1074, 1077-1078, 1234 
effect on a.c. shunting across detector 

diode, 1074 
effect on damping of primary, 1077-1078 
amplified a.v.c., 1112-1113,1263 
audio a.v.c, 1113-1114, 1118, 1120, 1127, 

1128, 1142 

bass frequency anti-modulation, 1116 
battery receivers, use in, 1269, 1271 

battery valves, special considerations 

with, 1114-1115 
circuit for 3/4 valve receiver, 1 257 

communication receivers, use in, 1 262- 1 263 

delayed a.v.c, 1106, 1 1 1 1, 1 1 13, 1 1 14, 1232 

design methods, 1120-1125 
detuning due to, 927, 928, 932-934, 993, 

1061-1064, 1112 

reduction of effects, 1062-1064 
differential distortion, 1074, 1 107, 1 108, 1 1 13 

circuits to eliminate, 1108,1113 
disconnected for heterodyne reception, 961 
distortion due to insufficient by-passing, 1314 
dual a.v.c. system, 1108 
effect on input capacitance, 927, 928, 932-934, 

971,978, 984, 1061-1062 
effect on input conductance, 1062 
effect on input loading, 971 
effects of contact potential in diode, 1 1 06, 

1108, 1118 

F-M receivers, use in, 1097, 1099, 1 1 12, 

1288, 1291-1296 

feed, parallel (shunt), 1 1 09, 1 1 1 0- 1 1 1 1 

feed, series, 1109-1110 
flutter due to, 1245-1246 
grid circuit resistance, maximum, 1110-1111 
modulation rise, 1112, 1114, 1117, 1118, 1232 

noise ciu-ve of receiver shown on a.v.c. 

characteristics, 1114, 1118, 1119, 1232, 1307 

oscillator frequency variation due to, 963, 

993-994 

public address a.v.c, 693 
quiet a.v.c. (muting), 1125-1130 
ratio detector, use with, 1097, 1099 

references, 1139 
reflex receivers, design for, 1 142, 1258-1259 

short-wave operation, limitations on use 

with some converters, 975, 997, 998, 1000, 

1111-1112 

signal to noise ratio of receiver, effect 

on, 1108,1114 
sinking diode circuit, 1108, 1117 

simple a.v.c, 1105-1106, 1111, 1115 

staggering of, 1107-1108 
tests on receivers, 1 307, 1318 

time constant of filter ciKuits, 1 105-1 106, 

1109, 1115-1117, 1233 
charge, 1106,1116-1117 
discharge, 1106,1116-1117 
effect of too small time constant, 1233 
suitable values for, 1116 
vibrator-operated receivers, use in, 1271 
Average values by definite integrals, 297-298 
Average voltage, current, power, 134 
Axial leads, definition, 1398 
Axis, imaginary, 285 
Axis, real, 285 



B 

B-battery, definition, 1398 

B-supply, definition, 1398 

B.A. screw threads, 1389 

Back bias, grid circuit resistance with, 597 

Back bias, sources of, 597-598 
Back bias in power amplifiers, 547, 597-598 

Back emission, diodes, test for, 74, 100 

Background music in factories, 867 
Background noise — see under tioisc. 

Baffles, loudspeaker, 842-851 

Baffles, loudspeaker flat, 842 

Baffles, loudspeaker vented, 845-850 

Baking of coils, 476-477 

Balanced armature loudspeaker, 831-832 

Balanced input voltage, 571 
Balanced output push-pull amplifiers with 

highly accurate balance, 527 

Balanced output transformer, 571 

Band, definition, 1398 

Band elimination filter, definition, 172 

Band-pass, definition, 1398 

Band-pass filters, definition, 172 

Band-spread, definition, 1398 

Band-spread receivers, design of, 1253-1256 
Band-spreading, design of oscillator for 

tracking with, 1013-1017 
Band-width between peaks, 415, 416, 426 
Band-width, constant, in coupled tuned 

circuits. 
Band-width, critical, of noise. 
Band-width, definition. 
Band-width requirements of F-M i-f 

transformers. 
Banded tone frequency test records. 

Barretters, 
Bass attenuation, 

by cathode resistor by-passing. 



by constant k filters, 

by grid-coupling condensers, 

by M-derived filters, 
by negative feedback, 
by parallel - T network, 
by RC network, 
by reactance shunting. 



420 
621 
1298 

1037-1038 
752, 
753-756 
1213-1214, 1266 
649-652 
370, 484-485, 
499-501, 649-650 
652 
173, 370, 

483-484, 495, 649-650,661-662 

652 

378-379,651,744-749 
651,744-749 
660-661 
650 



by resonant primary with parallel feed. 



360,519-520, 645,650 
370, 496-500, 650 
660-661 
744-749 



671-672 
844-845 
640-648, 1234-1239 



by screen by-passing, 
by step-type control, 
rumble filters, 

to provide special attenuation charac- 
teristics by feedback, 

with enclosed cabinet loudspeakers, 
Bass boosting, general, 

automatic fi-equency-compensated tone 
control — see under Tone Compensa- 
tion. 

circuits involving feedback, 336, 347, 379, 

645-647, 669-671, 734-736, 741, 748-751, 
1235-1239 

negative current feedback, 645-646 
simple circuits with decreased feedback 

at bass frequencies, 646-647 
definition, 1398 
effect on distortion, 606, 636-637 

effect on loudness, 640 
effect on overloading, 640 
in reflex receivers, 1141,1146 
methods incorporating resonant cir- 
cuits, 644-645, 666-667, 736 
parallel resonant circuits, 644-645 
series resonant circuits, 645 
transformer primary resonance 

(parallel feed), 5 1 9-520, 645 

methods not involving resonance or 

feedback, 640-644, 660-66 1 , 664, 

733-734, 739-740, 1234-1235 
continuously variable boosting, 642-643, 
644, 664, 667-668, 739-740 

conventional circuit (plate shunt 

compensation), 640-643, 660-661, 

733-734 
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Bass boosting, general (continued) 

frequency characteristics, 641-643 

grid series compensation, 643 

multiple channels, 739-740 
plate series compensation (plate de- 
coupling), 536, 643-644 
methods used for record reproduction, 

732-736, 739-741 

methods used in A-M receivers, 1234-1239 
regeneration due to negative resistance, 648 
step-type control, 660-662 
Bass, definition, 1398 
Bass frequency anti-modulation in re- 
ceivers, 1116 
Bass reflex loudspeaker, 845-850 
Bass resonant frequency of loudspeaker, 836, 

837-841, 844-845, 848-849 

Bass response in high-fidelity sound 

systems, importance of improved, 631 

Bass, synthetic, 616,676 

Batteries, dry, characteristics of, 1272-1274 

Batteries, dry, rechargeable, 1274 

Batteries in series and parallel, 129 

Battery end-of-life tests on receivers, 1313 

Battery operation, valve ratings for, 78, 79, 80 

Battery valves, a.v.c. with, 1 1 14-1 1 15 
Beam power amplifiers, power output and 

distortion vs. load resistance, 570 
Beam power amplifiers, push-pull Class A, 

ABi, 583-587 

Beam power valves, 8, 569 
Beam power valve characteristics, specific 

tests for, 101-108 
Beam-width of aerials, 894 
Beat frequency oscillators, 954, 960-96 1 , 1 263 
Beating, definition, 1398 
Beat-note component of co-channel inter- 
ference. 1317 
Bels and decibels, 806-823 
BH characteristics, 230 
Bias and screen stabilized amplifier, 593-594 
Bias, back, sources of, 597-598 
Bias, cathode — see under Cathode bias. 

Bias, contact potential, 1 280- 1 28 1 
Bias, control on power ampUfiers, auto- 
matic, 572, 600 
Bias, definition, 1398 
Bias, diode, 1280,1281 
Bias, fixed, r.c.c. pentodes, 501-502, 506 
Bias, fixed, r.c.c. triodes, 487-489 
Bias, fixed, sources of, 597 
Bias, grid leak, 489, 786, 1 280- 1 28 1 
Bias, optimum, r.c.c. triodes, 487-488 
Bias, r.c.c. triodes, comparison between 

cathode and fixed, 488 
Bias, self — see under Cathode bias. 

Bias sources in battery receivers, 1269 

Bi-directional microphones, 779-780 

Bifilar transformer windings, 594, 595 

Bilateral elements, 159 

Binomial series and theorem, 268-269 
Binomial theorem, use for approxima- 
tions,268-269 

Biphase half-wave rectification, 7, 1161 

Bleeder resistor, definition, 1398 

Blocking, definition, 1398 

Blocking, grid, 21, 84, 1110 

Blocking, grid, tests for, 107,113 

Blocking interference, 1304 

Blue glow, 4 
Bode's method of feedback amplifier de- 
sign, 365-366, 367-369 

Bogie, definition, 1399 

Boiling point of water, 1 334 
Boltzmann's constant, 935, 1308, 1376 

Boonton converter oscillator test circuit, 1 12 
Boosting, bass — see under Bass boosting. 

Boosting in tone control, definition, 636 
Boosting, treble — see under Treble boost- 
ing. 

Bottom bend of valve characteristics, 57 

Bottom bend rectification, 1084-1085 

Brackets in algebra, use of, 261-262 

Bradley F-M detector, 1088 

Branch of network, definition, 159 

Bridge-balanced direct-coupled amplifiers, 533 



Bridge circuit direct-coupled amplifiers, 530 
Bridge feedback — see under Feedback. 

B ridging amplifier, gain of, 810-811 

Bridging gain, 810-811 

Brierley ribbon pickup, 722 

Briggs system of logarithms, 267 
Brockelsby's method of designing feed- 
back amplifiers with flat frequency 

response, 382-385 

Bubbling in receivers, 1141, 1 142 

Bucking, definition, 1399 

Build of winding in transformers, 236 

Bulb diameters, maximum (footnote), 97 

Bulbs, 5 

Bunet's formula for inductance of coils, 443 

Buzz, 715,722,759 

By-pass condenser, definition, 1399 

By-pass condensers, series resonant, 944, 1289, 

1291 

By-passing radio or ulttasonic frequencies 

in a-f amplifiers, 636 
By-passing — see under Plate, Screen, Grid, 

Cathode, etc. 

c 

C-battery, definition, 1399 

C.G.S. electi-omagnetic system, 1331, 1332 

C.G.S. electrostatic system, 1331, 1332 
Cabinet, design of 850, 1248-1249 

Cables, battery, colour codes, 1344 

Calculus, differential and integral, 289-299 

Candle, measure of light intensity, 1334 

Cans for i-f transformers, 1043 

Capacitance, general, 134-140 

calculation of, cylindrical condenser, 136 

calculation,of parallel plates, 135-136 

coupled aerial transformer, 921 

coupling, interelectrode, 943, 944 
coupling, shunt, in i-f transformers, 

1023-1024 

coupling, top, in r-f amplifiers, 923 
disttibuted, across coils, measuring, 

1325-1326 

grid-cathode, published values of, 56 

grid input, 49-53 

grid input, components of, 51 

grid-plate, 7 
grid-plate, maximum permissible for 

stability, 943 
heater-cathode, effect of variation in, on 

Hartley oscillator, 957, 959 
input capacitance, effect of space charge 

on, 51 
input, of cathode follower, 323, 325 
input, of high-mu r.c.c. triodes, 656 
input, of i-f pentodes, effect of neutral- 
ization on, 1063 
input, of pentodes, published values of 56 
input, of pentodes with feedback to 

screen, 345 
input, of receiving valves at radio fre- 
quencies, change in, 927, 932-933 
interelectrode, 73 
interelectrode, effect of, 7, 46, 5 1 , 53, 69 
interelectrode, ratings, 75 
interelectrode, tests for, 73, 95-99 
ou^ut, of cathode follower, 323-324, 325 
resistors, of, 189 
self of coils, 451-453 
self, of coils, measurement of, 453 
self, of short-wave coils, 472-474 
short-circuit input, change with a.v.c, 

927, 928, 932-934, 971,978, 984, 1061-1062 
short-circuit input, change with trans- 
conductance, 55 
timing, for vibrators, 1207-1209 
units of, 1332 
Capacitive coupling within valve, hum due 

to, 788, 1196-1197, 1198 

Capacitive reactance, 138 

Capacitive reactance, sign of, 50 

Capacitive susceptance, sign of, 50 

Capacitor (condenser), 134 
see also under Condenser. 
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Capacitor, definition, 1399 
Carbon microphones, 775, 

Carbon resistors, characteristics of, 186 

cracked, characteristics of, 186, 190 

Cardioid microphones, 780 

Carrier frequency, definition, 1399 

Carrier wave, definition, 1399 

Cartesian coordinates, 279 

Cascade, definition, 1399 
Cascode ampUfiers, 533-534, 914 

Catenoidal horn loudspeakers, 854 

Cathamphfier, Parry, 586 
Cathode and screen by-passing, r.c.c. 
pentodes, incomplete, attenuation 

and phase shift characteristics, 498-501 
Cathode bias in power amplifiers, 547, 552-553, 

565-566, 582, 585 

Cathode bias loadlines, r.c.c. triodes, 29-30, 

486-487 

Cathode bias operation, determination of 

maximum grid circuit resistance, 82-84 

Cathode bias, r.c.c. triodes, 484-487 

Cathode bias resistor, r.c.c. pentode, de- 
termination of, 505-506 

Cathode bias resistor, r.c.c. triodes, choice 

of, 486 

Cathode bias, single Class A pentodes, 565-566 

Cathode bias with push-pull Class A, 

ABi, 582, 585 

Cathode by-passing, attenuation slope and 

phase angle, 360 

Cathode by-passing, incomplete, effect 

on hum, 786 

Cathode by-passing of r.c.c. pentodes, 
incomplete, attenuation characteris- 
tics, 499-501 

Cathode by-passing of r.c.c. triodes, in- 
complete, attenuation characteris- 
tics, 484-485 

Cathode by-passing of r.c.c. triodes, in- 
complete, phase shift, 485-487 

Cathode by-passing of single Class A 

triodes, 554 

Cathode connections, two, valves with, 928 

Cathode-coupled amplifiers, 348, 529, 531 

Cathode-coupled phase inverter, 347-348, 532 

Cathode current, average, maximum, 75 

Cathode current characteristics of pen- 
todes, 16-17 

Cathode current, definition, 1399 

Cathode current, peak, maximum, 75 

Cathode current, total available peak and 

average, 73 

Cathode current — see also Space current. 

Cathode definition, 1399 

Cathode degenerative amplifier, 327-329 
Cathode emission — see under Emission. 

Cathode follower 316-327 
Cathode follower as driver for Class B 

stage, 591,596 
Cathode follower as low-noise pre-amph- 

fier input stage, 789-790 
Cathode follower as transformerless 

driver, 591,596 

Cathode follower, direct-coupled, 531 

Cathode follower power amplifiers, 596 

Cathode injection circuit for converters, 969 

Cathode loadlines, 29-30 

Cathode neutralization in a-f circuits, 1285 
Cathode resistor, unbypassed, in r-f and 

i-f amplifiers, 933-934, 1064, 1288, 1292 

Cathode resistor, unbypassed, to give 

compensation of input capacitance 

change with grid bias, 56 
Cathode resistors in push-pull voltage 

amplifiers, 527 
Cathode to heater leakage— 4ee under 

Heater to cathode leakage. 

Cathodes, general, 4, 5 

activation of, 69 

as negative electrode, 2, 80 

directly heated (filaments), 4-5 

on a.c. supply, 6 

indirectiy lieated, 4-5 

ion bombardment of, 3 



Cathodes, general (continued) 

oxide coated, 2 

low temperature operation, 3 

temperature of, 2 

sleeve, 2, 5 

thermal expansion of, 5 1 

valves with two or more cathode leads, 928 
virtual, 3, 70, 71, 973, 978, 986 

Cells (batteries) in series and parallel, 129 

Celsius, 1334 

Centigrade, 1334 
Centimetre, unit of length, 1329, 1331, 1332, 

1333 

Centre tracking frequency, 1004 

Ceramic dielectric condensers, 196 

Ceramic piezo-electric microphones, 779 

Change in operating conditions, effect 

of, 26, 42-44 

Changes in filament and plate voltages in 

d.c. amplifiers, compensation for, 533 

Changes in supply voltage, effect on os- 
cillator frequency variation, 949, 953, 955 

Channel, definition, 1399 

Characteristic curves, valve, 15-24 

see also under Valve characteristic curves. 

Characteristic impedance of aerial, 903 

Characteristic impedance of 4-terminal 

networks, 179 

Characteristics — see under Waive charac- 
teristics, etc. 

Charge on condenser, energy stored in, 135 
Charge, units of, 1332 
Charging characteristic of condenser, 136-137 
Charts, tables and sundry data, 1329-1423 
Chatter (needle talk), 714, 718, 719, 760, 762 
Chemical and physical constants, 1376 
Choke-capacitance coupling in r-f ampli- 
fiers, 924 
Choke coil, definition, 1399 
Choke-coupled a-f amplifiers, 521 
Choke-coupled power amplifier. Class A 

Biode, 559-560 
Choke input filters for rectifiers, 1 1 62- 1 1 64, 

1167-1169, 1182-1185 
Choke, swinging, 249-250, 1 182 

Chokes, r-f, checking resonant frequencies, 944 

Chokes, r-f, design of, 474-475 

Chokes, r-f, self resonant, 475 

Chokes, r-f, pie-wound, 474 

Circuits used for tracking analysis, 1002 

Circular mU, 1329 

Circle, 273 

Circle, equation to, 280 

Clippers, speech, 693-694 

Closure, percentage, of vibrator, 1208 
Co-axial and co-planar loudspeaker 

mounting, 860 
Co-axial, definition, 1399 
Co-channel interference in F-M re- 
ceivers, tests for, 1317-1318 
Coefficient of coupling in tuned circuits — 

see under Coupling factor. 

Coercive force, 23 1 

Coil data (table) for power transformers, 240 
Coil design, oscillator, 947-957, 959-960 

Coil magnification factor, 144 

Coil, oscillator, position in receiver, 957 
Coils 

baking of, 476-477 

flash dipping of, 477 
i-f, air-cored, design of, 453-454, 1041-1043 

i-f, amount of coupling, 458 

i-f, direction of winding, 458 
i-f, iron-cored, design of, 454-455, 1041-1043 

impregnation of, 477 

measurements on, 1325-1326 
coefficient of coupUng, 1025, 1030-1031, 



1033-1034, 1102 
distributed capacitance across coils, 

1325-1326 

primary resonant frequencies of aerial 



and r-f coils, 1325 

medium wave-band, air-cored 459-460 

medium wave-band, design of, 459-463 

medium wave-band, iron-cored, 460-461 

multilayer, design of, 443-444 
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Coils (continued) 

multilayer, inductance of, 441-444 

r-f, design of, 450-480 

r-f, self-capacitance of, 451-453 

short wave, aerial primary windings, 474 

short wave, design charts, 466-473 

short wave, design of, 463-468 

short wave, matching, 468-471 

short wave, self-capacitance, 472-474 

tropic proofing of, 476-478 

universal, gear ratios for, 456-457 

universal, inductance of, 444 
see also Inductors, Solenoids. 

Colpitts oscillator, 952-953 

Colour codes, 1335-1344 

cables, battery, 1344 

capacitors, ceramic dielectric, 1341 

capacitors, metallized paper, 1344 

capacitors, mouldedmica, 1340-1341 

loudspeakers, 1343 

resistors, fixed, 1335-1336 

transformers, a-f, 1342 

transformers, i-f, 1342 

transformers, output, 1342 

tiansformers, power 1342-1343 

wiring, chassis, 1343-1344 

Common logarithms, 267 
Communication receivers— see under Re- 
ceivers, communication. 

Commutator, 129 

Compensated diode detector, 1074 
Compensation for changes in filament and 

plate voltages in d-c amplifiers, 533 
Compensation for drift in valve charac- 
teristics in d-c amplifiers, 533 
Compensation, grid series, 643 
Compensation, plate series 536, 643-644 
Compensation, plate shunt, 640-643, 660-661, 

733-734 

Compensation of input capacitance change 
with bias change, value of cathode 

resistor for, 56 

Compensation theorem, 166 

Compensators (trimmer condensers), 1 97 

Complementary angles, 272 

Complex algebra, 285-287 
Complex algebra with polar coordinates, 

286-287 

Complex algebra with rectangular co- 
ordinates, 285-286 
Complex quantities, 139, 140, 285-287 
Complex quantity, absolute magnitude 

(modulus) of, 140, 285 
Complex quantity, real and imaginary 

parts of, 140, 285 

Compliance at stylus tip, 712, 717-722 

Compliance, definition, 1399 

Compliance in cone suspension, 836 

Composite characteristics, 574-577 
Composite i-f transformers, F-M/A-M, 

1024-1025 

Composite loadlines, 576 
Composition resistors, characteristics of, 186 
Compression characteristics, 682, 684 
Compression of speech, 684 
Compression ratio, 682 
Compression, volume, 679-68 1 , 68 1 -684 
Concentric folded horns, 856-857 
Condenser (capacitor), 1 34 
Condenser charge and discharge charac- 
teristics, 136-137 
Condenser, coupling, of r.c.c. amplifier, 

483-484, 496 

Condenser, definition, 1399 

Condenser input filters for rectifiers, 1 161-1 163, 

1165-1167, 1169, 1170-1182 

Condenser loudspeakers, 832 

Condenser microphones, 778 

Condensers, characteristics of, 191-198 

ceramic dielectric condensers, 196 

colour codes, 1341 
standard ceramic dielectric capacitors, 

1352-1354 

combination units, 197 

compensators, 197 



Condensers, characteristics of (continued) 

electrolytic, 192-194 

ambient temperature, 193 

capacitance tolerances, 192 

dissipation factor, 193 

dry types, 192-193 

etched foil anodes, 192, 193 

plain foil electrodes, 192,193 

reversible, 193 

tantalum electrodes, 192 

effect of being left idle, 193 

effect of frequency on capacitance, 192 

effect of temperature on capacitance, 192 

leakage currents, 193 

power factor, 193 
ripple current ratings, 193-194, 1358 

ripple current through, 1181-1182 

self-healing properties, 193 

series operation, 193 

series resistance, 192 

standard electrolytic capacitors, 1357-1358 

surgeproof types, 193 

use as first filter condensers, 193 

wet types, 193 

use as voltage regulators, 193 

gang condensers, 197, 1289 

standard variable capacitors, 1354-1356 

vibration of plates, 958-959 

metallized paper dielectric condensers, 195 

colour codes, 1 344 
standard metaUized paper dielectric 

capacitors, 1357 
mica dielectric condensers, 196 
colour codes, 1340-1341 
standard fixed mica dielectric capaci- 
tors, 1351-1352 
paper dielectric condensers, 194-195 
standard fixed paper capacitors in 

tubular non-metallic cases, 1347-1349 
standard metal encased fixed paper 
dielectric capacitors for d.c. ap- 
plication, 1349-1351 
references, 198, 1358-1360 
r-f by-pass, checking by Q-meter, 944 
service life, 192 
shunting large condensers bysmall ones, 

effects of, 959 

silvered mica dielectric condensers, 196 

applications in receivers, 1023, 1041 

summary of characteristics, 191 

trimmer condensers, 197, 1356 
variable, tuning — see above under 
gang condensers. 

Condensers, ideal, 1 3 6 

Condensers in a.c. circuits, 137-140 

Condensers in d.c. circuits, 136-137 

Condensers in parallel and series, 135 

Conductance, definition, 14 

conversion transconductance, definitions, 14, 

109 

conversion transconductance of conver- 
ter valves, 966-967 

conversion transconductance of modu- 
lator or mixer valves, 964-966 

grid variational, 20 

input, of receiving valves at radio fre- 
quencies, 929-932 

input, variation with a.v.c. 1062 

input, signal grid, of frequency con- 
verters, 976-978, 980-981, 982, 985-986, 

987-988 

mutual, definition, 14 

mutual, graphical determination of, 15, 16, 17 
mutual — see also Transconductance 
grid-plate. 

mutual, tests for, 74, 103-104, 113, 123, 124 

mutual, triode, of pentode, 34 

of arms and networks, 153-154 

plate, definition, 14 

plate, testing of, 124 

short-circuit input, typical values of, 55, 

1028, 1029 

Conductance and susceptance from re- 
sistance and reactance, chart for de- 
termining, 155, 156 
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Conductance, grid input. 


49-53 


Conductance in resistive circuits. 


133 


Conductance, signal srid input, of con- 




verters, 976-978, 980-981, 982, 987-988 


Conductance, units of, 


1332 


Conducting materials, properties of. 


1374 


Conductivity of earth. 


896-900 


Conductivity, units of. 


1332 


Cone movement, amplitude of loudspeaker 


834 


Cone, volume of. 


275 


Cones, practical loudspeaker. 


834, 835-836, 




839 


Conical horn loudspeakers. 


851, 854 


Conjugate impedances. 


165 


Connections to valve sockets. 


80, 81 


Connoisseur pickup. 


718 


Constancy of characteristics with feed- 




back. 


388 


Constant amplitude recording. 


703-704, 727 


Constant bandwidth, coupled tuned cir- 




cuits. 


420 


Constant current curves. 


22-23 


Constant, definition. 


1399 


Constant <: filters. 


179-182 


Constant velocity recording. 


703-704, 727 


Constants, chemical and physical. 


1376 


Constants in algebra. 


265 


Consonance, definition. 


1399 


Contact potential 




biasing. 


1280-1281 


diode, effects of, 1079, 1080, 1082, 11 06, 




1108, 1118 


drift during life. 


23-24, 84, 533 


grid-cathode. 


18,20,39,69,70 


Continuity, 




265-266 




Continuity of electrodes, tests for. 


73,91-93, 123 


Continuous functions. 


265-266 


Convergent infinite series. 


268 


Conversion, English to metric units. 


1329-1330 


Conversion factors applied to complete 




r.c.c. stage. 


512 


Conversion factors, valve. 


36-40, 57, 493,511, 




568 


Conversion transconductance, definitions. 


14, 




109 


Converter, definition. 


1399 


Converters, frequency — see under Fre- 




quency converters. 




Coordinates, 


279 


Coordinates, Cartesian, 


279 


Coordinates, polar. 


283 


Co-planar, definition. 


1399 


Copper oxide rectifiers. 


1169 


Copper, temperature coefficient of re- 




sistivity. 


237 


Core, definition. 


1399 


Core materials for transformers. 


206-209, 210, 




214 


Cores, i-f and r-t—see under Inductors, 




r-f; Iron cores. 




Cores, transformer — see under Trans- 




formers, practical, a-f, output, power; 




also under Inductors, iron-cored. 




Corner horns. 


856 


Corrugations in loudspeaker cones. 


835, 839 


Cosecant of an angle. 


272 


Cosine of an angle. 


272, 275 


Cosine wave. 


278 


Cosmic rays, wavelength of. 


404, 1363 


Cotangent of an angle. 


272 


Coulomb, measure of charge. 


1332, 1333 


Counter-modulation in receivers. 


1264 


Coupling between oscillator and signal 




circuits in converters. 


973, 974-975, 980, 




988, 992, 994, 1000 


CoupUng between two coils. 


142 


Coupling, coefficient of. 


142 


Coupling condenser of r.c.c. ampUfier, 


483-484, 




496 


Coupling factor (coefficient). 


142 


critical. 


415,426 


in aerial transformers. 


918-920 



CoupUng factor (continued) 

in i-f transformers, 416, 1023-1024 
calculation of, 414-416,419-421, 

1023-1024. 1043-1048 
measurement of, 1025,1030-1031, 

1033-1034, 1102 

in phase discriminator transformers, 1090 

in r-f transformers, 923 

of tuned circuits, 413-426 

transitional, 416, 1031 

Coupling, mixed, in i-f transformers, 1025, 

1044-1048 

CoupUng of tuned circuits, 418-421 

Coupling, unity, 142 
Cracked carbon resistors, characteristics 

of, 186, 190 
Creeping plate current in power amplifiers, 596 
Critical bandwidth of noise, 621 
Critical coupling factor, 415,426 
Critical damping, conditions for, in feed- 
back amplifiers, 385-388 
Critically coupled i-f transformers, 1026-103 1 
Cross-coupled phase inverter, 527, 663-664 
Cross-coupling in push-pull amplifiers, 528 
Cross-modulation, definition, 1399 
Cross-modulation, external, 945, 1264 
Cross-modulation in r-f and i-f amplifiers, 

927,945, 1108, 1264, 1303 
Cross-over frequency in recording charac- 
teristics, 728 
Cross-over frequency, loudspeaker, choice 

of, 860-861 

Cross-over point, grid current, 19, 20 
Cross-over point, grid current, drift dur- 
ing life, 23-24 

Cross-talk component in F-M receivers, 1317 

Cross-talk in A-M receivers. 1304 ' 

Crystal constants, 1056-1057 

Crystal detectors, 1136-1139 

Crystal filter as whistle eliminator, 675 

Crystal filters, variable bandwidth, 1051-1061 

behaviour of equivalent circuit, 1050-1051 

design of, 1053-1061 

crystal constants, 1056-1 057 

example, 1057-1061 

gain, 1053-1054 

gain variation with bandwidth, 1054 

position in receiver, 1057 

selectivity, 1055-1056 

types other than bridge, 1057 

Crystal loudspeakers, 832 

Crystal microphones, 775, 778-779 

Crystal rectification, theory of, 1138 

Crystal triodes, 1138 

Cube, 275 

Cumulative grid detectors, 62, 1082-1084 

Current, alternating, 129-130 

Current and voltage, 128-130 

Current direct, 128-129 

Current, electric, as electron flow, 1,2 
Current feedback — see under Feedback. 

Current flow, direction of, 128 

Current indicators, peak reading, 119 

Current leading voltage, 138 
Current regulators (barretters), 1213-1214, 1266 

Current sheet inductance, 429, 436-438, 

441-442 

Current, units of, 1332 
Currents in windings of power trans- 
formers, 236 
Curvature, radius of, in record, minimum 704 
Curve, average height of, 280 
Curve, finding equation to, 281 
Curve tracer methods, valve characteristics 

by, 119-120 

Curves, typical tracking, 1003 

Cutler tone control, 664 

Cut-off frequency, definition, 1399 

Cycle, 129, 278, 403 

Cycle, definition, 1399 

Cylinder, solid or hollow, 275 
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D 

Damped oscillations, 

Damping, acoustical, to eliminate standing 
waves in loudspeaker cabinets. 

Damping, compensated critical, in feed- 
back amplifiers. 

Damping, critical, in feedback amplifiers. 



408, 424 

843-845, 849 

367 
365, 

367, 378, 385-388 



Damping due to positive grid current, 

r.c.c. amplifiers. 
Damping factor of oscillations. 
Damping in loudspeakers. 

Damping in loudspeakers, critical. 

Damping, input circuit. 



Damping of circuits by valve admittances 
Damping of feedback amplifier on tran- 
sients. 

Damping of i-f amplifier due to diode 
circuits. 

Damping of input circuits due to deteC' 

tors other than dbdes. 
Damping of resonances in pickups. 
Damping of tuned circuits in tone control. 
Data, sundry, with tables and charts, 
db per octave and db per decade, table, 
dbm, 
dbv, 
dbvg. 

Dead spots. 

Decades, octaves and frequency ratio 
(table), 

Decca ffrr type D pickup. 

Decibel expressed quantities, nomogram 
for adding. 

Decibels and bels 

Decibels of voltage gain, 

Decibels per octave, calculations in- 
volving. 

Decibels per octave, to convert to fre- 
quency ratio. 
Decibels, tables and charts. 
Decibels, voltage expressed in (dbv). 
Decimal equivalents of fractions. 
Decoupling filter in diode detector cir- 
cuit. 

Decoupling in voltage amplifiers. 
Decrement, logarithmic. 
De-emphasis characteristic in F-M re- 
ceivers. 

De-emphasis curve with time constant 

75 microseconds. 
Definite integrals. 
Definitions, acoustical. 
Definitions, alphabetically arranged, 

bibliography, 

special groups, 1 59- 1 60, 

see also under individual subjects. 
Deflector (diffuser) for loudspeakers. 



489 
408, 424 
833, 840-842, 
844-845, 856 
833, 840-841, 
844-845 
20, 70, 489, 1036, 1074, 
1077-1078, 1084 
70 



365-367, 382, 386 

1036, 1074, 1077-1078 

1084 
716 
639 
1329-1423 

368 



776, 808 



810 



959 

368 
717-718 

821-822 
806-823 
810 

637-638 

637-638 
813-821 
776, 
1404 

1073, 1080 
535-538 
408, 424 

1315 

638 
296-298 
871-872 
1398-1404 
1403-1404 
1297-1298, 1314- 
1315 



839, 858, 
1260 
706 
535 
1330 
1399 
1114 
786 
61 
1399 
287-288 
1399 
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Deformation, elastic, of record material. 
Degenerative coupling in a-f amplifiers. 
Degree, measure of angle. 
Delay, definition. 

Delayed a.v.c. 1106,1111 

Demagnetizing of valves. 

Demodulation, 

Demodulation, definition, 

De Moivre's theorem. 

Denominator, definition. 

Derating curves of composition resis- 
tors, 187, 1345, 1346 

Derivatives, 291 

Design-centre system of valve ratings, 9 

Detection, definition, 1399 

Detection, general, 61 
see also under Detectors. 

Detectors, A-M 1 072- 1 087 

diodes, 1072-1082 
characteristic curves, 1075, 1076 

combined with i-f amplifier, 1081 



Detectors, A-M (continued) 




compensated diode detector. 


1074 


conduction resistance, diode. 


1079 


contact potential, effects, of. 


1079, 1080, 




1082, 1106 


damping across i-f transformer. 


1077-1078 


relation between secondary damp- 




ing and detection efficiency. 


1077 


design, quantitative. 


1075-1081 


detection efficiency. 


1076, 1080-1081 


distortion, non-linear. 


1072-1076, 1080- 




1081, 1106, 1107 


differential. 


1074, 1107 


due to ax. shunting. 


1072-1076, 1082, 




1106-1107, 1133 


methods of overcoming. 


1073-1074, 




1082 


equivalent diode circuit. 


1078 


equivalent resistance, internal. 


1079 


filter, r-f (decoupUng), 


1073, 1080 


loadlines. 


1075 


modulation percentage applied to de- 




tector. 


1078 


modulation ratio, critical. 


1076-1077, 1081 


play-through. 


1081, 1082 


regeneration or degeneration due to 




couphng between diode detector 




and i-f grid. 


1081 


residual volume effect. 


1081, 1082 


response (frequency) characteristic. 






1078-1080 


shunt capacitance, effect on detec- 




tion efficiency. 


1080 


suppressor grid as. 


22, 1257 


time constant. 


1080-1081 


grid, leaky. 


62, 1082-1084 


battery valves used as. 


1083 


damping of input circuit 


1084 


distortion with. 


1083 


grid, power. 


1084 


damping of input circuit. 


1084 


distortion with. 


1084 


infinite impedance — see under Reflex. 




plate (anode bend), 57, 62, 508, 1084-1085 


bottom bend rectification. 


57, 1084-1085 


pentodes, choke coupling with. 


1085 


top bend rectification. 


508, 1084-1085 


references. 


1138 


reflex. 


326, 1085-1086 


distortion. 


1086 


input impedance. 


1085-1086 


use in high fidelity t.r.f. receivers 


1086 


regenerative. 


1086-1087 


sinking diode circuit, 1 108, 1 1 17, 1257, 1295 


square law. 


62 


super regenerative. 


1087 


amplitude limiting with. 


1087 


distortion. 


1087 


measuring selectivity of superregen- 




erative receiver. 


1087 


noise level. 


1087 


radiation from. 


1087 


separate quenching. 


1087 


use in cheap F-M receivers. 


1087 


Detectors, crystal. 


1136-1139 


fixed germanium. 


1136-1137 


fixed silicon. 


1137 


references. 


1139 


theory of crystal rectification. 


1138 


transistors (crystal triodes) 


1138 


Detectors, F-M, 1088-1105, 1292-1293 


amplitude discriminator. 


1088 


Bradley detector. 


108 


distortion, non-linear. 


1088, 1104 


Fremodyne, 


1088 


gated beam discriminator, 6BN6, 


1293 


general principles. 


1088 


limiting, amplitude — see wnder limiting. 




amplitude. 




locked oscillator. 


1088, 1292-1293 


measurement of amplitude rejection 




properties of any type of detector. 




method for. 


1104 


phase discriminator, 1088-1095, 1292-1293 


alternative arrangement. 


1095 
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Detectors, F-M (continued) 

basic circuit, 1089 

design data and example, 1090-1095 

coefficient of coupling, transformer, 1090 

discriminator characteristic, 1092 

discriminator sensitivity, 1090 

generalised curves, 1091 
Hmiter-discriminator combination, 

1292-1293, 1296 

typical circuit arrangement, 1090 

voltage relationships, 1089 

0 detector, 1293 
ratio detector, 1088, 1095-1105, 1292-1293 

a. fx. voltage from, 1098 
amplitude rejection by, 1095-1096, 1 103-1 104 

a.v.c., use of, 1099, 1293 

a.v.c. voltage from, 1097 

balanced circuit, 1098 

cu-cuit, types of, 1 098- 1 099 

circuits, practical, 1101 
design considerations, 1099-1101, 1292-1293 

diodes for use with, 1099 

input/output curves, 1098, 1099 

measurements on, 1 1 02- 1 1 05 

operation of, 1097 

output curve, typical, 1096 

unbalanced circuit, 1098-1099 

references, 1138,1296 

types of detectors in common use, 1088 
Detuning due to a.v.c, 927, 928, 932-934, 

993, 1061-1064, 1112 

Detuning of r-f and i-f amplifiers by 

a.v.c., 927, 928, 932-934 
reduction of, by means of cathode re- 
sistance, 933-934 
Deviation sensitivity in F-M receivers, 1317 
Deviation sensitivity, maximum, in F-M 

receivers, 1317 
Diaphragm of horn loudspeaker, 854-855 
Dictaphone, 701 
Dielectric, 134 
Dielectric losses in coils, 465 
Dielectrics in oscillator circuit, require- 
ments for, 957 
Differential and integral calculus, 289-299 
Differential coefficient, 29 1 
Differential coefficients, partial, 293 
Differential distortion, 1074,1107,1108, 1113 
Differential gain of push-pull amplifier, 528 
Differential unbalance in push-pull am- 

pUfier, 528 

Differential wear in records, 706 

Differentiating networks, 160 

Differentiation, 291-294 

Differentiation, partial, 293 

Differentiation, successive 292 

Differentiation, total, 294 

Digits, 256 

Diode bias, 1280, 
Diode detectors — see under Detectors, 
A-M. 

Diode line, definition, 591 

Diodes, general, 6-7 

back emission test, 74, 100 

characteristics at low plate currents, 65 

characteristics, specific, tests for, 99-101 

contact potential, effects of, 1079, 1080, 

1082, 1106, 1108, 1118 

high perveance; applications of, 1098 

noise diodes, 1308, 1309 

plate current commencement voltage of, 84 

power (rectification), 1161-1191 
diode currents, determination of, 

1174-1176, 1183 

power, rectification, test for, 74, 99-100 

ratio detectors, for use with, 1099 
see also under Detectors, A-M. 

shunt diode bias supplies, 1 188-1 191 

signal, rectification test for, 74,100 

valves incorporating three, 1024, 1295 

zero signal plate current test, 1 0 1 

Dipoles, 892-8 

Dipping, flash, of coils, 477 



Direct-coupled a-f amplifiers, 529-534 

Direct-coupled amplifiers — see under Am- . 
plifiers, audio-frequency. 

Direct current, 128-129 

Direct current (zero frequency) ampli- 
fiers, 529-534 

Direct current from rectified and filtered 

a.c. supply, 129 

Direct current generator, 129 

Direct current, pure, 129 

Direct current with superimposed ripple 

(or hum), 129 

Direct playback, 701,766-768 

Direct radiator loudspeakers, 831-851, 860-864 

Direction of current flow, 128 

Direction of current flow, indications of, 130 

Directional characteristics of loudspeakers, 

834, 839-840, 856 

Directional characteristics of micro- 
phones, 779-780 
Directional pattern of microphones, stan- 
dard for, 781 
Directivity index of loudspeaker, 875 
Directivity index, loudspeaker loudness, 875 
Disc recording — see under Records, re- 
production from. 
Discharging characteristic of condenser, 137 
Discone aerials, 910 
Discontinuous functions, 265-266, 302 
Discriminator, amplitude, 1088 
Discriminator, phase — see under Phase 
discriminator. 

Discriminators, frequency, 1151, 1152-1156 

Discs, characteristics of, 706-709 
Discs, materials for, 706, 766, 769 

Display of valve characteristics, 120 
Dissipation characteristic of valve heater 

(filament), 10,11 

Dissipation, definition, 1399 
Dissipation in distortionless Class A 

amplifier, 59-61 
Dissipation in reactive circuit, power, 

140, 143-144 

Dissipation measurements in receivers, 1302 

Dissipation of composition resistors, 186-187 

Dissipation of electrodes, maximum, 75 

Dissipation of electrodes, tests for, 108 

Dissipation of resistance loaded triode, 26 
Dissipation, plate, and power output. 

Class Bz, 589 

Dissipation, plate. Class A triode, 559 
Dissipation, plate, max. signal, push-pull 

Class A, AB, triodes, 578 

Dissipation, plate power, general theory, 63-64 

Dissipation, screen. Class A pentode, 562 

Dissonance, definition, 1399 

Distorted sine wave, 130 

Distortion and fidelity (Chapter 14), 603-634 
1281Distortion 

amplitude, 604 

cross modulation, in r-f amplifiers, 927, 945 
distortion and power output 

push-pull Class A, AB[ pentodes 

etc., 583-584 

push-pull Class A, ABi, triodes, 577-579 

push-pull Class B2, 588-590 
distortion and power output vs. load 

resistance beam power amplifier, 570 

type 45 triode, 558 

due to peak limiters or volume limiters, 681, 

683 

due to tone control, 606, 636-637 

effect of sound level on audible, 63 1 

factor, 609 

factor meter, 1 300 

factor, weighted, 610 
frequency, 604,617-618,626,631 

frequency modulation, 604, 626 

frequency range and, 63 1 

harmonic, for type 2A3 triode, 607 

harmonic, for type 6F6 pentode, 608 
, 898^e!fe(Sefiqs908-9 1 1 606-607, 608 
hum distortion, 1309, 1314, 1322-1323 

imagery for describing, 604-605 
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Distortion (continued) 




Distortion (continued). 




in A-M detectors (other than diodes), 




modulation envelope, in r-f amplifiers. 




1083, 1084, 1086, 1087 




944-945, 1067-1068 


in amplifiers, effect of feedback on, 




non-linear, 604, 605, 610-611,617 


308,309,313-316, 608 


non-linear, criterion of. 


610-611 


in amplifiers, measurement of. 


1321-1322 


permissible total harmonic. 


607-609, 630-631 


in cathode follower. 


319 


phase. 


604, 618 


in Class A triode at high inputs cal 




references. 


632-634 


culated from measurements of g„ 




relationship between harmonic and 




and gp at low inputs. 


554, 555 


intermodulation distortion. 


612-613,615, 


in Class B ampUfiers and drivers. 


587 




758-759 


in diode detectors, 1072-1076, 1080-1081, 


rule, Espley and Farren, 


550 




1106, 1107 


rule, 5%, 


550 


differential. 


1074, 1107 


scale, 


6 


due to a.c. shunting. 


1072-1076, 1082, 


sibilant speech sounds, with volume 




1106, 1107, 1133 


compression. 


683 


methods of overcoming. 


1073-1074, 1082 


third and fifth harmonics,effect on 




in F-M detectors. 


1087, 1088, 1104 


power output. 


564, 565 


in i-f A-M stages. 


1063, 1067-1068 


total harmonic. 


608 


in i-f F-M stages, 1038-1039, 1068-1069 


total harmonic, in high-fidelity ampli- 




in loudspeakers, 600-601, 631, 632, 854-855, 


fiers, 


630-631 




868-871 


tracking, in record reproduction. 


723-727 


cross-over, 


856, 860-861, 868 


transient. 


604,618,619 


frequency modulation, 


855, 869 


transient, in a-f amplifiers. 


540-541 


horn loudspeakers, occurring in. 


854-855 


transient, testing for. 


619 


inharmonic. 


870 


transient waveform, in volume limiting. 


683 


intermodulation. 


871 


types of. 


604 


non-linear. 


836, 855, 868 


volume. 


604, 620-625 


phase shift. 


838, 870 


see also under Volume range. 




selective, below bass resonant fre- 




weighted harmonic. 


608-609 


quency, 


600-601, 868 


Divergent infinite series. 


268 


sub-harmonics and sub-frequencies. 


871 


Diversity reception. 


1263-1264 


transient, 618,619,833,869-871 


Dividend, definition. 


1399 


testing for. 


870-871 


Division, 


260 


in particular amplifiers. 


347, 353 


Divisor, definition. 


1399 


in power amplifiers, 546, 548-554, 557, 558, 


Doppler effect. 


869 


563-565, 570, 577-579, 583-584, 587, 


Double frequency changer superhetero- 






588-590 


dyne. 


1253 


in power amplifiers, rate of increase. 


546 


Double spotting in superhet. receivers. 




in power valves with loudspeaker load. 






1225, 1226 


general. 


600-601 


Drain, definition. 


1399 


single Class A triode. 


558 


Dram, 


1329 


single pentodes. 


566-567, 601 


Drift of characteristics during life. 


23-24, 70, 


in r.c.c. amplifiers, comparison between 






84, 533 


triodes and pentodes. 


511 


Drift of characteristics during life, com- 




in r.c.c. pentodes, vs. output voltage. 


510-511 


pensation for. 


533 


in r.c.c. triode at mid-frequency. 


490-491 


Drift, oscillator frequency. 


955-958 


in r.c.c. triodes, vs. output voltage. 


491-493 


Drill sizes for self-tapping screws. 


1391 


in receivers, A-M, measurement of. 


1306, 1314 


Drill sizes, twist. 


1392 


in receivers, due to a.v.c. design. 


1314 


Driver, definition. 


1399 


in receivers, F-M, measurement of. 


1306, 1318 


Driver for Class B stage, cathode follower 




in reflex receivers, 1140, 1141, 1145,1146 


as. 


591,596 


in reproduction from records 




Driver looking backwards impedance. 


591 


due to imperfect tracking. 


723-726 


Driver resistance and inductance. 


591 


due to stylus wear. 


761 


Driver stage. 


547, 590-591 


other distortion effects. 


760 


Driver transformer design. 


591 


pickup, non-linear. 


718,719,723,762 


Driver transformer, effect of leakage in- 




recordings, non-linear. 


756, 762, 766,769 


ductance in Class Bz, 


590 


testing for non-linear distortion. 


762 


Driving conditions, grid. Class ft. 


590-591 


testing, proposed standards for. 


762 


Driving power, peak grid. Class ft. 


590 


tracing, (playback). 


708, 757-760 


Driving units for loudspeakers. 


855 


effect of recording characteristics 




Dry batteries, characteristics of, 


1272-1274 


on. 


759-760 


Dry batteries, rechargeable, 


1274 


in r-f amplifiers. 


944-945 


Dry battery operation, valve ratings 




in speech reproduction, 


629 


for. 


78, 79, 80 


in transformer cores — see under 




Duerdoth's multiple feedback system. 




Transformers, a-f. 




365, 374-378 


in transformer-coupled voltage am- 




Duerdoth's stability margin. 


372 


pUfiers, 


518 


Durchgriff, definition. 


14 


in valves, relative positions of har- 




Dual and triple system loudspeakers. 


860-861 


monics. 


303 


Dual a.v.c. system, 


1108 


in valves, tests for, 


106-107 


circuits to eliminate, 


1108, 1113 


in valves, with resistive loads, graphical 




Dual system loudspeakers, integral. 


860 


harmonic analysis. 


302-304, 305, 548- 


Dual wave receivers, design of. 


1251-1252 


554,557,563-565,578-579 


Dummy aerials (antennae). 


906-907, 1299, 


pentodes and others. 


563-565 




1315, 1316 


push-pull, third harmonic. 


578-579 


Dummy load, standard for receivers. 


1299 


triodes, second harmonic. 


548-554 


Dust on vinyl records. 


706,713 


triodes, third harmonic, 


557 


Dynamic characteristics, comparison be- 




in valves, with resistive loads, theo- 




tween r.c.c. pentodes and triodes 


508-509 


retical analysis. 


61-62 


Dynamic characteristic of pentode. 


26-27, 72, 


intermodulation, 604, 607, 610, 611-616 




503-506 


see also under Intermodulation dis- 




Dynamic characteristic of pentode, slope 




tortion. 




of. 


506, 507-508 


minimum deviation. 


1318 


Dynamic characteristic of triode. 


25-26, 72, 491 






Dynamic, definition. 


1399 



604, 625-626 
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Dynamic mass of pickup armature, 718, 719, 721, 722 

Dynamic microphones, 775, 779 

Dynamic range and its limitations, 620-625 
Dynamic range and surface noise in record 

reproduction, 704-705, 763-765 

Dynamic range, peak, 620 

Dyne-five, measure of force, 1332 
Dyne, measure offeree, 1330, 1332,1333 

Dyne per square centimetre, 1330 

E 

Ear as a judge of fidelity, 631 
Earth, attenuation of radio waves due 

to, 896-900 
Earth, conductivity of, 896-900 
Earth connection in a.c./d.c. receivers, 1268 
Earth, effect on performance of aerials, 894-900 
Earth, resistivity of, 896 
Earthed-grid amplifiers, 529, 592, 914, 925 
Eccentric grooves in records, 705 
Economy switch in battery receivers, 1268 
Eddy currents in coils, 465 
Effective current, definition, 1 400 
Effective voltage, current, power, 1 34 
Efficiency, definition, 1400 
aerial radiation, 903 
amplifier. Class Al, 59-61 
detection (diode), 1076, 1080-1081 
loudspeaker, 839, 854-855, 860 
in terms of acoustical power, 875-876 
loudness efficiency rating, 875 
pressure-efficiency rating, 812, 862, 874 
plate. Class A pentode, 562 
plate. Class A triode, 559 
plate. Class B2, 589 
transformer, 205 
audio-frequency, 228, 567 
condition for maximum, 205 
power, 233, 235 
Electric and magnetic fields of wave, re- 
lation between, 897 
Electric current as electron flow, 1,2 
Electric field of radiated electromagnetic 

energy, 404 
Electrical and magnetic units, 1331-1333 
Electricity and emission, 1-4 
Electrode continuity, tests for, 73, 91-93, 123 
Electrode potentials, datum point for, 2, 80 
Electrode supply voltages, valve, 6 
Electrode system, geometrical configura- 
tion of, 69 
Electrode voltages, definition, 6 
Electrode voltages, supplied through series 

resistors, 70 
Electrode voltages, uncontrolled changes 

in, 70 

Electrode voltages, with respect to cathode, 5 

Electrodynamic loudspeakers, 831, 833-851, 

860-864 

Electrolysis in battery receivers, 1269 

Electrolytic condensers , 1 92- 1 94 

Electromagnetic energy, radiated, 404 

Electromagnetic field set up by inductor, 140 
Electromagnetic frequency spectrum, 

wavelengths, 404 

Electromagnetic loudspeakers, 831-832 

Electromagnetic radiation, 403 
Electromagnetic radiations, wavelengths 

of, 1363 

Electromagnetic system, e.g. s. 1331, 1332 

Electromagnetic waves, introduction to, 403-404 

Electromotive force, definition, 1400 

Electromotive force induced in inductor, 140 

Electromotive force, units of 1332 

Electron, 1 

electric charge on, 1 

Electron-coupled oscillator, 953, 954, 958 

Electron ray tuning indicators, 1132-1136 

Electron velocity of emission, initial, 1 8 

Electronic attenuators, 797-798 
Electronic reactances, 1151, 1156-1160 

Miller effect circuits, 1157 

quadrature circuits, 1157-11 60 



references, 1 160 

resistance in series with capacitance, 1156-1157 

Electrostatic system, c.g.s. 1331, 1332 

Elements, bilateral, 159 

Element of network, definition, 159 

Elements, unilateral, 159 

Ellipse, 274 

ElUpse, equation to, 280 
ElUptical loadlines, 30-34, 64, 213,576 

E.M.I, transcription pickup, 719 

Embossed groove recording, 768 

Emission, back, test for, 74, 100 

Emission-dependent dynamic test, 73,91-93, 123 

Emission, grid, 3,5,20,21,51 

Emission, grid primary, tests for, 101-102 

Emission, grid secondary, tests for, 102 
Emission heater-cathode, hum due to, 

1196, 1197 

Emission, photo, 2 

Emission, poisoning of, 2 
Emission, primary (other than cathode), 

19, 20, 21, 69, 71 

Emission, secondary, 2, 7, 8, 21, 39, 69,71 

Emission, tests for, 73, 94-95, 123 

Emission, thermionic (cathode) 2, 3, 69 

Empirical, definition, 1400 

Enclosed cabinet loudspeaker, 843-845 

Enclosures, loudspeaker, 842-851 

Energy, 133 

Energy factor of tuned circuit, 409 

see also under Q factor. 

Energy stored in charge on condenser, 135 

Energy stored in magnetic field, 141 

Energy, units of, 133, 1332 

ensi, 1307 

Envelope, definition, 1400 

Equalizers for record reproduction, 732-744 

de-emphasis, high frequercy, (N.A.B.), 770 

equalizer, high frequency (de-emphasis), 

736-737, 739-740, 744-751, 770 

equalizer, position of, 636, 732, 743 

equalizers, low frequency, 732-736 

equalizers and equalizing amplifiers, 

738-743 

equalizing, corrective, 728 

equalizing, definition, 727, 728 
equalizing to give standard playback 

curve, 731-732 

Equalizing of headphones, 662 

Equalizing of microphones, 635, 636, 781 
Equalizing of pickups, 635, 636, 732-744 

Equalizing of sideband cutting in receiver, 654 

Equation, circle, 280 

Equation, ellipse, 280 

Equation, hyperbola, 280 

Equation, linear, 279 

Equation, parabola, 280 

Equation, straight line, 280 

Equation to a curve, finding the, 281 

Equations, definitions, 263, 1400 

Equations, solution of, 263-265 

Equivalent circuit, definition, 1400 

aerial and input circuit of receiver, 904 

aerial-earth system, 903 

crystal filter, variable bandwidth, 1050-105 1 

diode detector, 1078 

grid, 64 
loudspeaker, 838, 839, 844-845, 848-849 

push-pull amplifier, 577 

r.c.c. pentode, 512 

r.c.c. triode, 494 

rectifier, 1164 

transformer, 204, 205 
valve, 45-47,53-55,59,63,512 

voltage feedback amplifier, 310 

Equivalent electrode voltage, 7 1 

Equivalent noise resistance, 783, 937-938 

Equivalent noise sideband input, 1 307 

Equivalent plate circuit theorem, 63 

Erg, measure of work 1332, 1333 

Erg per second, measure of power, 1332, 1333 
Esnault-Pelterie's formula for inductance 

of solenoid, 432 
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Excitation, definition, 

Expanders, volume — see under Volume 

expansion. 
Expanding selectivity i-f transformers. 

Exponential curve, definition. 
Exponential form of vectors. 
Exponential functions. 
Exponential horns. 
Exponential series. 
Exponents, 
Expression, definition. 
Extended Class A operation (triode and 
pentode in parallel on each side). 
Extension loudspeakers, 
Exterior of cabinet, design of, 
Eye, visibility curves of. 



Factor, definition. 
Factorial n, definition. 
Factorials, 

Factories, background music in, 
Factoring, 

Faders — see under Mixers and faders. 
Fading due to interference between re- 
flected and ground waves. 
Fading, selective, 
Fahrenheit, 

Fairchild transcription dynamic pickup. 

Farad, 

Fatigue, listener. 

Feed, parallel (shunt) a.v.c. 

Feed, series a.v.c. 

Feedback, general (Chapter 7) 
acoustical, avoidance of, 
admittance neutralization, stable, 
admittance, short-circuit, 
admittance, short-circuit, test for, 
amplifier without phase distortion, 
balanced feedback amplifiers, 
bass boosting by feedback, 
bridge feedback, 

bridge negative feedback at mid-fre- 
quency, 

special applications to give positive, 
zero or negative plate resistance, 

see a] so 
cathode-coupled amplifiers, 
cathode-coupled phase inverters, 

cathode-degenerative amphfier, 
degenerative cathode impedance, 
effective plate resistance, 

gain, 

input resistance, 

other forms of cathode degenerative 

amplifiers, 
unbypassed cathode resistor, 
valve characteristics, graphical treat- 
ment, 
cathode-follower, 

calculated operating conditions, 
capacitive load — gain, input resist- 
ance and capacitance, plate re- 
sistance, 
circuit to avoid screen current 

through load, 
circuit to make screen current 

constant, 
cut-off effect, capacitive load, 
direct-coupled amplifier, 
distortion, 

effective plate resistance, 

effect of impedance of input source, 

electronic attenuator, use in, 

equivalent valve characteristics, 

gain, 

inductive load — input resistance and 

reactance, 
infinite impedance (reflex) detector, 
input capacitance, 

low noise, pre-ampUfier input stage, 
noise in. 
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455-456, 1048-1050 
1400 
287 
268 

851-853, 854 
269 
255 
1400 

587 
883-886 
850 
1396 



1400 
1400 
1407 
867 
262 



901, 908 
1251 
1334 
720 
1332, 1333 
626 

1109,1110-1111 
1109-1110 
306-402 
866 
389 
50-55 
117 
389 
315 
336, 347 
307,313-314, 546 

313-314 

314 
354-355 
348,529, 531 
347-348, 
526-527 

327- 330 
330 

328- 329 
327-328 

328 

330 
327-329 

397-399 
316-327 
319-320 



326-327 

325 

326 
327 
531 
319 
318 
327 
797 
318 

317-318, 325 

326 
326 
323, 325 
789-790 



Feedback, general (continued) 
output capacitance, 
output impedance, 

pentodes, special considerations with, 
resistance-capacitance coupled, 
screen-coupled, 
transformer-coupled, 
valve characteristics, graphical treat- 
ment, 

wide-band amplifiers, use in, 
combined negative and positive, 

comparison between different funda- 
mental types, 

constancy of characteristics with feed- 
back, 

current feedback, 307, 

degeneration or regenerationat any 

fi"equency, 
effect on distortion. 



323-324, 325 
320 
324 
320-321 
326. 532 
321 

390-394 
327 
314-315, 
352-355 

315 

388 

312-313,315-316, 
327-330, 1236 



effect on gain, 

effect on hum or noise, 

effect on input resistance, 

effect on output resistance, 
effective amplification factor and plate 
resistance with feedback. 



342 

308-309, 313, 314, 315, 
316 

308, 313, 315, 316 

309- 310, 315, 316, 

348-352 
311-312,313,315, 
316 

310- 311, 313, 314 



electronic attenuators, 
feedback factor, 

feedback in volume expansion, etc. 
feedback loop, 

frequency range of amplifier before 

feedback is applied, 
frequency response, 

flat frequency response, design of 
amplifiers with, 
Brockelsby's method, 
conditions for critical damping, 
Mayr's method, 
maximal flatness, 
fundamental types of, 
in radio receivers, 
interconnected feedback loops, 
intermediate frequency, in receivers, 
loop amplification, 
multiple feedback, 
negative, 

negative current feedback at mid-fre- 
quency, 

negative impedances, stabilized, 
negative voltage feedback at mid- 
frequency, 
equivalent circuit of amplifier, 
feedback voltage applied in series 

with input, 
feedback voltage applied in shunt with 
input, 

feedback voltage applied to cathode, 
optimum load resistance, 
peaks at high and low frequencies, 

peaks, high and low frequency, height 
of, 

phase inverter, choke coupled, 

phase shift at high and low frequencies, 

phase shift correction, 

phase shift, effect of negative feedback on. 



311,313,314, 
315, 316 
389 
308 
685, 688 

307, 336 

369 

378-388, 1235-1239 

379-388 
382-385 
385-388 
379-382 
367, 378, 382-385 
306-316 
1235-1239 
343-344 
943 
356 
343-344 

306- 402 

312-313 
389 

307- 312 
310 

307,312 

308, 312 
308 
311 

336, 359, 
378 



359, 378, 379, 



316, 353, 
342, 343, 



383 
355 

355 
352 
389 



phase splitter, 

with positive feedback, 
pickup, applying negative feedback to, 
play-through, feedback to reduce, 
positive, 

positive feedback at high and low fre- 
quencies, 
positive feedback for eliminating by- 
pass capacitors, 
practical feedback circuits, 
references to feedback, 
32'2pecial applications of feedback, 
special features of feedback amplifiers. 



329-330, 354, 522-524 
354, 523 
743 
1240-1241 
306-307, 354 

316, 338, 342, 378, 382 

1284-1285 
316-355 
399-402 
389 
352 
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Feedback, general (continued) 

stability factor (Becker), 388 

stability; phase shift, 356-378 

attenuation characteristics, 360, 361 
cathode by-passing, slope and phase 

angle, 360 

conditional stability, 358, 378 

conditions for stability, 356-359 

design of multi-stage amplifiers, 365-378 

alternative methods of design, 366-367 
attenuation characteristics and sub- 
sidiary voltages, summation of, 

372-375 

Bode's method, 365-366, 367-369 

corrective networks, 371 

damping, compensated critical, 367 
damping, critical, 365, 367, 378, 385-388 
damping of amplifier on transients, 

365, 366, 367, 382, 386 

Duerdoth's multiple feedback 

system, 365, 374, 378 

Duerdoth's stability margin, 372 

Learned's method, 365,369-371 

multiple loop amplifiers, 375 

parasitic oscillation, 316,345,365 
phase shifting network in feedback 

line, 378 
step in attenuation characteristic. 



subsidiary feedback, 
transient response, oscillatory, 

transient response, testing amplifier 
for, 

design of one and two stage 

amplifiers, 
Nyquist criterion of stability, 
Nyquist (polar) diagram, 

parallel-fed transformer, ultimate 
slope of, 

phase angle and attenuation, relation- 
ship between, 
phase angle, determination of, 
polar diagram for amplifiers with 
feedback — see under Nyquist dia- 
gram. 

Routh-Hurwitz criterion of stability, 

safety (stability) margin, 

screen by-passing, slope and phase 

angle, 
stability and instability. 



368, 371 
375-378 

365, 367, 
382, 386 

366 

364-365 

356, 375 
338,339, 356-359, 

366, 375 

360 

359-364 
362-365 



356 

359, 367, 368, 372 

360-361 
344, 355, 356, 358, 
359 



stability, effect of tolerances on com- 
ponents, 359,371 
staggering attenuation characteristics, 

364-365, 367, 382-385 
step circuit, phase angle, 361 
testing amplifiers fa stability, 1324 
total slope of attenuation characteris- 
tics, 362 
subsidiary feedback, 343 
tabulated characteristics, voltage and 

current feedback, 316 
tone control, feedback to provide, 

330, 336, 347, 378-379, 645-647, 651, 655, 
667, 669-672, 741, 748-751, 757-758, 
1234-1239 

transfer coefficient, 306 

use of symbols, 307 

valve characteristics and feedback, 390-399 

cathode follower, pentode, 393-394 

cathode follower, triode 390 
cathode follower, triode, resistance 

loaded, 390-391 
cathode follower, triode, transformer 

coupled, 391-393 
feedback over two stages, 399 
pentode, cathode degenerative, 399 
pentode with voltage feedback, trans- 
former coupled, 395-397 
triode, cathode-coupled, 399 
triode, cathode degenerative, 397-399 
triode with voltage feedback 394-395 



voltage feedback. 



307-312,315-327,330-347 



Feedback, general (continued) 

voltage feedback from plate — r.c.c. 
input, 

voltage feedback from plate — trans- 
former input, 

voltage feedback from secondary of out- 
put transformer, 

voltage feedback over 2 stages, 
from plate of V2 to cathode of Vi, 
from secondary to grid circuit, com- 
plete analysis of, 

voltage feedback over 3 stages, 
bridge circuits, 

feedback from plate of Vi to screen 
ofV,, 

feedback from secondary, 

Williamson ampUfier, 
voltage proportional to velocity of 

loudspeaker cone. 
Ferromagnetic materials, other 
Ferromagnetic spinels, 
Ferroxcube, 
Fibre needles. 

Fidelity and distortion (Chapter 14), 

ear as judge of, 

fidelity, what it is, 

high fidelity receivers, t.r.f., use of 
reflex detector in, 

high fidelity reproduction, 

references. 
Fidelity, electric, in phonograph com- 
binations. 
Field intensity at receiver, charts, 
Field response, microphone, definition, 
Figure of merit for coil, 
Figure of merit for oscillator valves. 
Figure of merit for power triodes. 
Figure of merit for r-f amplifier valves, 
Figures in arithmetic. 
Filaments, general, 

current, testing for, 

dissipation and temperature characteris- 
tic, 

filament type valves, ratings for, 
on a.c. supply, 
oxide coated, 

see also under Cathode, 
tungsten, 

voltage/current characteristics, 
voltage, recommended, published. 
Film, sound on. 

Filter condenser, first, use of electrolytic 

as. 

Filtering and hum (Chapter 31) 

filter factor, 

hum — general, 

due to circuit design and layout, 
due to conditions within valves, 

hum levels in receivers and ampli- 
fiers, 

see also under Hum. 
hum neutralizing, 
inductance-capacitance filters, 

avoiding resonance with, 
parallel-T filter networks, 
references, 

resistance-capacitance filters. 
Filters, 

attenuation band, 
band elimination, definition, 
band pass, definition, 
characteristic impedance, 
choke input, design of, 
constant k, 
half section, 

mid-series image impedance, 
mid-shunt image impedance. 



section, 

T section, 
crystal, variable bandwidth, 
decoupling, in .diode detector cir- 
cuits, 
filter factor. 



332-334 

332 

330-332, 336-343 
334-344 
334-336 

336-343 
344-347 
347 

344- 345 

345- 347 
346-347,745-751 

841-842 
458-459 

459 
458-459 

710 
603-634 

632 
603-604 

1086 
630-632 
632-634 

1311-1312 
897-900 
781 
144 
950 
61 
927 
255 
4-5 
93-94 

10, 11 
77, 78, 79, 80 
6, 80, 560 
2 

2 
10 

3 

701 

193 

1192-1201 
1192-1194 
1196-1200 

1198- 1199 

540, 1196-1198 

1199- 1200 

539, 1200-1201 
1192-1194 
1193 

176, 1194-1196 
1201 

172-176, 1194 
172-185 
180 
172 
172 
179 
249-250 
179-182, 652 
180, 181 
180, 181 
180, 181, 182 



180-182 
180-182 
1051-1061 

1073, 1080 
1192, 1194 



INDEX 



Filters (continued) 

frequency dividing networks, 

half-section, "building out" trans- 
former to give, 
high pass, definition, 
hum filters for rectifier systems, 
image impedances of four-terminal 
networks, 

image attenuation constant, 

image phase constant, 

image transfer constant, 
impedance mismatching in, 
iterative impedances of four-terminal 

networks, 
iterative transfer constant, 
low pass, definition, 
mains, for receivers, 
M-derived filters, 

design of multiple section filters, 

half section, 

T section, 
pass band, 
practical, 
references, 
reflection effects in, 
resistance capacitance, 

attenuation characteristics, 

parallel-T network, 

675-676, 737-738, 

theoretical cut-off frequency, 

time constant, 
shunt across load of power pentodes, 
stop band, 

symmetrical networks, 

tone control, elements of, 

variable bandwidth crystal. 
Fine groove recording. 
First detector, definition. 
Fixed bias in power amplifiers. 
Fixed bias operation, determination of 
maximum grid circuit resistance. 
Fixed bias, r.c.c. pentodes. 
Fixed bias, r.c.c. triodes. 
Fixed bias, sources of. 
Flat baffles. 

Flare cut-off frequency, 

Flaring constant of horns. 

Flash dipping of coils. 

Flat frequency response in feedback 

amplifiers. 
Flicker effect. 

Fluctuations in line voltage for valves. 

Fluorescence, 

Flutter in receivers. 

Flutter in record reproduction. 

Flutter in record reproduction, tests for. 

Flux density. 

Flux density in power transformers. 

Flux density, maximum. 

Flux density, remanent. 

Flux density, residual. 

Flux density, units of. 

Flux leakage. 

Flux, lines of. 

Flux, luminous, unit of. 

Flux produced by inductor. 

Flux, units of. 

Flywheel tuning. 

Folded horns, 

Footcandle, 

Force, coercive, 

Force, stylus, vertical. 

Force, stylus, vertical, minimum for 

tracking. 
Force, units of. 

Forecasting frequencies for long distance 

short-wave communication. 
Form factor. 
Form factor of coils. 
Formulae or laws (in Algebra), 
Forward admittance, short-circuit. 
Forward admittance, short-circuit, test for. 



184-185, 860, 
887-889 

214 
172 
1192-1201 

177-179 
178, 179 

178, 179 
178-179, 180 

184 

176-177 
176-177 
172 

475, 1279-1280 
182-184, 652 
183-184 
182-184 
182-184 
180 
184 
185 
178 

172-176, 1194 
173-176 
176,647,651,657, 
745-749, 1194-1196 
172 
172, 173 
567, 636 
180 

179, 180 
639 

1051-1061 
701,706-709 
1400 
547, 597 

82-84 
501-502, 506 
487-489 
597 
842 
852 
851, 852 
477 

379-388 
783 
10 
4 

955, 958, 993, 998, 
1244-1246 
761 

1312 
229 
235 
243 
230 
230 

1332 
231 
229 

1334 
140 

1332 

1252 
856-859 

1334 
230 

702, 708,709,712, 
718-722, 768, 769 

712,715,719, 720 
1330, 1332 

404, 901 
134 
414 
265 
50-55 
117 
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130, 299-302 

301- 302 
305 

299-302 

302- 304 
302, 964 

1334 
1088 
1362 

631 

1325 
1361 
1361 

1314 
129, 278, 403 
1361 
1400 

641-643 

Frequency characteristic of ideal constant 

velocity pickups, 724 
Frequency compensated volume control, 

automatic, 672-674 
Frequency conversion, 62, 962-1001, 1017-1019 

Frequency converters and mixers, opera- 
tion of 962-986 
analysis of operation common to all 

types, 964-968 
conversion transconductance, de- 
finitions, 14, 109 
conversion transconductance of con- 
verter valves, 966-967 
conversion transconductance of 

modulator or mixer valves, 964-966 
detailed operation of modulator or 

mixer section of converter, 968-984 
noise in, 967-968, 972-973, 978, 984 

oscillator section of converter valves, 968 
coupling between oscillator and signal 

cu-cuits, 973, 974-975, 980, 988, 992,994, 

1000 

harmonic operation of oscillator (har- 
monic mixing), 



Fourier analysis, 

Fourier analysis of some periodic waves, 

Fourier analysis, references, 
Fourier series, 

Fourier series, graphical harmonic an- 
alysis, 

Fourier series, other applications of. 
Freezing point of water, 
Fremodyne F-M detector. 
Frequencies and wavelengths — table. 
Frequencies, high roll-off, in a-f ampli- 
fiers, 

Frequencies, primary resonant, of aerial 
and r-f coils, measurements of. 

Frequencies, standard. 

Frequencies, standard intermediate. 

Frequencies, standard test, in F-M re- 
ceivers. 

Frequency, 

Frequency bands for broadcasting. 
Frequency changer, definition. 
Frequency characteristics, bass boosting, 



input admittance, signal grid, 

negative, 
input conductance, signal grid, 

negative, 
input susceptance, signal grid, 

negative, 
loading of input circuit due to valve 

admittance, 
methods of frequency conversion, com- 
parison — table, 
methods of operation of mixer or modu- 
lator valves, 
oscillator and signal voltages applied 

to same grid, 
oscillator voltage on inner grid, signal 

voltage on outer grid, 
oscillator voltage on outer grid, signal 
voltage on inner grid 
negative admittance of current limited 

grids, (Appendix), 
neutralization in converters, 



62, 958,964-966, 991, 
994-996, 1000, 1001 
970, 973, 
976-978,980-981 
977,985-986 
976-978, 
980-981,982, 987-988 
976-978, 985-986 
976-978 
976-978 

970, 973, 987-988 



985 
969 
969-973 
973-978 

978-984 

985-986 
959, 969, 970, 



975-977, 978, 992, 1000, 1001 
noise in, 

oscillator frequency variation due to 

a.v.c. 963 
oscillator transconductance, phass shift 

at high frequencies, 968 
references, 1017-1019 
see also Oscillators. 

space-charge coupling in, 963, 915-911 , 980 

neutralization of, 975-977, 992 

Frequency converters, applications of, 

987-1001, 1017-1019, 1244-1248 
alignment, short wave, 990-991 
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Frequency converters (continued) 




a.v.c. on short waves, limitations on 




use of, 975, 997, 998, 1000, 1111-1112,1251 


broadcast frequencies. 


987-990 


coupling between oscillator and signal 




circuits, effects of. 


992, 994 


flutter, 955, 958, 993, 998, 1244-1246 


frequency stability. 


992-996, 1247, 1256 


effect of a.v.c. 


963, 993-994 


variations due to local oscillator. 


992-993 


improving stability. 


993 


variations due to mixer. 


993-996 


harmonic mixing. 


958,964-966, 991,994- 


996, 1000, 1001, 1247 


images. 


990-991 


procedure to distinguish image from 




signal. 


990-991 


magnetic field, effect of. 


1248 


neutralization in converters. 


959, 969, 970, 


975-977,978, 992, 1000, 1001, 1248 


noise, 967-968, 972-973, 978, 984 


operating conditions, broadcast. 


989-990, 


1244-1248 


operating conditions, short-wave. 


991-992, 




1244-1248 


padder feedback. 


1001, 1247 


pulling. 


971,990 


references. 


1017-1019 


signal-circuit regeneration, controlled. 


988-989 


signal-circuit regeneration from screen. 




signal grid loading. 


988-989 
970, 973, 987-988 


spurious responses. 


62, 987, 995, 1247 


tuned plate operation. 


994, 1248 


Frequency converters, testing of. 


108-113 


methods of operation. 


108-109 


oscillator driven. 


109 


oscillator self-excited. 


108-109 


static operation. 


109 


plate resistance. 


111 


stage gain. 


74 


transconductance, conversion. 


74,109-111, 




124 


Frequency converters, types of. 


996-1001 


inner-grid oscillator injection. 


973-978, 




997-1001 


1R5 pentagrid, 


995,996, 1001 


6A8-G pentagrid. 


8, 997-998 


6BE6, 6SA7, pentagrids. 


998-1000 


6K8-G triode-hexode. 


998 


mixers, types of. 




heptodes. 


8,9 


hexodes. 


9 


outer-grid oscillator injection. 


978-984, 




996-997 


6AE8, X61M, X79, triode-hexodes. 


997 


6J8-G, triode-heptode. 


996-997 


Frequency, definition. 


1400 


Frequency discriminators. 


1151, 1152-1156 


Foster-Seeley (Phase) 


1153-1156 


references, 


1160 


Round-Travis, 


1153 


Frequency, dividing networks. 


184-185, 860, 




887-889 


Frequency, effect on capacitance of elec- 




trolytic condensers. 


192 


Frequency, effect on resistance of com- 




position resistors. 


189 


Frequency range in a-f amplifier. 


617 


minimum audible change in. 


617-618 


Frequency modulation, 


405 


Frequency, natural resonant. 


407, 408, 424 


Frequency of parallel resonance. 


150-152 


Frequency, parallel resonant. 


410 


Frequency range and sound intensity pre- 




ferences. 


627,633 


Frequency range and volume level. 


621-623 


Frequency range in record reproduction. 




desirable top limit to. 


704 


Frequency range in recording. 


704 


Frequency range notation, reproduced 




sound, 


604 


Frequency range of high fidelity a-f 




amplifiers. 


630-631 



Frequency ranges for speech reproduction 
Frequency ranges, standard. 
Frequency ratio, octaves and decades 
(table). 

Frequency ratio, to convert to db/octave. 

Frequency, resonant. 

Frequency response, flat, in feedback 
amplifiers. 

Frequency response in feedback ampli- 
fiers. 

Frequency response of a-f amplifiers, 
test for. 

Frequency response of amplifier, varia- 
tion with output level. 
Frequency response of loudspeakers. 

Frequency response of receivers, tests 
for. 

Frequency shift in receivers, tests for. 

Frequency spectrum, electromagnetic. 
Frequency stability in converters. 
Frequency stabilization, oscillator. 
Frequency test records. 
Frequency variation, oscillator, causes 
of. 

Fringing, 

Full-wave rectification. 

Function, definition, 

Functional characteristics of valves, basic. 
Functions, 

Functions, continuous and discontinuous. 

Functions, inverse, 
Fundamental characteristic tests, 
Fundamental frequency, 
Fundamental frequency, definition. 
Fundamental physical properties of 
valves. 

Fungus growth on materials. 
Fuses, 

G 

G curves, 

G.E. variable reluctance pickup. 

Gain, aerial coil. 

Gain, amplifier, expressed in decibels, 
in pre-amplifiers, standard, 
power, expressed in decibels, 
voltage, expressed in decibels, 

Gain at any frequency, coupled circuits. 

Gain at mid-frequency, r.c.c. pentodes, 
r.c.c. triode, 

transformer-coupled a-f. 

Gain at resonant frequency 
identical stages in cascade, 
tuned primary, tuned secondary, 
untuned primary, tuned secondary 

Gain bridging, 

Gain control devices in volume expanders 
and compressors. 

Gain/frequency characteristic, r.c.c. pen- 
tode, 

incomplete cathode and screen by- 
passing, 
incomplete cathode by-passing, 
incomplete screen by-passing. 
Gain/frequency characteristic, r.c.c. 
triode, 

incomplete cathode by-passing. 
Gain, maximum, of r.c.c. pentode, load 

resistance to give. 
Gain, maximum stage, of i-f amplifier. 

Gain, of a-f amplifiers, measurement of. 
Gain of amphfier, effect of feedback on. 

Gain of cathode degenerative amplifier. 
Gain of cathode follower. 



833 



702. 



630 
1361 

368 

637-638 
408 

379-388 

378-388 

1323-1324 

626 

838, 854-855, 860 

1305, 1318 

1310, 1319 
404 
992-996 
957-958 
-703,716,752-757 

950, 955-956 
231 

, 1161-1169, 1173- 
1185 
1400 
70-73 
263 

265-266 
276-277 
73-75 
130, 300 
1400 

69-70 
475 

1281-1282, 1395 



23,554 
718 

916-917, 920 
810-811 
793 
810 
810 

416, 421-423 
506-508 
490-491 
517 

421 
415,426 
425 
811 

684-686 

512 

498- 500 

499- 501 
496-497 

494-495 
484-485 

507 

1028, 1032, 1036 
1323 

308,313,315,316 
327-328 
317-318, 325 
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Gain of Class A power triode at high in- 
puts calculated from measurements of 

g „ and g p at low inputs, 554, 555 

Gain of multistage voltage amplifier, 541 

Gain of stages in receiver, measurements 

of, 1303 

Gain, power expressed in decibels, 806-807 

Gain, power, of aerials, 894 

Gain, radio frequency amplifiers, 923, 924 

Gain ratio/decibel gain, chart, 813 

Gain, stage, tests for, 74, 108 

Gain, units for measurement of, 806-823, 

825-826 

bels and decibels, 806-823 

absolute power expressed in, 807-808 

absolute voltage expressed in, 808 

amplifier gain expressed in, 810-811 

bridging amplifier, gain of, 810-811 

in terms of power, 810 

in terms of voltage gain, 810 
combined microphone and ampUfier 

gain expressed in, 811-812 

dbm, 808 

dbv, 808 
dbvg, 

decibels, slide rules and mental 

arithmetic, 822-823 

loudspeaker output expressed in 

decibels, 812 

microphone output expressed in, 808-8 10 

in terms of effective output level, 809 

in terms of output power, 808-809 

in terms of output voltage, 808 
microphone system rating, R.M.A., 

809-810, 812 

minimum perceptible change of level, 807 
nomogram for adding decibel-ex- 
pressed quantities, 821-822 
pickup output expressed in, 810 
power relationships expressed in, 806-807 
sound system rating, 812-813 
tables and charts, 813-821 
decibels above and below ImW 

into 600 ohms, 820 
decibels above and below 6 mW 

into 500 ohms, 818 
decibels above and below 6 mW 

into 600 ohms, 819 
decibels as power, voltage, current 

ratio — chart, 813 
decibels expressed as power and 

voltage ratios, 814-816 
power and voltage or current ratios 

expressed in decibels, 817 
watts, dbm and volts across 5000 

ohms, 821 
voltage and current relationships ex- 
pressed in, 807 
nepers, 825-826 
relationship between decibels and 

nepers, 826 

references, 830 

transmission units, 826 

Gain, voltage, of grounded grid stage, 925 

Gain, voltage, of power amplifier, 549 

Gamma rays, wavelengths of, 404, 1363 

Gang capacitor plates, vibration of, 958-959 

Gang capacitor, position of, 957 
Gang capacitor, tuning, difficulties with, 

913,958 

Gang condensers, 197,1289 

Gas current, 3, 19, 51 

Gas current, tests for, 101, 102 

Gas pressure, 73 

Gas tube coupled direct-coupled amplifier, 532 

Gated beam discriminator 6BN6, 1 293 

Gauss, 1332, 1333 

Gear ratios for universal coils, 456-457 

Generator, a. c, 129 

Generator, audio-frequency, 1299 

Generator, d.c, 129 

Generator, definition, 1400 

Geometrical mean frequency, 130 
Geometrical mean (mean geometrical 

progression), 266-267, 272 

Geometrical progression, 266-267 



Geometry, 

Germanium crystal detectors. 
Getter, 
Gilbert, 

Gilbert per maxwell, 
Giorgi (m.k.s.) system, 
Gliding tone frequency test records. 
Glow, blue, 

Goldring Headmaster pickup. 

Gradient microphones, pressure. 

Grain, measure of mass. 

Gram, unit of mass, 

Gram weight, measure of force. 

Gramophone, definition, 

Graphical harmonic analysis, 
see also under Distortion. 

Graphical representation of relationships 
between functions. 

Graphical representation with three vari- 
ables, 

Graphical symbols, standard. 
Gravitational acceleration, 
Greek alphabet, 
Grid, anode, 

KHftl bias, effect of change of, on charac- 
teristics. 

Grid bias, effect of grid current on. 
Grid bias for a.c. or d.c. filament ex- 
citation. 

Grid bias for Class A amplifiers, voltage 
regulated. 

Grid bias of Class A power triode cal- 
culated optimum. 

Grid blocking, 
tests for. 

Grid-cathode capacitances, values of. 

Grid circuit decoupling. 

Grid circuit resistance, maximum 

determination of, 

general, 

in a-f power amplifiers, 
in a-f voltage amplifiers, 
pre-amplifiers, microphone, 
r.c.c. pentodes, 
r.c.c. triodes, 
in a.v.c. circuits, 
references, 
Grid circuit resistance, r.c.c. pentode, 
maximum with cathode bias, 
maximum with fixed bias. 
Grid coupling condenser — see under 

Coupling condenser. 
Grid current characteristics, 
Grid current commencement point. 
Grid current commencement voltage, test 
for. 

Grid current cross-over point, 

drift during life. 
Grid current, effect on bias. 
Grid current, negative, 

tests for, 

typical maximum values in new valves. 

Grid current, noise caused by negative. 
Grid current, oscillator, test for, 
Grid current, positive, 

in r.c.c. amplifiers, damping due to, 

tests for. 
Grid detector, leaky. 
Grid detector, power. 
Grid driving conditions. Class ft. 
Grid emission. 
Grid input admittance. 



components of, 

due to electron transit time. 



493 



due to grid-screen capacitance coupling, 
due to plate-grid and grid-cathode 

capacitance coupling, 
due to plate-grid capacitance coupling, 

effects of. 



272-275 
1136-1137 

4, 69, 70 
229, 1332, 1333 
1332, 1333 
1331, 1332 
752, 753 
44 
718 
775 
1329 

1329, 1331, 1332, 1333 
1330 
1400 
302-304, 305 



279-282 

281 

1370-1371 
1330 
1397 
9 

26 

484, 488 
2, 80 
1215 

557 

21, 84, 1110 

56 

538 

82-84 
10, 70, 75 
566, 596-597 

788 

496, 501-503 
482-483, 487, 488 
1110-1111 
543 

501 
502-503 



18-21 
19, 84 

73, 102, 109 
19,20 
23-24, 84 
484, 488 
3, 19,21,51, 101-102, 
484 



101-102 
784 
111-112 
18,21,51,484, 489 
489 
73, 102 
62, 1082-1084 
1084 
590-591 
3,5,20,21,51,71 
49-53, 113-117, 
-494, 927-934, 970-988 
51-53 
50,51,930-932, 
971,975,980, 985-986 
53 

53 

51-53, 493-494 
927-934 
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Grid input capacitance, 

components of, 

to prevent change in, 
Grid input conductance. 
Grid input impedance. 
Grid input inductance. 
Grid input power, peak. Class li. 
Grid input resistance, 

increased by inductance between load 
and plate, 
inductance in screen circuit, 

minimum, Class B2, 
Grid input reactance. 
Grid input susceptance, 
Grid leak bias, 
Grid leakage current. 
Grid leakage current, tests for. 
Grid load lines. 
Grid noise, induced. 
Grid-plate capacitance. 



49-53 
51 
53 
49-53 
49-53 
49-53 
590 
49-53 

53 
53 
590 
49-53 
49-53 

489,786, 1280-1281 
19,20,51,69,70 
101-102 
20 

939-940 
7 



Heater (continued) 

heater to cathode insulation 

effect on design, 
maximum ratings, 
heater to cathode leakage 
hum due to. 



tests for, 
voltage/current characteristic, 
voltage 

characteristics with reduced, 

effect of variation on characteristics, 

line fluctuations of, 

permissible variation, 

ratings, 

recommended, published, 

reduced, dynamic tests at. 
Heating of a resistor. 
Height above earth, aerial, effect of — 

charts. 



81 
75,81 

81,84, 540,785, 1095, 1131, 
1196, 1197 



73, 94, 123 
10, 11 

3,73 
24 
10 
10 

77, 78, 79 
3, 10 
74-75 
134 

898-900 



variation of, with plate current. 


57 


Height above earth, desirable aerial. 


895 


Grid positive voltages. 


21 


Height of curve, average. 


280 


Grid primary emission current. 


19,20,21,69, 


Henry, 


1332, 1333 




71 


Heptode as phase splitter. 


524 


Grid primary emission, tests for. 


101-102 


Heptodes, 


8,9 


Grid resistance, minimum variational. 


590 


Hertz, definition. 


1400 


Grid resistor, effect on hum. 


1197 


Hertzian waves, wavelengths of. 


404 


Grid, screen. 


7 


Heterodyne oscillators, 


960-961 


Grid secondary emission. 


2,7,8,21,39, 69,71 


Hexodes, 


9 


Grid secondary emission, tests for. 


102 


High fidelity amplifiers, filter required to 




Grid series compensation. 


643 


remove lower frequencies from out- 




Grid stopper, use of. 


32,61,91,560,562, 958, 


put. 


631 




1000, 1283 


High fidelity, practicable. 


630-631 


Grid, suppressor. 


8 


High fidelity reproduction. 


630-632 


Grid temperature. 


5 


High fidelity reproduction, permissible 




Grid variational conductance. 


20 


noise in. 


630 


Grid voltage limits. 


79,80 


High fidelity, the target of. 


630 


Grids, 


5 


High frequency horns. 


857-859 


Grids, aligned, 


8 


High level, definition. 


1400 


Grids, numbering of. 


1365 


High pass filter, definition, 


172, 1400 


Grilles, loudspeaker. 


835 


High stability resistors (cracked carbon). 




Ground, definition. 


1400 




186, 190 


Grounded-grid amplifiers. 


529, 592, 914, 925 


Hill and dale recording. 


701 


H 




Hinge frequency. 


759 




Hinge point in recording characteristics. 




Haas effect. 


867 




737,759 


Half-boost point. 


641-642 


Home recording, lacquer disc. 


701, 766-768 


Half-wave dipole, folded. 


910-911 


Honeycomb winding, definition, 


1400 


Half-wave rectification. 


6, 1161, 1163, 1172, 


Horizontal aerials, 


895-896, 910 




1175, 1176, 1178 


Horizontal and vertical aerials, compari- 




Hangover, 


619 


son between. 


895, 896 


Hanna's method, design of iron-cored 




Horn loudspeakers. 


831,832, 851-861 


inductors. 


248-249 


Horns, high-frequency. 


857-859 


Hard valve, definition. 


1400 


Hot stylus recording technique. 


767 


Harmonic analyser, 


106 


Hum 




Harmonic analysis, graphical. 


302-304, 305 


acoustical measurement, 


1310 


see also under Distortion. 




caused by electrostatic coupling. 


539, 1198 


Harmonic composition of some periodic 




caused by inductive coupling. 


539, 1197, 


waves. 


301-302 




1198 


Harmonic frequencies (harmonics). 


62, 130, 300 


distortion. 


1309, 1314, 1322-1323 


see also under Distortion, harmonic 




due to a-f transformers. 


206, 207,210-211, 


Harmonic frequency, definition. 


1400 




540,781,785 


Harmonic generation in A-M receivers. 




due to circuit design and layout, 


1198-1199 


tests for r-f. 


1305 


due to incomplete cathode by-pasing. 


786 


Harmonic mean. 


266-267 


due to valves in magnetic field. 


785,786, 


Harmonic mixing, 958, 964-966, 991, 994-996, 


788, 1198 




1000, 1001 


effect of feedback on. 


309-310,315,316, 


Harmonic motion, simple. 


278-279, 702 




348-352 


Harmonic operation of oscillators. 


958, 964-966, 


effect of grid resistor on. 


1197 


991,994-996, 1000, 1001 


heater induced, due to conditions within 


Harmonic progression. 


266-267 


valves. 


81,84, 540, 1196-1198 


Harmonics, effect of armature resonance 




capacitive coupling, 


788, 1196-1197, 1198 


on, 


716 


emission heater-cathode. 


1196, 1197 


Harmonics, oscillator. 


954,955,956 


leakage heater-cathode. 


81,84, 540,785, 


Hartley oscillator. 


112, 951-952, 967 


1095, 1131, 1196, 1197 


Hash elimination with vibrators. 


1210-1211, 


methods for minimizing. 


785,786, 1197 




1270-1272, 1275-1276 


leakage from any electrode with ripple 


Headphones, 


832-833 


voltage to another electrode. 


1196 


Headphones, equalizing. 


662 


modulation of electron stream by 




Heater, 




magnetic field of filament. 


1196, 1197 


current, testing for. 


93-94 


summary, 


1197-1198 


d.c. operation of. 


744, 748, 785-786 


heater induced hum, avoided by d.c. 




dissipation and temperature character- 




operation. 


744, 748, 785-786 


istic. 


10, 11 


hum levels in receivers and amplifiers. 




forms of heaters. 


5 


1199-1200 






in filtered rectifier output. 


1192-1196 
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Hum (continued) 
in noise limiters, 
in phase discriminators, 
in phonograph combinations, 

in power amplifiers, 
in pre-amplifiers, 
in radio receivers, 

methods to reduce hum at minimum 

setting of volume control, 
testing, 
tracing, 
in ratio detectors, 
in record reproduction, 
in rectified and filtered a.c. supply, 
in rectified and filtered plate supply, 
effect of feedback on. 



1131 
1095 
1309 

573-574,599, 1199 
784-786 
1237, 1239-1241, 1309- 
1310 

1237, 1240 
1309-1310, 1319 
1241 
1098 

705,706,719,722, 763 
129 



309-310,316, 
348-352 

power amplifiers, 573-574, 599, 1 1 99 

voltage amplifiers, 538-540 

in unfiltered rectifier output, 1 177 

in voltage amplifiers, 483, 538-540 

effect of coupling condenser on, 483 

from grid bias supply, 539 

from parallel feed, 538 

from plate supply, 538 

from screens, 539 

from transformer-coupled amplifier, 538 

level, pickup, 719,722 

modulation hum, 1198, 1199, 1239-1241, 

1267, 1268, 1290, 1309, 1314 
modulation of oscillator, 958, 993 
neutralization in reflex receivers, in- 
herent, 1 145 
neutralizing, 539, 785, 1200-1201, 1239 
references, 804-805 
screening, electrostatic, to reduce, 784, 1198 
shielding of microphone and a-f trans- 
formers to reduce, 207, 210-211, 781, 784, 

1198 

with pentode valves in pre-amplifiers, 786 

with type 12AY7 low noise type 787-788 

with type 5879 low noise type, 787, 1 198 

Hum bucking coil in loudspeakers, 840 
Humidity changes, oscillator frequency 

variation due to, 955-956 

Humidity, effect on resistors, 188-189 

Hunting, definition, 1400 

Hyperbola, 274 

Hyperbola, equation to, 280 

Hyperbolic cosine horns, 854 

Hyperbolic exponential horns, 853-854 

HyperboUc functions, 269-271 

Hyperbolic tables, 1421 

Hypex horns, 853-854 

Hypotenuse, 272 

Hysteresis loop, 230 

Hysteresis loss, 230 



I 

Illumination, units of. 

Image attenuation constant of 4-terminal 
networks. 

Image frequency. 

Image impedance, mid-series. 

Image impedance, mid-shunt. 

Image impedances of 4-terminal net- 
works. 

Image phase constant of 4-terminal net- 
works. 
Image ratio. 

Image rejection by r-f stage. 
Image rejection circuit, 
Image transfer constant of 4-terminal 
networks, 

Imagery for describing reproduced sound, 

Images, procedure to distinguish from 

signal. 
Imaginary axis, 

Imaginary part of complex quantity. 
Impedance, general, 

a complex quantity, 

aerials. 



1334 

178, 179 
987 
180, 181 
180-182 

177-179 

178, 179 

971,978,991, 1278, 1310 
913, 925-927 
1256 

177-179 

604-605 

990-991 
285 
140, 285 
139, 143 
144 
901-906 



Impedance (continued) 
and admittance, 

calculations, ideal transformers, 
characteristic, of 4-tenninal network, 

conjugate, 

conversion from series to parallel, 
driver transformer looking backwards, 
grid input, 

image, of 4-terminal networks, 
iron-cored inductors, measurement 
of, 

iterative, of 4-terminal networks, 
loudspeaker rating, 
blocked, 

electrical, 837 
free, 

measurement somce, 
motional, 
standard, 
matching in pentodes, definition, 
maximum, determining parallel reson- 
ance, 

microphone electrical, 
microphone nominal, 
microphone rating, standard for, 
mismatching in filters, 
of parallel combinations ofL, C and 
R, 

of parallel tuned circuit, 

of power supply, effect on a-f amplifiers, 

of reactance and resistance in parallel, 

graphical method, 
of series combinations ofL, C and R, 
of series-parallel combinations ofi, C 

andR, 

of two-terminal network, general pro- 
cedure, 

ratio of transformer, effect of losses on, 
reactance and resistance 

in parallel (chart), 

in parallel (table), 

in series (charts), 

in series (table), 

in series or parallel, approximations 
in, 

total effective plate supply per plate, 

transmission lines, characteristic, 
transmission lines, impedance-trans- 
former action, 
transmission Unes, input. 
Impedance, resonant, of parallel tuned 
circuit. 

Impedance, series, of tuned circuit. 
Impedances, negative stabilized. 
Impregnation of coils. 
Impulse, unit, as test for loudspeaker 

transient response. 
Incremental change of voltage, 
Index (indices), 
Index of a logarithm, 
Indicating instruments, 

decibel meters, 

noise meters, 

power-level indicators, 

power output meters, 

sound level meters, 

volume indicators. 
Indoor aerials, 
Induced grid noise, 
Inductance, 

Inductance, calculation of (Chapter 10) 
fiat spirals, 

iron core, powdered, effect of, 
multilayer solenoids, 

approximate formulae, 

correction for insulation thickness, 

current-sheet inductance, 

design of multilayer coils, 

effect of concentric screen, 

universal coils, 
mutual inductance, 
references, 

single layer coils or solenoids, 
approximate formulae. 



144-158 

200-203 
179 
165 

157-158 
591 
49-53 

177-179 

250-251 
176-177 
812, 874 

838 

■838, 847-849, 856 
838 
812, 874 
838 
874 
160 

151-152 
781 
781,782 
781 
186 

147-149 
149-152 

535, 537, 574 

149 
144-147 

149-153 

153 
206 

1380-1381 
1380 
1384-1385 
1382, 1383 

1386 

1165-1167, 1180 

890- 891 

891- 892 
892 

411 
409 
389 
477 

870 

13 
255 
256 
825 
825 
827-829 
825 
825 
828 
823-824 
908 
939-940 
140-144 
429-449 

445- 446 
1042 

441- 444 

442- 443 
442 

441-442 

443- 444 
444 
444 

446- 448 
448-449 
429-441 

432 
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Inductance, calculation of (continued) 
current-sheet inductance, 

curves for, 
design of single layer solenoids, 
difference between Li and L„, 
effect of concentric screen, 
solenoid wound with spaced round 
wires, 
straight wire, 
toroidal coils. 
Inductance, critical value of, with choke 

input filter, 
Inductance, grid input. 
Inductance, ideal. 
Inductance in a.c. circuits. 
Inductance, mutual. 
Inductance of composition resistors. 
Inductance of iron-cored inductors, 

measurement of. 
Inductance of leads and electrodes, effect 

of, 46,50,51, 
Inductance of transformer primary, 
a-f, 

output, 

variation with signal. 
Inductance ratio of iron-cored inductors. 
Inductance, units of. 
Inductances in d.c. circuits. 
Inductances in series and parallel. 
Inductive circuits, impedance in, 
Inductive circuits, power factor in. 
Inductive circuits, power in, 
Inductive reactance. 
Inductive reactance, sign of. 
Inductive susceptance, sign of. 
Inductor, 

Inductor dynamic loudspeaker. 
Inductor, electromagnetic field due to. 
Inductor, electromotive force induced in. 
Inductor, figure of merit for, 
Inductor, flux produced by. 
Inductors, iron-cored, 

design for choke-input filters, 
design of high Q inductors, 
design with d.c. flux, 

Hanna's method, 
design with no d.c. flux, 
flux density, maximum, 
inductance, calculated, 
inductance ratio, 
length of magnetic path, 
measurement of inductance and im- 
pedance, 
permeability, effective, 
permeability, incremental, 
references, 
resonant circuits, in, 
see also under Magnetic circuit theory. 

Transformers, 
swinging choke. 
Inductors, radio frequency, design of 
(Chapter 11), 
intermediate-frequency windings, 
air-cored coils, 
coupling, amount of, 
direction of windings, 
gear ratios for universal coils, 
iron-cored coils, 
losses, 

other ferromagnetic materials, 
variable selectivity i-f transformers, 

see also under Transformers, i-f. 
medium wave-band coils, 
air-cored coils, 
iron-cored coils, 
matching, 

permeability tuning, 

resonance solenoid design chart, 
radio-frequency chokes, 

other types, 

pie-wound chokes, 
references, 

self-capacitance of coils, 

calculation for single layer solenoids. 



429, 436-438 
436-438 
433-435 
435-437 

438-441, 473 

430 
1287 
445 

1182-1185 
49-53 
144 
142-143 
142 
189 
242 
250-251 

53,69,930,931,932 

204, 207, 209 
212-214 
547 
242 
1332 
141 
141 
143 
144 
143 
142 
50 
50 
140 
832 
140 
140 
144 
140 

242- 253 

249- 250 
245-247 

247- 249 

248- 249 

243- 245 
243 
242 
242 

242-243 

250- 251 
242-243, 244 
230, 243, 248 

253 
251 



249, 250, 1182 

450- 480 
453-459 

453- 454, 1041-1043 

458 
458 

456-457, 1043 

454- 455, 1041-1043 

458 

458- 459 

455- 456, 1048-1050 

459- 463 

459- 460 

460- 461 
462-463 

461-462,912,913, 
953, 1002, 1289 
1386-1387 
474-475 
475 
474 
478-480 

451- 453 

451-452 



Inductors, radio frequency (continued) 
effects of self-capacitance, 
measurement of self -capacitance, 
short-wave coils, 

aerial primary windings, 
design, 
design charts, 
direction of windings, 
matching, 

resonance design chart, 
self-capacitance, 
tropic proofing, 
baking, 
flash-dipping, 
general considerations, 
impregnation, 
materials. 
Inequalities, 

Infinite impedance detector— see under 

Detectors, A-M reflex. 
Infinite series, 
Infinity, definition. 
Inflection, point of, 
Infrared rays, wavelengths of. 
Inharmonic distortion in loudspeakers. 
Initial electron velocity of emission, 
In-phase a-f amplifiers, 
In-phase gain of push-pull amplifier, 
Input admittance, components of. 
Input admittance, converter signal grid, 

970, 973,976-978,980-981 
Input admittance, grid, 49-53, 113-117, 

493-494, 927-934, 970-988 



451 

453 
463-474 

474 
463-468 
466-473, 1386-1387 

474 
468-471 
1386-1387 
472-474 
476-478 

476- 477 
477 
476 
477 

477- 478 
262 



268-269 
261 
293,508 
1363 
870 
18 
529 
528 
51-53 



Input admittance, grid, due to 




electron transit time. 


50,51,930-932,971, 




975, 980, 985-986 


grid-screen capacitance coupling. 


53 


plate-grid and grid-cathode capacitance 




coupling. 


53 


plate-grid capacitance coupling. 


51-53, 




493-494 


Input admittance, short-circuit. 


50-55 


tests for. 




Input admittance, valve, effects of. 


927-934 


Input, antenna sensitivity test, definition. 






1297-1298 


Input capacitance, change in, 


927, 932-933 


Input capacitance change with bias change. 




value of cathode resistor for com- 




pensation of. 


56 


Input capacitance, components of. 


51 


Input capacitance, grid. 


49-53 


Input capacitance of cathode follower. 


323, 325 


Input capacitance of pentode with feed- 




back to screen. 


345 


Input capacitance, short-circuit, change 




with transconductance. 


55 


Input capacitances of pentodes, published 




values. 


56 


Input cu-cuit damping, 20, 70, 489, 1036, 1074, 




1077-1078, 1084 


Input circuit of network, definition. 


160 


Input conductance 




converter signal grid. 


976-978,980-981, 


982, 987-988 


grid. 


49-53 


short-circuit, typical values of. 


55 


valve, at radio frequencies. 


929-932 


Input impedance of aerials, 


904 


Input impedance of reflex detector. 


1085-1086 


Input impedance, unloaded a-f trans- 




former. 


517 


Input inductance, grid. 


49-53 


Input loading, valve, at radio frequencies. 






928-934 


minimizing by tapping down. 


921 


Input measurements on F-M receivers. 


1316 


Input power, peak grid. Class ft. 


590 


Input reactance, grid. 


49-53 


Input resistance 




cathode degenerative amplifier. 


328 


effect of feedback on. 


311-316 


grid. 


49-53 


grid, methods of increasing. 


53 


minimum grid. Class ft. 


590 



113-117 
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Input resistance (continued) 

negative, instability due to, in Class ft 

amplifier, 590 

Input signal for pre-amplifiers, standard, 793 
Input, standard mean signal, in F-M 

receivers, 1314 
Input susceptance, converter signal 

grid, 976-978 
Input susceptance, grid, 49-53 
Input voltage, standard, A-M, definition, 1297 
Input voltages and powers in F-M re- 
ceivers, standard, 1314 
Insertion loss of frequency dividing net- 
works, 887 
Insertion loss of mixers and faders, 799 
Instability due to negative input resistance 

of Class B2 amplifier, 590 
Instability in A-M receivers, 1243-1244 
Instability in F-M receivers, 1288-1289 
Instability in r-f amplifiers, 942-944 
Instability, low frequency, in F-M re- 
ceivers, tests for, 1319-1320 
Instability of valve electrical characteris- 
tics, 70 
Insulating materials, properties of, 1372-1373 
Insulation between valve electrodes, 69, 70, 73 
Insulation heater to cathode, effect on 

design, 81 
Insulation resistance, interelectrode, tests 

for, 73, 94 

Integer, definition, 1400 
Integral, 256, 294-298 

Integral dual loudspeaker systems, 860 

Integral triple, loudspeaker systems, 860 

Integrals, definite, 296-298 
Integrals, definite, average (r.m.s.) value 

of sine wave, 298 

Integrals, definite, average values by, 297-298 

Integrals, indefinite 296 

Integrating networks, 160 

Integration, 294-298 

Integration, areas by, 296 

Integration, limits of, 296 

Intensity, definition, 1400 

Intensity of pressure, units of, 1330 

Intensity, reference acoustical, 826 

Intercommunicating systems, 867 
Interference 

co-channel, in F-M receivers, tests for, 

1317-1318 

in A-M receivers, reduction of, 1279-1280 

masking, in F-M receivers, tests for, 1318 

tests in A-M receivers, 1313-1314 

Intermediate frequency, 964 

Intermediate frequency, definition, 1400 
Intermediate frequency transformers- 

see under Transformers, i-f. 
Intermediate frequency windings, design 

of, 453-459 

Intermodulation, definition, 1400 

difference frequency, 62 

distortion, 611-616 

comparison between methods, 616 

difference frequency method, 613, 1322 
effect of high frequency pre-emphasis 

and de-emphasis, 616 
equivalent single frequency power 

output, 612 

in amplifiers, 353,1322 

in loudspeakers, 871 

individual sideband method, 613-614 

Le Bel's oscillographic method, 614-616 

modulation method, peak sum, 614 

modulation method, r.m.s. sum, 612 

of r.c.c. triodes, 492-493 
permissible, 613,630-631 

references, 633 
relation with harmonic distortion, 

612-613,615 

Williamson amplifier (A515 version), 347 

production of spurious frequencies, 62 

r-f, in A-M receivers, tests for, 1305 

sum frequency, 62 

Inter-station noise suppression, 1 125-1 130 

Inverse functions, 276-277 



Inversion gain of push-pull amplifier. 


528 


Inverted input a-f amplifiers. 


325, 529 


Inverted L aerials, 


901, 902, 903-904, 907 


Inverted T aerials, 


907 


Ion bombardment of cathode. 


3 


Ionic loudspeakers. 


831 


Ionization, 


3 


Ionization current 


19 


Ionization noise. 


783, 784 


Ionized layers in atmosphere. 


404, 901 


Ionosphere, effect on reception. 


901 


Ions, positive. 


3,71 


Iron-cored i-f coils, design of. 


454-455, 


1041-1043 


Iron-cored medium wave-band coils. 




design of. 


460-461 


Iron cores in r-f inductors. 


450, 470, 475, 1023, 




1025, 1041, 1042, 1101 


Iterative impedances of 4-terminal net- 




works. 


176-177 


Iterative transfer constants. 


176-177 


J 

j as operator. 


283 


j notation. 


139, 283-284 


Johnson noise — see under Noise, thermal 




agitation. 




Joule, 


133, 1332, 1333 


K 

Kelvin temperature scale. 


1334 


Kilogram, measure of mass. 


1332, 1333 


Kilowatt hour. 


133 


Kinkless tetrodes. 


8 


Kirchhoff s laws. 


159, 160-161 


Klipsch comer horn. 


857-859 


L 

Labyrinth, acoustical, 


850 


Lacquer disc home recording. 


701,766-768 


Ladder type attenuators. 


796-797 


Lamb noise silencer. 


1130, 1131 


Laminations for power transformers. 


234-235, 


240 


Lamp characteristics, American panel. 


1397 


Lamp, tungsten, spectral energy curves. 


1396 


Lamps as control devices in volume ex- 




panders. 


685, 687-688 


carbon filament, characteristics of. 


685 


tungsten filament, resistance charac- 




teristic. 


685 


Lamps, dial, in a.c/d.c. receivers. 


1266-1267 


Lapel microphones. 


780 


Lateral recording. 


701-774 


Laws, in algebra. 


265 


Layer, ionized, in atmosphere. 


404, 901 


Layer winding, definition. 


1401 


Lead, definition. 


1401 


Leading voltage, current. 


138 


Leak amplifier. 


600 


Leakage current in valves. 


19,20,51,69,70 


Leakage currents in valves, tests for. 


101, 102 


Leakage currents of electrolytic con- 




densers. 


193 


Leakage flux. 


231 


Leakage from any electrode with ripple 




voltage to another electrode, hum 




due to. 


1196 


Leakage, heater-cathode, hum due to. 




81,84, 540, 785 


, 1095, 1131, 1196, 1197 


Leakage, heater-cathode, tests for. 


73,94, 123 


Leakage inductance. 


204, 207,209,210,212, 


217-219, 233 


driver transformer, effect of. 


590 


output transformer 




pentodes, effects of. 


566 


reduced by bifilar winding. 


594 


triodes, effects of. 


572-573 


Leakage, valve, noise caused by. 


784 


Leaky grid detectors. 


62, 1082-1084 


Learned's method of design of feedback 




amplifiers. 


365, 369-371 


Length, units of. 


1329, 1332 
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Level control, L type, 889 

Level, loudness, contours of, 826 

Level, loudness, unit of, 826 

Level, minimum perceptible change in, 807 

Level, recorded, 702-703 
Level, recorded, maximum instantaneous 

programme peak, 702-703 

Level, recorded, normal maximum, 703 
Life, drift of characteristics during, 

23-24, 70, 84, 530, 533 

Life of condensers, service, 192 

Life of valves, when to replace, 121 

Life test, valve, end points, 88-89 

Life tests, valve, 75, 85, 87-89 

Life, ultimate electrical, of valve, 70 

Life, working, of valves, 3, 70, 121 

Light intensity, measure of, 1334 
Light, spectral energy curves of sunlight 

and tungsten lamp, 1396 

Light, velocity of, 1396 

Light, visibility curves of human eye, 1 396 

Light, wavelengths of, 404,1363 

Limen, 617-618 
Limiters, amplitude, 1023, 1040, 1088, 1090, 
1095, 1098, 1099, 1147-1150, 1296 

A-M rejection by ratio detector, 1095-1096, 

1103-1104 

applications of, 1023, 1040, 1088, 1090, 

1095, 1098, 1099, 1151 

limiting by superregenerative detector, 1 087 

references, 1 1 60 

time constant of, 1 148, 1 149 

typical circuits for F-M receivers, 1 149-1 150 

cascaded Umiters, 1 150 

single stage, 1 149 
Limiters, noise peak, 694-698, 1130-1132 

Limiters, output, 698-699 

Limiters, peak, 681,682-683 

Limiters, volume, 681,683 

Limiting Class A amplifier, definition, 545, 572 
Limiting ratings — see under Valve ratings. 

Limits in algebra, 265-266 

Limits of integration, 296 

Line, measure of flux, 1332, 1333 

Line per square inch, 1332 

Line voltage, definition, 1401 

Line voltage fluctuations, 10 

Line voltage operation, valve ratings for, 78, 79 

Linear, definition, 1401 

Linear elements in networks, 158,948 

Linear equation, 279 

Linear reflex detectors, definition, 1401 
Linearity (transfer) characteristic of a-f 

amplifiers, 587,610,611 
Link, 321 
Link coupling of tuned circuits, 418, 419 
Lip microphone, 780 
Listener fatigue, 626 
Listening levels, preferred, 623 
Listening tests of loudspeakers, 632, 834 
Listening tests of receivers, 1314 
Litre, measure of volume, 1329 
Litz wire in coils, 450, 456, 466, 1042 
Load, definition, 1401 
Load impedance for pre-amplifiers, stan- 
dard, 793 
Load line, general, 24, 58 
cathode, 29-30 
cathode bias, r.c.c. triodes, 29-30, 486-487 
composite, 576 
curved, driver valve, 591 
diode, 1075 
elliptical, 30-34,64,213,576 
grid, 20 
maximum signal dynamic, 551 
screen, 513-514 
screen and cathode combined, 515-516 
shifted due to rectification, 551 
Load, loudspeaker, maximum output with, 881 
Load, loudspeaker, on power amplifiers, 

546, 558, 566-567, 600-601, 881-882 

Load, phase shift of, at low frequencies, 213 
Load resistance 

effect of change of, 43 

matching of, with Class A triodes, 61 

optimum with feedback, 311 



Load resistance (continued) 

power amplifiers, critical value of, 546 

Class A pentode, 561 

Class A triode, optimum, 557-558 

r.c.c. pentode, 496 

to give maximum gain, 507 

r.c.c. triode, 482 

Load, standard dummy, of receivers, 1299 
Loading of input circuit by converter valve 

admittance, 970, 973, 987-988 

Loading of transformer-coupled a-f 

amplifiers, 519 

Loading, valve, effect of a.v.c. on, 971 
Loading, valve, minimizing by tapping 

down, 921 

Locked oscillator — F-M detector, 1088, 

1292-1293 

Locus, definition, 1401 

Logarithm tables, 1418,1419 
Logarithmic decrement, 268, 408, 424 

Logarithmic functions, 267-268 

Logarithmic graph paper, 280 

Log. scale interpolator, 1422-1423 

Log. scales, 1422 

Logarithmic series, 269 

Logarithms, 255-257 
Loop aerials, 901, 904, 908, 921-922 

Loop amplification, feedback, 356 

Loop, feedback, 307, 336 

Loss, copper, in power transformers, 235, 236 

Loss, iron, in power transformers, 235 

Loss, playback, 760 

Loss, translation, 759, 770 
Losses in transformers, relation between 

copper and iron, 205 

Loudness, 826-827 

contours of equal loudness level, 826 

definition, 1401 

loudness directivity index, loudspeaker, 875 

loudness efficiency rating, loudspeaker, 875 

loudness units, 827 

phon, unit of loudness level, 826 

reference intensity, 826 

reference pressure, 826, 828 

reference velocity, 826 

references, 830 
relation between loudness and loudness 

level, 827 

Loudspeakers (Chapter 20), 83 1-879 

acoustical data, summary of, 871-874 

definitions, 871-872 
electrical, mechanical and acoustical 

equivalents, 872 

musical scales, 873-874 

pitch, international standard, 874 

velocity and wavelength of sound, 872 

baffles and enclosures, 842-851 

acoustical labyrinth, 850 
acoustical phase inverter (vented 

baffle), 845-850 
combination horn and phase in- 
verter for personal radio re- 
ceivers, 859 
matched vented baffles, 847-849 
equivalent electrical circuit, 848-849 
flat frequency response, design 

for, 849 
impedance characteristic, elec- 
trical, 847-849 
special types of, 1489 
unmatched vented baffles, 849-850 
adjustable vent area, 849 
enclosed cabinet, 843-845 
acoustical damping to eliminate 

standing waves, 843-845, 849 

bass attenuation with, 844-845 

critical damping, effects, of, 844-845 
damping, 841, 844-845 

equivalent electrical circuit, 844-845 

standing waves, in, 843 

exterior of cabinet, design of, 850 

flat baffles, 842 
damping with, 833, 840-842 

dip in response with, 842 

impedance characteristic with 837-838, 

848 
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Loudspeakers (continued) Loudspeakers (continued) 



irregular shape. 


842 


equivalent electrical circuit, low fre- 




off-centre mounting, 


842 


quencies, 


838 


open back cabinets. 


842-843 


equivalent electrical series circuit, 


839 


peak in response. 


843 


frequency response, 


833, 838 


R-J loudspeaker. 


850 


peaks in. 


833, 834 


bass reflex — see under Acoustical 




hum bucking coil, 


840 


phase inverter. 




impedance, blocked. 


838 


characteristics. 


833-834 


impedance characteristic, electrical. 




colour codes for. 


1343 


837-838 


cone movement, amplitude of 


834 


impedance, free, 


838 


damping, 833, 840-842, 844-845, 856 


impedance, motional, 


838 


critical. 


833, 840-841, 844-845 


magnetic flux, effect on damping, 




critical, definition, 


840 




831, 840, 841 


effect on transient response, 


833 


magnetic flux, effect on efficiency. 


831, 840 


electro-dynamic, enclosed cabinet. 




magnetic flux, optimum for frequency 






841, 844-845 


response. 


840 


electro-dynamic, flat baffle. 


833, 840-842 


magnets, types of, 


831, 840 


electro-magnetic damping. 


840 


phase characteristic, 


838 


Q of loudspeaker at bass resonance, 841 


power output, maximum, 


836 


feedback of voltage, proportional to 




radiation resistance of piston, 


835 


velocity of cone. 


841-842 


resonant fi-equency, bass, 


836, 837-841, 


source impedance, effect of zero or 






844-845, 848-849 


negative, 


841 


rigid (piston) cone in infinite baffle. 


835 


deflectors. 


839 


source impedance, effect of. 


833 


diffusing lenses. 


839, 858 


special constructions for wide fre- 




direct radiator loudspeakers, 


831-851, 


quency range. 


836-837 




860-864 


double coil, double cone. 


837 


condenser, 


832 


double coil, single cone. 


836-837 


electro-dynamic (moving coil), 




multiple single coil, single cone. 


836 




831, 833-851, 860-864 


single coil, double cone. 


836 


electro-magnetic, 


831-832 


suspension, cone, 


835-836 


balanced armature. 


831-832 


compliance. 


836 


inductor dynamic, 


832 


non-linear. 


836 


reed armature. 


831-832 


resistance, mechanical. 


836 


piezo-electric (crystal). 


832 


spider (centre mounting), 


835 


direct radiators, definition. 


831 


stiffness. 


836 


directional characteristics. 


834, 839-840, 856 


stiffness-control by, 


836 


directivity index, 


875 


surround, annular, 


835-836 


distortion, 


854-855, 868-871 


equivalent circuits. 


838, 839, 844-845, 


cross-over. 


856, 860-861, 868 


848-849 


frequency modulation, 


855, 869 


feedback of voltage proportional to 




horn loudspeakers, occiuring in, 


854-855 


velocity of cone, circuit to give, 


841-842 


inharmonic. 


870 


frequency response, 833, 838, 854-855, 860 


intermodulation. 


871 


peaks in. 


833, 834, 860-861 


non-linear, 


836, 855, 868 


good qualities of. 


834 


phase shift characteristics. 


838, 870 


grilles (grille cloth), 


835 


selective, below bass resonant fre- 




headphones (telephone receivers). 


832-833 


quency. 


600-601, 868 


crystal. 


833 


sub-harmonics and sub-frequencies. 


871 


inductor, 


833 


transient, 


833, 869-871 


magnetic diaphragm, 


832 


effect of other characteristics on. 


869-870 


correction, circuit for. 


833 


testing for. 


870-871 


moving armature, 


833 


decay characteristic (Shorter^ 




moving coil, 


833 


method) 


870-871 


ribbon, 


833 


square wave. 


870 


horn, definition, 


831 


tone burst, 


870 


horns, 


831, 832, 851-861 


unit impulse. 


870 


catenoidal. 


854 


dual and triple system loudspeakers. 


860-861 


combination horn and phase inverter 




choice of cross-over frequency. 


860-861 


for personal radio receivers. 


859 


co-axial and co-planar mounting. 


860 


conical. 


851,854 


compromise arrangements, 


861 


corner, 


856 


frequency dividing networks, 


860, 887-889 


Klipsch, 


857-859 


integral dual systems, 


860 


damping and transients, 


856 


integral triple systems. 


860 


diaphragm and throat. 


854-855 


overlap region. 


856, 861 


diffusing lenses, use of, 


858 


distortion in, 


856, 860-861, 868 


directional characteristics, 


856 


effects of unequal acoustical paths, 


861 


distortion due to 




phasing of. 


860 


frequency modulation, 


855 


efficiency, 


839, 854-855, 860 


sound chamber. 


855 


efficiency in terms of acoustical power. 




suspension, non-linear. 


855 




875-876 


throat. 


854-855 


electro-dynamic (moving coil), charac- 




driving units. 


855 


teristics of, 


833-842 


efficiency, 


855, 860 


cone movement, amplitude of, 


834 


efficiency and frequency range, re- 




cones, practical. 


834, 835-836, 839 


lation between. 


854-855 


corrugations in cones, 


835-839 


exponential, 


851-853, 854 


damping. 


833, 840-842 


dimensions of. 


852, 853 


critical. 


833, 840-841 


flare cut-off frequency. 


852 


effect on transient response. 


833 


flaring constant. 


851, 852 


deflector for. 


839 


minimum useful frequency, design 




diffusing lens. 


839 


on basis of, 


852-853 


directional characteristics, 


834, 839-840 


folded. 


856-859 


duode. 


837 


concentric. 


856-857 


efficiency. 


839 


low frequency. 


856-858 


electro-acoustical. 


839 


reflex, directional. 


856-857, 867 


electro-mechanical. 


839 






maximum, frequency of. 


839 
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Loudspeakers (continued) 
frequency limitations, 
high-frequency, 
hyperbolic cosine, 
hyperbolic exponential, 
hypex, 

impedance, electrical, 
multi-cellular construction, 
public-address, use in open air, 
rooms, use in, 
sound chamber, 
impedance characteristics, electrical. 



837- 



impedance, standard for sound systems, 
in operation, 

acoustical feedback, avoidance of, 
acoustics of rooms, 
background music in factories, 

effect of noise level, 
extension loudspeakers, 
loudspeaker placement, 
multiple loudspeakers, 

Haas effect, 

time delay in, 
operation at long distances from 

amplifier, 
power required, indoors, 

absorption coefficient, 

chart-acoustical power to produce 
intensity 80 db v's room volume, 

reverberation time, 
power required, outdoor, 

chart — intensity v's watts output at 
specified distances, 
public address, open air, 
sound reinforcing systems, 
sound systems (constant line voltage). 



854 
857-859 

854 
853-854 

853- 854 
856 
858 
867 
856 

854- 855 

838, 847-849, 856 
874 
861-867 
866 

864- 865 
867 
867 

883-886 

865- 867 
867, 882-883 

867 
866 

886 
863-864 
863 



863, 864 
863-864 
861-863, 866, 867 



862 
867 
866-867 



874, 883 
865-866 
866 
867 



stereophonic reproduction, 
pseudo stereophonic effect, 
intercommunicating systems, 
ionic, 

line source, 866-867 
loudness directivity index, 875 
loudness efficiency rating, 875 
loudspeaker load with power amplifiers, 

558, 566-567, 600-601, 881-882 
magnetic flux, effect on damping. 



magnetic flux, effect on efficiency, 
magnetic flux, optimum for frequency 

response, 
magnets, types of, 

elctromagnet, 

permanent magnet, 
matching, 

matching Class A triodes, 
matching pentodes, 
metal cone, 

network between power valve and loud- 
speaker, 

optimum plate resistance, 

output expressed in decibels, in terms 
of acoustical pressure, 

power rating from standard distribu- 
tion Unes, 

pressure-frequency response (pressure 
level), 

pressure rating, 

rating impedance, 

references, 

references to matching, extension loud- 
speakers and divider networks, 
reflections in rooms, effect of, 

room resonances, 
sound system rating, 
sound impedance, effect of, 

source impedance, effect of zero or 

negative, 
source impedance, measurement, 
standards for loudspeakers, 
sound equipment, 

loudspeaker directivity index, 
loudspeaker efficiency in terms of 
acoustical power. 



831, 840, 841 
831, 840 

840 
831, 840 
831, 840 
831, 840 

880- 882 
881 

881- 882 
836 

880-889 
880-881 

812 

874 

875 

812, 862, 874 
812, 874 
876-879 

889 
833, 841, 
864-865 
841, 864-865 
812-813 
833, 840-841, 
844-845, 848-849 

841 
812, 874 
874-876 

874- 876 
875 

875- 876 



Loudspeakers (continued) 

loudspeaker impedance, 
loudspeaker loudness directivity 
index, 

loudspeaker loudness efficiency 
rating, 

loudspeaker measurement source 
impedance, 

loudspeaker output expressed in 
decibels, in terms of acoustical 
pressure, 

loudspeaker power rating from 
standard distribution lines, 

loudspeaker pressure-frequency 
response (pressure level), 

loudspeaker pressure rating (pres- 
sure efficiency), 

loudspeaker rating impedance, 

loudspeaker standard test signals, 

voice coil impedance for radio re- 
ceivers, 

voice coil impedance for sound 
equipment, 
tests, listening, 
throttled air flow, 
tweeter, 
types of, 

vented baffle— ^ee wnrfer Baffles and 

enclosures, 
vibration of walls etc., effects of, 
voice coil impedance for radio re- , 
ceivers, standard, 
Low level, definition. 
Low-pass filter, definition. 
Lumen, 

Luminous flux, unit of. 
Lux (metre candle), 

M 

M.K.S. system, 

Maclaurin's series, 

Mdgic eye tuning indicators. 

Magnetic and electric fields of wave, 

relation between. 
Magnetic and electrical units. 
Magnetic circuit theory, 

air leadline, 

BH characteristics, 

coercive force, 

flux density, 

flux, lines of, 

fringing, 

fundamental magnetic relationships, 

hysteresis loop, 

hysteresis loss, 

leakage flux, 

length of magnetic path, 

magnetic circuit, 

magnetic units and conversion factors, 

magnetization curve, normal, 

magnetomotive force, 

permeability, 

permeability, average, 

permeability, effective, 

permeability, incremental, 

potential difference, magnetic, 

reluctance, 

remanence, 

remanent flux density, 

residual flux density, 

see also under Transformers; Inductors, 
iron-cored. 
Magnetic field, energy stored in. 
Magnetic field of coil, kinetic energy of. 
Magnetic field of radiated electromagnetic 
energy. 

Magnetic field set up by inductor. 
Magnetic field, valves used in, hum due 

to. 

Magnetic recording. 
Magnetic units. 
Magnetization curve, normal. 
Magnetizing current in power trans- 
formers. 
Magnetizing force, measure of, 



874 
875 
875 
812, 874 

812 
874 
875 

812, 862, 874 
812, 874 

874-875 

874 

883 
632, 834 
832 

832, 860-861 



864 

874 
1401 
172, 1401 
1334 
1334 
1334 



1331, 1332 
299 
1132-1136 

897 
1331-1333 

229-233 
232 
230 
231 
229 
229 
231 

229-231 
230 
230 
231 

242-243 

231- 232 

232- 233 
231 
229 
230 
231 

242-243, 244 
230, 243, 248 
231-232 

229 
230 
230 
230 



141 
407 

404 
140 

785,786, 788, 1198 
701 
232-233 
231 

235 
1332 
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Magnetomotive force, 
Magnetomotive force, measure of. 
Magnets, types of, in loudspeakers. 
Magnification factor, 

see also under Q factor. 
Magnitude of complex quantity, absolute. 
Mains filters. 

Mains operation, valve ratings for. 
Mains voltage fluctuations. 
Mantissa, 
Manual, definition, 
Marconiphone Model 12A pickup. 
Masking effect of noise, 620-i 
Masking interference in F-M receivers, 

tests for. 
Mass, units of. 

Matching and effects of mismatching, push- 
pull 
pentodes, 
triodes. 

Matching generator to load, section of 

transmission line for. 
Matching, impedance, in networks, 

definition, 
Matching loudspeakers. 
Matching of load with Class A power 

triode. 

Matching of medium wave-band coils. 
Matching of short-wave coils. 
Materials, ferromagnetic. 
Materials for tropic-proofing coils. 
Materials, properties of, 
Mathematical signs. 
Mathematics (Chapter 6), 
Maximal flatoess feedback amplifiers. 

Maximum grid circuit resistance — see 

under Grid circuit resistance. 
Maximum negative grid currents of 

valves, 

Maximum power output, distortionless 
valve. 

Maximum power transfer theorem. 
Maximum ratings, value 

absolute maximum system, 

design-centre system, 

see also Valve ratings. 
Maximum signal, definition. 
Maximum undistorted power output, 

definition. 
Maximum value of function, conditions 

for. 
Maxwell, 

Mayr's method of designing feedback 
amplifiers with flat frequency res- 
ponse, 

Mcintosh amplifier, 

McProud test of pickup and arm. 

Mean frequency, geometrical. 

Mean geometrical progression (geometrical 
mean). 

Mean proportional, 

Measurements — see under Tests and 
measurements. 

Medium of transmission of a wave. 

Medium wave-band coils, design of. 

Medium wave-band coils, matching of. 

Mercury, pressure due to. 

Mercury vapour rectifiers. 

Mesh, definition. 

Metallized paper dielectric condensers. 
Meters for testing receivers. 
Metre, measure of length. 
Metric ton. 
Mho, 

Mho per centimette cube. 
Mica dielectric condensers. 

Mica, silvered, condensers, 
Microgroove recording, 
Micron, measure of length, 
Microphones, 
carbon, 

ceramic piezo-electric, 
condenser, 
crystal, 

crystal, optimum load for 
definition. 



229 
1332 
831-840 
144, 409, 424, 425 

140 

475, 1279-1280 
78,79 
10 
256 
1401 
719 

621, 625, 629, 679 

1318 
1329, 1332 



584 
580-582 

892 

160 
880-882 

61 

462-463 
468-471 
458-459 
477-478 
1372-1376 
1366 
254-305 

367, 378, 382-385 



101-102 

46, 60-61 
165 

9, 75-80 
9, 77 
9, 77-80 

1401 

1298, 1315, 1401 
292 

229, 1332, 1333 



379-382 
594-596 
715 
130 

266-267, 272 
272 



403 
459-463 
462-463 
1330 

1161, 1164, 1165 
159 

195 

1300 

1329, 1332, 1333 
1329 
1332, 1333 
1332 
196 
196 
701 
1329 
775-782 
775, 777-778 
779 
778 

775, 778-779 
788 
781 



Microphones (continued) 
directional characteristics, 

bi-directional, 

cardioid, 

non-directional, 

poly-directional, 

uni-directional, 
directional pattern, standard for, 
effective output level, 
equalization of, 
field response, definition, 
impedance, electtical, 
impedance, nominal, 
lapel, 
lip, 

moving coil (dynamic), 
output expressed in decibels, 
output voltage and sound pressure, 

relation between, 
pre-amplifiers, for use with, 
pressure gradient, 
pressure operated types, 
pressure ribbon, 
rating impedance, 
ratings, 

power, 

relationship between voltage and 

power, 
system rating, R.M.A., 

typical, 
voltage, 
volume units, 
references, 

sound pressure with conversational 

speech, 
standards for, 
throat, 

transformers, 

velocity operated types, 

velocity ribbon. 
Microphonic, definition, 
Microphony 

in a-f amplifiers, tests for, 

in receivers, tests for, 

in valves, 

in valves, tests for, 

other than valves. 



779-780 

779, 780 
780 
780 
780 
780 
781 
776 
781 
781 
781 

781,782 
780 
780 

775, 779 

808-810 

775 
788-793 

775 

775 
775, 779 
781, 809 
776-777 

776 

776-777 
776, 809-810, 

812-813 
777 
776 
776 
804 

775 
781-782 
780 
781 
775 
775, 779 
1401 



1311. 1324 
1311, 1312 

73, 84, 786, 957-959, 1241-1242 
74, 107, 113, 121 
1241-1243, 1250-1251, 
1253, 1256, 1311 
1329 

51, 52, 70, 493-494, 512, 598, 
923, 1062, 1157 

Minimum value of function, conditions 

for, 292 

Minimum volume effect in reflex re- 
ceivers, 1141,1142 



Mil, measure of length. 
Miller effect. 



Mirror image, definition, 
Mistuning in F-M receivers, tests for. 
Mixed coupling in i-f transformers. 

Mixer, definition. 
Mixers and faders, 

constant impedance mixers 

bridge type, 

choice of mixer circuit, 

coil mixing, 

parallel type, 

precautions with studio type mixing 
systems, 

series type, 

series-parallel type, 
electronic fader mixer using 6BE6, 
fader, definition, 
insertion loss of, 
mixing, definition, 
non-constant impedance, 

common plate load method, 

control of volume with, 

parallel network mixer, 

series network mixer, 

series network mixer, modified, 
references. 
Mixers, operation of frequency converters 

and. 

Modulation, anti-, bass frequency. 



1025, 



962-1001, 



1401 
1320 

1044-1048 
1401 
798-805 
801-804 
802 
803 
802 
801-802 

803-804 
802 
802 

797- 798 
799 
799 
799 

798- 801 

799- 800 

800- 801 
799 
799 
799 
805 

1017-1019 
1116 
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Modulation, definition, 
Modulation distortion, cross, 
Modulation, downward, in F-M receivers, 

tests for. 
Modulation envelope distortion. 
Modulation hum, 1198, 



Modulation of electron stream by magnetic 

field of filament, hum due to. 
Modulation of groove in recording. 
Modulation percentage applied to detector 
Modulation ratio, critical, in diode de- 
tectors, 

Modulation, reduction in percentage, in 

reflex receivers, 
Modulation rise in i-f amplifiers. 

Modulation, standard test, in F-M re- 
ceivers. 

Modulation systems as d-c amplifiers. 
Modulation, systems of, 
Modulator valve (mixer). 
Modulus of complex quantity. 
Molecules, 
Monaural, definition. 
Monkey chatter, 
Motorboating, definition, 
Motorboating in a-f amplifiers, 
Mounting position for valves. 
Moving coil (dynamic) microphones. 
Moving coil loudspeakers, 

Mu-factor, definition, 

Mu-factor, plate to screen, 

Mu-factor, screen to control grid, 

Mu-factors, interelectrode. 

Multi-cellular horns. 

Multi-grid valves as r.c.c. amplifiers, 

Multi-grid valves in volume expanders. 

Multi-grid valves, power. Class A, 
Multi-stage voltage amphfiers. 
Multiple channel amplifiers for tone 

control. 
Multiple feedback system. 
Multiple loop feedback amplifiers. 
Multiple loudspeakers, 
Multiples and sub-multiples. 
Multiplication, 
Multipliers, 

Music and acoustics, references. 
Music in factories, background. 
Musical scales. 
Muting (Q.A.V.C.), 

biased diode systems, 

circuits used with F-M receivers, 

inoperative audio amplifier, 

references. 
Mutual characteristics. 
Mutual characteristics, shift during hfe. 
Mutual conductance, definition, 

see also Transconductance grid-plate. 
Mutual conductance, graphical determina- 
tion. 

Mutual conductance of r.c.c. pentodes. 

Mutual conductance of r.c.c. triodes. 
Mutual conductance, tests for. 



1401 
945, 1114 

1320 
944-945 
1199, 1239-1241, 1267, 
1268, 1290, 1309, 1314 



430 

267 

407, 408, 424 
1329 

718,719, 760, 762 



1196, 



1197 
702 
1078 



1076-1077, 1081 

1143 
1112, 1114, 
1117, 1118, 1232 

1314 
532 
405-406 
962 
140, 285 
1 

1401 

1303-1304, 1305 
1401 

535,537 
4, 80 
775, 779 
831, 833-851, 
860-864 
14 
35-36 
35 
73 
858 
516 

685,691-692 
560-570 
541 

673-674, 676 
365, 374-378 
375 

867, 882-883 
1405 
260 
1363 
634 
867 
873-874 
1125-1130 

1125- 1126 
1128-1130 

1126- 1128 
1139 

17-18 
23-24 
14 



15, 16, 17 

506,507-508, 511 
493 



74, 
113, 



103-104, 
123, 124 
34 
142 
446-448 



Mutual conductance, triode, of pentode. 

Mutual inductance, 

Mutual inductance, calculation of. 

Mutual inductance coupling in aerial 

stages, 916-920 

Mutual inductance coupling in i-f trans- 
formers, 1023, 1025-1041, 1046, 1048-1050 

Mutual inductance, coupling of tuned cir- 
cuits by, 417 

Mutual inductive coupling in r-f ampli- 
fiers, 922-923 

Mutual inductive coupling, tuned cir- 
cuits, 418,419 



N 

Nagaoka's constant, 
Naperian system of logarithms. 
Natural resonant frequency. 
Nautical mile. 

Needle talk (chatter), 714, 
Needles 

fibre, 710 

semi-permanent, 709 

steel, 709,711 

thorn, 710 

trailing, 711,726 
see also under Stylus. 
Negative feedback — see under Feedback. 
Negative grid current — see under Grid 

current, negative. 

Negative impedances, stabilized, 389 

Negative transconductance oscillator, 953-954 
Negative transconductance to provide bass 

boosting, 648 

Nepers, 825-826 

Network, definition, 1401 

Network, resistive, procedure with, 133 

Networks (Chapter 4), 128-198 

Networks, theory of, 158-171 

active, definition, 160 
between power valve and loudspeaker, 

880-889 

characteristic impedance of, 179 

corrective, in feedback amplifiers, 371 

definitions, 159 

differentiating and integrating, 160 

four terminal, 166-167 

bridged Tsection, 166-167 

definition, 159 
equivalent T and 

sections, 167 

image attenuation constant, 178,179 

image impedances, 177-179 

image phase constant, 178,179 

image transfer constant, 177-179 

iterative impedances, 176-177 

iterative transfer constant, 176-177 

lattice section, 166, 167 



section, 166, 167 

T section, 166, 167 

frequency dividing, 184-185, 860, 887-889 

impedance matching, definition, 160 

input circuit, definition, 1 60 

input impedance of passive network, 1 69 

Kirchhoff s laws, 159,160-161 

minimum phase shift, 359, 374 

multi-mesh, 167-170 

flat, 167 

mesh equations, 167-169 

mutual impedances, 167,168 

mutual inductance, 168,169 

self-impedance, 168 

non-linear components in, 158, 170 

non-linear elements in, 158,170 

Norton's theorem, 165 

Ohm's law, 130,131,158 

output circuit, definition, 160 

parallel combinations ofL, C andR, 147-149 

parallel T, 176, 647, 651, 657, 675-676, 

m-Ti8, 745-749 

passive, definition, 160 

phase shift, 170 

phase-shifting, in feedback line, 378 

potential dividers, 1 6 1 - 1 64 

problems, hints on solition, 159 

references to, 171 

series combinations ofL, C and/?, 144-147 

series-parallel combinations ofL, C and 

R, 149-153 
symmetrical, 179 
Thevenin's theorem, 164 
transfer impedance of 4-terminal net- 
work, 169 
transients in, 171 
two-terminal, definition, 159 
two-terminal, general procedure to de- 
termine impedance, 153 
valve, general case, 64 
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Neutralization, definition, 
Neutralizing, 

effect on input capacitance, 

hum neutralizing, 

in converters. 



1401 

1063 

539,785, 1200-1201, 1239 
959, 969, 970, 975-977, 978, 
992, 1000, 1001 
1065-1067, 1291 
1145 
2 

1332, 1333 
1401 



in i-f amplifiers, 
in reflex receivers. 
Neutron, 

Newton, measure of force. 
Node, definition. 
Noise 

audibility tests of receivers, 
background, effect of volume expansion 

on, 
circuit, 
current noise, 
current, of resistors, 
diode, 

effect of feedback on, 
effect on sound reproduction, 
equivalent noise resistanceof valves, 

783-784, 937-938, 967-968, 972-973, 
978, 984, 1230 

equivalent noise sideband input, 
factor, 

factor of grounded-grid stage, 
flicker effect, 

impulse, effect on F-M receivers, 
in cathode followers, 
in converters, 

in high fidelity reproduction, per 
missible. 



1310-1311, 1319 

679, 763 
782-783 
783 
190 

1308, 1309 
309-310, 315, 316 
624-625 



1262, 



1307 
1307-1309 
925 
783 
1148 
327 

967-968, 972-973, 978, 984 



in pre-amplifiers, 
in receivers. 



a.v.c. and noise. 



630 
782-784 

694-699, 1108, 1114, 1118, 
1119, 1130-1132, 1229-1234, 1262, 1307- 

1309, 

1108, 1114, 1118, 1119 
1229-1234 



measurement of, 
noise limiting, 
tests for, 

see also under individual stages 
(amplifier, r-f, etc.). 
in superregenerative detectors, 
induced grid, 

inter-station noise suppression, 

ionization, 

level, definition, 

level in amplifier output, permissible, 
level in amplifiers, measurement of, 
level in factories, effect on music, 
level, weighted, standard, 
low noise input stage, cathode follower 
as, 

low noise valve types, 

man-made, reduction of, 

masking, effect of, 

masking of speech by, 

measurement of sound level and noise, 

acoustical noise, 
electrical noise, 

noise in amplifiers, measurement of, 

broadcast systems, 
sound equipment, 
noise in receivers, measurement of. 



objective noise meter, 
radio noise, measurementof, 

radio noise meter, 
references, 

sound level meter, American stan- 
dard, 

sound levels, typical — table, 

weighting network, 
noise audibility, test for, 
noise bandwidth, 
noise current, 
noise factor, 

noise-power output, average, 
noise voltage, r.m.s., 
of resistors, 

partition, in converters, 
partition, in pentodes. 



1262, 1307-1309 
694-699, 1130-1132 
1307-1309 



1087 
939-940 
1125-1130 
783, 784 
829 
625 
1324 
867 
829 

789-790 
786-788 
1279-1280 
620, 621, 625, 679 
629 



827-830, 



829-830, 



829, 



1324 
827 
827 

1324 
829 
1324 



1262, 1307-1309 
828 
829-830 
829-830 
830 



828 
828-829 
827-828 
1310-1311, 1319 
936 
935 

925, 1262, 1307-1309 
935 
935-942 

189-190,783, 1345, 1356 
972, 984 
783 



Noise (continued) 
peak limiters, 

see also under Noise limiting in re- 
ceivers, 
random, 

reduction in A-M receivers, 
reduction in record reproduction, 
references, 

resistance fluctuation noise of resistors 

room, 

shot effect, 

signal to noise ratio, 

definition, for audio facilities for 
broadcasting systems, 

in receivers, tests for input to give 
specified signal to noise ratio, 

in record reproduction, 

in reflex receivers, 

maximum possible in microphone 
pre-amplifiers, 

standard, in pre-amplifiers, for 
broadcasting, 

with crystal microphones, 
suppressor, Olson, 
suppressor. Price balanced clipper, 
suppressor, Scott dynamic, 
surface (needle scratch) and dynamic 

range in record reproduction. 



694-699 



1279-1280 
763-765 
634, 804-805, 945-946 
190 

620-621, 625 
783, 787, 936-938, 1230 



829 

1302, 1303 
704-705, 766, 770 
1146 

788 

793 
788 
763 
765 
764 



thermal agitation, 

total noise calculations, 
valve. 



tests for, 
valve leakage, 
white, 

Noise limiting in receivers. 
Lamb silencer, 
noise limiter, automatic threshold con 
trol, 

noise limiter, degenerative, 

noise limiter, other types, 

noise limiter, series diode, 

noise limiter, shunt diode, 

output limiters, 

references, 
Non-linear, definition. 
Non-linear elements in networks. 
Non-linearity in valves. 
Non-synchronous vibrators, 
Norton's theorem. 
Nucleus of atom. 

Null point indicator using electron ray 

tuning indicator. 
Numbering systems for valves. 
Numerator, definition. 
Numerical values, 
Nyquist criterion of stability. 



704-705 
763-765 
4, 189-190,782,788, 
935-936 
940-942 

4, 70, 73, 81, 782, 783, 784, 788, 
935-942, 967-968 
74, 107, 113, 124 
784 
619 

694-699, 1130-1132 
1130, 1131 



695 



1131-1132 
698 
694-697 
694-696, 1131 
697, 1131 
694, 698-699 
699-700, 1139 
1401 
158, 170, 948 
61,948, 1164 
1202-1203 
165 
1 

1134-1135 
10-12 
1401 
1406 
356, 375 



Nyquist diagram. 



338, 339, 356-359, 366, 375 



O 



Octal sockets, use of pin No. 1, 
Octaves and decibels, calculations in- 
volving. 

Octaves, decades and frequency ratio 

(table) 
Octode, 
Oersted, 
Ohm, 

Ohm-centimetre, 
Ohm's law, 

Ohm's law in network analysis, 

Olson noise suppressor. 

On (and off) contact time in vibrators. 

Open back cabinet. 

Open-circuit, definition. 

Open-circuited electrodes, tests for. 

Operating conditions, effect of change in. 
Operating conditions for valves, typical. 
Operation of valves, recommended. 
Operator,^ as. 
Operator, trigonometrical. 



637-638 

368 
92 



1332 
130, 131 
158 
763 
1205 
842-843 
1401 

73,91-93, 123 
42-44 
80 
80-84 
283 
286, 287 
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Operators, symbols. 


1364 


Output level for pre-ampUfiers, standard. 


793 


Optical methods of testing frequency test 




Output limiters, 


698-699 


records, 


752-753 


Output, maximum, in receivers, defini- 




Orchestra level, maximum, 


623 


tion. 


1482 


Orchestra, peak acoustical power of. 


623 


Output, normal (standard) test, defini- 




Order, definition, 


1401 


tion. 


1298, 1315 


Ordinate, 


279 


Output power. 




Orienting a-f transformers to give least 




graphical determination of. 


549 


hum pickup, 


785 


maximum undistorted, definitions, 




Orthacoustic recording characteristic. 


730-731 




1298, 1315, 1482 


Oscillation, conditions for maintenance 




maximum undistorted, tests for. 


1306, 1318 


of, 


949-954 


of a-f amplifiers, tests for. 


74, 105-106, 124, 


Oscillation due to instability. 


943-944 




1323 


Oscillation, parasitic, 


316, 345, 365, 547, 562, 


of distortionless valve, 


46,59,60-61 


572, 582, 585, 587-588, 590, 952-953, 


of receivers, tests for. 


1300, 1316 




959, 1283 


power-measuring device. 


1299 


Oscillation, unstable. 


958-959 


Output power and distortion 




Oscillations, damped. 


408, 424 


pentode, single, 


561,563-565 


Oscillators, general (Chapter 24) 


947-961 


push-pull pentodes. 


583-584 


beat frequency oscillators, 


954, 960-961, 1263 


push-pull triodes, 


577-579 


Class A, B and C, 


954 


Class B2, 


588-590 


Colpitts, 




951i-8m, iB^e, 


548-554 


conditions for maintenance of oscilla- 




vs. load resistance, triode. 


558 


tion. 


949-954 


beam power amplifier. 


570 


electron-coupled. 


953, 954, 958 


Output power and plate dissipation. 




factor of merit for oscillator valve. 


950 


Class B2, 


589 



feedback winding for good tracking, 
flutter, 

frequency stabilization, 

frequency variation, causes of, 
at high frequencies, 
due to changes in supply voltage. 



1004 

955,958 
957-958, 1289 
950,955-956 
968 

949, 953, 955 
956 



due to oscillator harmonics, 
due to temperature and humidity 

changes, 955-956 
frequency variation in converter os- 
cillators due to a.v.c. 963, 993-994 
grid current, test for, 74, 111-112 
harmonic operation of (harmonic mix- 
ing), 958, 964-966, 991, 994-996, 1000, 

1001, 1289 

Hartley, 112, 951-952, 967, 1290 

in superhet. receivers, comments on, 

1244-1248 

in superhet, receivers, requirements for, 954 
introduction, 947-948 
L/C ratio of, 957 
locked oscillator F-M detector, 1 088, 

1292-1293 



negative transconductance, 
oscillator section of converter valves, 

driven, 

self-excited, 
parasitic oscillations, 
performance, tests for, 
practical design, methods used in, 
Q of circuit, 

radiation from, in F-M receivers, 

measurement of, 
references, 

squegging, 

tapping down on coil for stability, 
temperature compensation, 

test circuit, Boonton, 

tests for oscillator characteristics, 

transconductance, phase shift of, 

transconductance, test for, 

tuned-grid, 

tuned-plate, 

tuned-plate operation of frequency con- 
verters, 

tuning capacitor plates, vibration of, 

types of circuits, 

unstable oscillation. 
Oscillatory transient response in feedback 

amplifiers. 
Output admittance, short-circuit, 
Output admittance, short circuit, test for. 
Output capacitance of cathode follower, 

Output circuit of network, definition. 
Output circuit of push-pull a-f voltage 

amplifiers. 
Output impedance of cathode follower, 



952, 953, 



953-954 
968 
109 

108-109 
959, 1290 

111-112 

959-960 
957 



1311, 1320 
961 

958 
957 

196, 956, 957, 
1041 
112 
111-113 
968 
74 
952 
994 



950-951. 
949-950, 951,952, 



994, 1248 
958-959 
947, 949-954 
958-959 

365, 367, 382, 386 
50-55 
117 

323-324, 325 
160 

527-528 
320 



Output resistance, effect of zero or ne- 
gative, on loudspeakers. 
Output resistance of amplifier with feed- 
back. 

Output stage, definition, 
Output transformers — 6ee under Trans- 
formers, a-f. 
Output voltage and distortion 

r.c.c. pentode, 

r.c.c. triode, 

transformer coupled a-f amplifiers. 
Over-coupled i-f transformers. 
Overlap region with dual system loud- 
speakers, 
Overloading characteristics 

power amplifiers, 

reflex receivers, 
Overloading, effect of bass boosting on, 
Overmodulation in recording, 
Overtones, 



Pad, 

Padded signal circuits, 

Padder condenser, 

Padder feedback, 

Paper dielectric condensers. 

Paper dielectric condensers, metallized. 

Parabola, 

Parabola, equation to. 

Parallel Class A amplifiers. 

Parallel combinations ofL, C and R, 

Parallel, condensers in. 

Parallel connection of batteries (cells). 

Parallel, definition. 

Parallel-feed in transformer-coupled a-f 

amplifiers, 
Parallel impedance, conversion from 

series to. 
Parallel, inductances in. 
Parallelogram, 

Parallel operation of rectifiers. 
Parallel, reactance and resistance in. 
Parallel, resistances in, 

graphical method. 
Parallel resonance, 



841 

310-311,313,314 
1401 



510-511 
491-493 
518-519 
1031-1034 

856, 861 

560, 563 
1141, 1142, 1146 

640 
729 
92 



794, 888 
1013-1017 
1003-1004, 1010-1017 
1001, 1247 
194-195 
195 
274 
280 
570-571 
147-149 
135 
129 
1401 

519, 520, 645, 650 



determined by maximum impedance 
determined by unity power factor, 

Parallel resonant frequency, 

Parallel-T network. 

Parallel tuned circuit, impedance of, 

Parameter, 

Parameter, definition, 
Paraphase bass-treble tone control, 
Paraphase, floating, 
Paraphase inverter. 
Parasitic oscillation. 



157-158 
141 
273 
1165 
1380-1381 
132-133 
132 

150-153,410-411,424-425 
151- 



152 
150 
410 

176,647,651,657, 
675-676, 737-738, 745-749 
149-152 
281 
1401 
665 

524-525, 534 
524-526 
316, 345,365,547, 562, 
572, 582, 585, 587-588, 590, 952, 953, 959, 

1283 



INDEX 



1455 



Parry cathamplifier, 586 

Partial differentials, 293-294 

Partial differentials, valve coefficients as, 64-65 

Partial triode operation of pentodes, 570, 587 

Partition noise in converters, 972, 984 

Partition noise in pentodes, 783 

Pass band of filter, 180 

Patchett tone control, 667-668 

Peak acoustical power of orchestta, 623 

Peak cathode current, maximum, 75 
Peak clipping, effect on intelligibility of 

speech, 629 

Peak inverse voltage, maximum, 75 

Peak inverse voltage of rectifiers, curves, 1 177 

Peak limiters, 681,682-683 

Peak limiters, noise, 694-698 

Peak-reading voltage and current indicators, 1 19 
Peak response of transformer-coupled a-f 

amplifier at high frequencies, 209, 518 
Peaks at high and low frequencies in feed- 
back amplifiers, 336, 359, 378-379, 383 

Pentagrid converters, 8, 961-1001 
Pentagrids in volume expanders etc., 

685, 688-689 

Pentodes, general, 7-8 
amplification factor, 

plate to screen, 35-36 

screen to control grid, 35 

triode, 35-36 
capacitances, input, 

published values, 56 

with feedback to screen, 345 

cathode follower, use as, 324 

characteristics at low plate currents, 65 

characteristics, cathode cuirent, 16-17 

characteristics, specific tests for, 101-108 

mutual conductance, triode, 34 

operation at low screen voltage, 84 

partition noise, 783 

phase splitter, use as, 524 
plate detectors, 508,1084-1085 

plate resistance, ttiode, 36 

power, general, 8 
ideal,561 

load resistance, 561 

matching to loudspeaker, 881-882 

operating conditions, 561-563 

partial triode operation of, 570, 587 

push-pull, Class A, ABi, 583-587 

quiescent push-pull, 592-593 

ratio plate/screen currents, 562 

shunt filter across load, 567, 636 

single Class A, 560-570 

triode operation of, 547 

pre-amplifiers, use in, 783-786 

hum with, 786 

low noise types, 786-787 

noise resistance values, r.c.c. 783-784 
triode operation with screen as 

anode, 785, 787 

remote cut-off, 8,516,945 

remote cut-off, in volume expanders, 

684, 688-689 

resistance-capacitance coupled, 496-517 
attenuation and phase shift character- 
istics with incomplete by-passing, 

496-500 

dynamic characteristics, 26-27, 503-506 

equivalent circuit, 512 

gain at mid-frequency, 506-508 

output voltage and distortion, 510-5 1 1 

phase shift/frequency characteristics 512 
plate resistance, 507-508, 511-512 

ratio of plate/screen currents, 514, 515 

remote cut-off valves, use of, 516 

screen supply from voltage divider, 506 

tabulated characteristics, comments on, 517 
triode operation with screen as 

anode, 785, 787 

sharp cut-off, 8,496-517 

sharp cut-off, use as limiters, 1147-1150 

suppressor-grid controlled, in volume 

expanders, 686, 689-690 

triode operation of, 34-36,785,787 

connection of suppressor grid, 36 

Penultimate, definition, 1401 



Period, definition. 


1402 


Periodic phenomena. 


278-279 


Periodicals, titles of. 


1367-1369 


Permanent magnet loudspeakers. 


831, 840 


Permeability, 


230, 231 


Permeability, effective, 


242-243, 244 


Permeability, incremental. 


230, 243, 248 


Permeability of free space. 


1332 


Permeability tuning. 


461-462,912,913,953, 




1002, 1289 


Perveance, definition. 


14,71 


Perveance of diode, test for. 


117-118 


Perveance of triode, test for. 


118 


Phase angle, 


139, 140 


Phase angle of load at low frequencies. 


213 


Phase angle, tuned circuits. 


412,413,417,422, 




425 


Phase compressor. 


527, 528 


Phase discriminator. 


1088-1095, 1153-1156, 




1292-1293 


alternative arrangement, 


1095 


basic circuit. 


1089 


design data and example, 


1090-1095 


coefficient of coupling, 


1090 


discriminator characteristic. 


1092 


discriminator sensitivity. 


1090 


generalised curves. 


1091 


Umiter discriminator combination. 


1292-1293 


typical circuit arrangement. 


1090 


voltage relationships. 


1089 


Phase distortion, amplifier without. 


389 


Phase inverter, normal. 


524 


cathode-coupled. 


347-348, 532 


choke-coupled. 


355 


cross-coupled. 


527, 663-664 


phase inversion in power stage. 


585-586 


Schmitt, 




Phase modulation. 


405-406 


Phase shift 




and attenuation, relation between. 


359-364 


anode to grid voltage. 


50 


at high and low frequencies. 


316, 353,355 


coupled tuned circuits, curves for. 


422 


of attenuation characteristic, deter 




mination of. 


362-365 


of loudspeakers, 


838, 870 


of r.c.c. pentode. 


512 


incomplete cathode and screen by- 




passing. 


498-500 


incomplete screen by-passing. 


498-499 


of r.c.c. triode. 


494-495 


incomplete cathode by-passing. 


485-486 


of transformer-coupled a-f amplifiers. 






206, 207,214,518 


with feedback, 


342, 343, 352, 389 


Phase splitter. 


329-330, 522-524 


with positive feedback. 


354, 523 


Phasing of loudspeakers. 


860 


0 detector. 


1293 


Philips-Miller engraved film system. 


701 


Phon, 


826 


Phonograph, definition. 


1402 


Phot (centimetre-candle). 


1334 


Photo emission, 


2 


Photometric units. 


1334 


Physical and chemical constants. 


1376 


Physical properties of valves, funda- 




mental. 


69-70 


Physical units, general, 


1329-1334 


Pickering cartridges. 


718 


Pickering turnover pickup. 


718 


Pickups, general. 


714-723 


arm resonance, 712, 714, 716, 719, 720, 722 


armature of. 


702 


armature resonance. 


712,714,716,719, 720, 




722 


armature resonance, effect on har- 




monics. 


716 


capacitance. 


722 


damping of arm resonance in. 


716 


damping of armature resonance in. 


716 


distortion in. 


718,719,723,762 


dynamic mass. 


718,719, 721,722 


dynamic (moving coil). 


715,719-720 



526, 670 
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Pickups (continued) 
eddy current, 

effective vertical pressure of, 

electromagnetic, 

effect of shunt capacitance, 

frequency of armature resonance af- 
fected by record material, 

hum level, 

ideal constant velocity, frequency 

characteristic of, 
lacquer discs, for use on, 
magnetostriction, 
needle armature, 
offset angle, optimum, 
offset-arm, 

piezo-electric (crystal), 

piezo-electric, response curves, 
pressure, effective vertical, 
ribbon, 
straight-arm, 
strain sensitive, 
testing of, 

tracking capability, checking, 
underhang, optimum. 
Picofarad, 

Pie-wound r-f chokes. 
Piezo electric loudspeakers. 
Pin straightener, valve, 
Pinch effect. 
Piston cones in infinite baffle, ideal. 
Pitch, definition. 
Pitch, international standard. 
Placement, loudspeaker. 
Plane figures. 
Plastics, composition of, 
Plate and screen currents, average, push- 
pull pentodes, 
Plate characteristics, general, 
Plate circuit decoupling in a-f amplifiers, 

Plate circuit decoupling without de- 
coupling condensers, 

Plate circuit efficiency, maximum with 
loudspeaker load, 

Plate conductance, definition, 

Plate conductance testing, 

Plate current, 

Plate current, average, push-pull triodes, 

Class A, ABi, 
Plate current commencement, test for, 
Plate current in power amplifiers, creeping 
Plate current near cut-off, effect of rate of 
change in, in Class AB|, ampli- 
fiers, 

Plate current of Class A triode, calculated 
optimum, 

Plate current, peak hot-switching tran- 
sient, 

Plate current test, triodes and multi- 
grid, 

Plate current test, zero signal diode, 
Plate currents, low, valve characteristics at, 
Plate decoupling circuit gives bass boost- 
ing, 

Plate detector (anode bend), 

Plate dissipation 
theory, general, 
triode, Class A, 

triode, Class B2, relation between power 

output and plate dissipation, 
triode, push pull, at max. signal, 
triode, resistance loaded, 
Plate efficiency. Class A pentode, 
Plate efficiency. Class A triode, 
Plate efficiency. Class Bj, 
Plate efficiency in power ampUfiers, de- 
finition, 

Plate reflex superhet. receivers, design 
of, 

Plate resistance, d.c, 

Plate resistance (variational) 

control in volume expanders, 

definition 



712, 



711 



723 

702, 708, 709, 
718-722,768-769 
715,717-719 
738-739 

716 
719, 722 

724 
768 
721 
717 
726 
725-726 
715,716,717, 
720-721, 752 
742 
702 
716, 722 
725-726 
721-722 
715,716-717, 762 
762 
725-726 
1363 
474 
832 
80 

712, 720, 757,760 
835 
1402 
874 
865-867 
272 
1375 

584 
15-17 

535-537 

537 

880-881 
14 
124 
2,6 

579-580 
74 
596 



572-573 
557 

1163, 1180-1181 

103, 109, 113 
101 
65 

643-644 
57, 62, 508, 
1084-1085 

63-64 
559 

589 
578 
26 
562 
559 
589 

545 

1143-1145 
14 

13, 14, 72 
685, 692-693 
14, 72 



Plate resistance (variational) (continued) 
effective, feedback circuit to give 

positive, zero or negative values, 
effective, of cathode follower, 
effective, with feedback, 

graphical determination of, 

of cathode degenerative amplifier, 

of power amplifiers, optimum, 

of r.c.c pentodes, 

of r.c.c. triodes, 

tests for, 

triode plate resistance of pentode, 
Plate series compensation, 
Plate shunt compensation, 

Plate supply by-passing in a-f amplifiers, 
Plate supply impedance per plate, trans- 
former, 

Plate supply voltage of r.c.c. amplifier. 
Plate-to-screen amplification factor, 
Plate voltage, effect of change of, on 

characteristics, 
Plates, 

Playback characteristics. 
Playback curve, AES standard. 
Playback, direct 
Playback loss, 

Playthrough in A-M receivers, 

circuit to reduce, 
Playthrough in reflex receivers. 

Poisoning of emission. 
Polar coordinates. 
Polarity, definition. 
Polarity, indications of 
Polish of jewel stylus tip, 
Polydirectional microphones. 
Polyethylene discs, 
Polygon, 

Positive feedback — see under Feedback. 
Positive grid current — see under Grid 

current, positive. 
Positive ions. 
Potential, definition. 
Potential difference, definition. 
Potential difference, magnetic. 
Potential dividers. 
Potentiometers, 

Pound weight, measure of force, 
Poundal, measure of force. 
Power, absolute, expressed in decibels. 
Power amplifier valves 

beam power valves, 

pentones, 

triodes. 

Power available at receiver from aerial. 
Power, average (effective). 
Power factor. 

Power factor of condenser. 
Power factor of electrolytic condenser. 
Power factor of tuned circuit, relationship 
with Q, 

Power factor, unity, determining parallel 

resonance, 
Power-flux per unit area at receiver 
Power gain, expressed in decibels. 
Power gain of aerials. 
Power grid detector. 
Power in d.c. circuits. 
Power in reactive circuit. 
Power in resistive a.c. circuits. 
Power level indicators, 
Power line operation, valve ratings for. 
Power output — see under Output power 
Power output meters. 
Power pack, definition. 
Power, peak acoustical, of orchestra. 
Power rating of loudspeakers on standard 

distribution lines. 
Power reactive, 

Power required, loudspeakers, indoors. 
Power required, loudspeakers, outdoors. 

Power supply, effect of impedance in, 
on a-f amplifiers. 



314 
318 

311.313,314, 
315, 316 
15, 18 
328-329 
546, 880-881 
507-508,511-512 
493 

36 

536, 643-644 
640-643,660-661, 
733-734 
535 

99 

482, 496 
35-36 

42-43 
5 

728,731-732 
731-732 
701,766-768 
760 

1081,1082, 1237 
1235, 1237, 1240 
1140-1143, 
1145-1146 
2 

283 
1402 
130 
712 
780 
705 
273 



3, 71 
1402 
1402 
231-232 
161-164 
161-164, 1356 
1330, 1332 
1330 
807-808 

8, 569 
8 
7 

893 
134 
144 
140 
193 



144, 409 

150,410 
896-897 
810 
894 
1084 
133 
, 143-144 
133-134 
825 
78,79 

825 
1402 
623 

874 
144 
863-864 



140 



861-863, 866, 867 
535, 537 574 
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Power supply regulation, effect on power 




Progression, harmonic. 


266-267 


amplifiers, 547-548, 551, 562, 568-569, 


Progressions and Series, 


266-267 




572, 582, 584 


Proofing, tropic, of coils. 


476-478 


Power transfer between two dipole 




Properties of materials, 


1372-1376 


aerials, 


892-893 


conducting materials. 


1374 


Power transfer theorem, maximum. 


165 


insulating materials, 


1372-1373 


Power, units of. 


1332 


plastics, composition of. 


1375 


Power, wattless. 


144 


references. 


1376 


Powers in algebra. 


260-261 


resistance of a conductor at any tem- 




Powers of numbers. 


255, 257 


perature. 


1376 


Practical systems of units. 


1331, 1332 


weights of common materials. 


1375 


Pragilbert, 


1332, 1333 


Properties of valves, fundamental phy- 




Pragilbert per weber. 


1332, 1333 


sical, 


69-70 


Praoersted, 








Pre-amplifiers, 


782-793, 804-805 


Protons, 


2 


gain-controlled. 


693 


Pseudo-stereophonic effect. 


866 


hum in. 


784-786 


Public address audio a.v.c. 


693 


introduction. 


782 


Public address, open air. 


867 


microphone. 


788-793 


Public address, use of horn loudspeakers 




cathode follower as low noise input 




in open air, 


867 


stage. 


789-790 


Pulling (pull-in) in converters. 


971,990 


crystal microphones, for use with. 


788-790 


Pulse generators for valve characteristics. 


119 


general. 


788 


Pulse methods, valve characteristics by. 


118-119 


grid resistor, limitations on, 


788 


Pulse modulation. 


406 


see also under Grid circuit resist- 




Pulse waveform. 


130 


ance, maximum. 




Pulses, distortion by a-f amplifiers. 


540-541 


incorporating mixing. 


799-801 


Pumping in peak and volume limiters. 


682 


load resistance for crystal micro- 




Push-pull 




phones, optimum. 


788 


equivalent circuit of. 


576-577 


low impedance microphones, for use 




fundamental principles of. 


571-573 


with, 


790-793 


methods of exciting. 


521-527 


signal to noise ratio, maximum 




pentodes. Class A, ABi, 


583-587 


possible. 


788 


theory of, based on infinite series. 


572-577 


signal to noise ratio with crystal 




triodes. Class A, ABi, 


571,582 


microphones. 


788 


voltage amplifiers. 


527-528 


microphony in. 


786 


impedance-coupled, mathematical 




see also wnc/er Microphony. 




treatment, 


528 


noise in. 






275 


pickup, 732, 733-736, 737-74 1 , 744-749 


Pyramid windings of coils. 


475 



power gain ratings of, 
references, 

standard, for broadcasting, 

input signal, 

output level, 

signal to noise ratio, 

source and load impedances, 
standard, for sound equipment, 

amplifier gain, definition, 

source impedance, 
valves for use in, 

selection and treatment of, 

special low noise types, 

type 6AU6, operation wilh screen as 
anode, 

types 6AU6, 12AY7, 1620, 5879, 
Pre-emphasis and de-emphasis, high fre- 
quency, effect of, 
Pre-emphasis characteristic in F-M re- 
ceivers, 

Pre-emphasis, high frequency, in record- 
ing characteristics, 
in terms of time constant, 

Pre-emphasis with volume compression, 
effect of. 

Preferred listening levels, 

Pre-heating before testing valves. 

Pressure, effective vertical, on records, 

702, 708, 709, ' 

Pressure efficiency, loudspeaker. 

Pressure-frequency response, loudspeaker. 

Pressure gradient microphones. 

Pressure, intensity of, units of. 

Pressure level, loudspeaker, 

Pressure microphones. 

Pressure rating, loudspeaker. 

Pressure, reference acoustical. 

Pressure ribbon microphones, 

Pre-tuned r-f stages. 

Price balanced clipper noise suppressor. 

Primary windings, short-wave, aerial. 

Printed circuits. 

Prism, rectangular. 

Processing of records. 

Progression, arithmetical. 

Progression, geometrical. 



809 
804-805 
793 



793 


Q factor, definition. 


1402 


793 


Q factor of condenser. 


140 


793 


Q factor of tuned circuit. 


145, 409-426 


793 


Q factor, relationship with power factor. 




793 




144, 409 


793 


Q of loudspeaker at bass resonance. 


841 


793 


Q of oscillator circuit. 


957 


786-788 


Q of short-wave coils, design for opti- 




787 


mum. 


463-472 


786-788 


Quadrant (of circle). 


276, 1330 




Quadrature electronic reactances. 


1157-1160 


785,787 


Quadrilateral, 


273 


786-788 


Quality control of valves. 


85 




Quality factor of coil. 


409 


763 


see also Q factor of tuned circuit. 






Quality switch (tone control). 


659 


1315 


Quarter-wave aerial. 


909-910 




Quenching oscillator in superregenerative 




717, 727, 728-729 


detectors. 


1087, 1224 


728 


Quiescent, definition. 


1402 




Quiescent push-pull pentodes. 


592-593 


683 


Quieting-signal sensitivity, tests for 


1317 


623 






91, 101, 125 


R 






R.C.A. light-weight pickup. 


719 


,718-722, 768,769 


R-J loudspeaker. 


850 


812, 862, 874 


Radial lead, definition. 


1402 


875 


Radian, 


1330 


775 


Radians, 


272 


1330 


Radiated electromagnetic energy. 


404 


875 


Radiation efficiency of aerial. 


903 


775 


Radiation from local oscillator in F-M 




812, 862, 874 


receiver, tests for. 


1311, 1320 


826, 828 


Radiation from superregenerative de- 




775, 779 


tector. 


1087 


924-925 


Radiation resistance of aerial. 


902, 905, 906 



765 Radiation resistance of piston, 

474 Radio-frequency amplifiers — see under 
1283-1285 Amplifiers, radio-frequency. 

275 Radio-frequency chokes, design of, 

705 Radio-frequency chokes, self resonant, 

266-267 Radio-frequency, definition, 

266-267 Radio telegraphy. 



835 



474-475 
475 
1402 
405 



262 
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Radio telephony, modulation systems, 
Radius compensation, 
Radius of curvature, minimum, in re- 
cord. 

Random noise (fluctuations), 
Rate of change of function with its in- 
dependent variable. 
Rate of change of plate current near 
cut-off, effect of, in Class AB, am- 
plifiers. 

Rating impedance, loudspeaker. 
Rating impedance of microphone, stan- 
dard for. 
Rating, loudspeaker pressure. 
Rating systems — see under WaXvc ratings. 
Ratings, microphone. 
Ratings, voltage, of composition re- 
sistors. 
Ratio detectors, 

a.f.c. voltage from, 

a.v.c, use of, 

a.v.c. voltages from, 

balanced circuit, 

circuit, types of, 

circuits, practical, 

design considerations, 

diodes for use with, 

input/output curves, 

measurements on, 

operation of, 

receivers incorporating seme features 
of, 

references, 

typical output curve, 

unbalanced circuit. 
Rationalized systems of units, 
Reactance, capacitive. 
Reactance chart (reference only). 
Reactance, grid input. 
Reactance, inductive. 
Reactances, capacitive — table. 
Reactances, electronic. 
Reactances, inductive — table, 
Reactances, signs of, 
Reactive component of impedance of 

aerial, 
Reactive loads, 
Reactive power, 
Real axis, 

Real part of complex quantity. 
Receivers, a.c/d.c. 

barretters for, 

design of, 

dial lamps, 

earth connection, 

modulation hum in, 

rectifier, 

rectifiers for, 

series resistor to limit current, 

series resistor operation, 

valve order. 
Receivers, A-M superheterodyne, design 
of (Chapter 35), 

a.c/d.c. receivers, 

see also under Receivers a.c/d.c. 

a.c operated receivers, 

4- valve receivers, 
superhet. with a-f amplifier, 
superhet. with i-f amplifier, 
superhet. with reflexing, 
t-r-f receivers, 

5- valve receivers, 
larger receivers, 
receivers, communication, 

see also under Receivers, com- 
munication, 
battery receivers, 

see also under Receivers, battery, 
car radio, 

see also under Receivers, car. 
contact potential biasing, 
frequency ranges, 

band-spread receivers, 

circuit to give linear scale, 
dual wave receivers, 

checking resonance in unused coils. 



405 

711,770 

703-704 
704, 782, 935-942 

289-291 



572-573 
812, 874 

781 

812, 862, 874 
776-777 
187 

1088, 1095-1105 
1098 
1099 
1097 
1098 

1098- 1099 
1101 

1099- 1101 
1099 

1098, 1099 
1102-1105 
1097 



1022, 1024 
1138 
1096 
1098-1099 
1331, 1332 
138 
1387 
49-53 
142 

1378-1379 
1156-1160 
1377 
50 



1151 



903 
30-34 
144 

285 
140, 285 

1213-1214, 1266 
1264-1268 
1266-1267 
1268 
1240 

1165 
1165 
1264-1266 
1198, 1267-1268 

1228-1286 
1264-1268 

1256-1264 

1256- 1259 
1256 

1257- 1258 

1258- 1259 
1256 
1259 
1260 

1260-1264 



1268-1274 
1275-1278 

1280-1281 

1250- 1256 
1253-1256 
1255-1256 

1251- 1252 
1252 



Receivers, A-M superhet. (continued) 
drive ratios, 
flywheel tuning, 
medium frequency receivers, 
multi-band receivers, 

fuses, 

general design, 
a-f response, 
a.v.c. and noise, 

see also under Automatic volume 
control, 
cabinet design, 

converters, frequency, operation 
of, 

see also under Frequency converters. 

feedback in, 

compensated negative feedback and 

feedback tone control, 
negative current feedback, 
see also under Feedback. 

field testing, 

frequency-compensated tone con- 
trol, 
hum in, 

see also under Hum. 
instabUity in, 
microphony in, 

see also «n<ier Microphony. 
oscillator, local, 

see also under Oscillators, 
ratings, checking, 
ventilation, 
interference, reduction of, 
introduction, 
parasitic oscillations, 

see also under Parasitic oscillation, 
printed circuits, 
references, 

specifications and requirements, 
spurious responses, 

see also under Spurious responses, 
tests and measurements — see below 
tropic proofing, 

commercial tropic proofing, 
vibrator-powered receivers, 

dry batteries, characteristics of. 
Receivers, A-M, tests and measurements, 

acoustical tests, 

antenna sensitivity-test input, defini- 
tion, 

automatic volume control characteristic, 

bandwidth, definition, 

battery receiver tests, dry, 
battery end-of-life tests, 
lowest filament voltages used for 
1267 testing battery valves, 

definitions, 

distortion, 

distortion, harmonic, 
equipment required, 

audio-frequency attenuator, 

audio-frequency generator, 

distortion factor meter, 

equipment for acoustical tests, 

meters, 

output power-measuring device, 

standard dummy antenna, 

standard signal generator, 

wave analyser, 
frequency response, 
frequency shift, 
harmonic generation, r-f, 
hum, 

acoustical measurement, 
hum distortion, 
hum modulation, 

image ratio, 

image sensitivity test input, 
interference tests, 

intermediate-frequency-response ratio, 
intermediate-frequency-response sensi- 
tivity, 
intermodulation, r-f, 
maximum undistorted output, 
maximum undistorted output, definition. 



1252 

1252 
1250-1251 
1252-1253 

1229-1250 
1234-1239 
1229-1234 



1248-1249 



1235-1239, 1241 

1235, 1237 
1236 

1250 

1234-1239 
1239-1241 

1243- 1244 
1241-1243 

1244- 1248 

1249-1250 
1249 

1279-1280 
1228 
1283 

1283-1285 
1285-1286 
1229 
1278-1279 



476-478, 1282-1283 

1282-1283 
1270-1272 
1272-1274 

1297-1314 
1314 

1297- 1298 
1307 
1298 

1301, 1313 
1313 

1313 
1297, 1298 
1314 
1306 

1298- 1300 
1299 
1299 
1300 
1300 
1300 
1299 
1299 

1298-1299 
1299 
1305 
1310 
1305 

1309-1310 
1310 
1309 
1309 
1310 
1310 

1313-1314 
1310 

1310 
1305 
1306 
1298 
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Receivers, A-M, tests and measurements 




Receivers, car (continued) 




(continued) 




valve operating conditions. 


1277-1278 


measurements only requiring simple 




vibrator power supply for. 


1202-1212 


instruments, 


1301-1302 


Receivers, communication 




dissipation measurements. 


1302 


aerial input. 


912-921, 1263 


measurements on many valves. 


1302 


A-M, design of, 


1260-1264 


power transformers, temperature rise. 


1302 


a.v.c. circuit design in. 


1108, 1116 


voltage and current measurements. 




band changing. 


1261 




1301-1302 


bass attenuation in. 


649 


microphony. 


1311, 1312 


beat frequency oscillator, 


954, 960-961, 1263 


noise. 


1307-1309 


cross-modulation. 


1264 


effects on sensitivity measurements. 


1302 


diversity reception. 


1263-1264 


ensi. 


1307 


frequency coverage and calibration. 




noise factor. 


1307-1309 




1260-1261 


noise audibility (listening test). 


1310-1311 


mobile F-M, limiters for, 


1149-1150 


normal test output, definition, 


1298 


muting (q.a.v.c.) for. 


1125 


operating conditions, 


1300-1301 


noise limiting in, 


1130, 1131 


operating voltages. 


1300-1301 


selectivity. 


1262 


output measurements, 


1300 


sensitivity and noise, methods of 




phonograph combinations, 


1311-1312 


measuring, 


1262 


fidelity, electric, 


1311-1312 


signal strength meter (S meter), 


1263 


output, maximum. 


1312 


stability, frequency, 


1262 


rumble. 


1312 


variable bandwidth crystal filters for, 




wow or flutter, 


1312 


1051-1061, 1262 


radiation from local oscillator, 


1311 


volume control and a.v.c. 


1262-1263 


references. 


1327 


Receivers, F-M 




signal to noise ratio, tests for input to 




aerial and r-f design. 


1287-1289, 1294 


give specified. 


1302, 1303 


a.v.c, use in. 


1097, 1099, 1112, 1288, 


spurious responses. 


1310 




1291-1296 


image response, 


1310 


composite F-M/A-M i-f trans- 




spurious response ratio, 


1310 


formers. 


1024-1025, 1294-1295 


standard antenna, definition. 


1298 


converter circuit. 


1290 


standard dummy antenna, 


1299 


de-emphasis curve, 75 microseconds. 


638 


standard dummy load. 


1299 


de-emphasis time constant. 


1092, 1093, 1293 


standard input voltage, definition, 


1297 


design of (Chapter 36), 


1287-1296 


tests, performance, 


1302-1314 


comparison with A-M, 


1287 


blocking interference. 


1304 


detectors in. 


1088-1105, 1295 


cross-talk, 


1304 


F-M/A-M receivers, design of. 


1294-1296 


gain of individual stages. 


1303 


aerial input circuit, 


1294 


regenerative effects. 


1303 


general considerations. 


1295-1296 


selectivity, 


1303-1305 


i-f amplifier. 


1294-1295 


sensitivity, 


1302-1303 


r-f section. 


1294 


two-signal, 


1304-1305 


F-M detection and A-M rejection. 




whistle interference, 


1304-1305 


1088-1105, 1292-1293 


tuning tests. 


1312 


i-f amplifiers in, 1022, 1024-1025,1290-1292, 


Receivers, A-M, types of (Chapter 34) 






1294-1295 




1223-1227 


tracing regeneration in. 


1290-1291 


crystal, 


1223 


i-f transformers in, 


1024-1025, 1037-1041 


references, 


1227 


limiters, amplitude, 


1147-1150 


regenerative. 


1223 


applications of. 


1023, 1040, 1088, 1090, 


see also under individual stages (R-F 




1095, 1098, 1099 


amplifiers, etc.). 




muting in. 


1128-1130 


superheterodyne, 


1225-1226 


oscillator design. 


947-961, 1289-1290 


communication — see under Receivers, 




phase discriminator in, 


1088-1095 


communication. 




references, 


1296 


double frequency changer. 


1253 


r-f amplifiers in. 


915-946, 1287-1289 


reflex, 


1140-1146 


superregenerative detectors in. 


1087 


superregenerative. 


1087, 1224 


tests and measurements — see below. 




synchrodyne. 


1226-1227 


tuning indicators for. 


1135-1136 


tuned radio frequency. 


912-915, 1224, 1256 


Receivers, F-M, tests and measure- 




reflex, 


1146 


ments. 


1314-1320 


use of reflex detector in high fidelity. 


1086 


a.v.c. characteristic, 


1307, 1318 


volume control circuit. 


1257 


definitions, 


1314-1315 


tuning methods. 


913 


distortion, harmonic. 


1306, 1318 


Receivers, battery 




maximum-deviation distortion. 


1318 


a-f response. 


1236 


downward modulation, 


1320 


converter problems. 


1246-1248 


frequency drift. 


1310, 1319 


design of. 


1268-1274 


hum. 


1309-1310, 1319 


end-of-battery-life tests. 


1313 


low frequency instability. 


1319-1320 


feedback, negative current. 


1236 


maximum undistorted output. 


1306, 1318 


instability in. 


1243-1244 


mistuning, 


1320 


loudspeaker, combination horn and 




noise audibility, 


1310-1311, 1319 


phase inverter, for personal portables. 


859 


operating conditions. 


1300-1301, 1316 


operation with reduced battery voltages. 


1247 


input measurements, 


1316 


portable. 


1021, 1115 


output measurements. 


1300, 1316 


series filament operation. 


1115, 1250 


radiation from local oscillator. 


1311, 1320 


tests. 


1301, 1313 


receiver adjustments^ 


1316-1317 


Receivers, car (automobile) 




references. 


1327 


battery voltage variations. 


1206, 1277 


spurious radiation, open field method 




chassis pickup of vehicular receivers. 




of measurement of, 


1320 


1313-1314 


spurious responses, 


1310, 1319 


design of. 


1275-1278 


standard de-emphasis characteristic, 


1315 


elimination of hash, 1210-1211, 1270-1272, 


standard input values (powers, volt- 






1275-1276 


ages). 


1314 


interference tests. 


1313-1314 


standard mean-signal input. 


1314 






standard pre-emphasis characteristic. 


1315 
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Receivers, F-M, tests and measurements 

(continued) 
standard test frequencies, 
standard test modulation, 
standard test output, 
standard v-h-f dummy antennae, 
standard 300-ohm antenna, 
testing apparatus, 

standard signal generator, F-M, 

standard signal generator for ampli 
tude-suppression testing, 

two-signal tests, 
tests, 

amplitude-modulation suppression, 

frequency response, 

interference, co-channel, 
beat-note component, 
cross-talk component, 

interference, masking, 

selectivity, 

sensitivity, 

deviation sensitivity, 
maximum-deviation sensitivty, 
maximum sensitivity, 
quieting-signal sensitivity, 
tuning characteristic test, 
undistorted output, maximum. 
Receivers, radio, pickups for connection 

to. 

Receivers, reflex (Chapter 28), 
advantages and disadvantages of, 
a.v.c. design, 
bass boosting in, 
bubbling in, 

comparison between plate and screen 

reflexing, 
description of reflex amplifiers, 
design of plate reflex superhet. re- 
ceivers, 

design of screen reflex superhet. re- 
ceivers, 

design of t.r.f. reflex receivers, 
distortion in, 

four valve receivers, design of, 

hum neutralization, inherent, 

minimum volume effect, 

modulation, reduction in percentage, 

negative feedback in, 

neutralization in reflex stage, 

operating conditions of reflex stage, 

overloading characteristics, 

play-through, 1140 
circuit for reducing, 

references, 

regeneration in, 

sensitivity, receiver, 

signal to noise ratio, 

some characteristics of reflex re- 
ceivers. 

Receivers, telephone (headphones). 
Reciprocal, definition. 

Reciprocity theorem. 
Recording characteristics. 
Records, reproduction from (Chapter 
IV), 

acoustical radiation (needle talk), 

American recording standards, 
amplitude, critical, 
amplitude, peak, 
automatic record changers, 
bibliography of disc recording, 
buzz, 

complete amplifiers for reproduction of 

sound from records, 
compliance at stylus tip, lateral, 
compliance at stylus tip, vertical, 
constant amplitude recording, 
constant velocity recording, 
discs, characteristics of, 
discs, materials for, 
distortion and undesirable effects, 

due to stylus wear, 

non-linear, in pickups, 

non-linear, in recordings. 



1314 
1314 
1298, 1315 
1315, 1316 
1315 
1315-1316 
1315-1316 

1316 
1316 
1317-1320 
1318 
1305, 1318 
1317-1318 
1317 
1317 
1318 
1318 
1317 
1317 
1317 
1317 
1317 
1319 
1298, 1315 

751,752 
1140-1146 
1140-1141 
1142 
1141, 1146 
1141, 1142 

1146 
1140 

1143-1145 

1145-1146 
1146 

1140, 1141, 1145, 1146 
1258-1259 
1145 
1141, 1142 
1143 

1141, 1143, 1145 
1145 
1143 

1141, 1142, 1146 
1143, 1145-1146, 1240 
1240 
1146 
1143 
1144, 1146 
1146 

1142-1143 
832-833 
1402 
165 

727-732, 766, 770 

701-774 
714,718, 
719, 760, 762 
702 

704. 708 

702- 703. 709 
705-706, 727 

702 

715,722. 759 

744-751 
712,717-722 
712, 718-722 

703- 704, 727 
703-704, 727 

706-709 
706, 766. 769 
757-762 
761 

718,719, 723,762 
756, 762, 766, 
769 



Records, reproduction from (continued) 

playback distortion, 708, 757-760 

tracing distortion, 708, 757-760 
effect of recording characteristics 

on tracing distortion, 759-760 
harmonic. 757-758 
intermodulation, 758-759 
other distortion effects, 760 
ratio of intermodulation to har- 
monic, 758-759 
dust on vinyl records, 706,713 
equalizers for recordreproduction, 732-744 
applying negative feedback to pickup, 743 
equalizer, position of, 732. 743 
equaUzers and equalizing amphfiers, 

738-743 

for crystal pickups. 741-743 

for electromagnetic pickups, 738-741 
equalizers, high frequency (de- 



emphasis). 



equalizers, low frequency, 
equalizing, corrective, 
equalizing, definition, 
equalizing to give standard playback 
curve, 

high-frequency attenuation (scratch 

filter). 214, 
input transformers, 
rumble filter, 
fine groove (microgroove) recording, 

flutter. 

flutter, tests for, 

frequency characteristic of ideal con- 
stant velocity pickup, 
frequency range, desirable top limit to, 
frequency range, filters to limit high, 

214, 636, 655-658,737 
frequency range of recording, 
frequency test records, 

banded tone, 
gliding tone, 

optical method of testing, 

special test records, 
glossary of disc recording terms, 
groove diameter for reasonable fidelity, 

minimum, 
hinge frequency, 
hum in record reproduction, 

introduction to disc recording 
lacquer disc home recording (direct 
playback), 

amplifier. 

cutter head, 

cutting stylus, 

distortion, 

embossed groove recording, 

equalization of cutter, 

hot stylus recording technique, 

materials for discs. 

motor and turntable. 

pickups for lacquer discs, 

recording characteristics, 

signal to noise ratio, 

standards for disc home recording, 
lateral recording, 
lateral recording, principles of, 
McProud test of pickup and arm, 
magnetic recording, 
mechanical groove recording, 
methods used in sound recording, 
needle scratch, 

needle talk (chatter), 714, 
needles, fibre, 
needles, semi-permanent, 
needles, steel, 
needles, thorn, 
needles, trailing, 

see also Styli. 
noise reduction, 

analysis of noise, 

high frequency pre-emphasis and de- 
emphasis, effect of. 



736-737,739-740, 744-751. 

770 
732-736 
728 
727, 728 



731-732 

737-738.746-751 

743- 744 

744- 749 

701,706-709 
761 
1312 

724 
704 

-738,746-751,763 
704 

702-703,716, 
752-757 
752, 753-756 
752, 753 
752-753 
756-757 
702 

759 
759 

705,706,719, 
722, 763 
701-706 

701,766-768 
767-768 
767 
767 
766 
768 
767 
767 
766 
767 
768 
766 
766, 770 
766 

701- 774 

702- 706 
715 
701 
701 

701-702 
704-705, 763-765 
718,719, 760,762 
710 
709 
709,711 
710 
711,726 

763-765 
763 

763 
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Records, reproduction from (continued) 
Olson noise suppressor. 
Price balanced clipper noise suppressor, 
Scott dynamic noise suppressor, 
volume expansion, effect on noise, 
pickup arm resonance, 712, 714, 



pickup, armature of, 
pickup armature resonance, 

pickup distortion, 
pickup dynamic mass, 
pickup, electromagnetic, effect of shunt 

capacitance, 
pickup, hum level, 
pickup needle armature type, 
pickup output expressed in db, 
pickups, 

pickups, armature resonance, effect on 

harmonics, 
pickups, capacitance, 
pickups, damping of arm resonance in, 
pickups, damping of armalire resonance 

in, 

pickups, dynamic (moving coil), 

Fairchild transcription, 

Lexington moving coil, 
pickups, eddy current, 
pickups, electro-magnetic (moving 
iron), 

Audak polyphase. 

Connoisseur, 

Decca ffrr type D, 

E.M.I, and Marconiphone Model 
12A, 

G.E. variable reluctance, 
Goldring Headmaster, 
Pickering home phonograph cart- 
ridge, 

Pickering transcription Model 161L, 

R.C.A. light-weight, 

W.R.N, standard transcription, 

pickups for connection to radio re- 
ceivers, 

pickups for fine groove, 

pickups for 78 r.p.m. 

pickups, frequency of armature reson- 
ance affected by record material, 

pickups, magnetostriction, 

pickups, piezo-electric (crystal), 

ceramic (barium titanate) 
other materials, 

response curves of typical crystal 
pickup, 

Rochelle salt, 

use of, in record players, 
pickups, ribbon, 

Brierley pickup, 
pickups, strain gauge, 
pickups, testing of, 
pickups, types of, 

pinch effect, 711, 
playback loss, 

pre-amphfiers for use with pickups, 

732, 733-736, 
pre-emphasis, high frequency, difficul- 
ties with large degree of, 
pressure, effective vertical. 



712 
719, 
718,719, 
718,719, 



715, 



715, 



715, 
715, 



717, 



715,716 
712, 720 



763 
765 
764 
763 
716,719, 
720, 722 
702 
714,716, 
720, 722 
723, 762 
,721,722 

738-739 
719, 722 
717 
810 



716 
722 
716 

716 

719- 720 
720 
720 

723 

717-719 
719 
718 
717-718 

719 
719 
718 

718 
718 
719 
718 

751-752 
717-723 
717-723 

716 
721 
715,716, 

720- 721 
720-721 

720 

742 

720- 721 
752 

716, 722 
722 

721- 722 
i-717, 762 

715 
757, 760 
760 



,737-741,744-749 



712, 



702, 
718-722 



processing of records, 

radius compensation, 

radius of curvature, minimum, 

record players, 

references, 

recorded level, 

recorded level, maximum instantaneous 

programme peak, 
recorded level, normal maximum, 
recording characteristics, 

constant amplitude, 

constant velocity, 

cross-over frequency, 

high-frequency pre-emphasis. 



702-703, 
727-732, 



729 
708, 709, 
, 768-769 
705 
711,770 
704 
751-752 
771-774 
702-703 

708, 709 
703 
766, 770 
727 
727 
728 
727, 
728-729 



Records, reproduction from (continued) 
ideal theoretical, 

measurement of recorded velocities, 
playback curve, A.E.S. standard, 
practical recording characteristics, 
pre-emphasis in terms of time con- 
stant, 
rumble, 

scratch filters, 214, 

shellac pressings, 
side-thrust on grooves, 
signal to noise ratio, maximum, 

single point contact, 
skating, groove, 
sound on fihn, 
714p'£2afication for motor and turntable 
unit, 

speed of rotation for recording, 
speed of rotation, tolerance in, 
stroboscope, use of, 
styh, 702, 
styli, colour codes for, 
styli, diamond. 



styli, osmium, 
styli, oval, 
styli, permanent, 

styli, sapphire, 710- 

styli, tungsten carbide, 

see also Needles, 
stylus force, vertical, 

stylus force, vertical, minimum for 

tracking, 
stylus, N.A.B. secondary standard, 
stylus tip, jewel, polish of, 
stylus tip, shape of, 

stylus wear, method for giving positive 

indication of, 
surface noise and dynamic range, 

testing distortion in sound recording, 

proposed standards, 
testing phonograph combinations, 
testing pickups for harmonic distortion, 
testing pickups for intermodulation dis- 
tortion, 
tracking, 

distortion due to imperfect tracking, 
general survey, 

minimum distortion, how to design 
for, 

other effects of imperfect tracking, 

pickup, offset arm, 

pickup, optimum offset angle, 

pickup, optimum underhang, 

pickup, straight arm, 

stylus friction, influence of, 
tracking capability of pickup, checking, 
tracking efficiency of pickup and arm, 

test for. 



727 

729 
731-732 
730-731 

728 

705,706, 744, 1312 
636, 655-658, 737-738, 
746-751,763 
701,704-708 
723, 726-727 
704-705, 
766, 770 
710 
710,713 
701 

705 
701 
701 
702 

, 704,706, 708,709-714 
711 

710,711,714,717,718, 
719, 720 
711,714 
710 
710-714 
714,717,718,719, 720, 
722 

710,711,717,722 

702, 708, 709, 712, 
718-722, 768, 769 

712,715,719,720 
711 
712 
710 

714 

704-705, 763-765 

762 
1311-1312 

762 

762 
723-727 

723-726 
723-725 

725-726 
723-725 
725-726 
726 
725-726 

725- 726 

726- 727 
762 

715 



tracking error. 


712, 723-727 


transcription records, reproduction 




from. 


701,731,769-771 


distortion. 


769 


equalization, high frequency de-em- 




phasis (N.A.B.), 


770 


materials for records. 


769 


N.A.B. and B.B.C. characteristics. 


769 


radius compensation. 


711,770 


recording characteristics. 


730, 770 


signal to noise ratio. 


770 


sound track. 


770 


translation loss. 


759, 770 


wear, record. 


769 


translation loss. 


759, 770 


turntable, effect of wobbling or eccen- 




tric. 


761 


turntables and driving mechanism. 


705 


types of discs. 


701,766, 769 


ulttasonic frequencies. 


704 
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Records, reproduction from (continued) 
velocity, critical, 
velocity of stylus tip, transverse, 
vertical recording, 
warping, effect of record, 
wavelength vs. frequency, 
wear, records, 
wear, stylus, sapphire, 
wow. 

Recovery time of peak limiters. 
Rectangle, 

Rectification (Chapter 30), 
biphase half-wave, 
conduction period, 
copper oxide rectifiers, 
curves, constant current, 
curves, constant voltage, 
curves, published, use of, 
definition, 

effects in power amplifiers. 



704, 708 
702-703 

701 
760-761 

708 

706,712-713,723,769 
713-714 
626, 705,760, 1312 
682-683 
273 
1161-1191 
7, 1161 
1164 
1169 

1165, 1167-1169 
1165-1169 
1165-1169 

1402 

551-552,553-554, 
561,565,566,568-569 
1164 



equivalent circuit, 
filtering — see under Filtering and hum. 

full-wave, 7,1161-1169,1173-1185 
half-wave, 6, 1161, 1163, 1172, 1175, 

1176, 1178 

impedance per plate, total effective plate 



supply, 

parallel operation of rectifiers, 

power supply regulation, 

principles of, 

references, 

ripple, 

ripple current flirough filter con- 
densers, 
ripple factor (percentage), 
selenium rectifiers, 
series resistors to limit current, 
shunt diode bias supplies, 
symmetry, lack of, 
test, power diodes, 
test, signal diodes, 
transformer heating, 
valve ratings, maximum, 
valve rectifiers, high vacuum, 
valve rectifiers, mercury vapour, 

valves and types of service, 
voltage and current waveforms, 
voltage doubler, 

voltage multiplying rectifiers, 
voltage quadrupler, 
voltage tripler, 
with choke-input filter, 

design curves, 
diode current, peak, 
inductance, critical value of, 
swinging choke, 
transient current, initial, 
with condenser-input filter, 



analysis and design ciu'ves, 
aproximations when capacitance is 
large, 

diode currents, determination of 

peak and average, 
peak inverse voltage, curves, 
procedure when complete data not 

available, 
symbols, 

transformer secondary r.m.s. current, 

transient plate current, peak hot- 
switching. 
Rectified and filtered a.c. supply, 

see also under Rectification. 
Rectified sine wave, 
Rectifier, equivalent circuit for. 
Rectifier in a.c./d.c. receivers. 
Reed armature loudspeakers, 
Reference acoustical intensity. 
Reference acoustical pressure. 



1165-1167, 1180 
1165 
1164, 1182 
1161-1164 
1191 
1161, 1173 

1181- 1182 
1176, 1177 

1169 
1165, 1173 
1188-1191 
1161 
74, 99-100 
74, 100 
236-237, 1185-1186 

1163- 1164 
1161-1191 

1161, 1164, 
1165 

1164- 1165 

1161- 1162 
1174, 1175, 1178, 

1186-1187 

1186- 1188 

1187- 1188 
1187 

1162- 1164, 
1167-1169, 1182-1185 

1184 
1183 

1182- 1185 
249-250, 1182 

1185 
1161-1163, 
1165-1167, 1169, 1170-1182 
1170-1181 



1163, 



1178, 1180 

1174-1176 
1177 

1177-1179 
1170 

1177, 1178 

1180-1181 
129 

130, 302 
1164 
1267 

831-832 
826 

826, 828 



Reference acoustical velocity. 
Reference frequency in tone control. 
References to periodicals, abbreviations 

and form of. 
Reflected load impedance in transformers. 

Reflection coefficient of transmission lines. 
Reflection effects in filters. 
Reflections in rooms, effects of. 

Reflex detector. 

Reflex horn loudspeakers. 

Reflex receivers — see under Receivers, 

reflex. 

Regeneration in converters, controlled. 
Regeneration in i-f amplifiers due to 

coupling between diode detector 

and signal grid. 
Regeneration in reflex receivers. 
Regenerative coupling in a-f amplifiers. 
Regenerative detector. 
Regenerative effects in receivers, tests for. 
Regulation of power supply, effect on 

power amplifiers. 

Regulation of transformers. 
Regulation, power supply. 
Regulators, current and voltage (Chapter 
33), 
barretters, 
current regulators, 
references, 
voltage regulators, 
gaseous tube types, 
valve types, 

screen used to correct for input 

voltage changes, 
simplest series form, 
valves suitable for use, 
with controllable output voltage, 

with extremely good regulation, 

wet electrolytic condenser, use as. 

Reluctance, 

Reluctance, units of, 

Remanence, 

Remanent flux density, 

Replacement of valve, when to effect. 

Reproduction, high fidelity. 

Residual flux density. 

Residual volume effect — see under Play- 
through. 

Resistance, 

Resistance-capacitance coupled pentodes. 

Resistance-capacitance coupled triodes. 

Resistance-capacitance filters. 
Resistance, equivalent noise, of valves, 

783-784, 937-938, 

Resistance, equivalent series loss, of aerial, 
Resistance, grid input, 
Resistance, interelectrode, tests for. 
Resistance-loaded amplifiers. 



826 
636 

1367-1369 

200-203 
891 
178 
833, 841, 
864-865 
326, 1085-1086 
856-857, 867 



988-989 



1081 
1143 
535 
1086-1087 
1303 

547-548,551,562, 
568-569, 572, 582, 584 
205-206 
1164, 1182 

1213- 1222 
1213-1214, 1266 
1213-1214, 1266 

1222 

1214- 1222 

1214- 1215 

1215- 1222 

1219- 1220 
1218-1219 

1218 

1220- 1221 

1221- 1222 

193 
229 
1332 
230 
230 
121 
630-632 
230 



496-517 

482-495 
172-176 

967-968, 972-973, 978, 
984, 1230 
902 
49-53 
73,94 
24-27, 58-59, 
482-517 



Resistance, loudspeaker suspension, mech- 
anical, 836 

Resistance of a conductor at any tem- 
perature, 1376 

Resistance of any valve electrode, de- 
finition, 14 

Resistance of grid circuit, maximum — 
see under Grid circuit resistance. 

Resistance of space, intrinsic, 897 

Resistance, output, effect on loudspeakers, 

833, 840-841, 844-845, 848-849 

Resistance, series, of electrolytic con- 
denser, 192 

Resistance, units of, 1332 

Resistances in parallel, 132-133 

Resistances in parallel, graphical method, 132 

Resistances in series, 131-132 

Resistances, interelectrode variational, 73 

Resistive component of impedance of 

aerial, 902 



130-133 



INDEX 



1463 



Resistivity of earth. 
Resistivity, units of, 
Resistor, heating of. 
Resistors, characteristics of, 
ambient temperatures, 
capacitance of, 
carbon, 

composition, 

standard composition, 
cracked carbon (high stability), 

colour codes for, 

de-rating characteristic (dissipation), 
de-rating characteristic (voltage), 
dissipation, 

effect of frequency on resistance, 
effect of humidity on resistance, 

effect of soldering, 

effect of temperature on resistance, 

effect of voltage on resistance, 
inductance of, 

negative temperature coefficient, 

noise of, 

potentiometers, 

preferred values, table of, 

references, 

stability, 

standard resistors, 
temperature coefficient, 
temperature rise, 
thermistors, 

tolerances in resistance, 
variable composition, 
voltage coefficient, 
voltage ratings, 
wire-wound, 
non-inductive, 
standard. 
Resonance/frequency table, a-f. 
Resonance, parallel, 

determined by maximum impedance, 
determined by unity power factor. 

Resonance, r-f solenoid design chart. 

Resonance, series. 

Resonance withiC hum filters, avoiding. 
Resonances in unused coils, checking. 
Resonances, room. 

Resonant circuits, iron-cored inductors 

in. 

Resonant circuits to provide bass boost- 
ing. 

Resonant frequency. 

Resonant frequency, loudspeaker bass, 

836, 837- 

Resonant frequency, natural. 
Resonant frequency of Colpitts oscillator, 
Resonant frequency of Hartley oscillator, 
Resonant frequency of negative transcon- 

ductance oscillator, 
Resonant frequency of tuned-grid os- 
cillator. 

Resonant frequency of tuned-plate os- 
cillator. 

Resonant frequency, parallel. 

Resonant frequencies, primary, of aerial 
and r-f coils, measurements of. 

Resonant impedance of parallel tuned 
circuit. 

Reverberation time. 

Reversible self-rectifying vibrators. 

Revolution (angular measure). 

Ribbon microphone, pressure. 

Ribbon microphone, velocity. 

Ripple, 

Ripple current ratings of electrolytic 

condensers. 
Ripple current through filter condensers. 

Ripple factor (percentage). 

Ripple frequency, definition. 

Ripple in rectified and filtered a.c. supply. 



896 
1332 
134 

186-191, 1344-1347 
187, 1345-1346 
189 

186, 1344-1346 

186 

1344- 1346 
186, 190, 

1345- 1346 
1335-1336 

187, 1345, 1346 

187, 1345, 1346 

186-187 
189 

188-189, 1345, 1346 

188, 1345, 1346 

188, 1345-1347 
188, 1345 
189 
158, 190, 
1267 

191, 1356 
1337-1339 
198, 1358-1360 
186 

1344-1360 

190, 1346 
187, 1394 

158, 190, 1267 
186, 1344-1347 

191, 1356 
1345, 1346 

187, 1345 
186, 1346-1347 
186 

1346- 1347 
1386 

150-153,410-411, 
424-425 
151-152 
150 

1386, 1387 
145,409,412,424 
1193 
1252 
841, 864-865 

251 

644-645, 666-667, 736 
408,409 

■841, 844-845, 848-849 
407, 408, 424, 948 
952 
951 

954 

950, 951 

949, 951 
410 

1325 

411 
863-864 
1203-1204 
1330 

775, 779 
775,779 
1161, 1173 

193-194, 1358 

1181-1182 
1176, 1177 
1402 
129 



Rocking tuning control. 
Roll-off, definition. 

Roll-off frequencies in a-f amplifiers, high. 
Room noise. 

Room resonances. 
Rooms, acoustics of. 
Root mean square, 
Roots, 

Routh-Hurwitz criterion of stability. 
Rumble filters. 

Rumble in phonograph combinations, 

tests for. 
Rumble in record reproduction. 



S -meter, 

Sabin, definition. 

Safety margin in feedback amplifiers. 

Saw-tooth waves. 

Scalar, definition. 

Scales, musical, 

Schmitt phase inverter. 

Scientific notation in arithmetic, 

Scott dynamic noise suppressor, 

SggiliSCeingai aatecord reproduction, 

214, 636, 655-658, 

Scratch, needle, 

Screen and bias stabilized amplifier, 
Screen and cathode by-passing of r.c.c. 

pentode, incomplete, attenuation and 

phase shift characteristics. 
Screen by-pass r.c.c. pentode. 
Screen by-pass, r-f, series resonant. 

Screen by-passing, attenuation slope and 

phase angle, 
Screen by-passing of r.c.c. pentode, in- 
complete, attenuation characteristics. 

Screen by-passing of r.c.c. pentode, in- 
complete, phase shift/frequency char- 
acteristics, 

Screen characteristics of pentode, 

Screen circuit decoupling. 

Screen, concentric, effect on inductance 
of coils. 

Screen-coupled cathode follower, 
Screen-coupled direct-coupled amplifier. 
Screen current, average, push-pull Class 

A, ABi, pentodes. 
Screen current. Class A pentode. 
Screen current test; 
Screen dissipation. Class A pentode, 
Screen grid of tetrode or pentode. 
Screen loadUnes, 

Screen regeneration in converters. 
Screen reflex superhet. receivers, design 

of. 

Screen series resistor, r.c.c. pentode, de- 
termination of, 

Screen source regulation, effect on power 
amplifiers, 

Screen stopper, type 

Screen stoppers, general. 

Screen supply from voltage divider, r.c.c. 
pentode. 

Screen supply, r.c.c. pentode. 

Screen to control grid amplification factor. 

Screen transconductance, 

Screen voltage, low, operation at, 

Screen voltage supply, valve ratings for, 

Screening, electrostatic, in power trans- 
formers. 

Screening, electrostatic, to reduce hum. 
Screens around coils, design of. 
Screw threads, 

American screw threads, 
B.A. screw threads, 
self-tapping screws, drill sizes for, 
unified screw threads. 



990 
1402 
631 

620-621, 625 
841, 864-865 
864-865 
134, 1298 
255, 261 
356 
744-749 

1312 
705, 706, 744, 
1312 



863 

359, 367, 368, 372 
130, 301 
1402 
873-874 
526, 670 
255 
764 

737-738,746-751,763 
704-705, 763-765 
593-594 



498-500 
496-499 

944, 1289, 1291 

360-361 

496-497 



489-499 
16-17 
537 

438-441,444,473 
326, 532 
532 

584 
562 

103, 109, 113 
562 
7 

513-514 
988-989 

1145-1146 

505-506 

562 
807, 563 
91, 1283 

506 
496 
35 
34 
84 
79 

233,786, 1198, 1279 
784 
466, 473 
1388-1391 
1388 
1389 
1391 
1390 
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Screw threads (continued) 

Whitworth screw threads, 

wood screws, 
Scroggie's method for a.v.c. characteris- 
tics. 

Secant of an angle, 

Second, measure of time. 

Secondary emission, 

SectionaUzed windings in transformers. 

Sector of circle. 

Selectivity, 

adjacent channel, F-M, 

curves, universal, 

curves, universal, applications of, 

expanding, 455-456, 
graphical methods, 

single tuned circuit, 

two identical coupled tuned circuits, 
of aerial stages, 
of A-M receivers, adequate, 
of coupled circuits of equalQ, 
of coupled circuits of unequal Q, 
of coupled circuits — tuned primary, 

tuned secondary, 
of coupled circuits — tuned secondary. 



1389 
1391 

1114, 1232 
272 
1332 

2, 7, 8, 21, 39, 69, 71 
221-223 
273-274 

1040 
421-422 
1027, 

1031, 1035, 1055 
1048-1050, 1260, 1262 
416-417 
416-417 
417 

917-918,920 
1040-1041 
415-416, 426 
416, 426 

414-415,426 

413-414, 425 



Shielding a-f transformers to reduce hum, 

207,210-211,781,784, 1198 



of identical tuned circuits in cascade. 


421 


of i-f amplifiers. 


1026-1028, 1031-1033, 




1035-1037 


of single tuned circuit (series and 




parallel). 


412-413,425 


of superregenerative receiver, measur- 




ing. 


1087 


of variable bandwidth crystal filters. 




1055-1056 


tests in receivers. 


1303-1305, 1318 


variable, i-f, 455-456, 1048-1050, 1260, 1262 


Selenium rectifiers. 


1169 


Self-bias operation — see under Cathode 




bias. 




Self-rectifying vibrators. 


1203, 1204 


Semi-infinite straight line, definition. 


362 


Sensitivity, deviation, tests for. 


1317 


Sensitivity, maximum-deviation, tests for. 


1317 


Sensitivity of power amplifiers, definition. 


545 


Sensitivity, power. Class A triode. 


559 


Sensitivity, quieting-signal, test for, 


1317 


Sensitivity tests on A-M receivers. 


1302-1303 


Sensitivity tests on F-M receivers. 


1317 


Series arm of network, definition. 


159 


Series combinations ofL, C and R, 


144-147 


Series, condensers in. 


135 


Series connection of batteries (cells). 


129 


Series, definition. 


1402 


Series expansion: general case. 


63 


Series expansion: valve with resistance 




load. 


61-62 


Series, Fourier, 


299-302 


Series impedance of tuned circuit. 


409 


Series in algebra. 


266-267 


Series, inductances in. 


141 


Series, infinite. 


268-269 


Series, Maclaurin's, 


299 


Series-parallel combinations ofL, C and 




R, 


149-153 


Series, reactance and resistance in, im- 




pedance of — tables and charts 


1382-1385 


Series, resistances in. 


131-132 


Series resistors, electrode voltages sup- 




plied through. 


70 


Series resistors to limit rectifier current. 






1165, 1173 


Series resonance. 


145, 409, 412, 424 


Series, Taylor's, 


298 


Series to parallel impedance, conversion 




from. 


157-158 


Service tester practice. 


121-125 


Service testers 




a.c. versus d.c. test voltages. 


124 


characteristics which should be tested. 


122 


methods of testing in. 


123-125 


types of commercial. 


122-123 


Service testing of valves. 


121-125 


Sheet metal gauges. 


1393 


Shellac pressings. 


701, 704-708 



Shielding of leads, magnetic, in pre-ampli- 




fiers, 


786 


Short-circuit, definition. 


1402 


Short-circuit feedback admittance. 


50-55 


tests for. 




Short-circuit feedback admittance. 




methods of increasing in i-f amplifiers. 


1064 


Short-circuit forward admittance. 


50-55 


41Je*tT(rf25-426, 917-918, 920 




Short-circuit interlectrode admittances. 


69 


Short-circuit input admittance. 


50-55 


tests for. 




Short-circuit input capacitance, change of. 




with transconductance. 


55 


Short-circuit input conductance, typical 




values of. 


55 


Short-circuit output admittance, 


50-55 


tests for. 




Short-circuits, interelectrode, tests for. 






73,91-93, 123 


Short-wave coils, design of, 


463-468 


charts, 


466-473 


Short-wave communication, long dis- 




tance. 


404, 901 


forecasting frequencies for. 


404, 901 


Shorter's method of testing for loud- 




speaker transients. 


870-871 


Shot effect noise, 783, 787, 936 -938, 1230 


Shunt arm of network, definition. 


159 


Shunt capacitance coupling in i-f trans- 




formers. 


1023-1024 


Shunt, definition. 


1402 


Shunt diode bias supplies. 


1188-1191 


Sibilant speech sounds, distortion of. 




with volume compression. 


683 


Sideband cutting in receiver, equalization 




of 


654 


Sideband, definition. 


1402 


Side-chain amplifier in volume expansion. 


686 


Side frequency, definition. 


1402 


Side-thrust on grooves of record. 


723, 726-727 


Siemens, 


1332 


Signal circuits, padded, 


1013-1017 


Signal generator, standard. 


1298-1299, 


1315-1316 


Signal strength meter. 


1263 


Signal to noise ratio in microphone pre- 




amplifiers. 


788, 793 


maximum possible. 


788 


standard, in pre-amplifiers for broad- 




casting. 


793 


with crystal microphones. 


788 


Signal to noise ratio in record reproduc- 




tion, maximum, 


704-705, 766, 770 


Signal voltage, definition. 


1402 


Silicon crystal detectors. 


1137 


Silvered mica dielectric condensers. 


196 


Simple harmonic motion. 


278-279, 702 


Sine of an angle. 


272, 275 


Sine wave alternating curtent. 


129, 130, 278 


Sine wave, average (r.m.s.) by definite 




integrals. 


298 


Sine wave, derivative and integral of. 


130 


Sine wave, distorted. 


130 


Sine wave, fundamental. 


130, 299-300 


Sine wave, harmonic frequency. 


130, 300 


Sine wave, rectified. 


130, 302 


Single channel sound system vs. dual . 




channel. 


627 


Single time constant circuit. 


359 


Sinking diode circuit, 1108, 1117, 1257, 1295 


Sinusoidal, definition. 


1402 


Skating, groove. 


710,713 


Sky (space) wave. 


404, 896, 897 


Slide rule. 


257-258 


Slide rule, special calculations on. 


258, 822-823 


Sliding screen, effect on gain. 


28-29 


Slope, negative, 


25,289 


Slope of bass boosting frequency charac- 




teristics, maximum. 


642 


Slope of curve. 


280, 289-291 


Slope of dynamic characteristic, r.c.c. 




pentode. 


506, 507-508 



117 
117 

113-117 
117 
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OUCCv^ll iCUl (JviLlv^llUll, 


69R-6'^n 


olopc OT mutUcil cn.cir3c tens tic, 


1 7 


OUCCdl 1 CLJiUUUV'LiUli, UlaHJlLlUll 111, 


629 


Slope, rate of change of. 


OQQ 001 

zoy-zy 1 


Speech reproduction, frequency ranges 




Small compared with, definition. 




lor. 




Sockets, oct^l, use of pin No. 1, 


SI 
o 1 


Sphere, 


Z / J 


OOCKCla, VoiVC, LOllllCCU-UIla LU, 


so Rl 

OV, O -I 


opiUCl COllC aU&pCIl&lUll, 




own VCllVt'5 U-dlllllUJll, 


1402 




445-446 


OUlUCllllg, CllCCl UIl CUllipUMllUlI ICMotUlo, 




Opill ICCU oy 11CII1UI1UU& VIUlaLUla, 


1204 




loo, ij'+j, ij4-D 


Spurious frequencies 




ooldenng valves into wiring. 


o i 


formed by intermodulation distortion. 


oz 


Solenoids, multilayer, design of. 


AA'2 AAA 


from converters. 


69 QR7 QQS MAI 
DZ, yol, yyj, LZH-i 




441-444 


III rt-lVl ICCC1VC13, 


IJ-IU, 1Z./0 


OV/ICIUJIUS, alllglC lay CI, V^alCUlaLlLlll Ul 






1310 




451-452 


auuiiuus icftuuiiftc icxxiyjy 


1310 


Nfcolf^nrMric cino'lj^ I^i^^i^t rif^cirrn or 
ijUlCllUlLlS, MllglC lelyCl, UC?>lgll Ul, 


443-445 


1Tn^l(T^* T*^cr>r\ticj^ ff^cte tV^T 

llllCtgC/ ICbLIUll^C, ICalA lUl, 


1310 


Solenoids, single layer, inductance of. 


AIQ AAA 


image ratio, tests for. 


1 J i u 


Solids, surfaces and volumes of. 


Z / J 


in F-M receivers, 


1119 1 OQA 1 90^ 1 1 n 

1 1 iz, izyf, izyj, ijiu. 


Sound chamber in horn loudspeaJcers, 






1 1 0 


Sniinrl pritirril frpniifnr'v hniiHs; 


621-622 


xniifinii'; r;iHi;itinn m P-IVT ri^ppi\?i^rc r^nfii 

O U Lll IULIl^ iLlLiltlliVJll 111 1 iVl ltrv^dVd>, WL/dl 




Sound equipment, loudspeakers, standards 




field method of measurement of. 


1320 


for, 


874-876 


Spurious-response ratio. 


1310 


Sound level and noise, measurement of, 


827-880 


Spurious responses— see under Spurious 




acoustical noise measurement. 


827 


frequencies. 




electrical noise measurement. 


827 


Sputter in rectifier valves, 


100 


noise in amplifiers, measurement of. 


829-830 


Sputtering, 


3 


broadcast systems. 


829 


Square wave testing for loudspeaker 




sound equipment. 


829 


transients. 


870 



noise level, definition, 
noise level, weighted, standard, 
objective noise meter, 
radio noise, measurement of, 

radio noise meter, 
references, 

sound level meter, American standard, 
sound levels, typical — table, 
weighting network for measurements, 

Sound level and peak acoustical power, 

difference between, 
Sound level — see also under Volume level. 
Sound levels, nomogram for adding two 

component, 
Sound levels, preferred listening, 
Sound or film, 

Sound pressure with conversational 
speech, 

Sound reinforcing system, 

Sound, reproduced, imagery for describ- 
ing, 

Sound system, complete, 

Sound system rating, 

Sound system, single channel vs. dual 

channel or stereophonic 
Sound systems, constant line voltage, 
Sound, velocity and wavelength of, 
Sound waves. 

Source impedance, effect of zero or nega- 
tive, on loudspeakers. 

Source impedance for pre-amplifiers, 
standard. 

Source impedance, loudspeaker measure- 
ment. 
Space charge. 

Space charge, coupling in converters. 

Space charge, effect on input capacitance. 
Space charge tetrodes as power amplifiers. 
Space current, 

see also Cathode current. 
Space current, definition. 
Space, intrinsic resistance of. 
Space (sky) wave. 
Spark plates in car radio. 
Specification for power transformers. 
Specifications for a-f transformers. 
Specifications for motor and turntable 

unit. 

Speech and noise, references. 
Speech articulation. 
Speech clippers. 
Speech, compression of. 
Speech, conversational, sound pressure 
with. 

Speech, declamatory. 
Speech, masking by noise. 
Speech peak dynamic range. 
Speech power. 



829 
829 
828 
829-830 
829-830 
830 
828 
828-829 

827-828 

623 



821-822 
623 
701 

775 
866-867 

604-605 
no, 812-813 
812-813 

627 
874, 883 
872 
403 



841 
793 



3,71 

963, 975-977, 980 
51 
569 
70 

1402 
897 

404, 896, 897 
1277 
241 
228 

705 
634 

628-629, 630 
693-694 
684 



629 
629 
628 
628 



Square wave testing of a-f amplifiers. 
Square waves. 

Squeals (squeaks) in A-M receivers, 
Squegging, 
Squelch systems. 
Stability factor (Becker), 
Stability in a-f amplifiers, tests for. 
Stability in feedback amplifiers, 

see also under Feedback. 
Stability in i-f amplifiers. 
Stability in r-f amplifiers. 
Stability in voltage amplifiers. 
Stability margin in feedback amplifiers. 

Stability of composition resistors. 
Stability of electrical characteristics of 

valves. 
Stabilization, frequency, 
Stabilized amplifier, bias and screen. 
Stacking factor in power transformers. 
Stage gain, test for. 
Stagger tuning of i-f transformers. 
Staggering attenuation characteristics of 

feedback amplifiers. 
Stand-by operation of valves. 
Standard a.c. waveform. 
Standard distribution lines, loudspeaker 

power rating. 
Standard test signals, loudspeaker. 
Standards, American recording. 
Standards for loudspeakers. 
Standards for microphones. 
Standards for pre-amplifiers. 
Standards for vibrator power transformers, 
Sl&(ffiJ4s for vibrators for auto-radio, 
Standing-wave ratio of transmission lines. 
Standing waves in enclosed cabinets, 
Statampere, 

Statcoulomb, measure of charge, 

Statfarad, 
Stathenry, 

Static characteristics, 
Statmho, 
Statohm, 
Statvoh, 

Step circuit in feedback amplifiers, phase 
angle, 

Step in attenuation characteristic, 
Stephan's formulae for inductance of 

coils, 

Steradian, definition. 
Stereophonic reproduction. 
Stiffness of cone suspension. 
Stop band of filter. 

Stopper resistors, 91 
775 

Storage battery operation, valve ratings 
for. 



1324 

130, 301, 870, 1324 
1246, 1312 

1125-1130 
388 
1324 
356-378 



1065-1067 
942-944 
535-538 

359, 367, 368, 372 
186 

69,70 
957-958, 992-996 
593-594 
235 
74, 108 
1026 

364-365, 367, 382-385 
84 
130 

874 
874-875 

702 
874-876 
781-782 
793 
1207 
1205 
891 
843 

1332, 1333 
1332, 1333 
1332, 1333 
1332, 1333 
71,72 
1332, 1333 
1332, 1333 
1332, 1333 

361 

368, 371 

442, 443-444 
1402 
627, 865-866 
836 
180 

326, 560, 562, 563, 958, 
959, 1000, 1283 

78,79 
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Straight line, equation to, 
Strain, definition. 
Stress, definition. 

Striking voltage of gaseous voltage regu- 
lator. 

Stroboscope, use of, in recording. 



Styli (needles), 
Styli, colour codes for. 



702, 



280 
1403 
1403 

1214 
702 

, 704, 706, 708,709-714 
711 



Symmetrical networks, 
Synchrodyne receiver. 
Synchronous vibrators. 
Synthetic bass. 

System rating, R.M.A. microphone. 



179 

1226-1227 
1203, 1204 
616, 676 
776, 

809-810, 812-813 



see also under Needles. 




IdUlCo, t^llalls dllU aUllUiy Ualct l^V^llapiCI JO) 


1 ^9Q-] 4.9'^ 


Styli, diamond, 710, 711, 714, 717, 718, 719, 








720 




813-821 


Styli, osmium. 


711,714 


1 oli^CIll Ul all dll^lC) 


272 275 


Styli, oval. 


710 


Tangent to a. curve. 


ZoU, z.y 1 


Styli, permanent. 


710-714 


1 dp, UCillllllUll, 


1403 


Styli, sapphire, 710-714, 717, 718, 719, 720, 


1 dppillg UUWll UIl USt-llldLUl WUll lUl 






722 


cl"Cl rM 1 1 1\! 

aldUlllLy t 


957 


Styli, tungsten carbide. 


7in 711 717 770 
/lU, / II, / I/ , / ZZ 


1 d y lUi fi ftCilO, 


298 


Stylus force, vertical. 


7m 7ns 700 7 1 7 
/UZ, /Uo, /UV, /iZ, 


Telephone receivers (hea.dphones), 


oJZ-o J J 




71 Q 777 7A0 7^;0 

/io-/zz, /DO, /oy 


1 clii [jci ul Ul c uiidiigc-^, usv-iiidiui licuudicy 




minimum, for tracking. 


717 71^ 710 77n 

/ iz, / i J, / ly, /ZU 


v3Ti3.tion due to, 




Stylus fiiction, influence of. 


70/^ 707 
/ZD- /Z / 


1 CllipCldLUlC CllolddCllsLlL' Ul VdlVC llCdlCl, 




Stylus, N.A.B. secondary standard. 


711 
/II 


in 11 

iU, i 1 


Stylus tip, jewel, polish of. 


710 

/ Iz 


leniperature coeiiicient or composition 




Stylus tip, shape of. 


7in 

/ lU 


iCSlSltJl f», 


ion 1^46 


Stylus wear, method for giving positive 




1 ciiipci diLiic uuciiiLiciii yji icMftiiviiy ui 




indication of. 


/ 14 


copper, 


9^7 
Z J / 


Sub-frequencies in loudspeakers. 


071 

is /I 


Tempers-ture compensation of tuned cir- 




Sub-harmonic, definition. 




cuits, 


196, 956, 957, 1041 


Sub-harmonics in loudspeakers. 


Q71 
o / 1 


Temperature, effect of, on capacitance of 




Sub-multiples and multiples. 


14UJ 


electrolytic condensers. 


192, 193 


Subscript, definition. 


1403 


Temperature, measurement of, 


1334 


Subscripts for magnitude letter symbols. 




Temperature rise of composition re- 






1364-1365 


sistors, 


187, 1394 


Subsidiary feedback. 


375-378 


Temperature rise of power transformers. 




Subsidiary voltages and attenuation char- 






236-237 


acteristics in feedbackamplifiers, 




tests for, 


1302 


summation of. 


372-375 


Temperature rise of wire-wound re- 




Subtraction, 


260 


sistors, 


1394 


Sunlight, spectral energy curves of. 


1396 


Term, definition. 


1403 


Superheterodyne tracking. 


1002-1019 


Terminal, definition. 


1403 


Superposition theorem. 


165 


Tertiary, coils in i-f transformers, 


1048-1049 


Superregenerative detector. 


1087 


Tertiary, definition. 


1403 


Superscript, definition. 


1403 


Test records, frequency, 702-703, 716, 752-757 


Supersonic, definition. 


1403 


Testing apparatus for receivers. 


1298-1300, 


Supplementary angles. 


272 




1315-1316 


Supply impedance per plate, plate. 


99 


Testing of a-f amplifiers for frequency 




Supply voltage, oscillator frequency varia- 




response at different levels. 


626, 1323 


tion due to changes in. 


949, 953, 955 


Testing of a-f power amplifiers. 


548, 1321-1325 


Suppressor characteristics. 


21-22 


Tests and measurements 




Suppressor grid as detector. 


22, 1257 


amplifiers, a-f. 


548,626, 1321-1325 


Suppressor grid, connection of, with 




amplitude of frequency test records. 




triode operation. 


36 


optical methods. 


752-753 


Suppressor grid controlled pentodes in 




coils. 


453, 1325-1326 



volume expanders. 
Suppressor grid of pentode. 
Suppressor, noise — see under Noise. 
Surface noise and dynamic range. 

Surface wave, 

Surgeproof electrolytic condensers. 

Surround, annular cone, 

Susceptance and conductance from re- 
actance and resistance, chart for de- 
termining, 

Susceptance, grid input, 

Susceptance of arms and networks, 

Susceptance, sign of, 

Susceptance, signal grid input, in con- 
verters. 

Suspension, cone. 

Swarf in recording. 

Swinging choke. 

Symbols, standard, and abbreviations, 

abbreviations, 

titles of periodicals, 
graphical, standard, 
magnitude letter symbols, 

subscripts for, 

with subscripts, 
mathematical signs, 
multipliers, 

references to periodicals, form of, 
references to symbols and abbrevia- 
tions. 

Symmetrical, definition. 



686, 689-690 



coils, self-capacitance of, 
distortion in sound recording, proposed 



453 





standards for. 


762 


704-705, 


inductance and impedance of iron-cored 




763-765 


inductors. 


250-251 


896, 897 


phonograph combinations. 


1309, 1311-1312 


193 


pickups. 




835-836 


ratio detectors. 


1102-1105 




receivers, A-M, 


1297-1314 




receivers, F-M, 


1314-1320 


155, 156 


recorded velocities. 


729 


49-53 


references. 


1327 


153-154 


transformers, a-f. 


207, 227-228, 626 


50, 153 


transformers, power. 


236-237, 1302 




valves. 


68-127 


976-978 


Tetrodes, 


7 


835-836 


kinkless, output. 


8,569 


766 


space charge, as power amplifiers. 


569 


249-250, 1182 


Thermal agitation noise. 


4, 189-190,782, 






788, 935-936 


1363-1371 


Thermionic emission. 


2, 3, 69 


1366-1367 


Thermistors, 


158, 190, 1267 


1367-1369 


Thevenin's theorem, 


164 


1370-1371 


Thorn needles. 


710 


1364 


Threshold howl with regenerative de- 




1364-1365 


tectors, 


1087 


1365-1366 


Throat microphones. 


780 


1366 


Throat of horn loudspeakers. 


854-855 


1363 


Throttled air-flow loudspeakers. 


832 


1369 


Throw-in (and out) frequency (a.f.c). 


1154 



1369 
1403 
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Thump in volume limiters and ex- 
panders, 
Thyrite, 
Time constant, 

de-emphasis curve with time constant 

75 microseconds, 
of a.v.c. filter circuits, 

of diode detector circuits, 
of r.c. filters, 

recording pre-emphasis in terms of, 

single time constant circuit, 
Time delay in loudspeaker installations. 
Time-efficiency of vibrator, 
Time, units cf, 

Titles of periodicals, abbreviations of. 

Tolerance, definition. 

Tolerances in components, effect of, on 

stability in feedback amplifiers. 
Tolerances in composition resistors. 



683, 688 
158 

137, 141, 172, 173,536 

638 

1105-1106, 1109, 
1115-1117, 1233 
1080-1081 
172, 173,638 
728 
359 
866 
1205 
1332 
1366-1369 
1403 

359, 371 



186, 



1344-1347 
192 



639 



515-516 

9, 15, 88 
9 

617,632 
870 
635-678 



Tolerances in electrolytic condensers, 
Tolerances in elements in tone control 
networks. 

Tolerances in screen series resistors and 

cathode bias resistors, effect on r.c.c. 

pentodes. 
Tolerances in valve characteristics, 

screen curroits. 
Tonal balance. 

Tone burst for testing loudpeaker tran- 
sients, 

Tone compensation and tone control 
(Chapter 15), 
attenuation expressed as time con- 
stant, 

automatic frequency-compensated volume 
control, 

method incorporating inverse volume 
expansion with multi-channel am- 
plifier, 
bass attenuation, 

see also under Bass attenuation, 
bass boosting, 

see also under Bass boosting, 
calculations involving dedbels per 
octave, 

combined bass and treble controls, 

658-669,739-740, 746-751 

continuously variable controls, gen 
eral, 
dual controls, 
ganged controls, 
single control, 

fixed bass and treble boosting, 

quality switch, 

step-type using feedback, 

stepped controls, general, 

universal step-type, not using in- 
ductors, 

universal step-type using inductors. 



638 

672-674, 1234-1239 



673-674 
649-652 

640-648 



637-638 



662 
664-668 

664 
662-664 

662 
659 
669-670 
658 

660-661 



661-662 
653 
653 
658 
639 

606, 636-637 
639 



combined bass controls, 

stepped controls, 
combined treble controls, 
damping of tuned circuits, 
distortion due to tone control, 
elements of tone control filters, 
feedback to provide special attenuation 

characteristics at low or high fre- 
quencies, 671-672 
feedback to provide tone control, 

330, 336, 347, 378-379, 645-647, 651, 655, 
667, 669-672, 741, 748-751, 757-758 
fundamental circuit withR and C for 

constant input voltage, 639 
general considerations, 636 
limitation of frequency range by filters, 

214, 636, 655-658, 737-738, 746-751, 763 

see also Bass attenuation, 
listener and tone control, 677 
multiple channel amplifiers, 673-674, 676 

position of equalizer and tone control, 636 
purpose of tone compensation, 635-636 
references to tone control and tone 

compensation, 677-678 

see also under Equalizing. 



Tone compensation and tone control 
(continued) 

synthetic bass, 

tolerances of elements, 

tone control, definition, 

tone control in volume expanders, 

position of, 
treble boosting, 

see also under Treble boosting, 
whistle filters, 

crystal filters, 

narrow band rejection filter, 
parallel-T network, 
resonant circuit filters, 

Tone control — see under Tone compensa- 
tion and tone control. 

Top bend of dynamic characteristic. 

Top bend rectification. 

Toroidal coils, inductance of. 

Torque of turntable unit, 

Tracking capability of pickup, checking. 

Tracking error in record reproduction. 

Tracking in record reproduction. 

Tracking, superheterodyne, 

arithmetical-mean tracking, charts for, 
arithmetical-mean tracking, formulae 
for, 

centre tracking frequency, 

charts for geometrical-mean tracking, 

circuits used for tracking analysis, 
feedback winding for good tracking, 
formulae and charts for design, 

worked examples, 
general treatmait, 

geometrical-mean tracking, charts for, 

high impedance primaries, effect on 

tracking, 
minimizing tracking error, 
padded signal circuits, 

worked example, 
padder, 

padder, possible arrangements of, 
permeability circuits, 
references, 
three point tracking, 
tracking curves, typical, 
two point tracking, 
Transconductance, conversion, defini- 
tions, 

Transconductance, conversion, tests for, 

Transconductance, definition, 
Transconductance, grid-plate, 

see also Mutual conductance. 

tests for, 74, 
Transconductance, mixer, test for, 
Transconductance, screen, 
Transconductances, interelectrode. 
Transcription records, reproduction fi-om. 



616, 676 
639 

636 

686 
653-655 

673-676 
675 

675 
675-676 
673-675 



Transducer, definition, 

Transfer characteristics. 

Transfer coefficient. 

Transfer (linearity) characteristics of a-f 

amplifiers. 
Transformer-coupled amplifiers. 
Transformer plate supply impedance per 

plate, 

Transformers, aerial coupling, 
capacitance coupling, 
coefficient of coupling, 
fixed tuned, 
gang capacitor tuned, 

difficulties with, 
inductance tuned, 
mutual inductance coupling, 

high-impedance primary, 

top capacitance coupling, 
tapped inductance. 
Transformers and iron-cored inductors 

(Chapter 5), 



508 

508, 1084-1085 
445 
705 
762 

712,723-727 
723-727, 729 
1002-1019 
1014 

1010, 1015-1017 
1004 

1005-1009 
1002 
1004 
1005-1011 
1011-1013 
1002-1004 

1005-1009 

1003 
1233 
1013-1015 
1015-1017 
1003-1004, 1010-1017 
1003 
1002 
1017-1019 
1002-1019 
1003 
1002 

14, 109, 964-967 

74, 109-111, 124 
14 
14, 72 

103-104, 113, 123, 124 
111 
34 

73 

701,731,769-771 
1403 
17 
306 

587,610,611 
27-34 

99 

912,916-921 
921 
918-920 
912, 921 
912-922 
913 
912 

912,916-920 
918 
918 

912, 920-921 
199-253 
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Transformers, audio-frequency, 
amplification at mid-frequency, 
" building out " into half section filter, 
capacitance due to layer winding, chart 
capacitance due to random winding, 

chart, 
colour code, 
core materials, 

high permeability alloys, 

silicon steels, 
core, weight of steel in, 
d.c. polarization, effect of, 
device to give improved high frequency 

characteristics, 
distortion due to core, 

distortion in cores, method of measur- 
ing, 

driver transformer design, 

driver inductance, 

driver resistance, 

looking backwards impedance, 

Mcintosh amplifier, 
driver transformer leakage inductance, 

effects of, 
efficiency, 
frequency response, 
frequency response and distortion, 

interstage transformers. Class A and 
B, 

low-level transformcB, 
output transformers, 
hum in, 

insertion copper loss, 
leakage inductance, 
leakage inductance chart, 
leakage inductance, designing for low 



206-228 
209 
214 
224 



1342 

206-209, 210, 214 
206-209 
206-207 
208 
207 

214 

206, 207,210,211, 
212,213,214-217,227 

207 
591 
591 
591 
591 
595-596 

590 
228, 567 
206, 207, 209,227,518 
209, 217 



209- 210 

210- 211 

211- 217 

206, 207, 210-211, 540, 781, 785 
214 

207, 209, 210, 212 
219 



217-219 

loss, 228 

microphone, 781 

mixing windings, 221-223 

operating level, 206-207 

orienting to reduce hum, 785 
output, effect on frequency response 

variation with output level, 626,1323 

output, matching with, 880,881-882 

output primary resistance, effecS of, 566 
output transformer leakage inductance, 

effects of, 566, 572-573 



Transformers, intermediate frequency 
cans for, 

capacitance, values of, for tuning, 

colour code, 
22fiommonly used circuits, 
composite F-M/A-M, 
construction, 
coupling factors, 
coupling factors, calculation of, 

419-421, 
coupling factors, measurement of, 

1025, 1030- 

coupling, mixed, 
design of coils, 

enclosed in powdered iron pots, 
F-M i-f transformers, 

bandwidth requirements, 

distortion in, 

example, 

frequency deviation, method for 

measuring, 
introduced amplitude modulation, 

L/C ratios in, 
mixed coupling, 
mutual inductance coupling, 

design methods, 
critically-coupled, 
k measurement, 
over-coupled, 

k measurement, 
under-coupled, 
selectivity of, 

shunt capacitance coupling, 
stagger tuning of, 
tapping down in, 
television receivers, for, 
tertiary coils, 
triple tuned, 

variable (expanding) selectivity, 

windings, design of, 
Transformers, parallel-fed, ultimate slope 
of attenuation characteristic. 

Transformers, power, 
area, cooling, 



output transformer, power handling 




build of winding. 


capacity. 


227,631 


coil data, table. 


output transformers for special ampli- 




colour code. 


fiers. 




copper loss. 


Mcintosh, 


594-595 


core losses, 


Williamson, 


346-347 


core material. 


output transformers, tests for charac- 




core size. 


teristics. 


227-228 


currents in windings. 


phase shift in. 


206, 207,214,518 




primary inductance, effect on frequency 




efficiency. 


response. 


207, 209, 212-214 


electrostatic screening. 


primary inductance, output trans- 




flux density. 


formers, , 


212-214 


iron loss. 


random winding. 


223-227 


laminations. 


references, 


252 


leakage inductance, 


sectionalizing windings, 


221-223 


magnetizing current, 


shielding to give hum reduction. 




mean length of turn, computing. 


207,210-211,781,784, 1198 


primary tums. 


specifications for. 


228 


references. 


spiral cores of grain-oriented silicon 




secondaries, tums for. 


steel, 


208 


specifications for. 


winding capacitances. 


207, 209, 210, 212 


stacking factor. 


winding resistances, 


214 


temperature rise. 


see also Amplifiers, a-f transformer 




standard tests for. 


coupled. 




typical design, 


Transformers, ideal. 


199-203 


vibrator transformer design. 


auto-transformers. 


200 


wire gauges choice of. 


double-wound. 


199 


see also under Inductors, iron-cored. 


impedance calculations — multiple loads. 




Transformers, practical. 




201-203 


capacitances. 


impedance calculations — single load. 


200-201 


core loss. 


transformed (reflected) load imped- 




effects of losses. 


ance. 


200-203 


efficiency. 


Transformers, input, for record pre- 




equivalent circuit. 


amplifiers. 


743-744 


impedance ratio, effect of losses on. 



inductances of windings 



1043 

1021, 1024, 1062 
1342 

1022- 1025 

1024- 1025 
1041-1043 

1023- 1024 
414-416, 

1023-1024, 1043-1048 

1031, 1033-1034, 1102 
1025, 1044-1048 
454-455, 1041, 
1042 
1037-1041 

1037- 1038 
1038-1039, 1068-1069 

1039-1041 

1039 

1038- 1039 
1024 

1025, 1044-1048 
1023, 1025-1041, 
1046, 1048-1050 

1025- 1048 

1026- 1031 
1025, 1030-1031 

1031-1034 
1033-1034, 1102 
1035-1037 
1026-1028, 1031-1033, 
1035-1037 
1023-1024 
1026 
1024, 1040 
1026 
1048-1049 
1026 
455-456, 
1048-1050 
453-459 

360 

233- 241 
237 
236 
240 

1342-1343 
235, 236 
234 

234- 235 
235 

236-237, 1177, 1188, 
1185-1186 

233, 235 
233,786, 1198, 1279 
235 
235 

234-235 
233 
235 
241 
235 

252-253 
235 
241 
235 

236- 237 
237, 1302 

237- 241 
1205-1207 

236 

204- 206 
204, 207, 209, 219-227 

204 

205- 206 
205 

204, 205 
206 
204 
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Transformers, practical (continued) 
leakage inductances, 

maximum efficiency, condition for, 
regulation, 

regulation, effect of copper loss on, 
relation between copper and iron losses, 
resistances of windings, 
see also Magnetic circuit theory. 
Transformers, quarter wave. 
Transformers, radio frequency, 
choke-capacitance coupling, 
grounded-grid stages, 
high-impedance primary, effect on 

tracking, 
mutual inductance coupled, 
coefficient of coupling, 
high-impedance primary, 
low-impedance primary, 
top-capacitance coupling, 
parallel-tuned circuit, 
untuned and pre-tuned, 
Transient current with choke input 

filters, initial. 
Transient, definition. 
Transient distortion in a-f amplifiers. 
Transient plate current, peak hot-switch- 
ing. 

Transient response, effect of damping on 
loudspeaker, 

Transient response, oscillatory, in feed- 
back amplifiers. 

Transient response, testing feedback am- 
plifier for. 

Transient waveform distortion in volume 

limiters, 683 
Transients, 137, 141, 483, 540, 582, 683 

Transistors, 1138 
Transit time effects in valves, 47, 50, 51, 69, 

930-932, 968, 971, 975, 980, 983, 985, 986 



Treble boosting (continued) 



204, 207, 209, 210, 


by network incorporating inductors. 


661-662 


212,217-219 


by RC network. 


660-661,664 


205 


by resonant circuits, 


654, 666-667 


205-206 


by step-type control. 


660-661 


206 


distortion with, 


606, 637 


205 


equalization of side-band cutting. 


654 


204 


methods not involving resonance or 






feedback. 


653-654, 660-661, 664 


892 


conventional (RC) circuit. 


653-654 


922-925 


Treble, definition. 


1403 


924 


Triangle, angles of, 


272 


925 


Triangles, 


272-273 




Trigometrical operator, 


286, 287 


1003 


Trigometrical relationships, 


271-272, 275-278 


922-923 


angles of any magnitude. 


276 


923 


approximations in. 


271-272,278 


923 


Trigomettical series. 


269 


922 


Trigometrical tables. 


1420 


923 


hyperbolic tables. 


1421 


923-924 


Trimmer condensers. 


197, 1356 


924-925 


Triode amplification factor of pentodes, 


35-36 




Triode characteristics, specific, tests for. 


101-108 


1185 


Triode, dissipation of resistance-loaded. 


26 


540 


Triode, dynamic characteristics of. 




540, 582 


25-26, 72, 491 




Triode gm of pentode. 


34 


1163, 1180-1181 


Triode-heptode, 


8, 963 




Triode-hexode, 


8,963 


833 


Triode operation, connection of sup- 






pressor grid. 


36 


365, 367, 382, 386 


Triode operation of pentodes. 


34-36, 547, 






785, 787 



366 



Transitional coupling factor. 
Translation loss. 
Transmission lines, 

characteristic impedance of, 

correct termination for, 

impedance-transforming action of, 

input impedance, 

matching generator to load, section of 
line for, 

quarter-wave transformer, 

reflection coefficient, 

standing-wave ratio, 

standing-waves on, 

velocity of propagation along, 

wavelength in cables. 
Transmission of intelligence. 
Transmission units. 
Trapezoid, 

Traps (band elimination filters), de- 
finition. 
Treble attenuation, 

by constant k filter, 

by M-derived filter, 

by multiple channels, 

by negative feedback, 

by parallel-T network, 

by RC network, 

by shunt capacitance, 

by step-type control, 

de-emphasis for record reproduction. 



416, 1031 
759, 770 
890-892 
890-891 

890- 891 

891- 892 
892 

892 
892 
891 
891 
891 
891 
891 
405-406 
826 
273 

172 
655-658 
657 
657 
739-740 
657-658,746-751, 
1235, 1237, 1238 
176, 657, 675-676, 
737, 738,746-751 
660-661 
174-176, 655-656, 
660, 661-662 
660-661 

736-737,744-751 
636-637 



distortion with, 
scratch filter for record reproduction, 

214, 636, 655-658, 737-738, 746-751, 763 
whistie filters, 673-676 
Treble boosting, general, 653-655 
automatic frequency-compensated tone 
control — see under Tone compensa- 
tion. 

by feedback, 379, 655, 667, 669-670, 672, 

1235-1237 

by inductance in grid circuit, 654 
by multiple channels, 739-740 



6AU6 pentode with screen as anode, 
Triode operation of power pentodes, 
Triode operation of power pentodes, 

partial, 
Triode-pentode, 

Triode plate resistance of pentode, 
Triodes, 

Triodes, characteristics at low plate 

currents, 
Triodes, crystal, 
Triodes, general purpose, 
Triodes, high mu, 

Triodes, matching of load resistance with, 
Triodes, matching to loudspeaker, 
Triodes, power amplifier, 
Triodes, power, figure of merit for, 
Triodes, push-pull. Class A, ABi, 
Triodes, remote cut-off, in volume ex- 
panders, 
Triodes, r.c. coupled, 

comments on tabulated characteristics, 

equivalent circuit, exact, 

gain/frequency characteristic, 

maximum output voltage and distortion, 

phase shift/frequency characteristic. 



785, 787 
547 

570 
8 
36 
7 

65 
1138 
482 
482 
61 
881 
7 
61 

571-582 

689 
482-495 
495 
494 
494-495 

491-493 



494-495 
548-560 
555-558 



Triodes, single. Class A, 

optimum operating conditions, 
Triodes, twin, 

Trip mechanisms in record changers. 

Triple system loudspeakers, 
integral. 

Tropic proofing, commercial. 

Tropic proofing of coils. 

Tuned circuit, parallel, impedance of. 

Tuned circuit, parallel resonance de- 
termined by maximum imjEdance, 

Tuned circuit, parallel resonance de- 
termined by unity power factor. 

Tuned circuit, series (series resonance), 

145,409,412,424 

Tuned ckcuits, 407-428, 947-948, 1034-1035 

coupling of, 418-421,1022-1050 
complex (mixed) coupling, 420-421 
high impedance (top) coupling, 418 
i-f transformers, 1022-1050 
link coupling, 418,419 
low impedance (bottom) coupling, 

418,419 

mutual inductive coupling, 418,419 



705-706 
860-861 
860 
1282-1283 
476-478 
149-152 

151-152 

150 
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Tuned circuits (continued) 

in cascade, identical, gain and selec- 
tivity of, 421 
in tone control, damping of, 639 
references, 427-428 
single, 407-413, 416-417, 421-428, 947-948. 

1034-1035 

summary of formulae. 
Tuned grid oscillator. 
Tuned plate oscillator. 
Tuning indicators, 

electron ray type (" Magic Eye ") 

for F-M receivers, 

miscellaneous methods, 

null pint indicator using, 

references, 

shunting of detector diode by, 
wide angle tuning with. 
Tuning methods in radio receivers, 
gang capacitor tuned, 

difficulties with, 
inductance (permeability) tuned. 



423-426 
950-951,952 
949-950, 951,952, 994 
1132-1136, 1139 
1132-1136 



push-button. 
Tuning test of receivers, 
Tuning, permeability. 



1135-1136 
1132 
1134-1135 
1139 
1074 
1134 
913 
912-925 
913 
461-462, 
912,913,953, 1002, 1289 
1151, 1260 
1312, 1319 
461-462,912,913,953, 
1002, 1289 



Turnover voltage in germanium detectors. 

Turntable and driving mechanism. 
Turntable unit, specification for. 

Tweeters, 
Twist drill sizes. 

Typical operating conditions for valves. 



u 



1136, 1137 
705 
705 

832, 860-861 
1392 
80 



Ultimate attenuation. 


174, 359-364, 637 


"Ultra-linear" operation of pentodes. 


570, 587 


Ultrasonic, definition. 


1403 


Ultrasonic frequencies, recording of. 


704 


Ultraviolet light, wavelengths of. 


404, 1363 


Under-coupled i-f transformers. 


1035-1037 


Undistorted output, maximum. 


1298, 1306, 


1315, 1318 


Unidirectional current, definition. 


1403 


Unidirectional microphones, 


780 


Unilateral elements, 


159 


Unit impulse for testing loudspeaker 




transients. 


870 


Units, 


1329-1334 


electrical and magnetic units. 


1331-1333 


absolute c.g.s. electrostatic system. 


1331, 


1332 


absolute c.g.s. electtomagnetic 




system. 


1331, 1332 


absolute m.k.s. (Giorgi) system. 


1331, 1332 


absolute system, definition. 


1331 


practical systems. 


1331, 1332 


rationalized systems. 


1331, 1332 


relationships between. 


1333 


unrationalized systems. 


1331, 1332 


photometric units. 


1334 


physical units, general. 


1329-1330 


temperature. 


1334 


Unity, definition. 


1403 


Universal coils, gear ratios for. 


456-457 


Universal coils, inductance of. 


444 


Unrationalized systems of units. 


1331, 1332 


Unstable oscillation. 


958-959 


Untuned r-f stages. 


924-925 


V 

Vacuum, 


69,70 


Valve, amplification by. 


13 


Valve basing and electrode connections. 


69 


Valve characteristic curves. 


15-24 


cathode current characteristics of pen- 




tode. 


16-17 


cathode loadlines. 


29-30 


characteristics by curve tracer methods. 




119-120 


characteristics by pulse methods. 


118-119 


characteristics, display of. 


120 



Valve characteristic curves (continued) 
composite characteristics for push-pull 

amplifiers, 
constant current curves, 
diode curves (detection and a.v.c), 
dynamic characteristic of r.c. pentode, 

dynamic characteristic of r.c. ttiode, 

elliptical loadlines, 
G curves, 

grid current characteristics, 
grid loadlines, 
load line, 

maximum plate dissipation curve, 
mutual characteristics, 
plate characteristics, pentode, tetrode, 
plate characteristics, ttiode, 
plate characteristics, triode connection, 
type 

rectifier, constant current, 
rectifier, constant voltage, 
rectifier, published, use of, 
screen characteristics, pentode, tettode, 
static characteristics, 
suppressor characteristics, 
ttansfer characteristics, 
with feedback, 
Valve characteristics (Chapter 2), 
activation of cathode, 
amplification factor, 

effective, with feedback, 

graphical determination, 
arcing in rectifier valves, 
calculation of, other than published, 
capacitance grid-plate, 
capacitances, interelecttode, 
cathode current, total available average, 
cathode current, total available peak, 
cathode current — see also under Space 

current. 

cathode follower, equivalent charac- 
teristics, 

change in operating conditions, effect 

of, 

characteristic parameters, derived, 

conductance, definition, 

contact potential, general — see under 

Contact potential, 
contact potential (grid-cathode), 

conttol during manufacture, 
conversion factors, 
conversion transconductance, defini- 
tions and basis of, 
distortion in — see under Distortion, 
drift of characteristics during life, 

durchgriff, definition, 
dynamic characteristics of pentode, 

dynamic characteristics of triode. 



574-577, 581 
22-23 
1075, 1076 

26-27, 72, 503-506 

25-26,72,491 
30-34, 64, 213 
23 
18-21 
20 
24,58 
550 
17-18 
15-17 

15- 17 

807, 1217 
1165, 1167-1169 
1165-1169 
1165-1169 

16- 17 
71,72 
21-22 

17 

390-399 
8, 13-67 
69 
13,72 
311, 313, 314, 
315, 316 
15, 16, 18 
100 
40-42 
7 
73 
73 
73 



318 

42-44 
72 
14 



18, 20, 39, 
69, 70 
85-89 

36-40, 57, 493,511,568 



14, 109, 964-967 



23-24, 70, 84, 530, 533 
14 

26-27, 72, 503-506 



effect of heater voltage on characteris- 
tics, 

emission, thermionic, 
equivalent electrode voltage, 
figure of merit for r-f amplifier valves, 
filament dissipation and temperature 

characteristic, 
filament voltage/current characteristic, 
filaments on a.c. supply, 
functional characteristics, basic, 
fundamental physical properties, 
gas current, 
gas pressure, 
grid blocking, 

grid circuit resistance, maximum — 
see under Grid circuit resistance, 
maximum, 
grid current characteristics, 
grid current cross-over point, 
grid current commencement point, 
grid current, maximum negative, typical 
values. 



25-26,72, 491 

24 
2, 3, 69 
71 

927 

10, 11 
10, 11 
6 

70-73 
69-70 
3, 19,51 
73 
21,84 



18-21 
19, 20 
19, 84 

101-102 



INDEX 
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Valve characteristics (continued) 

grid current, negative, 3, 19, 21, 51, 

101-102, 484, 488 

grid current, positive, 18, 21, 51, 484, 489 

grid current, positive, damping due to, 489 

grid emission, 3,5,20,21,51 

grid input admittance, 49-53 

see also Signal grid input admittance, 

grid input admittance, components of, 51-53 

grid input admittance, effects of, 917, 927-934 

grid input capacitance, 49-53 

grid input capacitance, components of, 51 

grid input conductance, 49-53, 929-932 

grid input circuit damping, 20 

grid input impedance, 49-53, 929 

grid input inductance, 49-53 
grid input loading at radio frequencies, 

928-934 

grid input reactance, 49-53 

grid input resistance, 49-53, 939-940 

grid input susceptance, 49-53 

grid temperature, 5 

grid variational conductance, 20 
heater dissipation and temperature 

characteristic, 10, 1 1 

heater/filament voltage, with reduced, 3, 73 

heater voltage, 3,10 

heater voltage/current characteristic, 10, 11 
inductance of leads and electrodes, 

effects of, 46, 50, 51, 53, 930, 931, 932 

initial electron velocity of emission, 18 

input capacitance, change in, 927, 928, 

932-934 

input capacitance, effect of space charge 

on, 51 

input capacitances of pentodes, pub- 
lished values, 56 

instability of electrical characteristics, 70 

insulation between valve electrodes, 

69, 70, 73 

interelectrode admittances, 49-57, 69, 70 
interelectrode capacitances, effect of, 

7,46,51,53,69 

interelectrode resistances, 69 
ionization current, 19 
leakage current, 19, 20, 51, 69, 70 
life, ultimate electrical, 70 
life, working, 3, 70, 121 
low plate currents, at, 65 
mathematical relationships, concern- 
ing, 57-65 
maximum negative grid current, typical 

values, 101-102, 788 
microphony, 73, 84, 786, 957-959, 1241-1242 
mu factor, definition, 14 
mu factors, interelectrode, 73 
mutual conductance, definition, 14 
mutual conductance, graphical deter- 
mination, 15, 16, 17 
noise, 4, 70, 73, 81, 782, 783, 784, 787, 788, 
935-942, 967-968, 972-973, 984 
perveance, definition, 14,71 
photo emission, 2 
plate d.c. resistance, 14 
plate conductance, definition, 14 
plate current, 6 
plate resistance, effective, with feed- 
back, 311,313,314,315,316 
plate resistance, variational, 13, 14 
plate resistance, variational, definition, 14, 72 
plate to screen amplification factor, 35-36 
poisoning of emission, 2 
primary emission (other than cathode), 

19, 20, 21, 69, 71 

reduced heater/filament voltage, with, 3, 73 

references, 66, 125-127 

resistance of any electrode, definition, 14 
reverse grid current — see under Negative 

grid current, 
screen to control grid, amplification 

factor, 35 
secondary emission, 2, 7, 8, 21, 39, 69, 71 
series expansion: valve with resistance 

load, 61-62 

short-circuit admittances, 69 

short-circuit feedback admittance, 50-55 



Valve characteristics (continued) 

short-circuit forward admittance, 50-55 

short-circuit input admittance, 50-55 
short-circuit input capacitance, change 

with transconductance, 55 
short-circuit input conductance, typical 

values of, 55 

short-circuit output admittance, 50-55 
signal grid input admittance, con- 
verter, 970, 973, 976-978, 980-98 1 

negative, 977, 985-986 

signal grid input conductance, con- 
verter, 976-978, 980-981, 982,987-988 

negative, 976-978, 985-986 
signal grid input susceptance, con- 
verter, 976-978 

negative, 976-978 

space current, 70 

sputter in rectifier valves, 1 00 

stability of electrical characteristics, 69-70 

stability of mechanical construction, 69-70 

static characteristics, 71,72 

suppressor characteristics, 2 1 -22 

transadmittance, oscillator, 968 

transconductance, definition, 14 

transconductance, grid-plate, 14, 72 

see also Mutual conductance, 

transconductance, screen, 34 
transconductance, suppressor-screen, 

953-954 

transit tune effects, 47, 50, 51, 69, 930-932, 

968, 971, 975, 980, 983, 985, 986 

triode amplification factor of pentodes, 35-36 

triode g„ of pentodes, 34 

triode plate resistance of pentode, 36 

variational resistances, interelectrode, 73 

voltages, with respect to cathode, 5 

Valve coefficients, 13-14, 64-65 

Valve coefficients as partial differentials, 64-65 

Valve constants, 13-14 

Valve electrode supply voltages, 6 
Valve electrode voltages, datum point 

for, 2, 5, 80 

Valve electrode voltages, definition, 6 
Valve electrodes supplied through series 

resistance, 70 
Valve equivalent circuits, 45-47, 53-55, 59, 

63,512 

Valve factors, 13-14 

Valve gettering, 4, 69, 70 

Valve networks, general case, 64 

Valve numbering systems, 10-12 

Valve pin straightener, 80 
Valve ratings and limiting effect on 

operation, 75-80, 85 
capacitances, interelectrode, 75 
characteristics usually rated, 75-77 
electrode potentials, datum point for, 2, 80 
general electrical ratings, 75 
general mechanical ratings, 75 
grid bias for a.c. or d.c. filament ex- 
citation, 6, 80 
grid voltage limits, 79-80 
heater or filament voltage, 77, 78, 79 
heater to cathode voltage, maximum, 75, 81 
limiting ratings, 75 
maximum average cathode current, 75 
maximum electrode dissipations, 75, 1249 
maximum grid circuit resistance— see 
under Grid circuit resistance, maxi- 
mum. 

maximum peak cathode current, 75 
maximum peak inverse voltage, 75 
maximum ratings, 9,75,77-80 
maximum ratings, interpretaion of, 77-80 
rating systems, 77-80 
absolute maximum system, 9, 77 
design-centre system, 9, 77-80 
ratings for a.c. or d.c. power line opera- 
tion, 78, 79 
ratings for battery filament types, 79-80 
ratings for dry-cell battery operation, 78, 79 
ratings for indirectly-heated types, 78-80 
ratings for rectifiers, 1 163-1 164 
ratings for storage battery operation, 78, 79 
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Valve ratings and limiting effect on 
operation (continued) 
screen voltage supply, 
specific additional electrical ratings 

applied to particular types, 
tolerances in characteristics, 
typical operating conditions, 
Valve sockets, connections to. 
Valve test specifications 

basic manufacturing test specification, 
characteristics, 

see also under VaXve ratings, 
grid current, negative, typical values, 
life test, 

mechanical and electrical tests, 
quality control, 

ratings — see under Yab/e ratings. 
Valve vectors. 
Valve wiring jig. 
Valves for use in pre-amplifiers. 
Valves, fundamental physical properties 
of, 

Valves, glass-based, sockets and connec- 
tions for. 

Valves, hum due to conditions within. 

Valves, in magnetic field, hum with. 

Valves in receiver, position of. 
Valves, low noise types, 
Valves, mounting position for. 
Valves, recommended practice and opera- 
tion. 

Valves, soldering into wiring. 
Valves, stand-by operation of. 
Valves, testing of (Chapter 3), 

acceptance testing, 
admittance, short-circuit feedback, 
admittance, short-circuit forward, 
admittance, short-circuit input, 
admittance, short-circuit output, 
amplification, a.c, 
amplification factor, 
back emission, 
basis of testing practice, 
beam tetrode characteristics, specific, 
blocking, 

capacitances, interelectrode, tests for, 

characteristics by curve tracer methods, 

characteristics by display, 
characteristics by pulse methods, 
control of characteristics during manu- 
facture, 
conversion stage gain, 
conversion transconductance (mixer), 

converter characteristics, specific, 
methods of operation, 

oscillator driven, 

oscillator self-excited, 

static operation, 
dimensions, physical, 
diode characteristics, specific, 
diode plate current, zero signal, 
display of valve characteristics, 
dissipation of electrodes, 
distortion in power amplifier valve, 
electrode continuity, 
emission, 

emission-dependent dynamic test, 
filament voltages, lowest used for testing 

battery valves, 
fundamental characteristic tests, 
fundamental physical properties, 
gas current, 

grid current, commencement voltage, 
test for, 

grid current, negative (reverse) 
tests for, 

typical maximum values in new 
valves, 

grid current, positive, tests for, 
grid emission (primary), 
grid emission (secondary). 



79 

76-77 
9, 15, 88 
80 
80,81 

85 

75-77, 85, 86 

101-102 
75,85 
85 
85 

47-49 
80 

786-788 
69-70 
80,81 

81,84, 540, 1196-1198 

785,786, 788, 1198 
957 
786-788 
4, 80 

80-84 
81 
84 
68-127 
120 
117 
117 
113-117 
117 

74, 105, 124 
74, 104, 113 
74, 100 
68, 84 
101-108 
107-108, 113 

73, 95-99 

119-120 
120 
118-119 

85-89 
74 

74, 109-111, 124 
108-113 
108-109 
109 
108-109 
109 
91 
99-101 
100 
120 
108 
106-107 
73,91-93, 123 
73, 94-95, 123 
73 

1313 
73-75 
69-70 
101, 102 

73, 102, 109 

73, 101-102, 109, 124 

101-102 
73, 102 
101, 102 
102 



Valves, testing of (continued) 

grid leakage current, hot and cold, 
heater or filament current, 
heater to cathode leakage, 
hexaphase shorts and continuity test, 
interelectrode insulation resistance, 

Ufe test end points, 
Ufe tests, 

methods of testing characteristics, 

general conventions, 
microphony, 

mixers (frequency changers), 

mixer conversion transconductance, 

mixer plate resistance, 

mixer transconductance, 
mutual conductance (transconductance 

grid-plate), 74, 
noise, valve, 

open-circuited electrodes, 
oscillator characteristics, 
oscillator grid current, 
oscillator performance, 
oscillator transconductance, 
pentode characteristics, specific, 
perveance of diode, 
perveance of triode, 
physical dimensions, 
plate conductance, 
plate current commencement, 
plate resistance, 

positive voltage electrode currents, 
power output, 

power output, Class B amplifier 
preheating before testing, 
rectification (operation) power diodes, 

rectification, signal diodes, 
reduced heater voltage, dynamictests 
at, 

references, 

service testers, a.c. versus d.c. test 
voltages, 

service testers, characteristics which 

should be tested, 
service testers, methods of testing in, 
service testers, types of commercial 
service testing and service tester prac- 
tice, 

short-circuits, interelectrode, 

special characteristics, 
stage gain, 
statistical sampling, 
systematic testing, 

design tests, 

life tests, 

production tests, 

recorded readings, 

warehouse tests, 
transconductance, grid-plate (mutual 

conductance), 74, 
triode, pentode and beam tetrode 

characteristics, specific. 
Valves, types of 
beam power valves, 
combined valves, 
component parts of, 
diodes, 
heptodes, 
hexodes, 

introduction to, references, 
kinkless tetrodes, 
low noise, 

pentagrid converters, 
pentodes, 
tetrodes, 
triode-heptode, 
triode-hexode, 
triode-pentode, 
triodes, 
twin triodes, 
vacuum, types of. 
Valves, when to replace. 



101, 102 
93-94 

73, 94, 123 

91-93 

73,94, 102 
88-89 
75, 85, 87-88 
89-120 
90-91 

74, 107, 113, 121 
109-113 

74, 109-111, 124 
111 
111 

103-104, 113, 123, 124 
74, 107, 113, 124 
73,91-93, 123 
113 

74, 111-112 
111-112 
74 

101-108 
117-118 
118 
91 
124 
74 

74, 104-105, 111, 113 

103, 109, 113 
74, 105-106, 124 
106 

91, 101, 125 

74, 99-100 

100 

74-75 
125-127 

124 

122 
123-125 
122-123 

121-125 
73, 91-93, 123 
113-118 
74, 108 
86 
86-88 
87 

87-88, 88-89 
86-88 
87 



103-104, 113, 123, 124 
101-108 



4-6 

6- 7 
8-9 

9 
12 
8 

786-788 
8, 963 

7- 8 

8, 963 
8,963 



4, 6-9 
121 
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Variable composition resistors, character- 




Vibrator power supplies (continued) 




istics of, 


191, 1356 


timing capacitance, 


1207-1209 


Variable, definition, 


1403 


calculation of timing capacitance. 




Variable, dependent. 


279 


1207-1208 


Variable, independent. 


279 


effect of flux density on capacitance. 




Variable-mu pentodes — see under Pen- 






1208-1209 


todes, remote cut-off. 




percentage closure. 


1208 


Variable selectivity i-f amplifiers, 


1048-1050 


typical vibrator power supply circuit. 


1211 


Variables in algebra. 


265 


vibrator interference, elimination of. 




Variables, three, graphical representation. 


281 




1210-1211 


Variation (in algebra), 


262 


vibrator-powered receivers, design of. 




Variation, oscillator frequency, causes of. 




1270-1272 


950, 955-956 


vibrator transformer design. 


1205-1207 


due to supply voltage changes, 


949, 953, 955 


waveform and time efficiency. 


1205 


Variational, definition, 


1403 


12, 24 and 32 volt vibrator supplies. 




Variational grid resistance, minimum. 




1211-1212 


Class B2, 


590 


Vinyl discs, characteristics of. 


705, 706-709, 


Vector, definition, 


1403 


769-771 


Vector diagram. 


138, 143 


Virtual cathode, 3, 


70, 71, 973, 978, 986 


Vector quantities. 


139, 140, 285-287 


Voice coil, definition. 


1403 


Vectors, addition and subtraction. 


282 


Voice coil impedance for radio receivers. 




Vectors and j notation. 


282-284 


loudspeaker standard. 


874 


Vectors, complex algebra with polar co- 




Voice coil impedance for sound equip- 




ordinates, 


286-287 


ment, loudspeaker standard. 


883 


Vectors, complex algebra with rectangular 




Volt, 


1332, 1333 


coordinates. 


285-286 


Volt-amperes, reactive. 


144 


Vectors, components of, polar. 


283 


Voltage, absolute, expressed in decibels. 


808 


Vectors, components of, rectangular. 


283 


Voltage amplifiers, a-f (Chapter 12), 


481-543 


Vectors, conversion from complex to polar. 




see also under Amplifiers, a-f, voltage. 




283, 287 


Voltage and current. 


128-130 


Vectors, exponential form, 


287 


Voltage divider, screen supply of r.c.c. 




Vectors, multiplication of. 


282 


pentode from. 


506 


Vectors, negative. 


282 


Voltage dividers — see under Potential 




Vectors, radius, 


283 


dividers. 




Vectors, rotating (j notation). 


283-284 


Voltage doubler, 1174, 1175, 1178, 1186-1187 


Vectors, scalar product of two. 


282 


Voltage, effect on resistance of composi- 




Vectors, valve, 


47-49 


tion resistor. 


188, 1345 


Velocities, recorded, measurement of. 


729 


Voltage expressed in decibels (dbv), 


776, 808 


Velocity, angular. 


278 


Voltage feedbacks — see under Feedback. 




Velocity, critical, in recording, 


704, 708 


Voltage indicators, peak reading. 


119 


Velocity of electromagnetic radiation, 




Voltage multplying rectifiers. 


1186-1188 




424, 1376, 1396 


Voltage quadrupler. 


1187-1188 


Velocity of emission, initial electron. 


18 


Voltage regulator valve to give good 




Velocity of propagation along transmission 




oscillator frequency stability. 


955 


lines, 


891 


Voltage regulators. 


1214-1222 


Velocity of propagation of a wave. 


403 


gaseous tube types, 


1214-1215 


Velocity of sound, 


872 


valve types. 


1215-1222 


Velocity of stylus tip, transverge. 


702-703 


as plate supplies for a-f amplifiers. 


537 


Velocity operated microphones. 


775 


Voltage tripler, 


1187 


Velocity recording, constant, 


703-704, 727 


Voltmeters, method of determining no 




Velocity, reference acoustical. 


826 


load voltage. 


163-164 


Velocity ribbon microphones. 


775, 779 


Volume compression and limiting, 




Velocity trip in record changers. 


705-706 




679-681,681-684 


Vented baffle loudspeaker. 


845-850, 1489 


compression characteristics, 


682, 684 


Ventilation of equipment. 


81, 1249 


compression of commercial speech. 


684 


Versine of an angle. 


278 


distortion caused by peak limiters or 




Vertical aerials, 892, 893, 895, 896, 901, 904, 


volume limiters. 


681,683 




907, 909-910 


introduction. 


679-681 


Vertical and horizontal aerials, com- 




noise peak and output limiters. 


694-699 


parison between. 


895, 896 


instantaneous noise peak limiters. 


694-698 


Vertical, recording, 


701 


output limiters. 


698-699 


Very small compared with, definition. 


1403 


peak limiters, 


679, 682-683 


Vibration of valves. 


70,81 


peak limiters, definition. 


681 


Vibration of walls, effects of, 


864 


public address audio a.v.c. 


693 


Vibrator power supplies (Chapter 32), 




references, 


699-700 




1202-1212 


speech clippers, 


693-694 


basic types. 


1202-1203 


volume compression. 


679, 683-684 


interrupter (non-synchronous), 


1202-1203 


volume compression plus limiting. 


684 


reversible self rectifying. 


1203-1204 


volume compressors, definition. 


681 


self-rectifying (synchronous). 


1203, 1204 


volume limiters. 


683 


split-reed synchronous. 


1204 


volume limiters, definition, 


681 


choice of vibrator. 


1203-1204 


Volume controls. 


794 


coil energizing. 


1204 


characteristics of potentiometers, 


191, 1356 


separate driver system, 


1204 


Volume effect, minimum, in reflex re- 




shunt coil energizing. 


1204 


ceivers. 


1141, 1142 


general principles. 


1202-1205 


Volume expansion, compression and limit- 




hash elimination, 1210-1211, 1270-1272, 


ing (Chapter 16), 


679-700 




1275-1276 


compression. 


679-681, 681-684 


on (and off) contact time, 


1205 


see also under Volume compression. 




operation, 


1202 


distortion in. 


681,683 


references, 


1212 


effect on noise. 


679, 763 


standards for vibrators for auto radio. 


1205 


gain control devices, 


684-686 


standards for vibrator power trans- 




lamps. 


685 


formers. 


1207 


negative feedback. 


685 


time efficiency. 


1205 


pentagrids and triode hexodes. 


685 






pentodes, remote cut-off. 


684 






plate resistance control. 


685 






suppressor-grid control. 


686 
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Volume expansion, compression and 




Wavelength vs. frequency for record 




limiting (continued) 




modulation. 


708 


general principles, 


679-681 


Wavelength vs. frequency on records. 


708 


ideal system. 


680 


Wavelengths of electromagnetic radia- 




limitations of, 


679-680 


tion. 


404, 424, 1363 


references, 


699-700 


Waves, cosmic radiation, wavelengths of 




volume expanders. 


686-692 


404, 1363 


desirable characteristics. 


686 


Waves, electromagnetic, introduction to. 




electronic methods, two groups of. 


686 


403-404 


incorporating feedback. 


688 


Waves, gamma rays, wavelengths of. 


404, 1363 


incorporating lamps. 


687-688 


Waves, Hertzian, wavelengths of. 


404 


lamp-controlled feedback. 


688 


Waves, light, wavelengths of. 


404, 1363 


incorporating plate resistance control. 




Waves, longitudinal. 


403 




692-693 


Waves, sound, 


403 


incorporating remote cut-off pen- 




Waves, transverse. 


403, 404 


todes, 


688-689 


Waves, water. 


403 


incorporating remote cut-off triodes. 


689 


Waves, X rays, wavelengths of. 


404, 1363 


incorporating suppressor-grid con- 




Wear, record. 


706,712-713,723,769 


trolled pentodes. 


689-690 


Wear, stylus, method for giving positive 




incorporating valves with five grids. 




indication of. 


714 




691-692 


Wear, stylus, sapphire, 


713-714 


tone control, relative position of. 


686 


Weber, 


1332, 1333 


volume expansion, 


679 


Weber per square metre. 


1332, 1333 


effect on background noise. 


679 


Weights of common materials. 


1375 


practical problems. 


680-681 


Wheeler networks. 


368, 377 


Volume indicators. 


823-824 


Wheeler's formula for inductance of short 




see also under Volume units. 




coils. 


443 


Volume level and peak acoustical power. 




Wheeler's formula for inductance of 




difference between, 


623 


solenoid. 


432 


Volume levels, preferred listening. 


623 


Whistle filters, 


673-676 


Volume range and hearing. 


620-621 


Whistle, heterodyne. 


1303 


see also Dynamic range. 




Whistle interference. 


954 


Volume range broadcast or recorded. 


624 


Whistle interference in A-M receivers. 




Volume range in musical reproduction. 


623-624 


tests for. 


1304-1305 


Volume range of sound reproducer, maxi- 




Whistles, tests for. 


1304, 1305 


mum. 


679 


White noise. 


619 


Volume units, 


776, 824 


Whitworth screw threads. 


1389 


reference volume. 


824 


Wide angle tuning with electron ray 




see also under Volume indicators. 




tuning indicator. 


1134 


vu, 


823, 824 


Williamson amplifier, new. 


745-751 


Volume, units of. 


1329 


A515 version. 


346-347 


vu. 


823, 824 


output transformer specifications, new. 


748 






output transformer specifications, ori- 




w 




ginal 


346-347 






Windings of a-f transformers, mixing. 


221-223 


Warping, effect of record. 


760-761 


Windings of a-f transformers, random. 


223-227 


Watt, measure of power. 


1332, 1333 


Windings of i-f transformers, direction of. 


458 


Watt-second, 


133 


Wire tables. 


1408-1417 


Wattless power, 


144 


bare copper. 


1408-1411 


Wave analyser. 


1299 


insulated copper. 


1410-1413, 1416, 1417 


Wave antenna. 


908 


resistance wire, 


1414-1415 


Wave motion. 


403-404 


Wirewound resistors, characteristics of. 




Wave propagation, electromagnetic. 


404, 901 




186, 1346-1347 


Wave, sky (space). 


404, 896, 897 


Wiring, chassis, colour code. 


1343-1344 


Wave, surface. 


896, 897 


Wiring jig, valve. 


80 


Wave tilt, 


908 


Wood screws. 


1391 


Waveform, cosine. 


278 


Work function, definition. 


1403 


Waveform of vibrator. 


1205 


Work, units of. 


1332 


Waveform, pulse. 


130, 302 


Wow, 


626, 705,760, 1312 


Waveform, rectified sine. 


130, 302 






Waveform, saw-tooth. 


130, 301 


X 





Waveform, sine. 
Waveform, sine, distorted. 
Waveform, square. 
Waveform, standard a.c. 
Wavelength, 

Wavelength-frequency conversion table. 
Wavelength in cables. 



129, 130, 278 
130 

130, 301, 870, 1324 
130 
403 
1362 
891 



X rays, wavelengths of. 



Zero signal, definition, 
Zero temperature, absolute. 



404, 1363 



1403 
1334 
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SUPPLEMENT 



In many cases brief summaries or comments are given, particularly with the 
later references. 

This Supplement completely supersedes the smaller Supplements included in 
earlier impressions. 



CHAPTER 1 
INTRODUCTION TO THE RADIO VALVE 

ADDITIONAL REFERENCES 

1 1 A. Metson, G. H., S. Wagener, M. F. Holmes and M. R. Child " The life of oxide cathodes in modern 

receiving valves " Proc. I.E.E. 99. Part III 58 (March 1952) 69. 
UB. Nergaard, L. S. " Studies of the oxide cathode" R.C.A. Rev. 13.4 (Dec. 1952) 464. 
lie. Hallows, R. W., and H. K. Milward " Introduction to valves " (IlifTe and Sons Ltd., London 1953). 



CHAPTER 2 
VALVE CHARACTERISTICS 

ADDITIONAL REFERENCES 

B23. Williams, L. E. " Space-charge reactance tube " Elect. 25.6 (June 1952) 166. 

B24. Nergaard, L. S. " Studies of the oxide cathode " R.C.A. Rev. 13.4 (Dec. 1952) 464. 

B25. Levy, I. E. " The effect of impurity migrations on thermionic emission from oxide cathodes," 
Proc. I.R.E. 41.3 (March 1953) 365. 

B26. Tillman, J. R., J. Butterworth, and R. E. Warren " The independence of mutual conductance on 
frequency of aged oxide-cathode valves and its influence on their transient response " Proc. I.E.E. 
100.5 Part IV (Oct. 1953) p. 8. This variation has been ascribed to an impedance at the interface 
layer between the oxide coating and the nickel sleeve ; this article shows that the previous repre- 
sentation of the impedance as a single parallel combination of R and C is inadequate. A compre- 
hensive bibliography is given. 

B27. Bounds, A. M., and P. N. Hambleton " The nickel-base indirectly heated oxide cathode " 
E.E. 72.6 (June 1953) 536. 

B28. Herrimann, G., and S. Wagener (book) " The oxide coated cathode " 2 vols.. Chapman and Hall 
(1951). 

B29. Wright, D. A. " A Survey of present knowledge of thermionic emitters " Proc. I.E.E. 100. 
Part III 65 (May 1953) 125. A valuable and comprehensive survey of the whole subject, with con- 
siderable detail on oxide cathodes and extensive bibliography. 

B30. Tillman, J. R., J. Butterworth and R. E. Warren " The independence of mutual conductance 
on frequency of aged oxide-cathode valves and its influence on their transient response " I.E.E. 
Monograph, Dec. 1952, Digest, Proc. I.E.E. 100. Part III 65 (May 1953) 175. 

B31. PuUen, K. A. " Using conductance curves in electronic circuit design " Proc. National Electronics 
Conference Vol. 6 (1950) 112. 

B32. Pullen, K. A. " G curves " Tele-Tech 1953/4 " UHF oscillator design notes " 12.2 (Feb. 1953) 
80 ; " Conductance curves speed triode r-c amplifier design " 12.5 (May 1953) 80 ; " Conduct- 
ance curves speed pentode f-c amplifier design " 12.7 (July 1953) 44 ; " G curves and impedance 
amplifiers " 12.9 (Sept^ 1933) 71 ; " G curves and degenerative amplifiers," 13.4 (April 1954) 86. 



(H) Grid current characteristics 

H3. Watkinson, E. " Control grid currents in radio receiving valves " Proc. I.R.E. Australia 15.6 
(June 1954) 139. An introduction to the subject, with grid load lines and input resistance. 



CHAPTER 3 

THE TESTING OF OXIDE-COATED CATHODE HIGH-VACUUM 
RECEIVING VALVES 

ADDITIONAL REFERENCES 

94. Kuder, M. L. "Electron tube curve generator" Elect. 25.3 (March 1952) 118. 

95. Smith, G. '* Two bridges for measuring valve parameters " Electronic Eng. 24.289 (March 1952) 
127. 

96. Foster, B. C. " A simple valve comparator " Electronic Eng. 24.291 (May 1952) 220. (Simple 
form of display comparator). 

97. Brewer, R. " Radio valve life testing " Proc. I.E.E. 98, Part III 54 (July 1951) 269. 

98. Heins, A. J. " Dynamic measurements on receiving valves " J. Britt. I.R.E. 12.1 (Jan. 1952) 63. 

99. Metson, G. H., S. Wagener, M.' F. Holmes and M. R. Child " The life of oxide cathodes in 
modern receiving valves " Proc. I.E.E. 99, Part III 58 (March 1952) 69. Discussion 100 
Part III 68 (Nov. 1953) 371. 

100. Terman, F. E., and J. M. Pettit (book) *' Electronic Measurements " McGraw-Hill Book Com- 
pany, 2nd ed. 1952, pp. 289-310. 

101. Flanagan, J. L. " Vacuum tube testers " Elect. 25.6 (June 1952) 139. 

102. Rowe, E. G. " Technique of trustworthy valves " Proc. I.R.E. 40.10 (Oct. 1952) 1166. 

103. Acheson, M. A., and E. M. McElwee " Concerning the reliability of electron tubes " Proc. I.R.E. 
40.10 (Oct. 1952) 1204. 
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104. Knight, C. R. and K. C. Harding " General considerations in regard to specifications for reliable 
tubes " Proc. I.R.E. 40.10 (Oct. 1952) 1207. 

105. Koch, D. G. " Increasing tube reliability in industrial circuits " Product Engineering. McGraw- 
Hill Publishing Co., 23.6 (June 1952) 175. Reprinted in Radiotronics 18.1 (Jan. 1953) 14. 

106. Levy, 1. E. *' Shielding and mounting effects on tube buib temperatures " Tele-Tech. 12.2 (Feb. 
1953) 72. 

107. Eaglesfield, C C. *' Vibration test for valves — use of repeated impacts " W.E. 30,3 (March 1953) 
57. 

108. " Special quality valves — announcement by B.V.A." Electronic Eng. 25 . 304 (June 1953) 238. 

109. Jones, W. R. " Tube applications for increased reliability " Trans. I.R.E. Professional Group on 
Quality Control, PGQC-1 (Aug. 1952). Reprinted Proc. I.R.E. (Australia) 14.12 (Dec. 1953) 
299. Demonstrates effect of cathode bias and screen resistors on spread of valve characteristics. 

110. Wyman, J. H. " Design factors that extend electron tube life " Tele-Tech 12.11 (Nov. 1953) 80. 
Effect of cathode temperature on life, voltage variations on cathode temperature, bulb temperature 
on cathode temperature, high altitude and vibration on tube life. 

111. *' A pulse emission test for iield testing of hot-cathode gas tubes " R.C.A. Application Note A.N.- 
157 reprinted Radiotronics 18,8 (Aug. 1953) 127. 

112. Paul, F. A. " Commercial, ruggedized and premium tubes " Elect. 20.10 (Oct. 1953) 212. Gives 
curves of variation of gm with time, type 6AK5, 5654, 5654 aged 500 hours. 

113. Prager, H. J. " Performance evaluation of special red tubes " R.C.A. Rev. 14.3 (Sept. 1953) 413. 
Gives performance data and curves for types 5691, 5692 and 5693. 

114. Niehaus, E. H. " Curve-tracer test set for vacuum tubes " Tele-Tech 13.2 (Feb. 1954) 90. General 
Electric development, plots smooth curves, 1% accuracy, directly on paper. Chopper provided 
for use when dissipations would be exceeded. 

1 15. Knight, L, " Valve reliability in digital calculating machines " Electronic Eng. 26.311 (Jan. 1954) 
9. Measures to reduce number of valve failures ; also applicable to other electronic equipment. 

116. " Special Quality valves " Jour. Brit. I.R.E. 15.5 (May 1953) 274. Based on statement by British 
Valve Manufacturers' Association. 

117. Paul, F. A. " A comparison of the 6AK5 and 5654 tubes " Trans. LR.E.-PGCP-l (March 1954) 
18. Type 5654 is Premium version of type 6AK5. Comparison on basis of vibration and shock. 

118. Handley, P. A., and P. Welch " Valve noise produced by electrode movement " Proc. I.R.E. 42.3 
(March 1954) 565. Valve rattle ; resonances ; contribution of various electrodes j calculation 
of resonant frequencies of electrodes ; methods of measuring noise ; valve design. 

119. Kurshaw, J., R. D. Lohman and G. B. Herzog "Cathode ray tube plots transistor curves" Elect. 
26.2 (Feb. 1953) 122. R.C.A. development. 

120. Wood, R., and W. H. Hunter " A method of analyzing the microphonic output of a tube and a 
description of the CK6247 " Proc. National Electronics Conf. 9 (1953) 111. 

121. Wohl, R. J., S. Winkler, L. N. Heynick and M. Schnee "Audio frequency impulse noise and 
microphonism " Proc. Nat. Electronics Conf. 9 (1953) 119. 

122. Levy, I. E. " The influence of a vacuum tube component temperatures on characteristics and life " 
Proc. Nat. Electronics Conf. 9 (1953) 621. 



CHAPTER 4 



THEORY OF NETWORKS 



ADDITIONAL REFERENCES 

(A) References to practical resistors 

A34. Howes, J. W. " The characteristics and appHcations of thermally sensitive resistors or thermistors " 
Proc. I.R.E. Aust. 13.5 (May 1952) 123. Reprinted Jour. Brit. I.R.E. 13.4 (April 1953) 228. 

A35. Hooper, C. K. "Stability characteristics of standard composition resistors" Tele-Tech 11.9 
(Sept. 1952) 88. 

A36. Paul, F. A. "Resistor temperature coefficients" Tele-Tech 12.1 (Jan. 1953) 52. 

A37. Keim, L. B. " The deposited carbon resistor, an essential component of good audio design prac- 
tice " Jour. A.E.S, LI (Jan. 1953) 42. 

A38. Gibson, W. T. " Thermistor production " Elect. Comm. 30,4 (Dec. 1953) 263 ; Post Office 
Electrical Engineers' Journal Part 1.46 (April 1953) 34. 

A39. " High temperature carbon film resistors " Elect. 26.1 (Jan. 1953) 148. High stability, deposited 
carbon film on ceramic. 

A40. Langford-Smith, F. "The use of cracked carbon resistors in amplifiers" Radiotronics 19.7 
(July 1954) 84. 

A41. Bell, D. A., and K. Y. Chong " Current noise in composition resistors " W.E. 31.6 (June 1954) 142, 

A valuable investigation into several features of current noise. 
A42. Forman, A. J. " Thermistors ; components for electronic control and measurement " Tele-Tech 

13.4 (April 1954) 72. 
A43. "Metal film resistors" W.W. 60.7 (July 1954) 318. 



(B) References to practical condensers 

B18. Maxwell, J. W. " New low-temperature capacitors — electrolytic types for operation to — 55° C" 
Tele-Tech 11.6 (June 1952) 53. 

B19. Davidson, R. " R.F. characteristics of capacitors " W.W. 58.8 (Aug. 1952) 301. 

B20. Van Buskirk, M. " Electrolytic capacitors, why and when" Jour. A.E.S. 1.1 (Jan. 1953) 46. 

B21. Burnham, J„ " Breakdown and leakage resistance — investigation of metallized paper capacitors " 
Trans. I.R.E. PGCP-1 (Mar. 1954) 3. 

B22. Podolsky, and J. K. Sprague " Some characteristics and limitations of capacitor and resistor com- 
ponents " Trans. I.R.E. PGCP-1 (March 1954) 33. 

B23. Aitenpohl, D. '* Improvements in the field of electrolytic capacitors " Convention Record, IRE 
Nat. Conv. 1954, Part 3, p. 35. 

B24. Geiser, D. T. " An investigation of the lowest resonant frequency in commercially available bypass 
capacitors " Convention Record, I.R.E. Nat. Conv. 1954, Part 3, p. 43. 
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ADDITIONAL REFERENCES TO NETWORKS (continued from page 171) 
9. Bacon, W.j and D. P. Salmon ; " Resistance-capacitance networks with over-unity gain " W.E. 
30.1 (Jan. 1953) 20. 

10. Langford -Smith, F., " Calculations of impedance with reactance and resistance in series " Radio- 
ironies " 18.6 (June 1953) 80. Method applied to slide rule. 

11. Brown, D. A. H. " The equivalent Q of RC networks " Electronic Eng. 25.305 (July 1953) 294. 
Effective Q of RC networks used as frequency determining element in phase shift oscillator. Cor- 
respondence 25.307 (Sept. 1953) 394-395 ; 25.310 (Dec. 1953) 534 ; 26.314 (Apr. 1954) 177. 

12. OakeSj F. " Simplified calculations — working out resonant circuit constants on the slide rule " 
W.W. 59.9 (Sept. 1953) 439. 

13. Tyler, V. J. " Pocket reactance and resonance calculator " W.W. 59.12 (Dec. 1953) 560. 

14. Cakes, F. " Resistances in parallel ; calculating effective values on the slide rule " W.W. 60.2 
(Feb. 1954) 95. 

15. Storch, L. "Rapid parallel-Z calculations" Tele-Tech 12.8 (Aug. 1953) 91. Uses concentric 
circle graphical method. 

ADDITIONAL REFERENCES TO FILTERS (continued from page 185) 

1. BolICj A- P. "Theory of twin-T RC-networks and their application to oscillators" Jour. Brit. 
I.R.E. 13.12 (Dec. 1953) 571. A very thorough and comprehensive analysis, both of the general 
properties, and the application to oscillators. 

2. Linvill, J. G. " RC active filters" Proc. I.R.E. 42.3 (Mar. 1954) 555. Active transistor low-, 
high-, and band-pass filters. 

3. Mole, J. H. " Filter design data for communication engineers " (Spon, London, 1952). 

4. Crowhurst, N. H. " More about filters " Radio Electronics 24.4 (April 1953) 64 ; 24.5 (May 1953) 
62. 

CHAPTER 5 

TRANSFORMERS AND IRON-CORED INDUCTORS 

ADDITIONAL REFERENCES 
(A) General 

A12. "The magnetic properties of the nickel-iron alloys" Mond Nickel Co. Ltd. London, 2nd ed. 
(June 1950). 

A13. MacFadyen, K. A. (book) " Small Transformers and Inductors " (Chapman and Hall, London, 
1953). Covers most forms of iron-cored transformers, but treatment is on impedance basis, 
using concept of complex permeability. 

(C) Audio- frequency transformers 

C35. Crowhurst, N. H. "Measuring up an audio transformer*' Audio Eng. 36.11 (Nov. 1952) 24. 
C36. Ayres, W. R. "Power and voltage amplifiers" Audio Engineering Society Lecture No. 2 (17 
January 1952\ 

C37. Morris, A. L. ■ Tape wound magnetic cores " Electronic Eng. 24.295 (Sept. 1952) 416. 

C38. Crowhurst, N. H. " How good is an audio transformer ? " Audio Eng. 36.3 (March 1952) 20. 

C39. Crowhurst, N. H. " Making the best of an audio transformer" Audio Eng. 37.1 (Jan. 1953) 40. 

C40. Crowhurst, N. H. "Audio transformer design" Audio Eng. 37.2 (Feb. 1953) 26. 

C41. Crowhurst, N. H. "Audio Handbook No. 3 ; The use of a.f. transformers" Norman Price (Pub- 
lishers) Ltd., London, 1953. 

C42. Halabi, T. "Audio transformer design charts" Elect. 20-10 (Oct. 1953) 193. Charts showing 
primary inductance insertion loss, inductance with 4% silicon steel, leakage inductance, insertion 
loss due to leakage reactance, phase shift, and effect of primary inductance on reflected impedance. 

C43, Howard, L. W. " Review of new materials and techniques in high fidelity transformer design " 
Jour. A.E.S. 1.3 (July 1953) 265. 

C44. Ayres, W. R. "Output transformer design considerations" Audio Eng. 37.4 (April 1953) 14. 
Very brief survey. 

C45. Lehnert, W. E. " Consideration of some factors concerning the use of audio transformers" Jour. 
A.E.S. 1.1 (Jan. 1953) 105. Prediction of performance with source and load impedances other 
than rated ; magnetic distortion; noise reduction ; matching of several impedances simultane- 
ously. 

(D) Power transformers 

D27. Medina, L. "Prevention of ionization in small power transformers" Proc. I.R.E. Australia 
15.5 (May 1954) 114. Application to transformers with voltages in excess of 2000 volts. 

(E) Iron-cored inductors 

E20. Crowhurst, N. H. " The design of high Q iron cored inductors " Electronic Eng. 25.309 (Nov. 
1953) 478. Design for max. Q with zero d.c. 

CHAPTER 7 

NEGATIVE FEEDBACK 

SECTION 7: OVERLOADING OF FEEDBACK AMPLIFIERS 

ON TRANSIENTS 

Negative-feedback amplifiers often distort a signal, such as a pulse, which changes 
rapidly with time, although the amplitude of the signal is less than that required to 
overload the amplifier when the rate of change of the signal is small. This is because 
the feedback voltage changes more slowly than the input voltage, with the result that 
the voltage applied to the grid of one of the valves becomes large enough to drive it 
into grid current or beyond cut-off. 
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The case of a cathode follower with a capacitive load has been covered in Sect. 2(i)(Y) 
page 327. 

The design of single-stage, two- and three-stage resistance-coupled amplifiers is 
covered in Ref. J3, with curves, of which the following is a summary. In single stage 
amplifiers the magnitude of signal required to overload the valve decreases as the 
rise-time of the signal is reduced. In two-stage amplifiers, the voltage applied to 
the first valve increases as the rise-time of the signal is reduced, but only if the gain 
of the amplifier is very small is it possible for the first valve to be overloaded by a 
signal which does not also overload the second valve. The second valve is, therefore, 
normally the first to overload. If the time-constant of the first stage is sufficiently 
large compared with that of the second st^ge, the input signal required to overload 
the second valve does not decrease as the rise-time of the signal is reduced. In three- 
stage amplifiers, the voltage applied to the third stage is never greater for a quick 
change than for a slow change. Therefore, if the first two stages are designed not 
to overload, the signal required to overload the amplifier is as large when it changes 
quickly as when it changes slowly. 

See also Ref. J 10, 



ADDITIONAL REFERENCES TO NEGATIVE FEEDBACK 

Jl. Shimmins, A. J. '' Cathode follower operation — transient and steady-state performance with a 
capacitive load " W.E, 29,345 (June 1952) 155 ; letter H. H. Adelaar 30.2 (Feb. 1953) 49. 

J2. iVlacDiarmid, I. F. (letter) " Cathode-coupled amphfier " W.E. 29.345 (June 1952) 169. 

J3. Flood, J. E. " Negative feedback amplifiers, overloading under pulse conditions " W.E 29 347 
(Aug. 1952) 203. 

J4. Thomas, A. B. (letter) " Non-linearity in feedback amplifiers " Proc. I.R.E. 37.5 (May 1949) 531 
J5. Shimmins, A. J. " Cathode follower performance " -^.E. 27.327 (Dec. 1950) 289. 
J6. Mills, B. Y. " Transient response of cathode followers in video circuits " Proc. I.R.E. 37 6 (Tune 
1949) 631. 

J7. Flood, J. E. " Cathode follower input impedance — effect of capacitive load " W.E. 28.335 (Aue 
1951) 231. 

J8. Cooper, V. J. " New amplifier techniques " J. Brit. I.R.E. 12.7 (July 1952) 371. (" Negative feed- 
back amplifiers of desired amplitude frequency characteristics " (p. 384) deals with maximal and 
optimal flatness, based on Flood's ma.ximal flatness.) 

J9. Baer,/R. H. " Cathode follower response — Chart" Elect. 23.10 (Oct. 1950) 114. 

JIO. Roddam, T. " Calculating transient response " W.W. 58.8 (Aug. 1952) 292. (Based on thesis 
by G. F. Floyd of M.I.T. and covers overloading in feedback amplifiers on transients.) 

Jll. Bell, D. A, " AmpHfier frequency response — effect of feedback" W.E. 29.344 (May 1952) 118 • 
29.349 (Oct. 1952) 281. J , 

J12. Bell, D. A. " Cathode follower as high-impedance input stage " W.E. 29.351 (Dec. 1952) 313 

J13. Colls, J. A. " D.C. amplifiers with low-pass feedback " W.E. 29.351 (Dec. 1952) 321. 

J14. Miller, E. J. " A stable, high quality, power amplifier " Electronic Eng. 24.294 (Aug. 1952) 366 

J 15. Garner, L. E. " Improving amplifier response " Elect. 25.9 (Sept. 1952) 213. Letter H L Arm- 
strong 25.11 (Nov. 1952) 432. 

J16- J' " Design of the complete amplifier system " Audio Engineering Society Lecture No. 4 

J17. Crowhurst, N. H. " Audio Handbook No. 2 — Feedback " Norman Price (Publishers) I td 
England, 1952. ' 

J18. Hekimian, N. C. " Chart speeds design of feedback amplifiers " Elect. 25.9 (Sept. 1952) 153. 

J19. Anspacher, W. B. " Miniaturizing pentode amplifiers by positive feedback " Proc. National Elec- 
tronics Conference 6 (1950) 103. 

J20. Kean, A. W. " Anode-follower derivatives " W.E. 30.1 (Jan. 1953) 5. 

J21, Dunn, S. C. " RC cathode follower feedback circuits " W.E. 30.1 (Jan. 1953) 10. 

J22. Reeves, R. J. D. " Feedback amplifier design " Monograph No. 51, published Proc. I E E Part 
IV (Dec. 1952). 

J23. Crowhurst, N. H. " A new approach to negative feedback design " Audio Eng. 37.5 (May 1953) 
26. 

J24. Ayres, W. R. " Stability testing of feedback amplifiers " Audio Eng. 37.9 (Sept. 1953) 14 
J25. Sokal, N. O. " Cathode-follower design charts " Elect. 26.9 (Sept. 1953) 192. Charts show output 

impedance vs. input voltage for nine tube types, and give required resistor value 
J26. Crowhurst, N. H. " Why feed back so far ? " Radio Electronics 24.9 (Sept. 1953) 36 
J27. Diamond, J. M. "Multiple-feedback audio amplifier" Elect. 26.11 (Nov. 1953) 148 (Note by 
editor ■. This uses feedback from plates of output stage to plates of preceding RC stage, and this 
IS regarded as undesirable owing to additional distortion produced in preceding stage) See 
also Ref J40. Letter by W. B. Bernard, Elect. 27.1 (Jan. 1954) 401. b k ^. 

Ayres, W. R. "^Feedback from output transformer secondary" Audio Eng. 37.7 (July 1953) 34 
Kuehn, R. L. " Feedback — degenerative and regenerative " Audio Eng. 37 4 (April 1953) 23' 
Gives condition for oscillation. 
J30. Miller, J. M. " Amplifier with positive and negative feedback " U.S. Patent, 2,652 458 (Bendix) 
Reviewed by R. H. Dorf, Audio Eng. 37.12 (Dec. 1953) 2. Network in positive feedback circuii 
to ensure reversal of phase to improve stability. 
J3I. Stockman, H. "Inherent feedback in triodes " W.E. 30.4 (April 1953) 94 Treats a triode as 
a pentode with negative voltage feedback. This transformation makes it possible to obtain prac- 
tical triode circuit formula from conventional feedback theory. 



J28. 
J29. 
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J32. Rowlands, R. O. " Harmonic distortion and negative feedback " W.E. 30.6 (June 1953) 133, 
More rigorous method than usually employed. The value of A in the expression giving reduction 
in distortion is the slope of the output vs. input curve in the vicinity of the distortion. See also 
correspondence, W.E. 30.9 (Sept. 1953) 232-233 ; 30.10 (Oct. 1953) 262 ; 30.11 (Nov. 1953) 291. 
See also Refs. J35, J38. 

J33. Mason, S. J. " Feedback theory — some properties of signal flow graphs " Proc. I.R.E. 41.9 (Sept. 
1953) 1144. 

J34. Ayres, W. R. " Feedback from output transformer tertiary '' Audio Eng. 38.1 (Jan. 1954) 10. 

J35. Roddam, T. " Distortion in negative feedback amplifiers — points at which simple theory breaks 
down " W.W. 60.4 (April 1954) 169. This is an extension of Ref. J32. See also Ref. J38. 

J36. West, J. C, and J. Potts " A simple connection between closed-loop transient response and open- 
loop frequency response " Proc. I.E.E. 100 Part II. 75 (June 1953) 13. Digest, 100 Part III. 66 
(July 1953) 250. Application primarily to servo-mechanisms. 

J37. Onder, K. "A tone burst generator" J. Acous. Soc. Am. 25.6 (Nov. 1953) 1154. Frequency 
12 kc/s, used to test feedback amplifiers. Correction 26.3 (May 1954) 453. 

J38. Zepler, E. E. "Harmonic distortion and negative feedback" W.E. 31.5 (May 1954) 118. An 
expansion of the treatment in Ref. J32. 

J39. Brady, J. W. " Cathode-coupled valves — graphical methods of design " W.E. 31,5 (May 1954) 
111. 

J4Q. Knapp, J. Z. " The linear Standard Amplifier " Radio and TV News 51.5 (May 1954) 43. See 
also Ref. J27 for same amplifier. Also compares transient and square-wave response with William- 
son. 

J41. Hckimian, N. C. " Feedback amplifiers with stabilized output impedances " Tele-Tech 12.6 
(June 1953) 103. This is the same as Bridge Feedback, R.D.H. Pages 313-314. 

J42. Whittle, R. L. " Design of cathode followers " Tele-Tech 12.7 (July 1953) 52. 

J43. Favors, H. A. *' Designing cathode followers for pulse type circuit " Tele-Tech 12.8 (Aug. 1953) 
80. Note that the blocks of Figs. 3 and 6 have been interchanged. 



CHAPTER 9 
TUNED CIRCUITS 

ADDITIONAL REFERENCES 

(B) Theory of R-F single-tuned circuits 

B28. Morris, D. " Q as a mathematical parameter" Electronic Eng. 26.317 (July 1954) 306. Suggested 
definition of Q for use in circuits with Q less than unity. 

(C) Theory of tuned coupled circuits 

C48. Polishuk, H. D. " High-Q coupled tuned circuits" W.E. 31.3 (March 1954) 428. Impedance 
characteristics, resonant frequencies, rate of frequency deviation, input conductance, stored energy, 
and power dissipation ratios. 



CHAPTER 10 
CALCULATION OF INDUCTANCE 

ADDITIONAL REFERENCES 

Approximate formulae for self and mutual inductance 

25c Lofgren, E. " Formult's approchi's pour le calcul dc l'inductar>« des bobines circulaires " Revue 

G(-ni'Tale de L'Electricitr (Aug. 1949) 305. 
25d. Lofgren, E. " Niirmeformler fur induktansen hos runda spolar " Teknisk Tidskrift (Oct. 8, 

1949) 711. 

25e. Cosens, C. R. " Tapped inductances — calculation of tapping points " W.E. 31.3 (March 1954) 
74. Formulae for circular coils of square cross-section with inner diameter twice side of square. 

CHAPTER II 
DESIGN OF RADIO FREQUENCY INDUCTORS 

ADDITIONAL REFERENCES 

(A) References to iron cores 

A31. Tucker, J. P. "Powder metal IF cores" TV Eng. 2.10 (Oct. 1951) 22. 
A32. " Ferroxcube " Philips Tec. Com. 4 (1952) 3. 

A33. Latimer, K. E., and H. B. MacDonald " A survey of the possible applications of ferntes Com- 
munication News (Philips Telecommunication Industries, Hiiversum, Holland) 11.3 (Sept. 1950) 
76 ; reprinted in Philips Tec. Com. 4 (1952) 13. 

A34 Wessels, P. S- "Design of slug-tuned superheterodyne receivers" Elect. 25.11 (Nov. 1952) 176. 

A35 Champion, D. F. W., and E. G. Wilkins " Magnetic powder cores — manufacturing techniques 
and applications in radio and telephony " W.W. 59.2 (Feb. 1953) 83. 

A36. Polydoroff, W. J. " Powdered magnetic cores " Tele-Tech 12.2 (Feb. 1953) 69. 

A37. Owens, C. D. " Analysis of measurements on magnetic ferrites " Proc. I.R.E. 41.3 (March 1953) 
359. Gives useful bibliography. 

A38 Hoh, S. R. " Evaluation of high-performance magnetic core materials Tele-Tech 12.10 (Oct. 
1953) ; 12.11 (Nov. 1953) 92. Curves showing core loss, a.c. characteristics and apparent 
permeability of laminated, powdered and ferrite materials at low flux densities. 

A39 Saloeter, I. L. " Developments in sintered magnetic materials " Proc. I.R.E. Aust. 14.5 (May 
' 1953) 105. Reprinted in J. Brit. I.R.E. 13.10 (Oct. 1953) 499 ; Proc. I.R.E. 42.3 (March 1954) 

514 , 
A40 Went I J and E. W. Gorter " The magnetic and electrical properties of Ferroxcube materials ' 
Philips Tec. Rev. 13.7 (Jan. 1952) 181. Abstract Philips Tec. Com. 4 (1953) 18. 
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A4i. Went, J. J., G. W. Rathenau, E. W. Gorter and G. W. Van Oosterhaut, " Ferroxdure, a class of 

new permanent magnetic materials " Philips Tec. Rev. 13.7 (Jan. 1952) 194. Abstract Philips 

Tec. Com. 4 (1953) 18. 
A42. Six, W. "Some applications of Ferroxcube " Phihps Tec. Rev. 13.11 (May 1952) 301. 
A43. "Applications and properties of Ferroxcube" Philips Tec. Com. 6 (1953) 11 ; 1 (1954) 20. 

Reprinted from Electronic Application Bulletin 13. 3/4 (March/April 1952). 
A44. Richards, C. E., and A. C. Lynch (book) " Soft Magnetic Materials for Telecommunications " 

Interscience Publishers, New York, 1953. Review Tele-Tech 13.3 (March 1954) 52. 
A45. Thomas, L. A. " Modern trends in communication materials " Jour. Brit. I.R.E. 13.7 (July 1953) 

356. 

A46. Rohan, P. " Notes on permeability tuning for short waves " Proc. I.R.E. Australia 15.5 (May 
1954) 111. Discussion and formulae for calculation of components of the resonant circuits for 
band-changing and band-spreading are derived. 

A47, Harvey, R. L, " Ferrites and their properties at radio frequencies " Proc. Nat. Electronics Conf. 
9 (1953) 287. 

A48. Harvey, R. L. " Ferrite characteristics at radio frequencies" Tele-Tech 13.6 (June 1954) 110. 

(B) References to inductance calculation 

For curves assisting design of inductors for loudspeaker divider networks see Chapter 21 Refs. 26, 27. 

CHAPTER 12 
AUDIO FREQUENCY VOLTAGE AMPLIFIERS 

ADDITIONAL REFERENCES 

(A) Resistance-capacitance-coupled triodes 

A17. Ayres, W. R. " Power and voltage ampUfiers " Audio Engineering Society Lecture (17 Jan. 1952). 
A18. Krusej O. "Circle diagrams for resistance-capacitance coupled amplifiers" Audio Eng. 37.2 

(Feb. 1953) 22. Correction 37.3 (March 1953) 55. 
A19. Ayres, W. R. " R-C coupled ampUfier charts " Audio Eng. 37.10 (Oct. 1953) 12. Comments on 

published charts (R.C.A.) and operating conditions of R.C. amplifiers. 
A20. Stockman, H. (letter) "Degenerative pentode equivalent circuit" Proc. I.R.E. 41.6 (June 1953) 

801. Derives useful formulae. 
A2L Goodfriend, L. S. See Ref. B14. 

A22. PuUen, K. A. "Conductance curves speed triode r-c amplifier design" Tele-Tech 12.5 (May 
1953) 80. 

(B) Resistance-capacitance-coupled pentodes 

E13. Haycock, J. G. " Pentode gain stabilizing circuit " Elect. 26.1 1 (Nov. 1953) 200. Stabilizes gain 
by using voltage-sensitive resistor in low potential section of screen voltage divider of r.c. pentode. 

B14. Goodfriend, L. S. " Bypass and decoupling circuits in audio design " Jour. A.E.S. 1.1 (Jan. 1953) 
111. Mathematical treatment of partially bypassed cathode and screen resistors, giving gain 
and phase angle. Also triodes with decoupling network. 

B15. Pullen, K. A. " Conductance curves speed r-c amplifier design " Tele-Tech 12.7 (July 1953) 44. 

(C) Phase inverters 

C28. Bourget, L. R. " Phase splitter " U.S. Patent No. 2,618,71 1. Described by R. H. Dorf " Audio 
Patents " Audio Eng. 37.3 (March 1953) 4. Claims perfect balance 20 to 150,000 c s. 

C29. Wen Yuan Pan, " Phase inverter with reduced hum " U.S. Patent No. 2,626,321 (R.C.A.). De- 
scribed by R. H. Dorf, Audio Eng. 37.6 (June 1953) 4, with circuit diagram. Uses no additional 
components. 

C30. Varkonyj, G. " Cross-coupled inverter " Audio 38.5 (May 1954) 8. Comparison between cross- 
coupled and split-load — former is deficient at high frequencies and when directly coupled to driver 
tubes and negative feedback is used, serious trouble is experienced with biasing of drivers, also 
dynamic balance upset. Split-load type is excellent at high frequencies but gives less low frequency 
stability. See also letter J. Marshall Audio 38.6 (June 1954) 14. 

C31. Boegli, C. P. '* Simphfied cross-coupled ampUfier" Radio and TV News 51.5 (May 1954) 62. 
Eliminates input tubes of original circuit with some increase in distortion. 

(D) Direct-coupled amplifiers 

D42. McDonald, D. " Constant current d-c amplifier " Elect. 25.7 (July 1952) 130. 
(F) Pulse amplifiers and transients 

F2. Boegli, C. P. " Transient and frequency response in audio equipment" Audio Eng. 38.1 (Feb. 
1954) 19. Mathematical analysis of the uptake characteristic when unit step input signal is applied 
to amplifier or pickup. 

(H) General 

HI. SodarOj J. F. " The pass band of a transformer-coupled amplifier " Audio Eng. 37.6 (June 1953) 
24. Also gives abac for 1 and 3 db attenuation frequencies of a transformer. 

H2. Villchur, E. M. " Handbook of sound reproduction — Chapter 13, Voltage amplifiers and phase 
splitters" Audio Eng. 37.10 (Oct. 1953) 42. 

H3. Crowhurst:^ N. H. (booklet) "Amplifiers" (Norman Price, London, 1951). 

CHAPTER 13 
AUDIO FREQUENCY POWER AMPLIFIERS 

ADDITIONAL REFERENCES 

HI. Peterson, A. P. G. " A new push-pull amplifier circuit " G.R. Exp. 26.5 (Oct. 1951) 1. See also 
-«efs. E32, H2, H29, H45. 
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H2. 'SSingle-ended push-pull amplifier " W.W. 58.5 (May 1952) 203. See also Refs. E32, HI, H29, 
H45. 

H3. Brociner, V., and G. Shirley " The OTL (output-transformer-less) amplifier" Audio'Eng. 36.6 
(June 1952) 21. Correspondence W. H. and J. R. Coulter : L. Bourget, 36.9 (Sept. 1952) 10, 14. 
See also Refs. H36, H43, H45. t. > ^ v / . 

H4. Moir, J. " Review of British amplifiers " FM-TV 11.10 (Oct. 1951) 30. 

H5. Hafler, D., and H. I. Keroes " Ultra-linear operation of the Williamson amplifier " Audio Eng. 
36.6 (June 1952) 26. See also Refs. H6, Hll. 

H5. Williamson, D. T. N-, and P. J. Walker " Amplifiers and superlatives — an examination of Ameri- 
can claims for improving linearity and efficiency " W.W. 58.9 (Sept. 1952) 357. See also Ref. H5. 

SI- garser, D., and M. C. Sprinkle " Musician's amplifier" Audio Eng. 33.11 (Nov. 1949) 11. 

H8. Sarser, D., and M. C. Sprinkle " Musician's amplifier senior" Audio Eng. 35.1 (Jan. 1951) 13. 

H9. Sarser, D., and M. C. Sprinkle " The Maestro— a POWER amplifier " Audio Eng. 36.11 (Nov. 
1952) 19. Gives output 80 watts at 2% intermodulation. 

HIO. Beaumont, J. H. " Williamson type amplifier using 6A5's " Audio Eng. 34.10 (Oct. 1950) 24. 

Hll. Hafler, D., and H. I. Keroes "An ultra-linear amplifier" Audio Eng. 35.11 (Nov. 1951) 15. 
See also Ref H5. 

1952)^"8^ ^ " '^^'^ Williamson type amplifier brought up to date " Audio Eng. 36.8 (Aug. 
H13. Miller, H. J. " A stable, high quality, power amplifier " Electronic Eng. 24.294 (Aug. 1952) 366. 
H14. Werner, C. L., and H. Berlin '* New medium-cost amplifier of unusual performance " Audio Ene. 

36.11 (Nov. 1952) 30. 

H15. Williamson, D. T. N. " High quality amplifier modifications " W.W. 58.5 (May 1952) 173. 
H16. " Leak Point One Amplifiers " booklet by H. J. Leak and Co. Ltd., Brunei Road, Westway 

Factory Estate, London, W.3. 
H17. PuUen, K. A. " Using conductance curves in electronic circuit design " Proc. National Electronics 

Conference Vol. 6 (1950) 112. See also Chapter 2 Refs. B14, B22, B32. 
H18. Good, E. F. " RC or direct-coupled power stage " W.E. 30.3 (March 1953) 54. Gives conditions 

for maximum efficiency for ideal triode with parallel feedback. 
H19. Bender, W. G. "A power tube figure of merit" Audio Eng. 37.3 (March 1953) 21. Letters 

A. J. L. Prasil 37.5 (May 1953) 10, G. B. Houck and W. G. Bender 37.6 (June 1953) 10. 
H20. Postal, J. '* Simplified push-pull theory — a graphical, non-mathematical explanation," Audio 

Eng. (1) 37.5 (May 1953) 19 ; (2) 37.6 (June 1953). 
H21. Bogen, L. H., and A. M. Zuckerman " Loudness contour selector in new amplifier " Audio Eng. 

37.5 (May 1953) 31. David Bogen DB20 amplifier, distortion 0.3% total harmonic at 20 watts, 

0.25% at 15 watts, 0.2% at 10 watts 1000 c/s. Combined plate and cathode loading. Loudness 

contour-selection 5 positiotls. See also Ref. H25. 
H22. Werner, C. L., and H. Berlin " Everyman's amplifier — new low cost ten watt unit described as 

the FoM of the Hi-Fi industry" Audio Eng. 37.10 (Oct. 1953) 40. Distortion 0.25% up to 9 

watts output, i% at 10 watts. 
H23. White, S. " The/White Powtron Amplifier " Audio Eng. 37. U (Nov. 1953) 32. Uses ultra-linear 

amplifiers, witly 2 channels, 20 watts main amplifier, 10 watts treble amplifier, with frequency 

dividing netwoi-k prior to both amplifiers. No distortion figures quoted. Employs mainly 

negative voltage feedback, but also small degree of negative current feedback ; this is claimed to 

eliminate " power distortion " caused by variation in loudspeaker i mpedance. See comment 

Chapter 12 Ref. C30. 

H24. Langford-Smith, F. " Limiting Class A operation — a useful device for good quality push-pull 
power amphfiers " Radiotronics 18.10 (Oct. 1953) 177. 

H25. Frieborn, J. K. " High quality circuits " Radio Electronics 24.9 (Sept. 1953) 33. Includes 
Brociner UL-1 (ultra-linear). Bell 2200 (combined plate and cathode loaded), Bogen DB 20 
(combined plate and cathode loaded — see also Ref. H21 — with distortion curves) and Stromberg- 
Carlson AR-425 (pentodes with overall feedback — with distortion curves). 

H26. Hust, L. B. " Extended Class A amplifier " Radio and TV News 50.3 (Sept. 1953) 40. Two 
triodes and two pentodes in push-pull parallel, output 50W. See R.D.H. p. 587 and Refs. E31, 
E13. 

H27. Marshall, J. " Junior Golden-Ear amplifier " Radio Electronics 24.11 (Nov. 1953) 55. Modified 

ultra-linear with push-pull 6V6. See also Ref H33. 
H28. Crowhurst, N. H. (booklet) " Amplifiers " (Norman Price, London, 1951). 
H29. Yeh, Chai " Analysis of a single-ended push-pull audio amplifier " Trans. I.R.E. — PGA. AU-12. 

(March-April 1953) 9. Theoretical analysis and experimental results. See also Refs. E32, 

HI, H2. 

H30. Onder, K. " A new transformerless amplifier circuit " Jour. A.E.S. 1.4 (Oct. 1953) 282. 

H31. Corderman, S. A., and F. H. Mcintosh "A new 30-watt power amplifier" Jour. A.E.S. 1.4 
(Oct. 1953) 292. A Class ABl Mcintosh amplifier. See also Ref. E28. 

H32. Pomper, V. H., " The Scott 99A Amplifier " Radio and TV News 51.2 (Feb. 1954) 66. 10 watts 
output, distortion 0.8%, hum 80 db below full output, pre-amplifier on same chassis. See also 
Ref. H38. 

H33. Marshall, J. " The new Golden-Ear amplifier " Audio Eng. 38.1 (Jan. 1954) 17 ; pre-amplifier 
and tone control 38.2 (Feb. 1954) 22. Power output 20 watts ; distortion not stated. See also 
Ref H27. See comment Chap. 12 Ref C30. 

H34. Macpherson, C. H. '* A medium-power tetrode amplifier with stabilized screen supply " Audio 
Eng. 38.2 (Feb. 1954) 30. Complete with pre-amplifier and tone control on single chassis. Out- 
put stage 0V6-QT. Intermodulation distortion less than 0.5% up to 8 watts, 1.2% at 10 watts. 

H35. Sterling, H. T., and A. Sobel " Constant current operation of power amplifiers " Jour. A.E.S. 
1.1 (Jan. 1953) 16. Also Elect. 26.3 (March 1953) 122. Uses push-pull parallel 5881's in " ultra- 
linear " Class A2 with high load resistance (12,000 ohms P-P) to give an approach towards constant 
current operation. Each cathode with its own resistor and bypass ; matching of valves and sub- 
sequent adjustments not required. Driver stage P-P 12B4's as triode cathode followers, directly 
coupled. 

H36. Onder, K. " Audio amplifier matches voice-coil impedance " Elect. 27.2 (Feb. 1954) 176. Bal- 
anced transformerless amplifiers ; outputs 8 and 18 watts. See also Ref. H3. 

H37. Roddam, T. " Grounded-grid A.F. amplifier " W.W. 60.5 (May 1954) 214. Increased power 
output, using positive feedback and negative overall feedback. 

H38. " Tested in the Home : Scott 99-A Amplifier " High Fidelity 4 : 2 (April 1954) 81. Output 
tubes balanced automatically. See also Ref. H32. 
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H39. Langford- Smith, F. " Triodes versus pentodes in high-fidelity output stages " Radiotronics 

19.7 (July 1954) 73. 
H40. " Equipment report— QUAD II " Audio 38.5 (May 1954) 28. 

H41. Bereskin, A. B. *' A high efEciency-high quality audio frequency power amphfier " Trans. I.R.E. 
PGA. AU-2.2 (March/April 1954) 49. Push-pull 807's in Class Bl with 24 db feedback from 
tertiary, output 50W for 0.7% distortion at 400 c/s. Direct coupling to output stage. Does not 
require matched valves. Permits different plate and screen voltages. Uses special bi-filar output 
transformers. 

H42. Hafier, D. " Ultra-linear operation of 6V6 tubes " Radio and TV News 51.6 (June 1954) 43. 
H43. Gilbert, F. H. " The Stephens OTL amplifiers " Radio and TV News 49.3 (March 1953) 45. 

No output transformer, triode output, distortion 0.1% at 18 watts. See also Ref. H3. 
H44. Marshall, J. "The importance of balance in push-puU amplifiers" Radio Electronics 24.7 

(July 1953) 28. 

H45. Dickie, D. P., and A. Macovski " A transformer-less 25-watt amplifier for conventional loud- 
speakers " Audio 38.6 (June 1954) 22. Output 20 W into 16 ohms with 0.4% harmonic dis- 
tortion. Three type 6080 valves with 6 triode units in parallel. See also Refs. HI, H3. 

CHAPTER 14 
FIDELITY AND DISTORTION 

ADDITIONAL REFERENCES 

(A) Distortion and fidelity — general 

A56. Schjelderup, J. R. "A proposed, solution to the loudness control problem" Audio Eng. 36.9 
(Sept. 1952) 34. 

A57. Robbins, J. G. " The acoustic significance of the amplitude and phase of harmonics present in 
a source of sound in a room " J. Acous. Soc. Am. 24.4 (July 1952) 380. 

A58. DeLange, O. E. "Distortion measurement" U.S. Patent No. 2,618,686 (see R. H. Dorf, Audio 
Patents, Audio Eng. 37.3 (March 1953) 2. Visual method employing outphasing principle. 

A59. Lampard, D. G. " Harmonic and intermodulation distortion in ' power law ' devices " Proc. 
I.E.E. 100.5 Part IV (Oct. 1953) 3. The calculation of the amplitudes of harmonic and inter- 
modulation components produced when two sinusoidal voltages are applied to a device whose 
transfer characteristic is a simple power law — e.g. in variable density sound-on-fiilm and use of 
diodes in a.g.c. circuits. 

A60. Aerovox, "Phase shift distortion test" reprinted Radio and Hobbies, Australia, 15.11 (Feb. 

1954) 37. Combines output with input, phase reversed 180 degrees, to show distortion on CRO. 
A6i. Tyler, V. J. "Simple distortion meter " W.W. 59.9 (Sept. 1953) 431. Uses filter-amplifier to 

remove fundamental frequency (letter) G. H. Askew and R. Malchell, W.W. 59.12 (Dec. 1953) 

582. 

A62. Wigan, E. R. " Diagnosis of distortion — The Difference Diagram and its interpretation " W.W. 
59.6 (June 1953) 261. 

A63. Peterson, A. G. "The measurement of non-linear distortion " Presented at the I.R.E. Convention, 
March 1949. Technical Publication B-3, General Radio Company, Carpbridge, Mass. Com- 
pares various methods of measurement. 

A64. Pressey, D. C. "Measuring non-linearity "W.W. 60.2. (Feb. 1954) 60. The fundamental is 
subtracted by frequency-insensitive element, using adding amplifier with one valve, and test signals 
need not be pure sine wave. Corrections 60.3 (Mar. 1954) 128. 

A65. "High fidelity— what is it ? Some suggestions for a high-fideUty yardstick" Jour. A.E.S. 2.1 
(Jan. 1954) 56. 

A66. Bloch, A. " Measurement of non-linear distortion " Jour. A.E.S. 1.1 (Jan. 1953) 62. The har- 
monic, heterodyne (CCIF) and intermodulation methods of measurement are examined from a 
mathematical standpoint. 

A67. Maxwell, D. E. " Comparative study of methods for measuring non-linear distortion in broad- 
casting audio facilities " Jour. A.E.S. 1.1 (Jan. 1953) 68. Compares harmonic, I.M. and C.C.I. F. 
methods for essentially pure quadratic and cubic distortion, with frequency response uniform ; 
limited to 8,000 c/s ; and increasing at low and high freauencies. 

A6S. Lampard, D. G. " Harmonic and intermodulation distortion in ' Power law' devices I E E. 
Monograph, Dec. 1952. Digest Proc. I.E.E. 100. Part III 64 (March 1953) 111. Mathematical 
treatment deriving both intermodulation and harmonic distortion in terms of the index. 

A69. I.R.E. Standards on Circuits : Definitions of Terms in the field of Linear Varying Parameter and 
Non-Linear Circuits 1953. Proc. I.R.E. 42.3 (March 1954) 554-. 

A70. Dadson, R. S. " The normal threshold of hearing and other aspects of standardisation in audio- 
metry" Acustica 4.1 (1954) 151. NPL determination of normal threshold of hearing. Results 
differ significantly from those of Sivian and White and given by Fletcher (Ref. A3). 

A71. Jones, E. M. " How much distortion can you hear ? " Trans. I.R.E. PGA. AU-2.2 (March/April 
1954) 42. 35% detected an increase of distortion from 0.3% to 0.9% at 1000 c/s and an increase 
from 0.8% to. 1.7% at 100 c/s ; 28% detected an increase in I.M. distortion from 1.5%-to 3.7% 
on tape ; 21% detected 1.3% I.M. distortion on a live performance. 

(B) Intermodulation distortion 

B23. Berth-Jones, E. W. " Intermodulation distortion — its significance and measurement " Jour. Brit 
r.R.B. 13.1 (Jan. 1953) 57. 

B24. Scott, H. H. " Intermodulation measurements " JOur. A.E.S. 1.1 (Jan. 1953) 56. Describes the 
two main types of intermodulation measurements — modulation meters and beat tone measure- 
ments, with comments. Good bibliography, 

(D) Limited range, speech and noise 

D20. Conference on speech analysis. Acoustical Society of America, J. Acous. Soc Am 24 6 (Nov 
1952) 581-642 (10 papers). 

^^.V^^^' ^* Bowman " Masking of speech by bands of noise " J. Acous. Soc. Am. 25.6 
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CHAPTER 15 
TONE COMPENSATION AND TONE CONTROL 

Additional Tone Control Circuit 

(see page 669) 




Fig. 15.57C. Tone control circuit. Tolerances R^, R^, Cp C^, Rs, C3 ± 5%. 
and P., are linear potentiometers, P2 having a fixed tapping at 50% rotation. The 
source impedance should not be more than 10,000 ohms. C4 should normally be O.OS^F 
if following stage has 0.25 MQ grid leak (Ref. 91). Type 6AU6 could be used as sub- 
stitute for the type shown, with suitable values of cathode and screen resistors, to give 
an output of about 2 V r.m.s. 




FREQUENCY (C/S) nG,l5.57D 



Fig. 15.57D. Measured frequency response curves of circuit of Fig. 15.57C. Labels 

on curves are resistance values between potentiometer slider amd centre of element. Dotted 

curves are with P^ centre-tap disconnected from earth and with one 0.33 MQ resistor 
connected from each end of P.^ to earth {Ref. 91). 

ADDITIONAL REFERENCES 

91. Baxandall, P. J. '* Negative feedback tone control — independent variation of bass and treble 
without switches" W.W. 58.10 (Oct. 1952) 402. Correction 58.11 (Nov. 1952) 444. 

92. Douglas, G. A. " Simplified equalizer design — charts and tables to reduce complication and con- 
struction hints to ease building" Audio Eng. 36.12 (Dec. 1952) 18. 

93. " The ' Vari-Slope ' Pre-amplifier " H. J. Leak and Co. Ltd., Brunei Road, Westway Factory Estate, 
Acton, London, W.3. Uses modified twin-T resistor-capacitor networks in negative feedback 
loops to give continuously-variable slope of attenuation characteristic (from 5 db to 50 db over the 
octave immediately following the cut-off frequency), and choice of two cut-off frequencies. See 
also Ref. 99. „ , . 

94. Villard, O. G., and D. K. Weaver "The Selectoject " Q.S.T. (Nov. 1949) 11 ; A. Q. Morton 
" Oscillator/filter unit" W.W. 59.3 (March 1953) 129. 

95. Villchur E. M. " The selection of tone control parameters " Audio Eng. 37.3 (March 1953) 22 
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96. Mountjoy, G., and C. R. Shafer "Tone control circuits" U.S. Patent 2j626,991 {Stromberg- 
Carlson) described by R. H. Dorf, Audio Patents, Audio Eng. 37.6 (June 1953) 4. Two circuits 
shown, with curves, each providing bass boosting, one with potentiometer control. 

97. Barber, B. T. " Flexible tone control" Audio Eng. 37.9 (Sept. 1953) 29. Americanized form of 
Baxandall circuit, Ref. 91. 

98. Villchur, E. M. " Handbook of sound reproduction — Chapter 14. Tone control and equalization " 
Audio Eng. 37.11 (Nov. 1953) 25. 

99. Crowhurst, N. H. "British audio circuits" Radio Electronics 24.11 (Nov. 1953) 74. Telrad, 
Leak " Vari-slope " and QUAD tone control circuits. 

100. Dundovic, J. F. " A three-channel tone-control amplifier " Audio Eng. 37.4 (April 1953) 28. 
Provides bass and treble boosting of varying slope and fixed hinge-point. Correction (new dia- 
gram) 37.12 (Dec. 1953) 20. 

101. Sisson, E. D. " Resistance-capacitance networks in amplifier design " Jour. A.E.,S. 1.1 (Jan. 1953) 
116. RC networks reduced to 2 basic types, and attenuation and phase angle characteristics given. 

102. Blies, F. R. " Attentuation equalizers " Jour. A.E.S. 1.1 (Jan. 1953) 125. Comprehensive treat- 
ment of equalizers to correct overall gain-frequency characteristic with 11 charts. 

103. John, R. S. "Dynamic loudness control" Radio and TV News, R.E.E. Supplement 49.5 (May 
1953) 10. General 'principles and circuit giving frequency compensation varying with instantaneous 

level. 

104. O'Leary, M. G. " Loudness control : the good and bad features of some popular types " Radio 
Electronics 24.8 (Aug. 1953) 48. 



CHAPTER 16 

VOLUME EXPANSION, COMPRESSION AND LIMITING 



ADDITIONAL REFERENCES 

88. Pope, G. J. "Design for a constant volume amplifier" Electronic Eng. 24.296 (Oct. 1952) 464. 
Letters B. D. Corbett and G. J. Pope, 24.298 (Dec. 1952) 580. 

89. Roberts, D. E. Volume compressor, U.S. Patent, 2,596,510. See R. H. Dorf " Audio patents" 
Audio Eng. 36.12 (Dec. 1952) 2. 

90. Scott, R. F. "Volume expanders and compressors" Radio Electronics 24.3 (March 1953) 41. 

91. Culicetto, P. J. "Volume expander and compressor" U.S. Patent 2,615,999. Described by 
R. H. Dorf Audio Eng. 35.5 (May 1953) 2. Second harmonic 0.35",,, third harmonic 0.15% 
with 1 7 db expansion ; or output level ± 3 db for 22 db input level changes. Tubes 2 6 SNT-GT, 
1-6J5, 1-6H6. 

92. Schouten, G. H. "A.G.C. by means of miniature NTC resistors with heating element" Philips 
Tec. Com. 7 (1953) 9. Reprinted from Electronic Application Bulletin 12.2 (Feb. 1951) 33. 
May be applied to public address a.v.c. 

93. Roberts, F. W., and R. C. Curtis "Audio automatic volume control systems" Jour. A.E.S. 1.4 
(Oct. 1953) 310. Useful summary of limiting, compression and public address a.v.c. devices. 

94. Nigro, J., and J. B. Minter " Concert-hall realism through the use of dynamic level control " 
Jour. A.E.S. 1.1 (Jan. 1953) 160. Uses 6SK7 with cathode bias, screen varying from - 2 to i 5 
volts, and suppressor from 50 to 150 volts for dynamic control, and frequency response is a function 
of the output level. 



CHAPTER 17 
REPRODUCTION FROM RECORDS 

DISCS AND STYLI (Continued from page 709) 

(D) R.C.A. 45 r.p.m. Extended Play (EP) records 

These records have a maximum playing time of 7.9 minutes and the following 
characteristics : 

Grooves per inch, normal max. 300 
Peak recording velocity 14 cm/sec. 

Diameter innermost music groove 4J: in. min. 

Groove width 2.5 to 3.0 mils 

Minimum permissible groove width 2.2 mils 

The lead-out groove is reduced in length due to the smaller ending diameters. 
All other factors (except intermodulation distortion and groove velocity) as shown 
on pages 708 and 709. For shorter selections (3 to 4 minutes or so) the number of 
grooves per inch is selected to bring the last music groove to 4.875 inches, and the 
lead-out groove is as described on pages 708 and 709. For longer selections the 
number of grooves per inch is gradually increased and minimum recording diameter 
decreased simultaneously to the limiting values stated above. 



Chapter 17 



SUPPLEMENT 



1485 



SECTION 5 (i) Standard Playback Curve 

(Continued from pages 731-732) 

The original AES Standard Playback Curve (Fig. 17. 15 A) has now been revised, 
and the new curve (Fig. 17.15D Curve B) has been adopted by the RIAA, AES, 
NARTB (transcriptions) and leading American phonograph manufacturers. The 
original curve is also shown as Curve A in Fig. 17.15D to enable a direct comparison 
to be made. 

This curve may be duplicated on a flat amplifier by the RC network of Fig. 17.15E 
following a triode, or that of Fig. 17.15F following a pentode. 

The history and details of the new curve are given by Moyer (Ref. 346). 
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Fig. 17.15D. {A) Old AES Standard Playback Curve ; (S) New RIAA— AES— 
NARTB— RCA New Orthophonic Standard Playback Curve {RTli). 




Fig. 17.15E. 
Pig. 17.15F. 



Equalizing circuit following a triode (RT15). 
Equalizing circuit following a pentode {RTld). 



ADDITIONAL STANDARD FREQUENCY TEST RECORDS 

(Continued from pages 753-757) 

LXT 2695 Decca Microgroove Frequency Test Record 

This record has been cut at 33-1/3 r.p.m. with the groove width, at the top, of 
0.0037 of an inch (0.95mm) with an included angle of 90° + or - 1° and a radius 
at the bottom of the groove of less than 0.0003. The recording is from outside to 
inside in bands of constant frequency and in the following order : — 
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15 Kc/s (+ 12.5 db) ; 14 Kc/s (+ 13.1 db) ; 13 Kc/s (+ 12.9 db) ; 12 Kc/s 
(+12.0db); 11 Kc/s (+ 11.5 db) ; 10 Kc/s (+ 10.5 db) ; 9 Kc/s (+ 10.1 db) ; 
8 Kc/s (+ 9.2 db) ; 7 Kc/s (+ 8.5*db) ; 6 Kc/s (+ 7.3 db) ; 5 Kc/s (+ 5.9 
db) ; 4 Kc/s (+ 4.6 db; ; 3 Kc/s (+ 3.6 db) ; 2 Kc/s (+ 1.9 db) ; 1 Kc/s 
(0 db) ; 500 c/s (- 2.3 db) ; 250 c/s 6.6 db) ; 125 c/s (- 9.0 db) ; 60 c/s 
(- 11.7 db)i 40 c/s (- 13.9 db). 
The recorded velocity at 1,000 cps is 1.2 cm per sec. r.m.s. These levels are 

accurate to within + or — 0.5 db. 

This record should be played with a pickup using a point radius of 0.001 of an 

inch and with a vertical force of not greater than 10 grams. 



ADDITIONAL REFERENCES : REPRODUCTION FROM RECORDS 

318. Godfrey, J. W. and S. W. Amos (book) " Sound Recording and Reproduction " (B.B.C:) Iliffe 
and Sons Ltd., London, 1952. 

319. Williamson, D. T. N. " High quality amplifier modifications " W.W. 58.5 (May 1952) 173. 

320. " What is a recording characteristic " W.W. 58.5 (May 1952) 178. 

321. Kelly, S. " Further notes on thorn needles " W.W. 58.6 (June 1952) 243. 

322. Rabinow, J., and E. Codier " Phonograph needle drag distortion " J, Acous. Soc. Am. 24.2 (March 
1952) 216. 

323. New method of noise reduction which knows what noise is present — John M. Miller Jr. (assigned 
to Bendix Aviation) U.S. Pat. 2,589,723. See summary R. H. Dorf. " Audio Patents " Audio 
Eng. 36.7 (July 1952) 2. 

324. Bauer, B. B. " The wear of phonograph needles " Trans. I.R.E. Porfessional Group Audio (Nov. 
1951). 

325. Reiskind, H. I. " Design interrelations of records and reproducers " Trans. LR.E. Professional 
Group Audio, PGA-5 (Feb. 1952) 1. 

326. Moir, J. "Review of British ampHfiers " FM-TV 11.10 (Oct. 1951') 30. Gives circuits of 
Acoustical pre-amplifier and QUAD main amplifier. 

327. Beggs, G. E. "Precision pre-amplifier" Elect. 25.7 (July 1952) 121. 

328. Kiebert, M. V. " A pre-amplifier switching and equalizing unit for critical listening " Audio Eng. 
36.9 (Sept. 1952) 21. 

329. Voigt, P. G. A. H. " Some pickup design considerations " Audio Eng. 36.10 (Oct. 1952) 64. 

330. Shirley, G. " Danger ! worn needles " High Fidelity 1 : 4 (Spring 1952) 28. 

331. McLachlan, K. R., and R. Yorke " Objective testing of pickups and loudspeakers "J. Brit. I.R.E. 
12.9 (Sept. 1952) 485. 

332. Bixler, O. C. " A commercial binaural recorder " Jour. S.M.P.T.E. 59.2 (Aug. 1952) 109. 

333. Markow, E. W. " Record improvement with H-F cut-off filters " Audio Eng., 36.11 (Nov. 1952) 
27. 

334. Cook, E. "Recording binaural sound on discs" Tele-Tech 11.11 (Nov. 1952) 48. 

335. Cook, E. " Binaural discs " High Fidelity 2.3 (Nov.-Dec. 1952) 33. 

336. John, R. S. " Constant amplitude pickup compensation" Radio Electronic Engineering (April 
1951) lOA. 

337. " Elements and Practice of Sound Recording." Lectures presented by the New York Chapter 
of the Audio Engineering Society (Nov. 10, 1949 to Feb. 23, 1950). 

1. Psychoacoustical aspects of the recording problem, (A) H. F. Olson, (B) W. B. Snow. 

2. The recording process — a survey, (A) C. J. Le Bel, (B) C. R. Sawyer. 

3. Disc recording — lathes, recording heads, reproducers, (A) T. Lindberg, (B) N. C. Pickering. 

4. Disc recording — characteristics, distortion, lacquers, styli, (A) H. E. Roys, (B) E. Cook. 

5. Disc recording — test procedures and processing, (A) F. W. Roberts, (B) K. R. Smith, 
and others on magnetic and film recording etc. 

338. Carlson, E. V. " A ceramic vibration pickup " Trans. I.R.E. — PGA PGA-10 (Nov.-Dec. 1952) 2. 

339. Pickering, N. " Effect of load impedance on magnetic pickup response " Audio Eng. 37.3 
(March 1953) 19. 

340. Goldmark, P. C. " The Columbia ' 360 ' " Audio Eng. 37.3 (March 1953) 28. Also E. T. Canby 
" Record Revue " page 46. 

341. Woodward, J. G., and J. B. Halter " The measurement of the lateral mechanical impedance of 
phonograph pickup " J. Acous. Soc. Am. 25.2 (March 1953) 302. See also Ref. 342. 

342. Woodward, J. G., and J. B. Halter " The lateral mechanical impedance of phonograph pickups." 
Audio Eng. (1) 37.6 (June 1953) 19 ; (2) 37.7 (July 1953) 23. Measures complex mechanical 
impedance 30-10,000 c/s, with equivalent mechanical system of crystal pickup. Curves of 
mechanical impedance for various phonographs and pickups. See also Ref. 341. 

343. Roys, H. E. " Distortion in phonograph reproduction " Jour. A.E.S. 1 : 1 (Jan. 1953) 78. Re- 
printed R.C.A. Rev. 14.3 (Sept. 1953) 397. See also Ref. 382. 

344. Foster, E. F. " Sharpening thorn needles — simple machine gives well-shaped and burnished 
points " W.W. 59.12 (Dec. 1953) 564. 

345. " The Ferranti pickup " High Fidelity 3.5 (Noy. 1953) 109. 

346. Moyer, R. C. "Evolution of a recording curve" Audio Eng. 37.7 (July 1953) 19. Gives early 
history and R.C.A. " New Orthophonic " curve. 

347. Wood, J. F. "A new wide range phonograph cartridge" Audio Eng. 37.12 (Dec. 1953) 22. 
Correction 38.2 (Feb. 1954) 60. Barium titanate cartridge, damped by silicone, 30-15,000 c/s 

'■ 2.5 db on basis of New Orthophonic curve without equalization, lateral compliance 10"** 
cm dyne or higher, output 0.6 volt, intermodulation distortion well below 2% throughout entire 
recorded range. Electro-Voice Model 84. For comments see E. T. Canby, Audio 38.3 (March 
1954) 42. 

^48. Minter, J. B. and A. R. Miccioli "Effect of high-frequency pre-emphasis on groove shape" 
Jour. A.E.S. 1.4 (Oct. 1953) 321. Analysis of step function input with oscillograms of groove 
shape, giving values of angle which maximum slope line makes with direction of record travel 
for various values of pre-emphasis. 

349. Williamson, D. T. N. (notes from lecture) " Suppressing gramophone surface noise " W.W. 59.7 
(July 1953) 298. Use of gate circuit to remove disturbance from dust particles and clicks. 



Chapter 17 



SUPPLEMENT 



1487 



350. Russell, G. H. " Inexpensive pickups on long-playing records " W.W. 50.7 (July 1Q53) 299. 
Simple resonant filter to eliminate peak. 

351. Weil, M. " Let's talk about diamonds " High Fidelity 3.1 (March-April 1953) 38. 

352. I.R.E. Standard 53 I.R.E. 1951 " Standards on sound recording and reproducing : Methods 
of measurement of noise " Proc. I.R.E. 41.4 (April 1953) 508. 

353. British Standard BS 1928 (1953) " Lateral cut gramophone records and direct recording." 

354. McProud, q, G._" Preamp with ' presence ' " Audio Eng. 38.1 (Jan. 1954) 23. Optional 5 db 
boost — centred on 2700 c/s for solo violin or singer. 

355. Boegli, C. P. " Transient and frequency response in audio equipment " Audio Eng. 38.1 (Feb. 
1954) 19. Mathematical analysis of the uptake characteristic when unit-step input signal is 
applied to amplifier or pickup. 

356. Marshall, J. *' The new Golden Ear amplifier " — Part 2, pre-amplifier and tone control " Audio 
Eng. 38.2 (Feb. 1954) 22. Uses IU5 valves on rectified and smoothed a.c. in pre-amplifier. 

357. Villchur, E. M. " Pickup tracking error " Audio Eng. 34.3 (March 1950) 17. 

358. " Piezotronic Technical Data " Brush Electronics Co., Cleveland, 1953. 

359. Villchur, E. M. "Handbook of Sound Reproduction" Chapter 16, Pickups and tone arms. 
Audio Eng. 38.2 (Feb. 1954) 33. 

360. Carlson, E. V. " A ceramic vibration pickup " Proc. National Electronics Conference 8 (Sept. 
Oct. 1952) 94. Shure Bros. Calibration techniques. 

363. Snyder, R. H. "History and development of stereophonic sound recording" Jour. A.E.S. 1.2 
(April 1953) 176. 

362. " The proposed AES Disk Standard " Jour. A.E.S. 2.1 (Jan. 1954) 3. Proposed standard AES 
TS-1 (Dec. 1953) intended to supersede earlier AES " Staridard playback curve " (1951 Ref 307), 
submitted for comments. 

362A. Scott, H. H. " The philosophy of amplifier equalization " Jour. A.E.S. 2.1 (Jan. 1954) 45. Divides 
equalizers into three groups. Curves shown for all. 

363. '* Measurement of frequency variation in sound recording and reproduction" British Standard 
BS1988 : 1953. Abstract in W.W. 59.9 (Sept. 1953) 440. 

364. Cook, E. " Binaural disc recording " Jour. A.E.S. 1.1 (Jan. 1953) 1. 

365. Lindenberg, T. "Analyzing the long-playing pickup problem" Jour. A.E.S. 1.1 (Jan. 1953) 
140. Designing pickup with low mass to bring resonance up to 15,000 c/s (Pickering). 

366. Kelly, S. " Piezo-electric crystal pick-ups" Jour. Brit. I.R.E. 13.3 (March 1953) 161. 

377. Axon, P. E., and W. K. E. Geddes " The calibration of ' light-pattern measurements " Proc. 
I.E.E. 100. Part III 66 (July 1953) 217. Analysis of light-pattern ; new apparatus for measure- 
ments ; focal-plane measurements found more consistent than on disc surface ; new method 
gives higher accuracy. 

378. Henn-CoUins, C. A. " Power supply for multi-speed record players " Electronic Eng. 25.302 
(Apr. 1953) 166. Uses stabilized Wien bridge oscillator to excite push-pull amplifier. 

379. " Long-playing disc records compared with magnetic tape for sound reproduction in the home " 
Discussion. Proc. I.E.E. 101. Part III 70 (March 1954) 83. 

380. Koren, H. W., H. A. Pearson, H. Klingener and R. W. Sabol " Dual-stylus ceramic phonograph 
pickup development" Jour. Acous. Soc. Am. 26.1 (Jan. 1954) 15. A Sonotone development, 
with two styli mounted back-to-back on the same stylus arm. 

381. Gayford, M. L. " Distortion and gramophone reproduction — a review " Electronic Eng. 25.299 
(Jan. 1953) 24. A useful summary of the various forms of distortion, with references. Letter 
R. W. Bayliff and author's reply 25.302 (April 1953) 172 on effects of longitudinal tip movement. 

382. Roys, H. E. " Distortion in phonograph reproduction " J. Acous. Soc. Am. 25.6 (Nov. 1953) 
1140. See also Ref. 343. 

383. Parcltmenl, E. D. " Microgroove recording and reproduction " Jour. Brit. I.R.E. 12.5 (May 
1952) 271. 

384. IRE Standards on Sound Recording and reproducing ; Methods for determining flutter content, 
1953. Proc. I.R.E. (Mar. 1954) 537. 

385. "Mercury disc-charger" High Fidelity 4.2 (April 1954) 83. A small piece of radium-base 
material is inounted close to the record and discbarges static electricity. 

386. " Report on the HGP-40 pickup " Radio and Hobbies 16.4 (July 1954) 84. Output curves of 
Acos pickup with and without equalization, 

387. Bachman, W. S. (letter) " Columbia LP and RIAA recording curves " High Fidelity 4.4 (June 
1954) 102 (with figure showing curves). 

388. " New standard record curve — phonograph record manufacturers agree on standard recording 
and playback curve " Radio Electronics 25.5 (May 1954) 63. New RIAA, AES, NARTB,-RCA, 
New Orthophonic. 

389. Korte, j;. W. " R-J type 12 inch speaker enclosure " Radio Electronics 25.5 (May 1954) 68. 
Gives dimensions, and acoustical damping in box. 

390. Kelly, S. " Piezo crystals — survey of physical properties and their practical exploitation " W.W. 
(1) 60.6 (June 1954) 275 ; (2) 60.7 (July 1954) 345. „ , „ 

391. "Phonograph needle drag distortion" Elect. 26.1 (Jan. 1953) 214. Based on NBS data. Pro- 
duces even harmonics, with second pre-dominating. 

392. Hunt, F. V. " Stylus groove relations in the phonograph playback process " Proceedings of 1st 
ICA-Congress, Netherlands, 1953 ; Acustica 4.1 (1954) 33. Analysis of effects of elastic de- 
formation of groove walls. 

393. Carlson, E. V. " Ceramic vibration pickup" Radio and TV News, Radio Electronic Eng. Sup- 
plement, 49.5 (May 1953) 8, Barium titanate transducer by Shure. 

394. Mitchell, J. A. " An equalizer for FM pickups " Radio and TV News 51.5 (May 1954) 54. For 
Weathers pickup. _ „ , , . 

395. Konins, J. A. " Checking your audio system " Radio and TV News (May 1954) 59. Dubbmgs 
Co. test records and test tapes. 

396. Canby, E. T. " Audio etc.— On the gadget front " Audio 38.6 (June 1954) 48. Describes some 
LP records inherently static-free ; also methods of treating and handling existing records to 
reduce troubles from dust. 

References to Pre-amplifiers _ 

Refs. 144, 239, 246, 250, 268, 270, 278, 280, 287, 305, 319, 326, 327, 328, 354, 356. 

See also Chapter 18 Refs. A43, A44, B16, B17, BIB, B41, B43, B48, B52, B53, B54, B55, B56, 

B57, B58, B60, B61. 



1488 



SUPPLEMENT 



Chapters 18-19 



CHAPTER 18 

MICROPHONES, PRE-AMPLIFffiRS, ATTENUATORS AND 

MIXERS 

ADDITIONAL REFERENCES 

(A) Microphone and studio equipment 

A31. Staff of B.B.C. " Microphones " Iliffe and Sons Ltd. (1952). 

A32. Anderson, L. J. " Pressure microphone for TV and broadcast-service " Tele-Tech 12.1 (Jan. 1953) 
58. 

A33. Bauch, F. W. O. " New high-grade condenser microphones " — Neumann types, W.W. 59.2 

(Feb. 1953) 50 ; 59.3 (March 1953) 111. Reprinted in Jour. A.E.S. 1.3 (July 1953) 232. 
A34. Anderson, L, J. " A pressure microphone for television and broadcast service " Broadcast News 

71 (Sept.-Oct. 1952) 58. [R.C.A. BK-IA] 
A35. Crowhurst, N. H. " Rapid remote microphone control " Radio Electronics 24.3 (March 1953) 34. 
A36. Hilliard, J. K. "Microphones measure high-intensity sound" Elect. 26.11 (Nov. 1953) 160. 

For measurement in range 40-220 db, 3 types of microphones used to cover frequency range 

3-30,000 c/s. 

A37. Anderson, L. J, " Sensitivity of microphones to stray magnetic fields " Trans. I.R.E.-PGA. 
AU-1.1 (Jan./Feb. 1953) 1. 

A38. Olson, H. F., J. Preston, and J. C. Bleazey " The uiuaxial microphone " R.C.A.-Rev. 14.1 (March 
1953) 47. See also Ref. A39. 

A39. Olson, H. F. " The uniaxial microphone " Trans. I.R.E.-PGA. AU-1 4 (July-Aug. 1953) 12. 
Uni-directional with sharper directivity pattern than cardioid, and independent of frequency. 

A40. Souther,H. T. " An adventure in microphone design " Jour. A.B.S. 1.2 (April 1953) 176. Electro- 
Voice Model 655 " Slim Trim " pressure-type. 

A41. Bauer, B. B. " A miniamre microphone for transistorized amplifiers Jour. Acous. Soc. Am. 25.5 
(Sept. 1953) ; Trans. I.R.E.-PGA. AU-1.6 (Dec. 1953) 5. A magnetic type for hearing aids 
etc. —70 db re 1 volt/microbar. Shure Bros. 

A42. Medill, J. " A miniature piezo-electric microphone " Jour. Acous. Soc. Am. 25.5 (Sept.1953) 864. 
Trans. I.R.E. PGA. AU-1.6 (Dec. 1953) 7. Uses acoustical damping of high frequency reasonance. 
Linear up to 10,000 microbars. Shure Bros.' Model 98-99. 

A43. Boylan, W. F., and W. E. Goldstandt " A new approach to professional magnetic recording equip- 
ment " Jour. A.E.S. 2.1 (Jan. 1954) 25. Uses 6BK7 as cascode microphone pre-amplifier ; input 
noise figure — 127 dbm. 

A44. Stewart, W. E. "Basic problems in audio systems practice" Jour. A.B.S. 1.1 (Jan. 1953) 85. 

A45. Clark, M. A. *' An acoustic lens as a directional microphone " J. Acous. Soc. Am. 25.6 (Nov. 1953) 
1152 ; Trans. I.R.E. PGA. AU-2.1 (Jan.-Feb. 1954) 5. 

A46. Beaverson, W. A. " Techniques for designing pressure microphones " Tele-Tech 13.5 (May 1954) 
84. 

A47. Phinney, T. "W. " The Vagabond wireless microphone system " .Trans. I.R.E., PGA. AU-2.2 

(March-April 1954) 44. A cableless system using induction coupling between transmitter and 

receiver with frequency modulation, carrier frequency 2.1 Mc/s. 
A48. Wolfe, B. "Preventing acoustic feedback" Tele-Tech 12.12 (Dec. 1953) 77. System with two 

pre-ampLifiers permits microphone close to loudspeaker with only 3 db loss. 
A49. Anderson, L. J. *' Sensitivity of microphones to stray magnetic fields " Broadcast News 78 (Mar.- 

April 1954) 30. Measurements of hum on several R.C.A. microphones under varying magnetic 

field conditions. 

(B) Pre-amplifiers, noise and hum 

B55. " The ' Vari-Slope ' Pre-amplifier," data sheet, H. J. Leak and Co. Ltd., Brunei Road, Westway 
Factory Estate, Acton, London, W.3. 

B56. Heacock, D. P., and R. A. Wissolik " Low-noise miniature pentode for audio amplifier service " 
Proc. National Electronics Conference 6 (1950) 155. See also B16. 

B57. Ayres, W. R. " Hum reduction in amphfier development " Audio Eng. 37.6 (June 1953) 14. 
Gives useful list of precautions to reduce hum level. 

B58. Snow, W. B. "Audio-frequency input circuits" Jour. A.E.S. 1.1 (Jan. 1953) 87. A wide and 
detailed treatment covering noise and frequency response for resistive and reactive generators. 

B59. Fremlin, J. H. " Noise in thermionic valves " Proc. I.E.E. 100 Part III 64 (March 1953) 91. A 
new approach to the relation between statistical and thermodynamic formulae for a temperature- 
limited diode. 

B60. Woll, H. J., and F. L. Putzrath " A note on noise in audio amplifiers " Trans. I.R.E. PGA. AU-2.2 
(March/April 1954) 39. 

B61. Price, R. L. "The cascode as a low noise and audio amplifier" Trans. I.R.E. PGA, AU-2.2 
(March/April 1954) 60. 
See also Refs. A43, A44. 

See also complete list of References to Pre-ampiifiers at end of Chapter 17 References. 

(C) Attenuators and mixers 

C21. Scott, C. F. " Attenuator types and their application" Jour. A.E.S. 1.1 (Jan. 1953) 95. Covers 

application to multicfiannel mixings. 
C22. Crowhurst, N. H. " Attenuator design " Electronic Eng. 26.312 (Feb. 1954) 76, Gives chart 

with wide applicability. 

CHAPTER 19 

UNITS FOR THE MEASUREMENT OF GAIN AND NOISE 

(iii) Loudness Units (Continued from page 827) 

The sone is commonly used as an alternative to the loudness unit, 1 sone being 
equal to 1000 loudness units. The solid curve in Fig. 19.9 is the A.S.A. Standard, 
as in Fig. 19.8. The broken curve is the relationship between subjective loudness 
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and loudness level in phons as determined by Garner (Ref. 46) and is scaled in 
lambda (A) units to distinguish it from the present standard system. The difference 
between the two curves is very great. 



100 




LOUDNESS LEVEL IN PHONS 



Fig. 19.9. Relationship between loudness in sones {solid curve) or in lambda units 
{broken curve) and loudness level in phons {RTll). 

ADDITIONAL REFERENCES 

44. I.R.E. Standard 53 IRE 7 SI ** Standards on electron devices : Methods of measuring noise " 
Proc. I.R.E. 41.7 (July 1953) 890. 

45. Garner, W. R. " An equal discriminability scale for loudness judgments " J. Exp. Psychol. 43 
(1952) 232. 

46. Garner, W. R. " A technique and a scale for loudness measurement " J. Acous. Soc. Am. 26.1 (Jan. 
1954) 73. A comprehensive treatment on a new basis, which gives results differing markedly from 
the A.S.A. Standard (loudness units). 

47. Robinson, D. W. " The relation between the sone and phon scales of loudness " Acustica, 3.5 (1953) 
344. 

48. General Radio Company " Handbook of Noise Measurement " (Cambridge 39, Massachusetts, 
1953). Extensive bibliography. 

49. I.R.E. Standard 53 IRE 3.S2 " Standards on American recommended practice for volume measure- 
ments of electrical speech and program waves 1953 " Proc. I.R.E. 42.5 (May 1954) 815. This will 
supersede the earlier A.S.A. C16.5-1942 (Ref 19). 

CHAPTER 20 
LOUDSPEAKERS 
SECTION 3 : BAFFLES AND ENCLOSURES 

(Continued from page 850) 

(C) Special types of vented baffle loudspeakers 

(1) The Baruch and Lang loudspeaker 

The Baruch and Lang loudspeaker employs four 5 inch loudspeakers in an enclosure 
with a volume of only half a cubic foot and is claimed to radiate 0.1 acoustic watt at 
3% distortion, with an input of 2 watts and an efficiency about 5%. The response 
is claimed to be flat ± 3 db from 40 to 12,000 c/s, and the high frequency angular 
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dispersion is 75°. It is a modified acoustical phase inverter (vented baffle) with an 
array of small holes on one side to provide the requisite port area — 15 holes each 
15/32 inch diameter spaced 2^ inches apart. There is an internal baffle with 21 
holes spaced 2 inches apart. These holes provide acoustical resistance to damp down 
the system resonance to the most desirable degree. In addition, it is claimed that, 
because the holes are distributed over a large area, the radiation impedance of the 
array is equivalent to that of a 21 inch cone. 

The speakers employed are standard low-cost replacement units, modified to meet 
the requirements of the system. The optimum dimensions of cabinet and holes, 
as well as the configuration of holes and the speaker array, are determined by the 
characteristics of the particular speakers used. 

This is a most interesting high-fidelity loudspeaker and enclosure which has been 
designed to bring the cost within reach of those with limited means — a commercial 
model is now selling in U.S.A. for less than 20 dollars. 

Refs. 202, 311, 316. 



(2) Additional Notes on the R-J loudspeaker (from page 850) 

When one speaker is intended to handle a wide frequency range, the central portion 
of the cone must not be obstructed by the frontal board ; an oval or lemon-shaped 
opening may be used. The loudspeaker is mounted on a " speaker board " which 
is mounted a short distance behind the frontal board. By decreasing the spacing 
between these two boards, it is possible to lower the Q of the system. Usually aper- 
tures are provided between the speaker board and the frontal board on two sides only, 
the remaining two sides being blocked up. These two apertures should feed in 
where the frontal board projects furthest over the cone, thus giving maximum front 
loading on the cone. One effect is to reduce the resonance of the system considerably 
below the speaker resonant frequency. When properly designed and adjusted, the 
system is well damped and remarkably free from frequency doubling, even below the 
system resonance. 

Refs. 189, 190, 219, 234, 246, 247. 



(3) Tlie Karlson Exponential Slot enclosure 

This is totally enclosed except for an exponential form of slot in front. The 
enclosure is divided into two chambers by a partition on which the loudspeaker is 
mounted and which includes a port joining the two chambers. The front chamber 
includes the exponential slot, with the smaller dimension near the top of the cabinet, 
while the back chamber is enclosed and has some acoustical padding. 

Refs. 214, 288 (latter gives dimensions). 

ADDITIONAL REFERENCES TO LOUDSPEAKERS 

202. " High fidelity at low cost with a new speaker system — inexpensive 5 inch speakers in this small 
enclosure provide wide-range reproduction " FM-TV 12.6 (June 1952) 26. Design by Baruch 
and Lang. 

203. Moir, J., and J. A. Leslie " The stereophonic reproduction of speech and music " T. Brit. IRE 
12.6 (June 1952) 360. 

204. Slaymaker, F. H. " An integrated line of high-fidelity equipment " Audio Eng. 36.7 (July 1952) 26. 

205. Bartlett, S. C. "Public address systems in generating plants" A.I.E.E. Trans. 70 Part 2 (1951) 
1804. Reprinted in Radiotronics 17.10 (Oct. 1952) 159. Covers paging in noisy situations. 

206. " Compact back-loading folded horn cabinet for 12 inch and 15 inch loudspeakers " (Jensen 
Manufacturing Company). Reprinted in Radiotronics 17.10 (Oct. 1952) 172. 

207. Olson, H. F. (book) " Musical Engineering" McGraw-Hill Book Company 1952. 

208. Moir, J. "Better music-room acoustics" FM-TV 11.8 (Aug. 1951) 32. 

209. Plach, D. J., and P. B. Williams " Horn loaded loudspeakers " Trans. I.R.E. Professional Group 
Audio (Oct. 22, 1951) also Proc. National Electronics Conference Vol. 7, p. 108 Reprinted 
Radiotronics 17.6 (June 1952) 102. 

210. Salmon, V. " Coupling the speaker to the output stage" Newsletter I.R.E. — PGA 3 1 (Tan 
1952) 5. , 

211. Locanthi, B. N. " Application of electric circuit analogies to loudspeaker design problems " Trans 
I.R.E.— P.G.A. PGA-6 (March 1952) 15 ; PGA7 (May 1952) 46. 

212. Axtell; J. C. " Ionic loudspeakers " I.R.E.— PGA-8 (July 1952) 21. See also Ref 227. 

213. Kidd, M. C. " Tone-burst generator checks a-f transients " Elect. 25.7 (July 1952) 132. Used 
for loudspeaker and loudspeaker plus enclosure testing, 

214. Karlson, J. E. "A new approach in loudspeaker enclosures" — exponential slot — Audio Ene 
36.9 (Sept. 1952) 26. See also High Fidelity 3.3 (July /Aug. 1953) 92. 

215. Badmaieff, A. " Design considerations of duplex loudspeakers " Audio Eng; 36.9 (Sept. 1952) 28. 
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216. Moir, J. " Stereophonic reproduction" Audio Eng. 36.10 (Oct. 1952) 26. Gives useful biblio- 
graphy. 

217. Gately, E. J. "Design for clean bass" Audio Eng. 36.10 (Oct. 1952) 29. 

218. Kiebert, M. V. " A corner-mounting infinite baffle " Audio Eng. 36.10 (Oct. 1952) 32. 

219. Canby, E. T. " Record revue " Audio Eng. 36.10 (Oct. 1952) 46. Refers to R-J and EW enclosures. 

220. Briggs, G. A. " Room acoustics " High Fidelity 2.1 (Summer 1952) 69. 

221. Somerville, T. "Acoustics in broadcasting" Report of Building Research CongresSj Division 3^ 
Part 1, Building Research Station, Watford, Herts, England. 

222. Briggs, G. A. " Response curves " High Fidelity 1.4 (Spring 1952) 66. 

223. Briggs, G. A. " The loudspeaker " High Fidelity 2.2 (Sept.-Oct. 1952) 39. 

224. McLachlan, K. R., and R. Yorkc " Objective testing of pickups and loudspeakers " J. Brit. I.R.E. 
12.9 (Sept. 1952) 485. 

225. Brittain, F. H. '* Metal cone loudspeaker — principles underlying the design of the G.E.C. High 
Quality Reproducer" W.W. 58.11 (Nov. 1952) 440 ; 58.12 (Dec. 1952) 490. 

226. Bixler, O. C. "A commercial binaural recorder" Jour. S.M.P.T.E. 59.2 (Aug. 1952) 109. 

227. "Non-mechanical 'Ionic' loudspeaker" Technicana, Audio Eng. 36.11 (Nov. 1952) 84, being 
summary of article in TSF and TV (July-Aug. 1952). See also Ref. 212. 

228. Briggs, G. A. " The loudspeaker and the ear " High Fidelity 1.3 (Winter 1951) 17. 

229. "Corner ribbon loudspeaker" W.W. 56.1 (Jan. 1950) 11. 

230. " The corner ribbon " (booklet) Acoustical Manufacturing Co. Ltd. Huntingdon, Hunts, England, 
May 1952. 

231. Goodwin, J. L. " Sound reinforcement and reproduction" Electrical Review, London, 150.3875 
(Feb. 29, 1952) 437. 

232. Cohen, A. B. " Wide angle dispersion of high frequency sound " Audio Eng. 36.12 (Dec. 1952) 24. 

233. Randall, R. H. (book) " An Introduction to Acoustics " Addison- Wesley Press, Cambridge 42, 
Mass., 1951. 

234. Joseph, W., and F. Robbins " Practical aspects of the R-J speaker enclosure " Audio Eng. 37.1 
(Jan. 1953) 19. 

235. " Why stereophonic or binaural reproduction ? " letters by J. Versace and T. O. Dixon, Audio 
Eng. 37.1 (Jan. 1953) 8-12. 

236. Sherman, H. T. "Binaural radio broadcasting" Audio Eng. 37.1 (Jan. 1953) 14. 

237. Tinkham, R. J. " Binaural or stereophonic ? " Audio Eng. 37.1 (Jan. 1953) 22. 

238. Canby, E. T. " Record revue — suspended in space " Audio Eng. 37.1 (Jan. 1953) 46. 

239. Brittain, F. H. " The environment of high-quality reproduction " W.W. 59.1 (Jan. 1953) 2. 

240. " Friction-driven loudspeaker " W.W. 59.1 (Jan. 1953) 27. 

241. Hardy, H. C, H. H. Hall and L. G. Ramer " Direct measurement of the efficiency of loudspeakers 
by use of a reverberation room " Trans. I.R.E. PGA-10 (Nov. -Dec. 1952) 14, described in " Loud- 
speaker efficiency" W.W. 59.2 (Feb. 1952) 61. 

242. Dempster, B. " The Magnavox duode speaker " W.W. 38 (March 6th 1936) 241 ; also " New 
apparatus reviewed " p. 245 same issue. 

243. Barker, A. C. " Single diaphragm loudspeakers " W.W. 54.6 (June 1948) 217. 

244. Hughes, T. R. " Real theater sound in a small package " Audio Eng. 37.2 (Feb. 1953) 19 ; 37.3 
(March 1953) 30 ; 37.4 (April 1953) 24. Three horn corner reproducer. 

245. Adams, C. F. " Binaural public address " Audio Eng. 37.2 (Feb. 1953) 24. 

246. " The R-J speaker enclosure " Radio and TV News, 49.4 (April 1953) 53. Constructional page 
for 8 inch speaker. 

247. Villchur, E. M. "Handbook of sound reproduction" Chapter 10 "Loudspeakers," Audio Eng. 
37.3 (March 1953) 32 ; 37.4 (April 1953) 29. Chapter 11 " Loudspeaker mounting " Audio Eng. 
37.5 (May 1953) 34 ; 37.6 (June 1953) 30. Includes, enclosed cabinet, open back cabinet, bass 
reflex, R-J enclosure, acoustical labyrinth, horns. 

248. Harrison, C. W. " Coupled loudspeakers " Audio Eng. 37.5 (May 1953) 21. Uses 4 separate 
enclosures each 22.5° mounted in a corner. Gives useful information of acoustical damping inside 
enclosures, using fiberglas etc. 

249. Canby, E. T. " Record Revue : True binaural and panoramic " Audio Eng. 37.9 (Sept. 1953) 47. 

250. Goldmark, P. C. " The Columbia XD (extra-dimensional) sound system " Audio Eng. 37.10 (Oct. 
1953) 36. Simple means for providing a pseudo-stereophonic effect by using a small loudspeaker 
for the highs radiating at a point removed from the main loudspeakers in which the frequency 
range is restricted to the lows. Reprinted Radio and Hobbies 16.1 (Jan. 1954) 19. 

251. McLean, A. " Loudspeaker frequency response curves " Radiotronics 18.7 (July 1953) 103. 

252. Veneklasen, P. S. " Power capacity of loudspeakers " Trans. I.R.E., PGA, AU1.5 (Sept.-Oct. 
1953) 5. Method of testing based on departure from linearity of acoustic output versus electrical 
input curves using octave bands of thermal noise. 

253. Olson, H. F. " Subjective loudspeaker testing" Trans. I.R.E., PGA, AU1.5 (Sept.-Oct. 1953) 7. 
A useful, brief survey. 

254. Allison, R. F. " The junior air coupler " High Fidelity 3.2 (May-June 1953) 80. 

255. Tested in the home " Kelton loudspeaker " High Fidelity 3.2 (May-June 1953) 85. Developed 
by Henry Lang. Uses 2 speakers in enclosure llx 11 x 23 Ins., each in separate compartment. 6 in. 
speaker faces outwards near top ; 8 in. speaker facing downwards into padded cavity with holes 
for bass outlet. Back areas of both speakers filled with sound absorbing material ; back radiation 
not used. Design is critical. Is designed for maximum performance for limited outlay (49.50). 

256. " A sound delay system " Electronic Eng. 25.305 (July 1953) 281. Acoustic delay line in amplifier 

chain to produce time delay in PA equipment. Delay provided by rubber h<Sse cut to appropriate 

length (B.T.H. Co.). 

257. Pickering, N. C, and E. Baender " Two ears in three dimensions " Jour. A.E.S. 1.3 (July 1953) 255. 
Reprinted Radiotronics 19.4 (April 1954) 38. 

258. Gately, E. J. and T. A. Benham " Super-horn : a folded horn enclosure Radio and TV News 50.3 
(Sept. 1953) 38. 

259. Gately, E. J. and T. A. Benham "The Purist— a non-corner horn" Radio and TV News 50.6 
(Dec. 1953) 56. 

260. Briggs, G. A. " Enclosures for loudspeakers " High Fidelity (1) 3.4 (Sept.-Oct. 1953) 98 ; (2) 
3.5 (Nov./Dec. 1953) 97 ; (3) 3.6 (Jan. /Feb. 1954) 89 ; (4) 4.1 (March 1954) 86. 

261. Baruck, J. J., and H. C. Lang " An analogue for use in loudspeaker design work " Trans. I.R.E.- 
PGA. AU-1.1 (Jan.-Feb. 1953) 8. Reprinted Proc. National Electronics Conference, 8 (1952) 92. 

262. Bixler, O. C. "A practical binaural recording system" Trans. I.R.E.-PGA. AU-I.l (Jan./Feb. 
1953) 14. 
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263. Richardsoiij E. G. (edit) " Technical Aspects of Sound" (Ensevier Publishing Co. 1953) pp. 339- 
372 loudspeakers ; pp. 425-435 stereophonic reproduction, 

264. Fletcher, H. (book) " Speech and Hearing in Communication" (van Nostrand 1953) pp. 210-216 
binaural hearing ; pp. 217-299 auditory perspective. 

265. Stewartj K., and P. Edwards " Action of conical dome speakers " Service 22.11 (Nov. 1953) 44. 
Describes R.C.A. LCI A. 

266. Kiipsch, P. W. " Loudspeaker developments " Trans. LR.E.-FGA AU-1.3 (May-June, 1953) 16. 
Gives early history of loudspeakers, especially development of corner horns, and bibliography. 

267. Bauer, B. B. " Acoustic damping for loudspeakers " Trans. I.R.E. PGA. AU-L3 (May-June 1953) 
23. 

268. Salmon, V. "Loudspeaker impedance" Trans. LR.E.-PGA. AU-1.4 (July-Aug., 1953) 1. See 
also Ref. 294. 

269. Olson, H. F. " Selecting a loudspeaker " Newsletter LR.E.— PGA. 2.5 (Sept. 1951) 7. Reprinted 
Radiotronics 17.2 (Feb. 1952) 37. 

270. Snow, W. B. " Foreword— Developments in stereophony" Jour. S.M.P.T.E. 61.3 (Sept. 1953) 
353. Special issue. Refs. 271 to 279 below. 

271. Fletcher, H. "Stereophonic recording and reproducing system" Jour. S.M.P.T.E. 61.3 (Sept. 
1953) 355. 

272. Grignon, L. D. "Experiment in stereophonic sound" Jour. S.M.P.T.E. 61.3 (Sept. 1953) 364. 

273. Hilliard, J. I-C. " Loudspeakers and amplifiers for use with stereophonic reproduction " Jour. 
S.M.P.T.E. 61.3 (Sept. 1953) 364. 

274. Singer, K., and M. Rettinger " Multiple track magnetic heads " Jour. S.M.P.T.E. 61.3 (Sept. 
1953) 390. 

275. Frayne, J. G., and E. W. Templin " Stereophonic recording and reproducing equipment " Jour. 
S.M.P.T.E. 61.3 (Sept. 1953) 395. 

276. Volkmann, J. E., J. F. Byrd and J. D. Phyfe " New theatre sound system for multipurpose use " 
Jour. S.M.P.T.E. 61.3 (Sept. 1953) 408. 

277. Fletcher, H. " Basic requirements for auditory perspective " Jour. S.M.P.T.E. 61.3 (Sept. 1953) 
415. Reprinted from B.S.T.J. 13 (April 1934) 239. 

278. Steinberg, J. C, and W. E. Snow " Physical factors in auditory perspective " Jour. S.M.P.T.E. 
61.3 (Sept. 1953) 420. Reprinted from B.S.T.J. 13 (April 1934) 245. 

279. Wente, E. C, and A. L. Thuras " Loudspeakers and microphones for auditory perspective " 
Jour. S.M.P.T.E. 61.3 (Sept. 1953) 431. Reprinted from B.S.T.J. 13 (April 1934) 259. 

280. Mulvey, J. A. " Feedback and loudspeaker damping " Audio Eng. 37.4 (April 1953) 34. Theo- 
retical treatment proposing feedback winding on voice coil, with additional transformer with low 
impedance primary in series with voice coil and secondary neutralizing the component in the feed- 
back voltage due to inductive coupling between voice coil and feedback coil. 

281. Canby, E. T. "Record Revue" Audio Eng. 37.4 (April 1953) 48. Two or more loudspeaker 
systems or separate channels give placement effect, but do not give any improvement in confused 
conversation as occurs with binaural. The liveness does not improve. 

282. Tinkham, R. J. " Stereophonic recording equipment" E.E. 72.12 (Dec. 1953) 1053. 

2S3. Viilchur, E. M, " Handbook of sound reproduction " Chapter 12, Part 2, Audio Eng. 37.8 (Aug. 
1953) 26. Loudspeaker damping, equivalent circuits, effects of various types of feedback. 

284. Houck, G. B. " Vibration reduction in loudspeaker enclosures — how to brace a speaker cabinet " 
Audio Eng. 37.12 (Dec. 1953) 24. 

285. Lindenbergj T., C. E. Smiley and J. B. Minter " Design of an electrostatic loudspeaker " Jour. 
A.E.S. 1.4 (Oct. 1953) 273. 

286. Piach, D. J. " Design factors in horn-types speakers " Jour. A,E:S. 1.4 (Oct. 1953) 276. 

287. Ingersiev, F. (book) " Measurement of linear and non-linear distortion in electro-dynamic loud- 
speakers " (in Danish, 266 pages, with 14 page English summary). Den polytekniske Laerean- 
stalt, Sologade 83, Kobenhavn, Denmark. See also Ref. 315. 

288. Karlson, J. E. " The Karlson speaker enclosure " Radio and TV News 51.1 (Jan. 1954) 58. Gives 
detailed dimensions, impedance measurements and polar radiation pattern. See also Ref. 214. 

289. Haynes, N. M. " Sterophonic nomenclature " Audio Eng. 38.1 (Jan. 1954) 19. Gives suggested 
nomenclature under headings Sterophonic effects ; Stereophonic equipment ; Deficient stereo- 
phonic effects. 

290. Olson, H. F., and J. Preston " New line of hi-fi speakers " Radio and TV News 51.2 (Feb. 1954) 
69. R.C.A. Models SL-8, SL-12, LC-IA, giving very complete information. Distortion all 
models less than 0.3% for input 1 watt for all frequencies above 250 c/s. LC-IA (15 inch) dis- 
tortion less than 0.5% for all frequencies above 200 c/s, and less than 0.3% over most of range 
above 200 c/s, for 5 watts input. 

291. Snitzer, M. S. " Adventures with a bass reflex " Audio Eng. 38.1 (Jan. 1954) 26. Measurements 
of impedance characteristics under various conditions. 

292. Denny, W. B. " A corner horn for the small listening room " Audio Eng. 38.2 (Feb. 1954) 21. 
Front of speaker is 12 in. direct radiator, back loading enclosure, fiberglas filled,, and horn using 
walls on subtraction principle. 

293. Hoodwin, L. S. " The compound diffraction projector " Jour. A.E.S. 2.1 (Jan. 1954) 40. Electro- 
Voice, single driver with straight h.f. horn and compound diffraction l.f.horn. Response 175-10>000 
c/s ± 5 db. Distortion less than 6% at 20 watts input, above 900 c/s. Polar distribution 120° 
at 5000 c/s. 

294. Langford-Smith, F. " Loudspeaker impedance " Radiotronics 19.4 (April 1954) 44. Clarifies 
the five impedances associated with the operation and testing of loudspeakers. See also Ref. 268. 

295. Youngmark, J. A. " Loudspeaker baffles and cabinets " Jour. Brit. LR.E. 13.2 (Feb. 1953) 89. A 
valuable treatment of plane baffles, open back cabinets, acoustic labyrinth, bass refiex cabinets, 
effect of baffle on h.f. response, and multiple speakers close together. 

296. " Action of the conical domes in the improved type LC-IA loudspeaker " Broadcast News 76 (Sept.- 
Oct. 1953) 64. R.C.A. 

297. Thurston, W. R. " Testing and adjusting speaker installations with the Sound-Survey Meter " 
Jour. A.E.S. 1.1 (Jan. 1953) 146. Tests made indoors averaging 10 readings; also outdoors. 

298. Brittain, F. H. " Loudspeakers : relations between subjective and objective tests " Tour. Brit 
I.R.E. 13.2 (Feb. 1953) 105. 

299. Walker, P. J. " The loudspeaker in the home " Jour. Brit. I.R.E. 13.7 (July 1953) 377. Includes 
treatment of perspective in depth. 

300. Miles, J. W. " Transient loading of a baffled piston " Acous. Soc. Am. 25.2 (March 1953) 200. 
Application to a loudspeaker shows that a system designed for critical damping on a " steady state " 
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approximation will be slightly overdamped in its initial motion in a " step " response, but that this 
time is so small as to be negligible. 

301. Smith, B. H. " An investigation of the air chamber of horn type loudspeakers " J. Acous. Soc. Am. 
29.2 (March 1953) 305. Gives complete design method for high freauency performance. 

302. Mawardi, O. K. *' A physical approach to the genaralized loudspeaker problem "J. Acous. Soc. Am. 
36.1 (Jan. 1954) 1. An analysis solved exactly for a loudspeaker of circular plane shape in an in- 
finite baffle. 

303. Veneklasen, P. S. " Power capacity of loudspeakers " J. Acous. Soc. Am. 26.1 (Jan. 1954) 98. 
A suggested method for specifying the power capacity of loudspeakers, using bands of thermal 
noise, measuring the output/input linearity characteristic for each band, noting the — 1 db point 
as overload indicator, and plotting max. output level for 1 db deviation against frequency, also max. 
input level. 

304. Vermeulen, R. " Stereophonic reproduction " Audio 38.4 (April 1954) 21. Some salient points 
on the mechanism of binaural and stereophonic phenomena as they aiTect the ear and are useful in 
reproduction. 

305. Simonton, T. E. " A new integral ratio chromatic scale " J. Acous. Soc. Am. 25.6 (Nov. 1953) 1 167. 

306. Hartley, H. A. " High-fidelity loudspeakers " Radio Electronics 25.3 (March 1954) 35 ; 25.4 
(April 1954) 60 ; 25.6 (June 1954) 42 (horns and multiple units). 

307. Plass, G. " Stereophony from the outside in " High Fidelity 4.2 (April 1954) 78. 

308. Muncey, R. W., A. F. B. Nickson and P. DuBout " The acceptability of speech and music with a 
single artificial echo " Acustica 3.3 (1953) 168. 

See also Ref. 125. Results modify findings by Haas for rooms having low reverberation time. 

309. Snow, W. B. "Basic principles of stereophonic sound" Jour. S.M.P.T.E. 61.5 (Nov. 1953) 567. 
Good summing up, with very extensive bibliography. 

310. " Tested in the home : Electro- Voice 15TRX speaker " High Fidelity 4.4 (June 1954) 76. 

311. Monitor "For golden ears only — Baruch Lang loudspeaker system" Radio Electronics 25.5 
(May 1954) 59. Results of listening tests. 

312. Lenihan, J. M. A. " The velocity of sound in air " Acustica 2.5 (1952) 205. Appears to be most 
precise measurement to date ; 331.45 ± 0.04 metres/sec at 13,500 c/s, 0°C, 1013.2 millibars. 
Very extensive history and bibliography. 

312A. Jordan, V. L. " A system for stereophonic reproduction " Proc. 1st ICA-Congress Electro- 
Acoustics 1953 ; Acustica 4.1 (1954) 36. Relation between angular displacement of the virtual 
sound source and the difference in intensity level from two loudspeakers. 

313. de IVIiranda, J. R. " The radio set as an instrument for the reproduction of music " Proc. 1st ICA- 
Congress Electro-Acoustics 1953 ; Acustica 4.1 (1954) 38. General survey ; dip at high fre- 
quencies caused by depth of hole in baffle ; attenuation by loudspeaker cloths. 

314. Somerville, T. " The establishment of quality standards by subjective assessment " Proc. 1st 
ICA-Congress Electro-Acoustics 1953 ; Acustica 4.1 (1954) 48. B.B.C. methods for subjective 
testing. Impossible to make reliable comparisons unless acoustics of originating studio are good. 
In loudspeaker testing (a) outdoor tests on speech ; (b) recording speech in non-reverberent room, 
replaying and re-recording several times to accentuate loudspeaker defects ; (c) balance in a studio 
is obtained for one particular monitor speaker, and no other gives good reproduction. 

315. Ingerslev, F. " Measurements of non-linear distortion in loudspeakers " Proc. 1st ICA-Congress, 
Electo-Acoustics 1953 ; Acustica 4.1 (1954) 74. See also Ref. 287. 

316. " Radical new speaker gives Hi-Fi for 30 dollars " Popular Science 161.3 (Sept. 1952) 171. Baruch- 
Lang speaker, shows interior arrangement and interi^l baffle with 21 holes spaced 2 inches apart. 
Four speakers 4 inch holes 6 inches apart. 

317. Cohen, A. B. " Horns for the P.A. Technician " Radio and TV News 51.4 (April 1954) 43. De- 
scriptions of Cobreflex wide angle horn. 

318. Sodaro, J. H. " Nomograph for bass reflex enclosure design " Audio 38.5 (May 1954) 31. 

319. Canby, E. T. " Audio etc. — Small enclosures " Audio 38.5 (May 1954) 36. A general discussion 
on listening qualities of small enclosures. 

320. Stocklin, W. A. " Loudspeaker enclosures " Radio and TV News 49.5 (May 1953) 43. Report 
on performance of small cabinet Helmholtz resonator-type enclosures. 

321. Holzman, J. " EW speaker enclosure " Radio and TV News 50.1 (July 1953) 43. Small modified 
vented baffle for 8 inch speaker with two air chambers, joined. 

322. Souther, H. " Building the EV Regency " Radio and TV News 50.2 (Aug. 1953) 50. Construc- 
tional details of the Electro-Voice folded horn enclosure for 3-way system, 15 inch woofer. 

323. Gately, E. J., and T. A. Benham " Super Horn ; a folded horn enclosure " Radio and TV News 

50.3 (Sept. 1953) 38. Constructional details for 12 or 15 inch speakers. 

324. Kantor, F. I. '* The Klipsch Rebel IV : a back-loading folded corner horn " Radio and TV News 

50.4 (Oct. 1953) 48. For 12 inch speakers. 

325. Diefenbach, W. W. " Electrostatic speaker " Radio Electronics 24.4 (April 1953) 66. Isophon 
and Koerting speakers described. 

326. Parkin, P. H. " The application of the Haas effect to speech reinforcement systems " Acustica 
4.1 (1954) 98. 

327. Parkin, P. H., and W. A. Allen " Acoustic design of auditoria " Nature 172 (July 18, 1953) 98. 
References to Stereophonic and Binural Reproduction (additional to those on page 866) : 

245, 249, 250, 262, 263, 264, 270, 271, 272, 273, 274, 275, 276, 277, 278, 279, 281, 282, 289, 304, 307, 
309, 312A. 

Reference in Supplement to loudspeakers (general) including horns : 

204, 206, 209, 210, 212, 222, 223, 225, 227. 229, 230, 232, 239, 240, 243, 244, 247, 251, 258, 259, 265, 
266, 268, 269, 280, 283, 285, 286, 290, 292, 293, 294, 296, 299, 300, 301, 303, 306, 310, 313, 317, 322, 
323, 324, 325. 

References in Supplement to loudspeaker enclosures : 

202, 206, 214, 218, 219, 234, 246, 247, 248, 254, 255, 260, 267, 284, 288, 291, 295, 306, 311, 316, 318, 
319, 320, 321. 

References in Supplement to loudspeaker testing : 

213, 224, 241, 252, 253, 287, 297, 298, 314, 315. 
References in Supplement to duplex and 3-way systems : 
215, 242. 

References in Supplement to P.A. systems and sound reinforcement : 

205, 231. 
(Continued on page 1494) 
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CHAPTER 20 (continued) 

References in Supplement to Acoustics of rooms : 

208, 220, 221, 308, 327. 

References in Supplement to loudspeaker theoretical design and analogies : 

211, 261, 302. 
References to echoes and time delay : 

125, 256, 308, 326, 327. 
References in Supplement to acoustics (General) ; 

305, 312. 

CHAPTER 21 

THE NETWORK BETWEEN THE POWER VALVE AND THE 

LOUDSPEAKER 

ADDITIONAL REFERENCES 

23. British Standard Code of Practice CP 327.300 (1952) " Sound Distribution Systems " The Council 
for codes of practice for buildings. 

24. Wentworth, j. P. " A discussion of dividing networlcs " Audio Eng. 36.12 (Dec. 1952) 17. Gives 
chart for determining L and C in parallel networlt, constant resistance type, 6 and 12 db /octave. 

25. Crowhurst, N. H. " The basic design of constant resistance cross-overs " Audio Eng. 37.10 (Oct. 
1953) 21. An analysis of the response and phase characteristics of constant-resistance cross-over 
networks worked out for filters employing from one to four elements. Letter E. de Boer, 38.1 
(Jan. 1954) 8. 

26. Meyer, A. " Air-core coil design for crossoycr networks " Trans. I.R.E.-PGA AU-1.5 (Sept./Oct. 

1953) 9. Derives expression for coil shape for max. Q. Then, knowing L and Q, charts give 
turns, length of wire and resistance- See also Ref. 27. 

27. Stewart, J., and F. Langford- Smith " Loudspeaker divider networks " Radiotronics 19.7 (July 

1954) 75. A comprehensive treatment incorporating inductor design charts from Ref. 26. 

28. Goss, L. C. " Coaxial speaker dividing networks " Radio and TV News 50.1 (July 1953) 36. Brief 
but useful survey of most types with some attenuation and impedance curves. 



CHAPTER 22 
AERIALS AND TRANSAUSSION LINES 

ADDITIONAL REFERENCES 

39. Jackson, W. (book) '* High Frequency Transmission Lines," Methuen, 1945. 

40. Smith, R. A. (book), *' Aerials for Metre and Decimetre Wavelengths " Cambridge University 
Press, 1949. 

41. Laport, B. A. (book) " Radio Antenna Engineering" McGraw-Hill Book Co. 1952. 

42. Schelkunolf, S. A. and H. T. Friis (book) " Antennas, Theory and Practice " John Wiley and 
Sons Inc. 1952. 

43. Beard, E. G. " Ferroxcube antenna rods as an alternative to loop aerials " Philips Tec. Com. 5 
(1953) 14. Based on paper by H. van Suchtelen. 

44. IRE Standards on Antennas and Waveguides : Definitions of terms, 1953. See Proc. I.R.E. 41.12 
(Dec. 1953) 1721. 

45. Kiely, D. Q. (book) " Dielectric Aerials " (John Wiley, 1953, 127 pp.). 



CHAPTER 23 
RADIO FREQUENCY AMPLIFIERS 

ADDITIONAL REFERENCES 

B47. Houlding, N., and A. E. Glennie "Experimental investigation of grid noise" W.E. 31.2 (Feb. 
1954) 35. Excellent bibliography, investigation of triode noise factor. Deduced that correlation 
of induced grid noise with shot noise is very slight. Although optimum value of noise factor may 
be calculated- from shot noise and optimum source resistance, the latter must be found by experi- 
ment, and therefore theory not of major practical importance. 

B48. Bell, D. A. " Physical basis of thermal noise " W.E. 31.24 (Feb. 1954) 48. 



CHAPTER 24 
OSCILLATORS 

ADDITIONAL REFERENCES 

32. Stibbe, H. " Microphony in superhet. oscillators " W.W. 58.12 (Dec. 1952) 5u4 ; 59.1 (Jan. 1953) 
35. 

33. Edson, W. A. (book) " Vacuum Tube Oscillators " John Wiley and Sons Inc. New York, 1953. 

34. Gillies, A. W. " Electrical oscillations — a physical approach to the phenomena " W.E. 30.6 (June 
1953) 143. 

35. Scott, N. R. "Amplitude stability in oscillating systems" Proc. I.R.E. 41.8 (Aug. 1953) 1031. 

36. Roddam, T. " ' Chamelion ' Oscillator — versatile modified Hartley circuit giving high frequency 
stability "W.W. 60.2 (Feb. 1954) 52. May be described as an overbalanced rejector circuit oscillator 
See Ref. 37. 
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37. Roddam, T. " Cathode follower oscillator — using RC networks with a voltage step-up " W.W. 60.3 
(March 1954) 106. See also Ref. 36. 

38. Dickson, A. W. *' Use of servo techniques in the design of amplitude stabilized oscillators " Proc. 
National Electronics Conference 8 (Sept./Oct. 1052) 166. 

39. Bacon, W. " Single stage phase-shift oscillator — method of design " W.E. 31.4 (April 1954) 100. 

40. BoUe, A. P. " Theory of twin-T RC-networks and their application to oscillators " Jour. Brit. 
I.R.E. 13.12 (Dec. 1953) 571. A very thorough and comprehensive analysis. 

41. Kretzmer, E. R. " An amplitude stabilized transistor oscillator " Proc. I.R.E. 42.2 (Feb. 1954) 391. 

42. Wray, W. J. (letter) " More on the RC oscillator " Proc. I.R.E. 41.6 (Tune 1953) 801 : letter B. I. 
O'Brien, 42.2 (Feb. 1954) 486. 

43. Davidson, J. A. B. " A note on a precision decade oscillator " Proc. I.R.E. 40.9 (Sept. 1952) 1124. 

44. Holbrook, G. W. " High frequency resistance-capacitance oscillators " Electronic Eng. 25.310 
(Dec. 1953) 509. 

45. Ward, P. W. "Oscillator feedback networks of minimum attenuation" Electronic Eng. 26.317 
(July 1954) 318 Method of determining optimum values of components in RC oscillators. 



CHAPTER 26 
INTERMEDIATE FREQUENCY AMPLIFIERS 

ADDITIONAL REFERENCES 
(A) I-F AMPLIFIER DESIGN 

lid. Tatan, E. " Simplified i-f amplifier design" Elect. 25.9 (Sept. 1952) 147. 

lie. Dougherty, J. J. " Shape factor as a criterion of skirt selectivity " Elect. 26.10 (Oct. 1953) 232. 

llf. Hupert, J. J., and A. M. Reslock "A method of bandpass amplifier alignment" Proc. I.R.E. 
41.11 (Nov. 1953) 1668. Alignment based on oscillographic display of second order harmonic 
distortion as function of carrier frequency departure from pass-band centre, 

1 Ig. Jelonek, Z., and R. S. Sidorowicz '* Bandpass amplifiers — investigation of design and stability " 
W.E. 31.4 (April 1954) 84. 

(E) STABILITY 

See also Ref. llg. 

(G) POWDERED IRON CORES 

See Chapter 11 References (A). 



CHAPTER 27 

DETECTION AND AUTOMATIC VOLUME CONTROL 

LOW DISTORTION A-M DETECTOR 

A low-distortion A-M detector has been developed by W. T. Selsted and B. H. 
Smith (Fig. 27.56). This consists of a conventional diode rectifier direct-coupled 
to a cathode follower which is in turn connected to an r-f filter to reduce the carrier 
signal output. The excellent performance of this circuit is due to two facts ; 

1. That the load on the diode for normal A-M carrier frequencies is essentially 
resistive, and the normal effects of excessive shunting capacitance are eliminated. 

2. That, since the coupling to the cathode follower is direct, there is no effect of 
biasing currents which are normally developed in a diode loading circuit using coup- 
ling condensers. The distortion for 100% modulation, as shown in Fig. 27.57, is 
claimed to be 0.3% at a modulating frequency of 420 c/s and 0.8% at 4000 c/s. The 
carrier input voltage and frequency are not stsited. 




FIG. 21.56 
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Pig. 27.56. Circuit of low distortion A-M detector {W. T. Selsted and B. H. Smith), 
Pie 27 57. Distortion characteristics of low distortion A-M detector (W. T. Selsted 

and B. H. Smith). 
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ADDITIONAL REFERENCES 
(A) A-M DETECTORS 

26A. Costas, J. P. " Synchronous detection of amplitude-modulated signals " Proc. National Electronics 
Conference 7 (1951) 121. 

26B. Schooleyj A. H., and S. F. George " Input versus output signal-to-noise characteristics of linear 
parabolic and semi-cubical detectors" Proc. National Electronics Conference 7 (1951) 151. 

26C. Langford-Smith, F. " A low-distonion A-M detector " Radiotronics 18.6 (June 1953) 79. De- 
veloped by W. T. Selsted and Bob H. Smith in Radiation Laboratory of University of California. 
Summary in Electronics 26.11 (Nov. 1953) 214. 

(D) MUTING (Q.A.V.C.) 

62B. Vilkersom, B. S. " iViuting for A-M or F-M " U.S. Patent No. 2,639,375, assigned to R.C.A. 
Described by R. H. Dorf " Audio Patents " Audio Eng. 38.1 (Jan. 1954) 2. Uses crystal oscillator 
tuned to centre of pass-band. 

(G) CRYSTAL DIODES 

85A. Douglas,R.W. and E.G. James" Crystal diodes "Proc. I.B.E. 98 Part III 53 (May 1951) 157, 177. 
85B. Jordan, J, P. " The ABC's of germanium " E.E. 71.7 (July 1952) 619. 

85C. Lovelock, R. T. "Point contact germanium rectifiers" W.W. 59.11 (Nov. 1953) 511 ; 59.12 
(Dec. 1953) 600. Principles of operation and relation to performance and reliability. 

85D. Jones, D. D., and B. C. Brodribb " Some high frequency effects in germanium diodes " Electronic 
Eng. 26.311 (Jan. 1954) 33. 

(H) TRANSISTORS 

86. Add discussion Proc. I.E.E. 99 Part III 62 (Nov. 1952) 363. 

88. Scott, T. R. " Crystal triodes " Proc. I.E.E. 98, Part III 53 (May 1951) 169, 177. 

89. Morton, J. A. " New transistors give improved performance " Elect. 25.8 (Aug. 1952) 100. 

90. "The new tetrode junction transistor" Tele-Tech 11.11 (Nov. 1952) 38. 

91. Rose, G. M., and B. N. Slade " Transistors operate at 300 MC " Elect. 25.11 (Nov. 1952) 116. 

92. Oser, E. A., R. O. Enders and R. P. Moore " Transistor oscillators " R.C.A. Rev. 13.3 (Sept. 1952) 
369. 

93. Transistor issue (48 articles) Proc. I.R.E. 40.11 (Nov. 1952). 

94. Shea, R. F. " Transistor power amplifiers " Elect. 25.9 (Sept. 1952) 106. 

95. " Development transistorized equipments " Tele-Tech 12.1 (Jan. 1953) 75. 

96. Smith, K. D. "Properties of junction transistors" Tele-Tech 12.1 (Jan. 1953) 76. 

97. Roddam, T. " Transistors " W.W. (1) 59.2 (Feb. 1953) 70 ; (2) 59.3 (March 1953) 125 : (3) 59.4 
(April 1953) 175 ; (4) 59.5 (May 1953) 205 ; (5) 59.6 (June 1953) 256 ; (6) 59.7 (July 1953) 311 ; 
(7) 59.8 (Aug. 1953) 359 ; (8) 59.9 (Sept. 1953) 435 ; (9) 59.10 (Oct. 1953) 475 ; (10) 59.11 (Nov. 
1953) 543 ; (11) 59.12 (Dec. 1953) 568. 

CHAPTER 30 
RECTIFICATION 

ADDITIONAL REFERENCES 

33. Haauima, C. E. "Resistance-capacitance loading of selenium rectifiers" Tele-Tech 11.11 (Nov. 

34. Corbyn, D. B. " Special rectifier circuits — a description of some new high-voltage circuits and con- 
sideration of centre-tapped circuits " Electronic Eng. 24.295 (Sept. 1952) 418. 

CHAPTER 32 
VIBRATOR POWER SUPPLIES 

ADDITIONAL REFERENCES 
5. Mitchell, J. H. " Recent developments in vibrators and vibrator power packs " Jour. Brit IRE 

12.8 (Aug. 1952) 431. j - - 

CHAPTER 33 
CURRENT AND VOLTAGE REGULATORS 

ADDITIONAL REFERENCES 
« 

36. Benson, F. A. (book) " Voltage Stabilizers " Electronic Engineering, London, 1950. 

37. Elmore, W. C, and M. Sands (book) " Electronics " McGraw-Hill Book Co. 1949 p 363 

38. Seely, S. (book) " Electronic Tube Circuits " McGraw-Hill, 1950, pp. 306-316. 

39. Benson, F. A. " The design of series-parallel voltage stabilizers " Electronic Eng. 24.289 (March 
1952) 118. 

40. Armitage, M. D. " Improved stabilization from a voltage regulator tube " Electronic Eng 24 298 
(Dec. 1952) 568. Circuit uses Stabilovolt gas-filled voltage regulator tube, together with a bar- 
retter. 

41. Benson, F. A. " A study of the characteristics of glow-discharge voltage regulator tubes " Electronic 
Eng. 24.295 (Sept. 1952) 396 ; 24.296 (Oct. 1952) 456. " " iiiectromc 

42. Kiryluk, W. (letter) " Voltage regulator tubes " Electronic Eng. 25.300 (Feb. 1953) 83 Dynamic 
test for gas tubes, revealing hysteresis, discontinuities and a.c. resistance of tube. 

43. Trigg, R. D. " Voltage stabilization with series valve control " Electronic Eng. 25.304 (June 1953) 
254). Gives circuit analysis, including resistor shunted across series valve. 

44. "A.C. thermonic voltage regulator using Radiotron AV33 tungsten filament control diode" 
Radiotronics 18.7 (July 1953) 108. 
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45. Benson, F. A. " Voltage stabilization " Electronic Eng. 25.302 (April 1953) 160 ; 25.303 (May 

1953) 202. With extensive bibliography. For non-linear bridge voltage source see also letter 
V. H. Attrce W.E. 30.8 (Aug. 1953) 208. 

46. Thomas, P. A. V. " An alternating current stabilizer for supplying valve heaters " Electronic Eng. 
25.310 (Dec. 1953) 522. Review of existing methods and description of transductor controlled 
system giving voltage ±1%, output 240 watts. Correspondence 26.315 (May 1954) 218. 

47. Kdwards, P. L. " Relaxation oscillations in voltage regulator tubes " Proc. I.R.E. 41.12 (Dec. 1953) 
1756. psciilations may occur with gas-filled tubes shunted by a condenser ; conditions are given 
for avoiding oscillation. 

48. Patchett, G. N. (book) " Automatic Voltage Regulators and Stabilizers " (Pitman, 1954, 335 pp.). 

49. Geer, C. D., and W. C. Brockhuysen *' Thermal relays control heater voltage *' Elect. 26.1 (Jan. 

1954) 166. Use in receivers and amplifiers. 

50. Miles, R. C. " How to design VR tube circuits " Elect. 25.10 (Oct. 1952) 135. 

51. Jones, W. R. " Voltage regulator tubes " Elect. 26.3 (March 1953) 162. 

52. Benson, F. A., and G. Mayo " Impedance-frequency variations of glow-discharge voltage-regulator 
tubes " Electronic Eng. 26.315 (May 1954) 206. Tubes have resistive and inductive components. 
Measurements of 4 types of tubes from 20 to 10,000 c/s. 

53. Dalton, W. M. " A.C. voltage stabilizers " Electronic Eng. 26.317 (July 1954) 310. 

54. Hopkins, E. G. " Self-heating triode for voltage stabilization " W.E. 31.7 (July 1954) 169. 



CHAPTER 34 
TYPES OF A-M RECEIVERS 

ADDITIONAL REFERENCES 

1. Smith, R. A. " The relative advantages of coherent and incoherent detectors : a study of their 
output noise spectra under various conditions " Proc. I.E.E. 89, Part III 55 (Sept. 1951) 401. 

2. Tucker, D. G. " The synchrodyne and coherent detectors " W.E. 29.346 (July 1952) 184. 

3. Tucker, D. G. " The history of the homodyne and synchrodyne " J. Brit. I.R.E. 14.4 (April 1954) 
143. A very complete survey of whole field with exhaustive bibliography. 

CHAPTER 35 

DESIGN OF SUPERHETERODYNE A M RECEIVERS 

ADDITIONAL REFERENCES 

References dealing with interference and noise 

13C. Lampard, D. G. " The minimum detectable change in the mean-noise input power to a radio 
receiver " Proc. I.E.E. 101. Part III 70 (March 1954) 111. 

References relating to bandspreading 

20A. Parry, C. A. "A method of bandspreading " Proc. I.R.E. Aust. 13.10 (Oct. 1952) 365. 
20B. " Fine tuning arrangements " Electronic Eng, 25.305 (July 1953) 298. Trimmer capacitor con- 
nected in shunt with main tuning inductor, and other methods. 

General references 

63. Waverling, E. " Printed circuits for home radio receivers " Elect. 25.11 (Nov. 1952) 140. 

64. Davis, B. L. " Printed circuit techniques : an adhesive tape resistor system " N.B.S. Circular 530 
(1952) National Bureau of Standards, Washington D.C. 

65. Strafford, F. R. W. " Reducing fire risks — a new method of safeguarding receivers " W.W. 58.12 
(Dec. 1952) 499. 

66. Whitehead, J. C. " The S-P 600 Communication Receivers " (Hammarlund MF-HF-VHF), 
Comm. Eng. 13.4 (July /Aug. 1953) 32. 

67. Eisler, P. " Printed circuits and miniaturization " Electronic Eng. 25.304 (June 1953) 234. De- 
scribes foldable 3-dimensional circuits. 

68. Kobe, K. A., and R. P. Graham " The effect of applying a counter e.m.f. to a Leclanche cell " 
paper read before Electro-Chemical Society, U.S.A., 30th April, 1938. 

69. Hallows, R. W. " Improving the dry cell " W.W. 59.6 (June 1953) 276. 

70. Hallows, R. W. " Reactivating the dry cell " W.W. 59.8 (Aug. 1953) 344. 

71. Kelly, A. W. *' Review of new printed circuit development and audio frequency applications " 
Jour. A.E.S. 1.1 (Jan. 1953) 53. 

72. Dummer, G. W. A. and D. L. Johnston " Printed and potted electronic circuits " Proc. I.E.E. 100. 
Part Illr 66 (July 1953) 177. 

73. Eisler, P. " Printed circuits : some general principles and applications of the foil technique " 
Jour. Brit. I.R.E. 13.11 (Nov. 1953) 523. 

74. I^night, M. B. " Designing trouble-free series tube heater strings " Tele-Xech 12.4 (April 1053) 

76. Primarily TV receivers. 



CHAPTER 36 
DESIGN OF F-M RECEIVERS 

ADDITIONAL REFERENCES 

28. Willmotte, R. M. " Reception of an F.M. signal in the presence of a stronger signal in the same 
frequency band, and other associated results " Proc. I.E.E. 101. Part III 70 (March 1954) 69. 

29. Medhurst, R. G. " Harmonic distortion of frequency-modulated waves by linear networks " Proc. 
I.E.E. 101. Part III 71 (May 1954) 171. 
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CHAPTER 37 

RECEIVER AND AMPLIFIER TESTS AND MEASUREMENTS 

ADDITIONAL REFERENCES 

43. Terman, F. E., and J. M. Pettitt " Electronic Measurements " McGraw-Hill, 2nd ed. 1952. 

44. Scroggie, M. G. " Radio Laboratory Handbook " Iliffe, London. 

45. Maurice, D., and G. F. Newell and J. G. Spencer " Proposed test procedure for F-M broadcast 
receivers " Electronic Eng. 24,289 (March 1952) 106 : reprinted Radiotronics 18.3 [March 1953) 
39. Also gives results obtained on three actual receivers. 

46. " British Standard Glossary of Terms for the Electrical Characteristics of Radio Receivers " (BS 
2065 ; 1954). Comments, W.W. 604. (April 1954) 188. 

47. " Recommended methods of measurement on receivers for amplitude-modulation broadcast trans- 
missions " (1st ed. 1954), Central office of the International Electrotechnical Commission," Pub- 
lication 69. Comments W.W. 60.6 (June 1954) 271. 



CHAPTER 38 

TABLES, CHARTS AND SUNDRY DATA 

Sect. 3 (xi) (F) British Radio Industry Council (page 1360) add after F5 : — 
F5a.RIC/131/B. Capacitors, fixed, paper dielectric, foil, in rectangular metal cases. 

Additional definition 

Maximum output (in receivers). The greatest average output power into the 
rated load regardless of distortion. 

Abbreviations of titles of periodicals, pages 1367-1369, add 



Acustica 
Comm. Eng. 



High Fidelity 
Jour. A.E.S. 

Proc. I.E.E. 



Trans. I.R.E.-PGA 



S. Hirzel Verlag, Zurich. 

Communication Engineering, The Publishing House, 
Great Barrington, Mass. U.S.A. Previously known as 
FM-TV and FM-TV Radio Communication. 
Audiocom Inc., Great Barrington, Mass. U.S.A. 
Journal of the Audio Engineering Society, Box 12 
Old Chelsea Station, New Yorl- 11, N.Y. 
Proceedings of the Institution of Electrical Engineers 
(Savoy Place, Victoria Embankment, London, W.C.2[ 
England). 

Transactions Institute of Radio Engineers, U.S.A. Pro- 
fessional Group Audio. 



Additional references to standard symbols and abbreviations page 1369) 

6. British Standard BS530 : 1948 *' Graphical symbols for tele-communications," supplements 1, 2, 
3, 4 (in preparation). Sec comments, Bainbridge-Bell, L. H. " The scandardizacion of symbols and 
the arrangement of electronic circuit diagrams " Jour. Brit. I.R.E. 13.7 (July 1953) 339. 

7. *' I.R.E. Graphical symbols for electrical diagrams" Proc. I.R.E. 42.6 (June 1954) 967. These 
are the same as the American Graphical Symbols for Electrical Diagrams, Y32.2 — 1954, American 
Standards Association. 



ADDITIONAL ITEMS 

Neutralizing circuits (reference to page 1065) 

These circuits in Figs. 26.19 and 26.21 are strictly not neutrahzing circuits, but 
the effect achieved by using C is similar to that achieved by true neutralization as 
it allows the effect of feedback due to grid-to-plate capacitance to be reduced to 
negligible proportions, although it does not completely eliminate it. 



